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PREFACE 


The Title List of Documents Made Ihiblicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U.S. Nuclear Regulatory Commission (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information contained in the Title List includes the information formerly issued through the 
Department of Energy publication Power Reactor Docket Information , last published in January 1 979. 
Microfiche of the docketed information listed in the Title List is available for sale on a subscription basis 
from the National Technical Information Service (NTIS). See NOTES at the end of the Preface for the 
complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that 
are not meaningful, please let us know so that we can correct the data base. In so far as possible, we would 
like this document to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within dockets are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity infoimation 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorixaiion and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing Iransciipts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 
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Q. Inspection reports, IE Bulletins and correspondence 

R. Penodlic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non -anti trust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 

W. Decommissioning stage documents and corxespondence 


Appendix A sets forlli those categories and described the materials available in each. OnusMoii ol a 
category in the listing for a docket indicates that no documents in that categoiy were filed in the (ime 
period of (he report 


The principal elements of the entries in the list are: 



P Operating license stage documents & correspondence 



7904170015 Forwards info on TMI.JM Hendrie 790410 testimony, prehminaiy 
chronology of NRC actions, description of events & generic consideration 
of incident. 

REHM. T A. Office of the Executive Director foi Opeialions. 

79/04/ 12. t 93|)p. , 
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I NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates (hat (here is no peisonal aiilhot 

5. Corporate, agency or nomndividual source 

6 Date of document described 

7 Pages in document 

8. If this space is blank, the document is available to the public only in (he NRC Public Document Room. 
1717 H St., N W., Washington, D.C. 20555. If (Ins space is filled, it gives olhei .sources foi copies of the 
document The entry maybe “Available at NRC” for sale; “Available at NTIS”: oi “Available at dPO.” 


Tlie Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
Items Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In genera], indented items arc not in accession number sequence. If the docketed document has a contiaci 
(FIN) number or a formal report number.it will appear in the last line of the item following entry 5 


NONDOCKETED ITEMS 

Tlie nondocketed items are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories and their symbols are: 

lOCFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOI A Freedom of Information Act Requests and Releases 
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GEN TECH IS — Generic Technical Issues 

I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with other organizations 

PR — Proposed Rule 

PRM — Petition foi Rulemaking 

PROJ — Projects-Predocket Licensing 

PT9 — Public Records 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 

TOPREP — Vendor Reports and Related Correspondence 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 


Appendix B sets forth these categories and describes the matenal available in each. Omission of a category 
ill the listing foi a docket indicates that no documents in that category were filed in the time period of the 
leport. 


The principal elements of the nondocketed items are: 
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NURliG - NUREG Reports and Related Correspondence 

® © 
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7901060007 NUREG/CR-0161 

“Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package.” Quarterly 
Progress Report 780101-78033 ! Identifies parameters which affect 
normal sliock & vibration environs. 

FIELDS, S.R., MECH, S.J. Hanford Engineering Development Laboratory. 
FIN A-2093.1 78/ 1 1/30. 26pp Av ailable at NTlf \ 

(jO) ® 



1 . Nondocketed categoiy 

2. NRC Accession Number 

3. NRC Report Number 

4. Title and description of information contained m the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author 

6. Corporate, agency or other nonindividual source 

7. Contract or financial (FIN) number (if any). If the document has a secondary leport number 
it will appear following this entry. 

8. Date of document described 

9. Pages in document 
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10, If this space is blank, the document is avaiJable to the public only in the NRC Public Document Room, 
17 17 H St., N.W., Washington. D.C. 20555. If this space is filled, it gives other sources for copies of 
the document. The entry may be “AvaUable at NRC” or “AvaiJable at NTIS.” See NOTES on this 
page for information on ordering publications. 

The Nondockcted Items list is arranged sequentially by Accession Number within category. Indented 
items preceded by a dash are enclosures to unindented items. 


NOTES: 

1 . The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit 
Account holders may charge their orders by calling (301) 492-9530. 

2 . The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 2216J 

To place orders for or to obtain pnce information about NRC publications at NTIS, either wnte to 
NTIS or call the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge- 
card number when placing your order. 

3. The address for the PDRis; 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202)634-3274. When ordering documents listed 
in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication arc as follows* 8({ per page for standard size paper: I Ifi! per page for oversized 
paper (dravydngs); 25^5 per microfiche for 24x diazo duplicates. A minimum charge of $2.00 plus 
postage IS cliarged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Potomac Research, Inc. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Pago 

27-010 

Beatty, NV 

1 

40-8502 

Irigaray Mine, Wyoming Mining Corp, 

6 

27-039 

Sheffield, IL, Nuclear Engineering Co. 

1 

40-8568 

Dept, of the Air Force 

6 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

1 

j 40-8584 

Union 76 Minerals Exploration Co. 

6 

27-048 

Richland, WA, Nuclear Engineering Co. 

1 

40-8663 

Nuclear Dynamics, Inc. 

6 

40-0299 

Union Carbide Corp. 

2 

40-8681 

Energy Fuels Nuclear, Inc, 

6 

40-0672 

Nuclear Metals, Inc. 

2 

40-8692 

Cotter Corp. 

7 

40-0791 

United Technologies, Inc 

2 

40-8693 

Ogle Petroleum, Inc. 

7 

40-1162 

Western Nuclear, Inc. 

2 

40-8697 

Rocky Mountain Energy Co. 

7 

40-1341 

Edgemont Uranium Mine, TVA, and 

2 

40-8698 

Plateau Resources, Ltd. 

7 


Mines Development, Inc. 


40-8721 

Rocky Mountain Energy Co. 

7 

40-2061 

West Chicago Facility, Kcrr-McGce Corp. 

3 

40-8724 

Chemtron Corp. 

7 

40-2259 

Pathfinder Mines Corp. 

3 

40-8743 

Conoco 

7 

40-2940 

NL Industries, Inc. 

3 

40-8745 

Ogle Petroleum 

7 

40-3392 

Allied Cheinical Corp. 

4 

40-8768 

Kcrr-McGcc Nuclear Corp. 

8 

40-3453 

Atlas Minerals 

4 

50-3 

Indian Point Station, Unit 1 

8 

40-4348 

Dept, of Commerce 

4 

50-5 

Pennsylvania State Univ. Research Reactor 

9 

40-4492 

Federal American Partners (M ining) 

4 

50-10 

Dresden Nuclear Power Station, Unit 1 

10 

40-4826 

Northwestern Univ. 

4 

50-20 

Massachusetts Institute of Technology 

11 

40-6659 

Petrotomics Co., Getty OH Co. 

4 


Rcsearcli Reactor 


40-8027 

Kerr-McGce Corp. 

5 

50-22 

Westingliousc Tost Reactor 

11 

40-8084 

Lisbon Mine, Rio Algom Corp. 

5 

50-27 

Washington State Univ, Research Reactor 

12 

40-8092 

NASA 

5 

50-29 

Yankce-Rowe Nuclear Power Station 

12 

40-8102 

Exxon Minerals Co. USA, Exxon Corp. 

5 

50-30 

Plum Brook Research Reactor Facility 

13 

40-8113 

Univ. of Utah 

5 

50-47 

Army Materials Research Reactor 

13 

40-8180 

Univ. of Oklahoma 

5 

50-54 

Union Carbide Research Reactor 

13 

40-8348 

In Situ Uranium Leaching Project 

5 

50-57 

State Univ. of New York Research Reactor 

13 

40-8380 

Rocky Mountain Energy Co. 

5 

50-59 

Texas A&M Univ. Research Reactor 

13 

40-8452 

Bear Creek Uranium Co. 

5 

50-70 

General Electric Test Reactor 

13 


ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-77 

Catholic Univ. of America Research Reactor 

14 

50-213 

Iladdam Neck Plant 

24 

50-83 

Unw. of Florida Training Reactor 

14 

50-219 

Oyster Creek Nuclear Power Plant 

' 26 

SO-8? 

Westinghouse Critical Expetiment 

14 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

28 

50-97 

Cornell Univ. Zero Power Reactor 

14 

50-222 

Columbia Research Reactor 

30 

50-99 

Babcock & Wilcox Test Reactor 

14 

50-223 

Univ. of Lowell Research Reactor 

30 

50-112 

Univ. of Oklahoma Research Reactor 

14 

50-224 

Univ. of California Research Reactor 

30 

50-123 

Univ. of Missouri Research Reactor 

14 

50-225 

RPI Critical Experiment 

30 

50-124 

Virginia Polytechnic Institute Training 

14 

50-227 

TRIGA Thermionic Prototype Reactor 

30 


Reactor 







50-237 

Dresden Nuclear Power Station, Unit 2 

30 

50-128 

Texas A&M Univ. Research Reactor 

14 

50-243 

Oregon State Univ. Research Reactor 

33 

50-131 

Omalia Veterans Administration Hospital 

15 




Research Reactor 


50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

33 

50-133 

Humboldt Bay Power Plant, Unit 3 

15 

50-245 

Millstone Nuclear Power Station, Unit 1 

35 

50-134 

Worcester Polytechnic Institute 

Research Reactor 

15 

50-247 

Indian Point Station, Unit 2 

37 

50-139 

Univ. of Washington Research Reactor 

16 

50-249 

Dresden Nuclear Power Station, Unit 3 

39 

50*142 

UCLA Training Reactor 

16 

50-250 

Turkey Point Plant, Unit 3 

41 

50-147 

Rockwell International Corp. Critical 

16 

50-251 

Turkey Point Plant, Unit 4 

43 


Facility 


50-254 

Qnad-Citles Station, Unit 1 

45 

50-152 

Florida West Coast Nuclear Group, Inc. 

16 

50-255 

Palisades Nuclear Plant 

47 

50-155 

Big Rock Point Nuclear Plant 

16 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

50 

50-156 

Univ. of Wisconsin Research Reactor 

19 

50-260 

Browns Ferry Nuclear Power Station, Unit 2 

53 

50-157 

Cornell Univ. Rcsearcli Reactor 

19 

50-261 

H.B, Robinson Plant, Unit 2 

55 

50-166 

Univ, of Maryland Research Reactor 

19 

50-263 

MonticeJJo Nuclear Generating Plant 

56 

50-170 

National Naval Medical Center 

19 

50-265 

Quad-Cities Station, Unit 2 

58 

50-171 

Peach Bottom Atomic Power Station, 

19 





Unit 1 


50-266 

Point Beach Nuclear Plant, Unit 1 

60 

50-1 82 

Purdue Umv, Research Reactor 

20 

50-267 

Fort St. Vraln Nuclear Generating Station 

62 

50-184 

National Bureau of Standards Reactor 

20 

50-268 

Midwest Fuel Recovery Plant 

64 

50-1 85 

Plum Brook Reactor - Mock-up 

20 

50-269 

Oconee Nuclear Station, Unit 1 

64 

50-186 

Univ. of Missouri Research Reactor 

20 

50-270 

Oconee Nuclear Station, Unit 2 

66 

50-193 

Rhode Island & Providence Plantations AEC 

20 

50-271 

Vermont Yankee Nuclear Power Station 

68 

50-199 

Manhattan College Research Reactor 

20 

50-272 

Salem Nuclear Generating Station, Unit 1 

70 

S0-2Q1 

West Valley Reprocessing Plant 

20 

50-273 

Beznaii Nuclear Station, Unit 1, Switzerland 

72 

50-206 

San Onofre Nuclear Station, Unit 1 

22 

50-274 

U.S. Geological Survey Research Reactor 

72 

50-208 

Columbia Univ. Research Reactor 

24 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

72 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

74 

50-326 

Univ, of California at Irvine Research Reactor 

153 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

76 

50-327 

Sequoyali Nuclear Plant, Unit 1 

153 

50-280 

Surry Power Station, Unit 1 

79 

50-328 

Sequoyah Nuclear Plant, Unit 2 

157 

50-281 

Surry Power Station, Unit 2 

81 

50-329 

Midland Plant, Unit 1 

160 

50-282 

Prairie Island Nuclear Station, Unit 1 

84 

50-330 

Midland Plant, Unit 2 

162 

50-285 

Fort Calhoun Station, Unit 1 

86 

50-331 

Duane Arnold Energy Center 

164 

50-286 

Indian Point Station, Unit 3 

87 

50-332 

Barnwell Reprocessing Plant 

166 

50-287 

Oconee Nuclear Station, Unit 3 

90 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

166 

50-289 

Three Mile Island Nuclear Station, Unit 1 

91 

50-334 

Beaver Valley Power Station, Unit 1 

169 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

99 

50-335 

St. Lucie Plant, Unit 1 

171 

50-295 

Zion Nuclear Power Station, Unit 1 

103 

50-336 

Millstone Nuclear Power Station, Unit 2 

173 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

106 

50-338 

North Anna Power Station, Unit 1 

174 

50-297 

North Carolina State Univ. PULSTAR Reactor 

108 

50-339 

North Anna Power Station, Unit 2 

177 

50-298 

Cooper Nuclear Station 

108 

50-340 

Scabrook Nuclear Station, Unit 1 

179 

50-301 

Point Beach Nuclear Plant, Unit 2 

110 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

179 

50-302 

Crystal River Nuclear Plant, Unit 3 

112 

50-344 

Trojan Nuclear Plant 

180 

50-304 

Zion Nuclear Power Station, Unit 2 

114 

50-346 

Davls-Bcsse Nuclear Power Station, Unit 1 

182 

50-305 

Kewaunee Nuclear Power Plant 

116 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

184 

50-306 

Prairie Island Nuclear Station, Unit 2 

117 

50-352 

Limerick Generating Station, Unit 1 

187 

50-309 

Maine Yankee Atomic Power Plant 

119 

50-353 

Limerick Generating Station, Unit 2 

188 

50-311 

Salem Nuclear Generating Station, Unit 2 

121 

50-354 

Hope Creek Nuclear Station, Unit i 

189 

50-312 

Rancho Seco Nuclear Generating Station 

124 

50-355 

Hope Creek Nuclear Station, Unit 2 

190 

50-313 

Arkansas Nuclear One, Unit 1 

126 

50-356 

Uttiv. of iliinois LOPRA Research Reactor 

191 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

128 

50-358 

William IL Zimmer Nuclear Station, Unit 1 

191 

50-316 

Donald C. Cook hjuclear Power Plant, Unit 2 

130 

50-361 

San Oiiofrc Nuclear Station, Unit 2 

192 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

131 

50-362 

San Onofre Nuclear Station, Unit 3 

195 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

133 

50-363 

Forked River Nuclear Station, Unit 1 

197 

50-320 

Three Mile Island Nuclear Station, Unit 2 

135 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

197 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

143 

50-366 

Edwin 1. Hatch Nuclear Plant, Unit 2 

199 

50-322 

Shoreham Nuclear Power Station 

145 

50-367 

Bailly Generating Station 

202 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

146 

50-368 

Arkansas Nuclear One, Unit 2 

204 

50-324 

Brunswick Steam Electric Plant, Unit 2 

148 

50-369 

William B. McGuire Nuclear Station, Unit 1 

207 

50-325 

Brunswick Steam Electric Plant, Unit 1 

150 

50-370 

William B. McGuire Nuclear Station, Unit 2 

209 
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Docket 

Name 

Page 

50-37 J 

LaSalle County Station, Unit 1 

211 

50-374 

LaSalle County Station, Unit 2 

213 

50-376 

Noith Coast Nuclear Plant, Puerto Rjco 

214 

50-378 

Caorso Nuclear Station, Italy 

215 

50-382 

Waterford Generating Station, Unit 3 

215 

50-387 

Susquehanna Steam Electric Station, Unit 1 

216 

50-388 

Susquehanna Steam Electric Station, Unit 2 

218 

50-389 

St. Lucie Plant, Unit 2 

219 

50-390 

Watts Bar Nuclear Plant, Unit 1 

221 

50-391 

Watts Bar Nuclear Plant, Unit 2 

222 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

224 

50-397 

WPPSS Nuclear Project, Unit 2 

226 

50-400 

Shearon Harris Nuclear Power Plant, Unit 1 

228 

50-401 

Shcaron Harris Nuclear Power Plant, Unit 2 

229 

50-402 

Shearon Hams Nuclear Power Plant, Unit 3 

230 

50-403 

Shcaron Harris Nuclear Power Plant, Unit 4 

231 

50404 

North Anna Power Station, Unit 3 

231 

50-405 

North Anna Power Station, Unit 4 

232 

50409 

La Crosse Bolling Water Reactor 

232 

50410 

Nine Milo Point Nuclear Station, Unit 2 

234 

50412 

Beaver Valley Power Station, Unit 2 

235 

50413 

Catawba Nuclear Station, Unit I 

235 

50414 

Catawba Nuclear Station, Unit 2 

236 

50416 

Grand Gulf Nuclear Station, Unit 1 

237 

50-417 

Grand Gulf Nuclear Station, Unit 2 

240 

50423 

Millstone Nuclear Power Station, Unit 3 

242 

50424 

Alvin W. Vogtic Nuclear Plant, Unit 1 

242 

50-425 

Alvin W. Vogtie Nuclear Plant, Unit 2 

243 

50431 

Genkai, Unit 1, Japan 

243 

50433 

Univ. of California at Santa Barbara 

Research Reactor 

243 

STN-50437 

Floating Nuclear Plant 

243 

50438 

Bellefontc Nuclear Plant, Unit 1 

244 

50439 

Bellefonte Nuclear Plant, Unit 2 

245 


Docket 

Name 

Pago 

50440 

Perry Nuclear Power Plant, Unit 1 

246 

50-441 

Perry Nuclear Power Plant, Unit 2 

248 

50443 

Seabrook Nuclear Station, Unit 1 

250 

50444 

Seabrook Nuclear Station, Unit 2 

251 

50445 

Comanche Peak Steam Electric Station, 
Unit 1 

251 

50446 

Comanche Peak Steam Electric Station, 
Unit 2 

255 

50452 

Greenwood Energy Center, Unit 2 

259 

50453 

Greenwood Energy Center, Unit 3 

259 

50454 

Byron Station, Unit 1 

259 

50-455 

Byron Station, Unit 2 

260 

50456 

Braidwood Station, Unit 1 

261 

50-457 

Braldwood Station, Unit 2 

262 

50-458 

River Bend Station, Unit 1 

263 

50-459 

River Bend Station, Unit 2 

264 

50460 

WPPSS Nuclear Project, Unit 1 

265 

50-461 

Clinton Power Station, Unit 1 

266 

50-462 

Clinton Power Station, Unit 2 

268 

50-466 

Allens Creek Nuclear Station, Unit 1 

269 

50467 

Allens Creek Nuclear Station, Unit 2 

271 

50-471 

Pilgrim Nuclear Power Station, Unit 2 

271 

50-472 

Pilgrim Nuclear Power Station, Unit 3 

271 

STN-50482 

Wolf Creek Generating Station 

271 

STN-50483 

Calloway Plant, Unit 1 

272 

STN-50485 

Sterling Power Project, Nuclear, Unit 1 

273 

STN-50486 

Calloway Plant, Unit 2 

273 

STN-50488 

Perkins Nuclear Station, Unit 1 

274 

STN-50-489 

Perkins Nuclear Station, Unit 2 

275 

STN-50-490 

Perkins Nuclear Station, Unit 3 

276 

STN-50491 

Cherokee Nuclear Station, Unit 1 

276 

STN-50492 

Cherokee Nuclear Station, Unit 2 

277 

STN-50493 

aierokee Nuclear Station, Unit 3 

277 

STN-50498 

South Texas Project, Unit 1 

277 
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Docket 

Name 

Page 

Docket 

Name 

Page 

STN-50-499 

South Texas Project, Unit 2 

280 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

302 

50-500 

Davis-Besse Nuclear Power Station, Unit 2 

283 

STN-50-574 

Bagnac Nuclear Power Project, Philippines 

303 

50-501 

Davis-Bcsse Nuclear Power Station, Unit 3 

283 

50-582 

Sundeseit, Unit 1 

303 

STN-50-502 

Haven Nuclear Plant, Unit 1 

283 

50-583 

Siindesert, Unit 2 

303 

STN-50-508 

\VPPSS Nuclear Project, Unit 3 

283 

STN-50-592 

Palo Verde Nuclear Station, Unit 4 

303 

STN-50-509 

WPPSS Nuclear Project, Unit 5 

284 

STN-50-593 

Palo Verde Nuclear Station, Unit 5 

303 

50-510 

Blue Hills Station, Unit 1 

284 

50-599 

Carroll Facility I 

304 

50-511 

Blue Hills Station, Unit 2 

284 

50-600 

Carroll Facility II 

304 

50-513 

WPPSS Nuclear Project, Unit 4 

284 

70-0008 

Dattclle Columbus Laboratories 

304 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

285 

70-0025 

Rockwell Internationa! Corp. 

304 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

285 

70-0027 

Babcock & Wilcox Co. 

304 

STN-50-516 

Jainesport Nuclear Station, Unit 1 

285 

70-0033 

Texas Instruments, Inc. 

304 

STN-50-517 

Jamesport Nuclear Station, Unit 2 

286 

70-0036 

Combustion Engineering, Inc. 

305 

STN-50-518 

Hartsville Nuclear Plant, Unit 1 

286 

70-0135 

Babcock & Wilcox Co. 

305 

STN-50-519 

Hartsvillc Nuclear Plant, Unit 2 

287 

70-0143 

Nuclear Fuel Services, Inc. 

306 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

288 

70-0258 

Univ, of Illinois at Urbana-Cltampaign 

307 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

290 

70-0312 

Unlv. of Massachusctles 

307 

STN-50-522 

Skagit Nuclear Power Project, Unit 1 

291 

70-0343 

Rutgers the Stale University of New Jersey 

307 

STN-50-523 

Skagit Nuclear Power Project, Unit 2 

291 

70-0349 

Northwestern Univ. at Evanston-Chicago 

307 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

291 

70-0364 

Parks Township Site, Babcock & Wilcox Co. 

307 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

292 

70-0371 

United Nuclear Corp. 

308 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

294 

70-0398 

Dept, of Commerce 

308 

50-536 

Gosgen, Switzerland 

295 

70-0575 

Lebanon Valley College 

308 

50-537 

Clinch River Breeder Reactor 

296 

70-0600 

Seattle Univ, 

308 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

296 

70-0687 

Union Carbide Corp. 

308 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

297 

70-0710 

Merrimack College 

308 

STN-50-553 

Phipps Bend Nuclear Plant, Unit 1 

299 

70-0734 

General Atomic Co. 

309 

STN-50-554 

Phipps Bend Nuclear Plant, Unit 2 

300 

70-0754 

Vallccilos Nuclear Center 

309 

STN-50-556 

Black Fox Station, Unit 1 

301 


General Electric Co. 


STN-50-557 

Black Fox Station, Unit 2 

301 

70-0820 

United Nuclear Corp. 

309 

50-559 

Maanshan Nuclear Station, Unit 2, Taiwan 

301 

70-0824 

Babcock & Wilcox Co, 

310 

50-564 

Nuclear Fuels Recovery and Recycle Center 

301 

70-0925 

Cimarron Facility, Kcrr-McGee Corp. 

310 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

302 

70-0959 

Nuclear Fuel Services, Inc. 

310 
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70-0984 

Pacific Nortliwest Laboratory 

310 

70-2322 

Edlow International Co. 

315 

70-1007 

General Electric Co. 

310 

70-2375 

Pacific Gas & Electric Co. 

315 

70-1097 

General Electric Co. 

310 

70-2478 

Transnuclear, Inc. 

315 

70-1100 

Combustion Engineering, Inc. 

311 

70-2479 

Transnuclcar, Inc. 

316 

70-1113 

General Electric Co. 

311 

70-2520 

West Virginia Univ. Medical Center, 

316 





Morgantown, WV 


70-1120 

Westinglioiisc Electric Co. 

311 







70-2554 

Valley Hospital, Ridgewood, NJ 

316 

70-1143 

Westingliouse Electric Corp. 

311 







70-2560 

Oklahoma Osteopathic Hospital, Tulsa, OK 

316 

70-1151 

Westinghouse Electric Corp. 

311 







70-2599 

Berrien General Hospital, Berrien Center, MI 

316 

70-1167 

Norlliwcstern Oklahoma State Univ. 

312 







70-2609 

Commonwealth Edison Co. 

316 

70-1193 

Cimarron Facility, Kerr-McGee Corp. 

312 







70-2621 

Riverside Hospital, Newport News, VA 

316 

70-1201 

UF-6 Conversion Facility, 

312 





Babcock & Wilcox Co. 


70-2623 

McGuire Spent Fuel Pool, Duke Power Co. 

316 

70-1220 

General Electric Co . 

312 

70-2705 

St. Francis Medical Center Hospital, 

316 





Lynwood, CA 


70-1257 

Mixed Oxide Fabrication Plant, Exxon 

312 





Nuclear Co., Inc. 


70-2786 

General Electric Co. 

316 

70-1308 

Morris Operations, General Electric Co. 

313 

70-2883 

Hanna Mining Co. 

316 

70-1309 

Morris Operations, Sources & Standards, 

314 

70-2885 

Commonwealth Edison 

317 


General Electric Co. 








70-2892 

Auxilio Mutno Hospital 

317 

70-1327 

UF-6 Conversion Facility, Allied-General 

314 





Nuclear Services Corp. 


70-2908 

Veterans Administration Hospital, 

317 





San Diego, CA 


70-1349 

Hospital Pavia 

314 







70-2909 

Westinghouse Electric Corp. Power Systems 

317 

70-1377 

Hanna Mining Co. 

314 







70-2910 

Tennessee Valley Authority 

317 

70-1397 

St. Mary’s Hospital, Richmond, VA 

314 







70-2913 

Tennessee Valley Authority 

317 

70-1401 

Veterans Administration Hospital, Dallas, TX 

314 







70-2914 

Hanna Mining Co. 

317 

70-1417 

Greater Southeast Community Hospital, 

314 





Wasliington, DC 


70-2932 

Texas Utilities Generating Co. 

317 

70-1432 

Recycle Fuels Plant, Westinghouse Electric 

314 

71-0002 

Clicin-Nuclcar Systems, Inc. 

317 


Corp. 








71-0017 

Rhode Island Atomic Energy Commission 

317 

70-1470 

Veterans Administration Hospital, 

315 





Los Angeles, CA 


71-0018 

Nuclear Assurance Corp. 

317 

70-1729 

Fuel Recovery & Storage Station. Allied - 

315 

71-0035 

Rockwell International 

317 


General Nuclear Services Corp. 








71-0082 

Kerr-McGec Nuclear Corp. 

317 

70-1738 

Pacific Gas & Electric Co. 

315 







71-0108 

Univ. of Missouri 

317 

70-1739 

Tri-State Motor Transit Co. 

315 







71-0109 

Union Carbide Corp. 

318 

70-1821 

Plutonium Production Facility, Allied- 

315 





General Nuclear Services Corp. 


71-0112 

Dept, of the Navy 

318 

?0-2192 

Pittston Co, Coal Group 

315 

71-0138 

Battcllc Columbus Laboratories 

318 

m-2313 

Nuclear Fuel Services 

315 

71-0192 

Nuclear Packaging, Inc. 

318 
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71-0198 

Nuclear Fuel Services, Inc 

318 

71-9018 

Model BU-6, General Electric Co. 

320 

71-0244 

NL Industries, Inc. 

318 

71-9019 

Model. BU-7, General Electric Co. 

320 

71-0370 

71-0382 

Aincrsliatn Corp. 

318 

71-9022 

Model CE-250-2, Combustion Engineering 
Co., Inc 

320 

Dept, of the Interior, Geological Survey 

318 

71-9027 

320 


Model 741, Technical Operations, Inc. 

71-0385 

Dept, of the Navy, Naval Nuclear Power 

318 




Unit Port, Iluencme, CA 


71-9032 

Model 650, Technical Operations, Inc. 

320 

71-0394 

Nuclear Sources & Services, Inc. 

318 

71-9033 

Model: 660 & 660E, Technical Operations, 

320 





Inc. 


71-0395 

Dept, of the Navy, Naval Facilities 

318 





Engineering Command 


71-9034 

Model: TRIGA-1, General Atomic Co. 

320 

71-0396 

Atcor Washington, Inc. 

318 

71-9035 

Model*. 680, Technical Operations, Inc. 

320 

71-4888 

Model: Sentinel -25A, B, C, C3, D, E, F, 

318 

71-9036 

Model: C-1, Source Production Equipment 

320 


Teledyne Energy Systems 



Co. 


71-4986 

Model: RA-2, Exxon Nuclear Co., Inc. 

318 

71-9037 

Model: TRIGA-2, General Atomic Co. 

320 

71-5088 

Model: D 34710-1, U.S. Nuclear, Inc 

318 

71-9039 

Model: 715, Technical Operations, Inc. 

320 

71-5442 

Model: LA-36, Babcock & Wilcox Co. 

318 

71-9044 

Model: GE-1600, General Electric Co. 

320 

71-5450 

Model: RCC-1 , -2, -3, Westinghousc Electric 

319 

71-9049 

Model: GE-500, General Electric Co. 

320 

71-5740 

Corp. 

319 

71-9074 

Model: AP-lOO, Anefco, Inc. 

321 

Model: ORNL-TRU-CF, Shipping Container, 



Dept, of Energy 


71-9080 

Model; HN'600, tiittman Nuclear & 

321 

71-5862 

Model. Sentinel-lOOF.Telcdyne Energy 

319 


Development Corp, 



Systems 


71-9081 

Model: CNSI-1600,Chcm-Nuclcar 

321 

71-5926 

Model: 1 00, General Electric Co. 

319 


Systems, Inc. 


71-5942 

Model: GE-700, General Electric Co. 

319 

71-9094 

Model: CNSM4-195-H, Chcm-Nuclcar 

321 



Systems, Inc. 


71-5957 

Model; BMI-1, Dept, of Energy 

319 

71-9096 

Model: CNSI-21-300, Chem-Nuclear 

321 

71-5971 

Model: GE-200, General Electric Co. 

319 


Systems, Inc. 


71-5980 

Model: GE-600, General Electric Co. 

319 

71-9097 

Model: CNSI-14-195L, Chcm-Nuclcar 

321 



Systems, Inc. 


71-5998 

Model: GE-400, General Electric Co. 

319 

71-9108 

Model: AL-33-90, Atcor, Inc, 

321 

71-6058 

Model: B3-I, Nuclear Engineering Co. 

319 






71-9111 

Model: CN6-80A, Chem-Nuclear 

321 

71-6144 

Model: 6144, Nuclear Engineering Co. 

319 


Systems, Inc, 


71-6357 

Model: NNFD-1 0, Babcock & Wilcox Co, 

319 

71-9113 

Model: 7-100, Chcm-Nuclear Systems, 

321 

71-6400 

Model: Super Tiger, Westinghousc Electric 

319 


Inc. 



Corp. 


71-9116 

Model: CN6-80B, Nuclear Packaging, 

321 

71-6458 

Model: BU-5, General Electric Co. 

319 


Inc, 


71-6581 

Model: 51032-1 & lA, Exxon Nuclear 

319 

71-9136 

Model; GE-9136, General Electric Co. 

321 


Co,, Inc. 



71-6717 

Model: 6717 B 

320 

71-9508 

Model; DOT SPEC 6M, Dept, of Energy 

321 

71-9001 

Model; IF-300, General Electric Co, 

320 

71-9853 

Model: ORNL - BNL ■ NBS, 

321 




Unirradlatcd Fuel Container, 


71-9009 

Model: FL 10-1, General Electric Co. 

320 


Dept, of Energy 
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Allens Creek Nuclear Station, Unit 1 

50466 

269 

Brunswick Steam Electric Plant, Unit 1 

50-325 

150 

Allens Crock Nuclear Station, Unit 2 

50467 

271 

Brunswick Steam Electric Plant, Unit 2 

50-324 

148 

Arkansas Nuclear One, Unit 1 

50-313 

126 

Byron Station, Unit 1 

50454 

259 

Arkansas Nuclear One, Unit 2 

50-368 

204 

Byron Station, Unit 2 

50455 

260 

Army Materials Research Reactor 

5047 

13 

Calloway Plant, Unit 1 

STN-50483 

272 

Duane Arnold Energy Center 

50-331 

164 

Calloway Plant, Unit 2 

STN'50-486 

273 

Babcock & Wilcox Co, Test Reactor 

50-99 

14 

Calvert Cliffs Nuclear Power Plant, 

50-317 

131 




Unit 1 



Bagnac Nuclear Power Project, Philippines 

STN-50-574 

303 

Calvert Cliffs Nuclear Power Plant, 

50-318 

133 

Bailly Generating Station 

50-367 

202 

Unit 2 



Barnwell Reprocessing Plant 

50-332 

166 

Caorso Nuclear Station, Italy 

50-378 

215 

Beaver Valley Power Station, Unit 1 

50-334 

169 

Carroll Facility I 

50-599 

303 

Beaver Valley Power Station, Unit 2 

50412 

235 

Carroll Facility 11 

50-600 

304 

Bcllefonte Nuclear Plant, Unit 1 

50438 

244 

Catawba Nuclear Station, Unit 1 

50413 

235 

Bellefontc Nuclear Plant, Unit 2 

50439 

245 

Catawba Nuclear Station, Unit 2 

50414 

236 

Beznau Nuclear Station, Unit 1, Switzerland 

50-273 

72 

Catholic Univ. of America Research 

50-77 

14 




Reactor 



Big Rock Point Nuclear Power Plant 

50-155 

16 

Oierokce Nuclear Station, Unit I 

STN-5 0-491 

276 

Black Fox Station, Unit 1 

STN-50-556 

301 

Cherokee Nuclear Station, Unit 2 

STN-5 0-492 

277 

Black Fox Station, Unit 2 

STN-50-557 

301 

Cherokee Nuclear Station, Unit 3 

STN-5 0-493 

277 

Blue Hills Station, Unit 1 

STN-50-510 

284 

Clinch River Breeder Reactor 

50-537 

296 

Blue Hills Station, Unit 2 

50-511 

284 

Clinton Power Station, Unit 1 

50-461 

266 

Braidwood Station, Unit 1 

50456 

261 

Clinton Power Station, Unit 2 

50462 

268 

Braidwood Station, Unit 2 

50457 

262 

Columbia Research Reactor 

50-222 

30 

Browns Ferry Nuclear Power Station, 

50-259 

50 




Unit 1 



Columbia Univ. Rescarcii Reactor 

50-208 

24 

Browns Ferry Nuclear Power Station, 

50-260 

53 

Comanche Peak Steam Electric Station, 

50445 

251 

Unit 2 



Unit 1 



Browns Ferry Nuclear Power Station, 

50-296 

106 

Comanche Peak Steam Electric Station, 

50-446 

255 

Unit 3 



Unit 2 
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Docket 
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Docket 
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Donald C. Cook Nuclear Power Plant, 

50-315 

128 

Grand Gulf Nuclear Station, Unit 1 

50-416 

237 

\Jnit 1 



Grand Gulf Nuclear Station, Unit 2 

50417 

240 

Donald C. Cook Nuclear Power Plant, 

Unit 2 

50-316 

130 

Greenwood Energy Center, Unit 2 

50-452 

259 

Cooper Nuclear Station 

50-298 

108 

Greenwood Energy Center, Unit 3 

50-453 

259 

Cornell Univ. Research Reactor 

50-157 

19 

Had dam Neck Plant 

50-213 

24 

Cornell Univ, Zero Power Reactor 

50-97 

14 

Shear on Hams Nuclear Power Plant, 

Unit 1 

50400 

228 

Crystal River Nuclear Plant, Unit 3 

50-302 

112 

Shearon Harris Nuclear Power Plant, 

50-401 

229 

DaviS'Besse Nuclear Power Station, 

50-346 

182 

Unit 2 



Unit 1 



Shearon Harris Nuclear Power Plant, 

50402 

230 

Davis-Bessc Nuclear Power Station, 

50-500 

283 

Unit 3 



Unit 2 



Shearon Harris Nuclear Power Plant, 

50-403 

231 

Davis-Besse Nuclear Power Station, 

50-501 

283 

Unit 4 



Unit 3 



Hartsville Nuclear Plant, Unit 1 

STN-50-518 

286 

Diablo Canyon Nuclear Power Plant, 

Unit 1 

50-275 

72 

Hartsville Nuclear Plant, Unit 2 

STN-50-519 

287 

Diablo Canyon Nuclear Power Plant, 

50-323 

146 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

288 

Unit 2 



Hartsville Nuclear Plant, Unit 4 

STN-50-521 

290 

Dresden Nuclear Power Station, Unit 1 

50-10 

10 

Edwin 1. Hatch Nuclear Plant, Unit 1 

50-321 

143 

Dresden Nuclear Power Station, Unit 2 

50-237 

30 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

199 

Dresden Nuclear Power Station, Unit 3 

50-249 

39 

Haven Nuclear Plant, Unit 1 

STN-50-502 

283 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

184 

Hope Creek Nuclear Station, Unit 1 

50-354 

189 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

197 

Hope Creek Nuclear Station, Unit 2 

50-355 

190 

Enrico Fermi Atomic Power Plant, 

Unit 2 

50-341 

179 

Humboldt Bay Power Plant, Unit 3 

50-133 

15 

James A. Fitzpatrick Nuclear Power 

50-333 

166 

Indian Point Station, Unit 1 

50-3 

8 

Plant 



Indian Point Station, Unit 2 

50-247 

37 

Floating Nuclear Plant 

STN-50-437 

243 

Indian Point Station, Unit 3 

50-286 

87 

Florida West Coast Nuclear Group, Inc. 

50-152 

16 

Jamesport Nuclear Station, Unit 1 

STN-50-516 

285 

Forked Rivet Nuclear Station, 

Unit 1 

50-363 

197 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

286 

Fort Calhoun Station, Unit 1 

50-285 

86 

Kewaunee Nuclear Power Plant 

50-305 

116 

Fort St. Vrain Nuclear Generating 

50-267 

62 

La Crosse Boiling Water Reactor 

50-409 

232 

Station 



LaSalle County Station, Unit 1 

50-373 

211 

General Electric Test Reactor 

50-70 

13 

LaSalle County Station, Unit 2 

50-374 

213 

Genkai, Unit 1, Japan 

50-431 

243 

Limerick Generating Station, Unit 1 

50-352 

18? 

Robert Emmet Ginna Nuclear Plant, 

Unit 1 

50-244 

33 

Limerick Generating Station, Unit 2 

50-353 

188 

Gosgen, Switzerland 

50-536 

295 

Maanshan Nuclear Station, Unit 2, Taiwan 

50-559 

301 
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Maine Yankee Atomic Power Plant 

50-309 

119 

Omaha Veterans Administration 

50-131 

15 




Hospital Research Reactor 



Manhattan College Research Reactor 

50-199 

20 

Oregon State Univ. Research Reactor 

50-243 

33 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

296 

Oyster Creek Nuclear Power Plant 

50-219 

26 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

297 

Palisades Nuclear Plant 

50-255 

47 

Massachusetts Institute of Technology 

50-20 

11 




Research Reactor 



Palo Verde Nuclear Station, Unit 1 

STN-50-528 

291 

Wilham B. McGuire Nuclear Station, 

50-369 

207 

Palo Verde Nuclear Station, Unit 2 

STN-5 0-529 

292 

Unit 1 



Palo Verde Nuclear Station, Unit 3 

STN-50-530 

294 

William B. McGuire Nuclear Station, 

50-370 

209 




Unit 2 



Palo Verde Nuclear Station, Unit 4 

STN-5 0-592 

303 

Midland Plant, Unit 1 

50-329 

160 

Palo Verde Nuclear Station, Unit 5 

STN-5 0-593 

303 

Midland Plant, Unit 2 

50-330 

162 

Peach Bottom Atomic Power Station, 

50-171 

19 



Unit 1 



Midwest Fuel Recovery Plant 

50-268 

64 

Peach Bottom Atomic Power Station, 

50-277 

74 

Millstone Nuclear Power Station 

50-245 

35 

Unit 2 



Unit 1 



Peach Bottom Atomic Power Station, 

50-278 

76 

Millstone Nuclear Power Station, 

50-336 

173 

Unit 3 



Unit 2 



Pebble Springs Nuclear Plant, Unit 1 

50-514 

285 

Millstone Nuclear Power Station, 

50423 

242 



285 

Unit 3 



Pebble Springs Nuclear Plant, Unit 2 

50-515 

Monticcllo Nuclear Generating Plant 

50-263 

56 

Pennsylvania State Univ. Research 

50-5 

9 




Reactor 



National Bureau of Standards Reactor 

50-184 

20 

Perkins Nuclear Station, Unit 1 

STN'50488 

274 

National Naval Medical Center 

50-170 

19 

Perkins Nuclear Station, Unit 2 

STN-50489 

275 

Nine Mile Point Nuclear Station, 

50-220 

28 




Unit 1 



Perkins Nuclear Station, Unit 3 

STN-50490 

276 

Nine Mile Point Nuclear Station, 

50-410 

234 

Perry Nuclear Power Plant, Unit 1 

50440 

246 

Unit 2 



Perry Nuclear Power Plant, Unit 2 

50441 

248 

North Anna Power Station, Unit 1 

50-338 

174 

Phipps Bend Nuclear Plant, Unit 1 

STN-50-553 

299 

North Anna Power Station, Unit 2 

50-339 

177 

Phipps Bend Nuclear Plant, Unit 2 

STN-5 0-554 

300 

North Anna Power Station, Unit 3 

50-404 

231 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

99 

North Anna Power Station, Unit 4 

50405 

232 

Pilgrim Nuclear Power Station, Unit 2 

50471 

271 

North Carolina State Univ. PULSTAR 

50-297 

108 




Reactor 



Pilgrim Nuclear Power Station, Unit 3 

50472 

271 

North Coast Nuclear Plant, Puerto Rico 

50-376 

214 

Plum Brook Reactor - Mock-up 

50-185 

20 

Nuclear Fuels Recovery and Recycle Center 

50-564 

301 

Plum Brook Research Reactor Facility 

50-30 

13 

Oconee Nuclear Station, Unit I 

50-269 

64 

Point Beach Nuclear Plant, Unit 1 

50-266 

60 

Oconee Nuclear Station, Unit 2 

50-270 

66 

Point Beach Nuclear Plant, Unit 2 

50-301 

110 

Oconee Nuclear Station, Unit 3 

50-287 

90 

Prairie Island Nuclear Station, Unit 1 

50-282 

84 
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Docket 
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Docket 
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Piairie Island Nuclear Stalion, Unit 2 

50306 

117 

Virgil C. Summer Nuclear Station, 

50-395 

224 



Unit 1 



Purdue Lfniv. Research Reactor 

50-182 

20 

Sundcsert, Unit 1 

50-582 

303 

Oiiad-Cities Station, Unit 1 

50-254 

45 

Sundeseit, Unit 2 

50-583 

303 

Qitad-Cifies Station, Unit 2 

50-265 

58 

Surry Power St.ition, Unit 1 

50-280 

79 

Rancho Seco Niiciear Generating 

50-312 

124 




Station 



Surry Power Station, Unit 2 

50-281 

81 

Rhode Island & Providence 

50-193 

20 

Susquehanna Steam Electric Station, 

50-387 

216 

Plantations AEC 



Unit 1 



River Bend Station, Unit J 

50-458 

263 

Susquehanna Steam Electric Station, 

50-388 

218 




Unit 2 



River Bend Station, Unit 2 

50-459 

264 

Texas A&M Univ, Research Reactor 

50-59 

13 

H, B. Robinson Plant, Unit 2 

50-261 

55 

Texas A&M Univ. Research Reactor 

50-128 

14 

Rockwell International Corp, Critical 

50-147 

16 




Facility 



Three Mile Ishind Nuclear Station, Unit I 

50-289 

91 

RPI Critical Experiment 

50-225 

30 

Tliree Mile Island Nuclear Station, Unit 2 

50-320 

135 

Salem Nuclear Generating Station, 

50-272 

70 

TRIGA Thermionic Prototype Reactor 

50-227 

30 

Unit 1 



50-344 

180 

Trojan Nuclear Plant 

Salem Nuclear Generating Station, 

50-311 

121 



Unit 2 



Turkey Point Plant, Unit 3 

50-250 

41 

San Onofre Nuclear Station, Unit I 

50-206 

22 

Turkey Point Plant, Unit 4 

50-251 

43 

San Onofre Nuclear Station, Unit 2 

50-361 

192 

UCLA Training Reactor 

50-142 

16 

San Onofre Nuclear Station, Unit 3 

50-362 

195 

Union Carbide Research Reactor 

50-54 

13 

Seabrook Nuclear Station, Unit 1 

50-340 

179 

Univ. of California at Irvine Rcsearcli Reactor 

50-326 

153 

Seabrook Nuclear Station, Unit 1 

50-443 

250 

Univ. of California at Santa Barbara Research 

50-433 

243 




Reactor 



Senbrook Nuclear Station, Unit 2 

50-444 

251 

Univ. of California Research Reactor 

50-224 

30 

Seriuoyali Nuclear Plant, Unit 1 

50-327 

153 

Uiuv. of IHorida Training Reactor 

50-83 

14 

Seqiioynli Nuclear Plant, Unit 2 

50-328 

157 

Univ, of Illinois LOPRA Research Reactor 

50-356 

191 

Shorcham Nuclear Power Station 

50-322 

145 

Univ. of Lowell Research Reactor 

50-223 

30 

Skagit Nuclear Power Project, Unit 1 

STN-5 0-522 

291 

Univ. of Maryland Rcsearcii Reactor 

50-166 

19 

Skagit Nuclear Power Project, Unit 2 

STN-50-523 

291 

Univ, of Missouri Research Reactor 

50-123 

14 

South Texas Project, Unit 1 

STN-50-498 

277 

Unjv. of Missouri Research Reactor 

50-186 

20 

South Texas Project, Unit 2 

STN-50-499 

280 

Univ. of Oklahoma Rescaicli Reactor 

50-112 

14 

State Univ. of New York Research 

50-57 

13 




Reactor 



Univ. of Washington Research Reactor 

50-139 

16 

Sterling Power Project, Nuclear, 

STN-50-485 

273 

Univ. of Wisconsin Research Reactor 

50-156 

19 

Unit 1 






St. Lucie Plant, Unit 1 



U, S. Geological Survey Research 

50-274 

72 

50-335 

171 

Reactor 



Su Lucie Plant, Unit 2 

50-389 

219 

Venn on t Yankee Nuclear Power Station 

50-271 

68 


XX 



Name 

Docket 

Page 

Virginia Polyteclmic Institute Training 
Reactor 

50-124 

14 

Alvin W. Vogtle Nuclear Plant, Unit 1 

50-424 

242 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50-425 

243 

Washington State Univ. Research Reactor 

50-27 

12 

Waterford Generating Station, Unit 3 

50-382 

215 

Watts Bar Nuclear Plant, Unit 1 

50-390 

221 

Watts Bar Nuclear Plant, Unit 2 

50-391 

222 

Wcstinghouso Critical Experiment 

50-87 

14 

Wcstinghouse Test Reactor 

50-22 

11 

West Valley Reprocessing Plant 

50-201 

20 

Wolf Creek Generating Station 

STN-50-482 

271 

Worcester Polytechnic Institute Research 
Reactor 

50-134 

15 


Name 

Docket 

Page 

WPPSS Nuclear Project, Unit 1 

50460 

265 

WPPSS Nuclear Project, Unit 2 

50-397 

226 

WPPSS Nuclear Project, Unit 3 

STN-5 0-508 

283 

WPPSS Nuclear Project, Unit 4 

50-513 

284 

WPPSS Nuclear Project, Unit 5 

STN-5 0-5 09 

284 

Yankee- Rowe Nuclear Power Station 

50-29 

12 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

302 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

302 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

191 

Zion Nuclear Power Station, Unit 1 

50-295 

103 

Zion Nuclear Power Station, Unit 2 

50-304 

114 


xxi 




DOCKETED ITEMS 


low LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-010 BEATiy, MV 


8009110S7S Moticv of nonroutine event involving Agreement State or 
agreement matl 00-30 State of NV reported three incidents of 
low level raduaete shipments which did not conform w/ 
regulatory requirements Meeting scheduled for 800910-11 
KERRiB W > LUBEhlAlfi L Q Office of State Programsi Director 
00/09/05 ip 


DOCKET 27-039 SHEFFIELD. IL . NUCLEAR ENCINEERIMO CO 


8009040035 Forwards Waste Packaging tnsp Rept 15000039/80-10 on 80070B 
No noncompliance noted 

8T0HH.J P Region 2. Atlanta. Fool Facility Materials Safety 
Branch aO/07/16 2pp 


— 8009040088 Waste Packaging Insp Rept 15000039/80-10 on 800708 Ho 
noncomp 1 iance noted Major areas Inspected compliance u/DOT 
If HflC regulations 

POTTER. J P . DROWN. R A Region 2. Atlanta. Fuel Facility t- 
Materials Safety Branch 00/07/15 4pp 


9009110099 Forwards Waste Packaging Insp Rept 15000039/80-12 on 900617- 
20 No noncomp 1 iance noted 

STOHR. J P Region 2. Atlanta. Fuel Facility (t Materials Safety 
Branch 90/07/29 2pp 


— 8009110208 Waste Packaging Insp Rept 15000039/80-12 on 900617-20 No 
noncompllance noted Major areas Inspected shipping paper 
requirements. radiation iovels U removable contamination. DOT 
t’ NRC requirements for eiternal package features 
MACARTKUR.T C , POTTER. J P Region 2. Atlanta. Fuel Facility << 
Materials Safety Branch 80/07/2B 5pp 


8009090331 Petition for review of ASLAO 000812 decision affirming A8LB 
order which dismissed application for expansion Alleges 
error in decision that A8LD action did not constitute major 
federal action Certificate of Sve end 

CANNON. J M . WANAT.S W Nuclear Engineering Co . Inc . (subs of 
Teledyne. Inc I CANNON. J M Mid-America Legal Foundation 
80/09/02 I2pp 


9009220179 Advises that Geo-Ctrs. Inc will visit site on 900900-12 to 
collect independent info using subsurface pulsed radar 
detection equipment 

SMITH. R D Low Level Waste Licensing Branch BO/09/03 ip 


8009230055 Advises that Oeo-Ctrs. Inc will visit site on 800908-12 to 
collect independent info using subsurface pulsed radar 
detection equipment 

SMITH. R D Lou Level Waste Licensing Branch 80/09/03 Ip 


9009090400 Order granting extension until 800917 for Commission to 
elect whether to review ALAB-606 re low level raduaste 
disposal sits 

HOYLE. J C Office of the Secretary of the Commission 80/09/05 

Ip 


6009120409 Order re 8000928 prehearing conference, determining issues In 
controversy re possession of 6NM tt unilateral termination 
of license Discovery requests to be made by 801010. 
objections by 801020. responses by 901 101. motions by B01115 
OQOOHOPE.A C Atomic Safety and Licensing Board Panel 80/09/09 
3pp 


8009250002 Motion for clarification of ASLB 800909 prehearing 
conference order which determined issues to be litigated 
Questions relationship between unilateral termination, 
appropriate termination t possession W/Certif icata of Sve 
LES8Y. R P Antitrust Division 80/09/23 7pp 


0009300019 Order granting eitension until 801006 for Commission to 
consider petition for review 

CKILKiS J Office of the Secretary of the Commission 80/09/24 
Ip 


DOCKET 27-047 BARNWELL. SC , C HEM-NUCLEAR SYSTEMS 


8009100067 Provides SC Bureau of Radiological Health w/slgned copy of 
statement of cooperation to establish basis for preparation 
of joint environ assessment 

SMITH. R D Low Level Waste Licensing Branch 80/06/30 Ip 


— 6009100072 Forwards signed copy of statement of cooperation to 
establish basis for preparation of joint environ assessment. 
Statement of work is acceptable 

6HEALY.H 0 South Carolina. State of. 80/05/27 ip 


— 8009100076 Statement of cooperation between State of 8C (Agreement 
State) it NRC to establish basis for preparation of joint 
environ assessment for low level watte disposal operation 
SHEALY.H 0 South Carolina, State of SMITH. R D Lou Level Waste 
Licensing Branch 80/06/19 2pp 


DOCKET 27-048 RICHLAND, UA .NUCLEAR ENOINEERINO CO 


0009110650 PNO-V-eO-061 on 600728. State of WA banned Radiac Research 
Corp from use of disposal site at Richland. WA Action is 
based on noncompllance identified by state ti NRC inspectors 
THOMAS.R. D Region 5. San Francisco. Office of the Director 
00/07/28, Ip 


8009290123 Forwards Waste Packaging Insp Rept 1 500'0(}46/S0-6S on 
800527-30 i notice of violation 

DAVI8.A D Region 3. Chicago. Fuel Facility it Materials Safety 
Branch 80/08/18 2pp 


— 8009290126 Notice of violation from insp on 800527-30 

a Region 3. Chicago. Office of the Director 80/07/23 tp 


—8009290131 Waste Packaging Insp Rept 19000046/80-65 on 000527-30 
Noncompllance noted failure to meet strong, tight package 
requirement contained in DOT regulation 

LOVENOALE.P C . THOMAS.R 0 Region 3. Chicago, Office of the 
Director BOOK, H E Region 3, Chicago. Fuel Facility ti Materials 
Safety Branch 80/07/23 2pp 


8009120125 Forwards closure plan for Hanford commercial low level waste 
disposal facility Intent is to continue to operate facility 
until lease termination or facility capacity is reached, 
whichever comes first 

DE POIXiU P Nuclear Engineering Co r Inc,, (subs of Teladyne. 

Inc 1 80/08/20 3pp 


— 8009120137 “Closure Plan Hanford Commercial Low Level Waste Disposal 
Facility. Hanford Res ervat 1 on. WA " 

■* Law Engineering Testing Co 80/05/28 lOpp 


“8009120144 Informs of staff position on status of License 16-19204-01 
re continued disposal of 8NH at Richland. WA low level 
radwaste disposal site Requests preliminary site closure 
design plan 

MARTIN. J B Division of Waste Management 80/07/31 3pp 


— 8009120156 Responds to 791219 Itr re 1968 license renewal application 
NRC denied application Rejects proposed License 16-19804-01, 

No basis for NRC jurisdiction exists re author activltte* at 
Hanford. 

NEEL. J II Nuclear Engineering Co ■ Inc , (subs of Teledyne, 

Inc ) 80/02/04 3pp 


1 
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DOCKETED ITEMS 


8()093003ia Ac k receipt of 000322 JtT lnfoTmlng NBC of (steps taken to 
torreet vioutlant noted in IE Imp Rept SO-34A/aO-17 
BOOK»H Beanjn Si San Francisco, Fuel Facility 4( Material* Safety 

Branch 00/09/12 ip 


"B009300314 Responds to NRC 600806 1 tr re vlolataon* noted »n IE Insp 
Rapt 50-344/00“ J 7 Corrective actioni procedure laipj emen t ed 
req.ulTin!) checklist te used tfurlnj insp of drums prior to- 
shipment to verify proper labeling 

OODDHIN.C Portland Oeneral Electric Co 80/06/22 3pp 


-SDO93OO3I0 Forwards IE Insp Rept 30-344/80-17 on 000619 S< notice of 
vf olatlon 

BOOK, M E Region 5, San Franciscor Fuel Facility t Materials 
Safety Branch 60/08/06 2pp 


■0009300319 Notice of violation from Insp on S006I7. 

a Region 5, San Francisco, Office of the Director SO/OS/05 

2pp 


■6009300324 IC Insp Rept 30-344/00-17 on 000619 Nencoinpl lance noted 
failure to narfc two drum* "Radioac 1 1 ve-LBA" U one Container 
appeared to fall reitulrement nf strong tight package 
FDN'Oi T t I4EN6LANSK 1 1 f A Region S, San FranciacOi Office of the 
Director BOOK, H E Region 5, San Francisco, Fuel Facility i 
Materials Safety Branch 60/06/03 7pp 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 ONION CARBIDE CORP 


800902049B Forward* NLiREO-0702. "FEB re Operation of Oas Hills If 
Project*" <c FR notice of availability 

SCARANQ. R A Uranium Recdvery Uleenslng Branch 00/06/20 Ip 


—0009020504 “FES Re Operation ef 0a« Nlli* U Project " 

a Division of Naite Hanagtnint NlfflEO-0702 80/07/31 a32pp 


6008130375 Forurard* “A-9 PttrLeiky Aquifer Tests " Test indicated 
hydrologic communication through mudstone unit which 
separates Upper S' lower wind river formations 
klONOf T Union Carbide Corp 8 O/ 0 B/ 0 S Ip 


— 800S13O376 "A-9 PittLeaiy Aquifer Tests Three oweriiie drawings end 
RICEi T * HOFFMAN, 0 L Hydro-Engineering 80/00/05 4ipp 


6009160949 Forwards rapt for SC tasting of evaporation ponds Includes 
work performed B007I7-30 

UDNO, r Union Carbide Corp 00/06/07 45pp 


0009240721 Forwards IE Insp Rept 40'0299/B0-Ol on 000522-23 No 
nancompl lance notad. 

BROMN, 0 D Region 4i Dallas, Fuel Facility 1« Material* Safety 
Branch 80/08/16 2pp 


— 300924072? IE Insp Rept 40-0299/60-01 No noncompl lane* noted Major 
areas Inspac ted. U mil I opera t Ions, rad latlon protection 
program, fac 1 1 1 tt ei 4< equipment, train ing, environ monitoring & 
Internal review 

MUSTATN, K J. Region 4* Dallas, Office of the Director 
DORDON, C Z Office of State Programs, Director BROUN, 0 D 
Region, 4, Dallas, Fuel Facility It Materlala Safety Branch 

ao/oe/13 Spp 


0009050390 Forwards FES on Oai Hills U project W/o end. 

(.INEHAN, J vf Uranium Recovery Licensing Branch 60/00/10 Ip 


0009110770 Forwards final rept. "Eas't Oas HnU,t4V,U Mlllslte 
Evaluation ■' 

a Barr Engineering Co 80/08/25 Ip 


—6009110774 "East Oat HI 1 1 P, UV, U HI li 1 1 te Evaluation '■ 
• Barr Engineering Co BD/O 8/25 20pp 


'90’?I70373 Responds to 000215 it 0609 Itrs commenting on DES Addresses 
specific concerns re wlJdlif* (< veg* ta tion, wl Id I 1 f e tc cattle 
ipoture pathways t, monitoring wells 

CARANO.R A Uranium Recovery Licensing Branch. BO/OB/27 0pp 


109170376 Bubmits comments re wildlife & vegetation & cattle U 
wildlife eipofur* pathways, tor eonsldera-tlon in connection 
u/flnal eis. 

DANIELSON, L. d National Hi Id Ufa Federation 60/02/19 7pp 


□009120370 Forwards Miller Testing Co results, in response to NRC 
request for lab pinhole test conducted on clay sample taken 
from liner matl used for evaporation ponds Sample results 
show intermediate dlspersivity 
HOMO, T Union Carbide Corp 60/09/06 2pp 


8009300201 Notification of contract eiecutlon "Union Carbide East Oas 
Mills, HV U Mill Site," awarded to Barr Engineering Co 
HAIRSTON, C Technical Assistance Contracts Branch FIN 11-6941-0 
00/09/09 Ip 


, — 8009300206 Contract "Union Carbide East Oas Hi 11s, NY U Mill Bite " 
awarded to Barr Engineering Co 

BARR, D N Barr Engineering Co DOUGHERTY, D J Technical 
Assistance Contracts Branch FIN D-6941-0 00/09/09 3pp 


DOCKET 40-0673 NUCLEAR METALS, INC 


S009I20S65 States understanding per 000606 telcon confirming BOOBOi 
commitments on upgrading low level waste packages prior to 
shipment ror burial NRC most b* Informed within 24-h if 
specified actions are not in accordance w/actual plans 
ORIERiB H Region 1> Philadelphia, Office of the Director 
00/06/07 Ip 


DOCKET 40-0791 UNITED TECHNOLOOIE 6 , INC 


80093-00537 Responds to IE Bulletin 80-22, "Failures of tlestinghouse 
Type H-2 Spring Return to Neutral Control Switches " No 
Automation Industries source assemblies owned or operated 
HANZYMIECKI, P United Technologies Corp , Pratt 1< Whitney Aircraft 
Oroop 00/09/24 Ip 


DOCKET 40-1162 WESTERN NUCLEAR. INC 


0009260041 Forwards tailings dam insp rept for 000720-0003 

BDODENi 0 Mestern Nuclear, Inc isubs of Phelps Dodge Corp ) 
60/00/05 4pp 

0009100193 Forwards IE Insp Rept 40-1162/00-01 on 000714-13 No 
non comp 1 1 anc e noted 

DROWN, & D Ragtoti 4, Dallas, Fuel Facility lit Materials Safety 
Drench 60/00/00 2pp 


--0OD91QO2O3 IE Insp Rept 40-1162/00-01 on 800714-15 No noncomp 1 lance 
noted Major areas Inspected tre Inl rig, fac 1 1 1 ties U equipment, 
internal eiposure control , envi ron manl tor Ing, f ire protection 
I waste mgt 

DRDWN.O D Region 4, Dallas, Fuel Facility It Materials Safety 
Branch NIL DORN , L , 5H0PENN,N M Region 4, Dallas, Office of the 

Director 89/08/04 6 pp 


0009100419 Forwards Split Rock mill tailings dam insp rept for 
800804-10 

BOODEK, 0 Western Nuclear, Inc (subs of Phelps Dodge Corp > 
80/08/11. 4pp 


8009150550 Forwards Split Rock mill tailings dam insp rept for 
600011-17 

DDODEN.O Western Nuclear, Inc <subs of Phelps Dodge Corp 1 
60/00/19 4pp 


6009020420 Responds bo inquiry mads during 800613 meeting iti Denver re 
Commission authority to deal w/llcense violations Cites 
relevant acts Congress has increased agency authority to 
impose civil forfeitures 

6 EIB, E.J Hearing Branch 3. 60/06/20 Ip 


0009300141 Forwards trailing* dam insp rapt for 800825-31 

BOODENi 0 Western Nuclear, Inc (subs of Phelps Dodge Corp ) 
60/09/03 1 p 


6009120407 Order directing WY Outdoor Council to file suppl to 0OO6SS 
amended petition to intervene w/specified content ions, by 
001010 Applicant $1 NRC responses shall be filed by 601031 
after which prehearing conference will be scheduled 
WOLFE, S J Atomic Safety and Licensing Board Panel 00/09/09 2pp 


DOCKET 40-1341 EDOEMDNT URANIUM MINE. TVA & MINES DEVELOPMENT, INC 


0009220030 Forwards "Sen, iann-ual Effluent Release Rept Number iO> 
Jan-Oune 1980" errata sheet 

HILLS, L hi Tennessee Valley Authority 00/06/13 Ip 


1 



DOCKETED ITEMS 


3 


— B0092S0041 “Semiannual Effluent Release Rapt Number 10. Jan-June 1960“ 
t( errata sheet 

♦ Tennessee Valleij Author! tg «H-B0-4-ED2 80/07/31 Bpp 


8009120S6S Responds to 800731 request for DEB re Edpemont U mill 
decommissioning Statement being prepared Recipient being 
placed on distribution list 

TRAOER.E A Uranium Rscovarg Licensing Branch aO/OB/27 Ip 


— 8009130S6S Requests DE3 re decommissioning of Edgemont U mill 
LEKSKE.B Affiliation Unknoun 80/07/21 Ip 


8009300277 Responds to NRG BQ0B28 request bg fortuarding procedures for 
in~site permeabilitg packer testing performed during 
geotechnical studg info required for revleu of preliminarg 
geotechnical studg rept 

MILLS. L M Tennessee Valleg Authoritg 80/09/03 ip 


— B009300260 “In— Stbe Permeahllltg Packer Testing ” 
* Tennessee Valleg Authoritg 80/09/03 4pp 


DOCKET 40-2061 WEST CHICAGO FACILITY, KERR-MCOEE CORP 


9009040087 Forwards rept of special surveg performed 791127.600110 U 
17 ti ANL bloassag measurements on individuals uho have been 
occupants of facilltg bldg 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 00/07/17 
lOpp 


— 8009040099 Requests that W-1 bldg at 18S West Washington Street. West 
Chicago. IL be removed from license Oldg has been surveged 
for radiation ti it telthin decontamination guidelines 
Radiological surveg end 

CRAIG. L L Keri — McGee Chemical Corp (subs of Kerr-HcOee Corp ) 

74/06/13 7pp 


— 8009040104 Advises NRC that gamma-rag spectrometrlc analgsls uas 
performed on three samples from West Chicago to 
qual Itatlvelg determine which nuclides were present 
OOLCHERT. N W Argonne National Laboratory 79/12/21 Ip 


— 8009040109 “Guidelines for Decontamination of Facilities ti Equipment 
Prior to Release for Unrestricted Use or Termination of 
Llcanses for Bgproduct. Source or GNM “ 

* Atomic Energg Commission 73/12/31 2Spp 


8009050358 Advises of restrictions S. objections re proposed plan of 
Korr-KcOea Chemical Co to Install incinerator for purpose of 
reducing vol of thorium contaminated matt disposed of bg 
burial 

RENNELB.A. E Illinois. State of 80/07/29 3pp 


8009260021 Objects to proposed onsite burial of nuclear matls on behalf 
of City of West Chicago 

RENNELB.A E Illinois. State of 00/08/05 Ip 


8009300218 Forwards comments on Keri — McGee Chemical Corp revised plan 
for decommissioning stabilizing facllltlei Environ 
sampling program for Kress Creek is not adequate to identify 
possible deleterious effects from plan implementation 
KCOUIREi J Environmental Protection Agency 80/00/11 13pp 


8009160132 Ack receipt of 600789 comments on Kerr-McOte application for 
amend of I icense. authorl t Ing incineration of thorium wastes 
at West Chicago site Info required for Commission approval 
end 

CROW. U T Uranium Fuel Licensing Branch 80/09/12 2pp 


0009190110 Forwards 000715 survey of bldg at 105 West Washington 
Avenue. West Chicago, IL. on 791127.000110. 17 b 0513 
DAVIS.A 8 Region 3. Chicago. Fuel Facility S< Materials Safety 
Branch. 80/06/20 Ip 


— 8009190121 IE special survey of bldg at 165 West Washington Avenue. West 
Chicago. IL on 791 IS7. 8001 10. 17 ( 0513 Major areas of 
contamination ctr sewer pipe. drain pipes. duct In microfilm 
developing room, two areas of attic floor b others 
NICHOLSON.N A , 8HATTERLV, L W. Region 3, Chicago. Office of the 
Director DAVIS.A. B Region 3, Chicago, Fuel Facility & Materials 
Safety Branch 00/07/13 lOpp, 


— 8009190123 “Rad lologlcal Survey for Kerr McOee Facility. W-t Bldg, West 
Chicago. IL 

OUTWEIN.E E , TROUTMAN, M Eh or Una Instrument Corp 74/03/06 

6pp 


6009160440 Responds to 800607 request for metis referred to in 800713 
memo to file re criteria related to waste disposal b site 
dacommiss ionihg 

NIXON. W A Uranium Fuel Licensing Branch 80/09/03 2pp 


— 6009180447 Forwards “Fuel Processing & Fabrication Branch Interim Land 
Cleanup Criteria for Decommissioning U Ml 1 1 Sites “ 

ROUSE- L C Fuel Process b Fab Branch (Pre 7907271 70/05/24 

Ip 


— 8009160449 “Fuel Processing b Fabrication Branch Interim Land Cleanup 
Criteria for Decommissioning U Mill Sites " 

* Advanced Fuel b Spent Fuel Licensing Branch 78/05/24 24pp 


"0009180453 “Guidelines for Decontamination of Facilities b Equipment 
Prior to Release for Unrestricted Use or Termination of 
Licenses for Byproduct. Source or SNC1 “ 

a Division of Fuel Cycle i Material Safety 76/11/30 5pp 


DOCKET 40-2259 PATHFINDER MINES CORP 


8009170099 Advises that License SUA-172 is amended by revision of 
Condition 39. author i z ing transfer of tailings samples for 
environ research purposes 

SCARANOr R A Uranium Recovery Licensing Branch 60/06/26 Ip 


0009100027 Forwards IE Insp Rapt 40-22S9/B0-O2 on 000721 No 
noncompliance noted 

BRQWN.O D Region 4. Dallas. Fuel Facility b Materials Safety 
Branch 00/00/08 ip 


— 6009180033 IE Insp Rept 40-2259/00-02 on 800721 No noncomp liance noted 
Major areas inspected const activities In progress. insp U 
testing records re license conditions b SER requirements 
BROUN. 0 Region 4. Dallas. Fuel Facility b Katorlali Safety 
Branch GALLAGHER. E J Region 3. Chicago, Office of the Director 
BO/OO/ll 13pp 


B00926004S Notifies of delay in completion of Tailings Dam 4 Excavation 
required to properly prepare foundation has increased over 
that estimated by design engineers Requests meeting during 
wk of 000025 

NUGENT. E L Pathfinder Mines Corp 80/00/13 2pp 


6009030510 Notifies that lOX placement of embankment fill on Tailings 
Dam 4 will be completed on approi B009l0.p«r License 
3UA-672 Requests Info re insp plans 
NUGENT. E L Pathfinder Hines Corp 80/00/28 Ip 


8009110402 Forwards “Bemiannual Effluent Monitoring Rept. 
Jan-June 1900 " 

NUOENT. E L Pathfinder Mines Corp 80/00/29 Ip 


— 8009110404 “Semiannual Effluent Monitoring Rept. Jan-June 1980 " 
4 Pathfinder Mines Corp 80/08/29 9pp 


— 0009110407 "Oencral Land Use Within 5 Mile Distance of Lucky McMill 
* Pathfinder Hines Corp 80/00/29 Ip 


8009160349 Responds to Point 2(a) of summary of conclusions b 
co-omi tments per 600912 telcon t 0825 meeting Total vol of 
liquid stored ups tr earn. ef fee tive 800829, summer i ted 
NUOENT. E L Pathfinder Hines Corp 80/09/12 Ip 


8009190393 Notifies that Chen b Associates will complete design rovieui 
re tailings Dam 4 by 801015 Data will be forwarded following 
review 

NUOENT, E L Pathfinder Hines Corp 80/09/13 Ip 


DOCKET 40-2940 NL INDUSTRIES. INC 


8009120132 Forwards NL Nuclear route u/revised guidance NURE(}-OS61i 
reflecting latest amend to interim rule for physical 
protection of irradiated reactor fuel in transit 
Requirements must be implemented by 800703 W/o ends 
MCCORKLEi 0 W Physical Security Development Branch 80/07/07 Ip 


8009120201 Act receipt of 800709 Itr informing NRC of stops taken to 
correct violations noted in IE Imp Rept 40-2940/79-01 
KINNEKAH. J D Region I, Philadelphia. Fuel Facility b Materials 
Safety Branch 80/07/31 Ip 
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DOCKETED ITEMS 


— 800^120220' RnjcmiJ* MHC 791204 Up r» violations noted in IE Insp 

Rcpt 40-2940/79-01 ■Copreetive actions sneer test par#oP(ned 
on mfg parts U psrS'Oriinsl instructed on Aou to perform smear 
tests 

VOKaACO.F J HL Industries, Inc 80/07/0? 2pp 


—8009120222 Discusses IE Insp Rept 40-2940/79-01 on 791C0B-0? t fopuards 
notice of violation 

KCCLIMTOCK, S 0 Region 1, f>h 1 1 ade Ip l> la, Fuel Facilltg t Materials 
Gafetli Branch 7?/I2/0'4 2pp 


— Q009120223 Notice of violation from Insp on 791109-09 Noncoinp 1 i ance 
noted smear surveys not routinely performed to assure 
plating free of radioactive contaminants 

» Region 1, Phi ladelph la, Office of the Director 79/12/04 Ip 


OOCKET 40-3392 rttLIED CMEMIC/PL COHP 


8009190165 IE Insp Rept 40-339Z/S0-01 on 000617-19 No n oneomp i iance 
noted Major areas inspected! facility changes t, mods, aud i ts, 
safety comnvl ttees, traini ng, internal erposure control b 
transportation activities 

FISWER, K L Region 3r Chicago, fuel FaclUtg t Materials Bafety 
Srancft PECK, C C, Region 3, Chicago, Office of the Director 
30/07/24 epp 


S00930D241 Reiterates request for current NfIC or aspeement state 
license to receive contaminated 55-gaIlon U ore concentrate 
empty drums Also expresses Interest In. visiting facility 
AJ Cipolla 800701 Itr end 

CIPOLLA, A J Allied Chemical Corp 80/09/1? 2pp 


DOCKET 40-3453 ATLAS MINERALS 


0009110739 Responds to NRC 800717 itr re violations at mill Corrective 
actions sampis meter uill be placed upon NRC location 
designation 

SMANBT, 0 T Atlas Minerals 80/08/07 Ip 


80-09030472 Act receipt of 600907 Itr informing MRC of steps taken to 
correct violations noted In IE Insp Rept 40-3498/80-02 
BROWN.O D Region 4< Dallas, Fuel Facility b Materials Safety 
Branch 80/08/20 Ip 


— 8409060480 Responds to MRC S0Q7I7 Itr re violations noted in IE Insp 
Rept 40-3453/80-02 Corrective actions will te completed 
foliouing further instructions from NRC re location of 
ampler 

•ANSy.O T Atlas Minerals 80/0B/O7 ip 


)80475 Forwards IE Insp Rept 40-3458/80-02 on 800623-24 t< notice of 
ilatlon 

IIMI. 9, D Region 4, Dallas, Fuel Facility U Materials Safety 
inch 80/07/17 2pp 


160492 Notice of violation from Imp on 800623-24 
Region 4. Balias. Office of the Director 80/07/tS Ip 


7080487 IE Insp Rept 4-0-3453/80-02 on 900633-24 Noncomp 1 iance noted 
.onthl-y bacligroutid sampling for Rn-222 not performed ti 
/egetation foliage not analyted for Ra-2?6 

BROUN. 0 B Region 4, Dallas, Fuel Facility 6 Materials Safety 
Branch IfILBORN. L < CAIN, C L Region 4, Dallas, Office of the 
Director 80/07/15 6pp 


■roi43 InfoTjnt requested monthly repts on river samples for Th-— 230 
226 concentrations uere railed GD0324 Provides location 
•» ambient air monitoring stations 
0 T Atlas Minerals, 80/08/22 Ip 


0-4348' COMMERCE, DEPT OF 


293 Discusses IE Insp Repts 40-4348/80-01, 30-0391B/80-01 , 

394/80-01,30-03?! 9/80-0 1 t< 30-11675/80-01 on 0OO617-2O 

scompliance noted Maior areas inspected selected 

fs it pT oc rdures , measurements 6 observations 

tArt, d D Region I, Philadelphia, Fuel Facility «< Materials 

I Branch 80/06/11 2pp 


docket 40-4492 FEDERAL AMERICAN PARTNERB (MINING) 


80D91 10266 Foruards responses to 80D522 tt 0703 interrogatories, 
responses to questions arising from BOG707 meeting b RAD 
data sheets Responses to Questions 34 b 35 of 800703 
interrogatories are omitted, due to incomplete Info 
FIERS0N,0 W Federal American Partners 80/08/29 210pp 


8009020193 Advises that organisation Is on distribution list to receive 
Federa I -Amer 1 can Partners'' DES uhen completed 6 all EIS 
issued by Uranium Recovery Licensing Branch per 600723 
request llatl Uildlife Federation 80G723 Ur end 
LINEHAN.,/ J Uranium Recovery Licensing Branch 80/08/11 Ip 


--6009020200 Requests addition of name to distribution list to receive 
DES on Federa 1 -Amer ica-n Partners' U mill 6 info re 
status of relicensing i eipansion project 
OANIELSOhl. L vl Colorado State Univ 80/07/23 2pp 


0009190779 Forwards "Preliminary Process Water Balance for Expanded 
Milt Operation,'' Figure 3 3-2 in environ rept revised 
800808 

ADAMS, B P Kaiser Engineers 80/08/12 2pp 


8009170234 Forvards data sheets of principle parameters for 
rad iolpglcal assessment 

PIERSON, 0 M Federal American Partners 80/08/14 lOpp 


60-09100133 Sunmary of 800717 meeting u/Federal-American Partners, ORNL tc 
consultants in Silver Spring, KD re status of DES ti 
outstanding requests for addl Info 6 outstanding environ 
revleu' issues 

0ILLEN,0 l-l Uranium Recovery Licensing Branch 60/08/20 Upp 


8009100654 Foruards uater quality L air sampling data for 600101-0701 
Drauing enc 1 

ANDRUS. -U J . LANE, J R Federal American Partners 60/08/20 U3pp. 


— 8009100657 ''Etivlro-n Monitoring Stations " 

* Federal American Partners 80/08/27 Ip 


DOCKET 40-4626 N0RTHIJE3TERN UNIV 


80D?tl0627 Requests amend to Licenses 12-00382-03,12-00382-05, 
12-00094-06, SUD-556 4 aNM-330 to reflect end membership of 
radiation safety committee 

MILLER. 0 R Northuestern Univ 80/06/25 2pp 


— 80D7I10831 Notifies that amend to Licenses 12-00382-03.12-00382-05, 
12-00094-06, SUD-5S6 aNM-330 is fee eiempt 

COOPER. U Region 3, Chicago, Office of the Director 80/06/30 
Ip, 


—3009110835 Notifies that amend to Licenses 12-00382-03,12-00302-05, 
12-00094-06,SUD-S56 1 SNM-3ao is fee exempt 
MILLER. H 0 License Fee Management Branch 80/07/18 Ip 


DOCKET 40-6659 PETROrOIIICS CO , OETTY OIL 


8009100069 Foruards data on uhole body counts for 780201 ■ 0618, 790005 
i, 0730 

PFAFFi S Getty DU Co , Petrotamlca Co Olv 80/06/02 8pp 


0009100138 Foruards IE Insp Rept 40-6659/60-02 on 800515-16 it 0603 & 
notice of violation 

SEYPRir, K. V Region 4. Dallas, Office of the Director 80/06/18. 

2pp 


—6009100191 Notice of violation from insp on 80051S-I6 J< 0603 
« Region A, Dallas, Office of the Director 80/06/10 2pp 


— B009100199 IE Insp Rept 40-6659/90-02 on 600516-16 it 0603 Noncempllance 
noted' fai lure to obtain NRC approval prior to transferring 
tailings A failure to sample for radon in mill 

CAIN, C L Region 4. Dallas, Office of the Director DROWN, 0 P 
Region 4, Dallas, Fuel Facility it Materials Safety Branch 
80/06/16 Spp 


— 8009100205 Ach receipt of 600710 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 40-6659/00-02 
Addl info re use of half mask respirators required 
BROWN, 9 D Region 4, Dallae, Fuel Facility It Materials Safety 
Branch 80/07/26 ip 



DOCKETED ITEMS 


— ■S00'?loO212 Rstpontf* to NRC S00i6ia Itp re violations noted in IE Imp 
Rept 4O-fcl>59/80-O2 Corrective actions application for amend 
submitted to alloui transfer of tailings to research 
facilities 

PEAFF. S J Gettg Oil Co ■ Petrotomics Co Dlv 80/07/10 2pp 


— 8009100217 Act receipt of 800710 ti 0808 Itrs Infornilng NRC of steps 
taken to correct violations noted in IE Insp Rept 
dO“6i59/B0-02 

SEVFRlTiK V Region 4$ Daliasi Office of the Director 80/08/21 
Ip 


— 8009100222 Responds to NRC 800728 1 tr re violation re half mask 
respirators noted In IE Insp Ropt 40"'6A-59/80“02 Personnel 
instructed & areas posted tuhere half mask respirators ulll 
not suffice M/o end documentation 

PFAFFi 8 J Oetty Oil Co , Petrotoml cs Co Div 60/08/08 Ip 


8008080187 Forwards Hgdro-Eng Ineerlng repti "Geologic & Konitor Nell 
Info for Pctrotomlcs Tailings Reservoir Area " Rept contains 
info requested In Section 258 1 of Amend 7 to License 
3UA-55i 

PFAFF. S J Oettg Oil Co , Petrotomlcs Co Div 90/07/30 Ip 


— 8008080193 "Otologic It Monitor Well Info for Petrotomics Tailings 
Reservoir Area '* Overt lied drawing enc 1 
PLAYTON. S J Kqdro-Englneorlng 80/07/31 lOpp 


DOCKET 40-8027 KERR-MCOEE CORP 


800930065& Application for amend of License 800-10 iO> author i i ing 
controlled release of hag grown on land fertiliied 
w/raffinate Justification for amend end 
3HELLEY. M J Kerr-HcOee Nuclear Corp 80/03/15 7pp 


DOCKET 40-8084 LISBON MINE. RIO ALCQM CORP 


8009120603 "Rept of Geotechnical Evaluation to Support Request for S-Ft 
Dam RalsciUpper Tailings Pond Embankment Sgs. Lisbon Valley 
Operations " 

* Dames ti Moore 80/08/22 60pp 


8009100936 Discusses Reglo-n 4 enforcement action as result of recent 
insp Requests participation w/region in aigt meeting planned 
w/Rio Algom officials 

SCARAN8. R A Uranium Recovery Licensing Branch. 80/08/25 Ip 


8009300520 Discusses Dames tr Moore "Rept of Ocotechnlcel Eveluatlon 
to Support Request for 3-ft Dam Raise ” Urges early approval 
for commencement of const 

LAUrON.M D fllo Algom. Ltd 80/08/27 2pp 


DOCKET 40-8092 NASA 


8009300180 Forwards IE Bulletin 79-19. "Packaging of Lou Level Raduaste 
for Transport & Burial " Responie required 

3EYFRIT.K V Region 4^ Dallas. Office of the Director 79/oe/IO 

Ip 


— 8009300185 Responds to IE Bulletin 79-19. "Packaging of Low Level 
Raduaste for Transport t< Burial " Raduaste transferred to 
contractor 

UOHNSTON, R. 3. National Aeronautics & Space Admin 79/09/16 2pp 


DOCKET 40-8102 EXXON MINERALS CO USA. EXXON CORP 


0OO91OO2BB Forwards hydrologic review of Exxon Minerals tailings 
disposal site at Highland Mine 4. Hill site Land Quality 
Div favors below grade disposal at Exxon site to mlnlmiie 
environ degradation for future tailings 
ACKERMAN. W C Myooiing. State of 80/07/29 26pf. 


8009020123 Summery of 800630i 0701 U 02 site visits by MY Dept of 
Environ OualityiMY Mineral Co 4 Exxon to WY Mineral Irlgaray 
Site. Exxon Highland 81te ti Rocky Mountain Energy Bear Creek 
to observe uater quality mO’nltoplng program 

VANDELLi T D Uranium Recovery Licensing Branch 80/08/11 6pp 


DOCKET 40-8113 UTAH, UNIV OF 


8009150364 Act receipt of 800731 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30—05219/80—02 9 
30-14452/80-02 

KINNEKAH.J D Region 1. Philadelphia. Fuel Facility IkMatoriais 
Safety Branch 00/08/11 Ip 

— 0009150373 Responds to NRC 800703 Itr re violations noted in IE Insp 
Repts 30-05219/80-02 t 30-14452/80-02 Corrective actions 
monthly 4 annual check list sys instituted ti steps taken to 
document complete 4 proper evaluation procedures 
SCHULTZ. DF Teledyne Isotopes 00/07/31 2pp 


—6009150380 Discusses IE Insp Repts 30-05219/00-02 8- 30-14452/80-02 on 
800614 t- forwards notice of violation 

KIMNEHAH. J D Region i. Philadelphia. Fuel Facility 6 Materials 
Safety Branch B0/O7/O3 2pp 


— 8009150387 Notice of violation from insp on B006I4 Noncompliance noted 
failure to adequately evaluate B00328 release to sewage sys 
from holdup tank 4 failure to test sealed sources for 
leakage or con lamination since 790820 

• Region 1. Philadelphia. Office of the Director 00/07/03 Ip 


DOCKET 40-8180 OKLAHOMA, t/NIV OF 


8009260390 Forwards IE Bulletin 79-19. "Packaging of Lou Level Raduaste 
for Transport 4. Burial Response required 

8EVFRIT.K V Region 4. Dallas, Office of the Director 79/00/10 
ip 

— 8009260400 Responds to IE Bulletin. "Packaging of Lou Level Raduaste 
for Transport li Burial One ship.ment of raduaste made since 
1970 

JAMES, J Oklahoma, Unlv of 79/10/16 2pp 


DDCHET 40-9340 IN SITU URANIUM LEACHIHO PROJECT 


6009190767 Submits costs Incurred 6 manpower expended for review of 
800135 license application 

EADIE.O 0 Uranium Recovery Licensing Branch 80/09/02 Ip 


DOCKET 40-0360 ROCKY MOUNTAIN EI»'6ROY CO 


8009260153 Forwards revised Table 1 to "Effluent Monitoring Rept, Jan- 
June 1960,'" re Pattern III water quality 
NEUMANN. M R Rocky Mountain Energy Co QO/08/12 2pp 


—8009260159 "Effluent Honltoring Rept. Jan-June 1980." revised Table I r 
Pattern III water qua I i ty 

a Rocky Mountain Energy Co 90/08/12 Spp 


6009260024 Forwards 600714 6 D90S assay results re Pattern III monitor 
wells No significant change in water quality since last 
rept Elevated vanadium levels will be corrected u/lncrtased 
pumping rate 

NEUMANN. H R Rocky Mountain Energy Co 00/06/14 Spp 


3009170237 Revises Table t from 600812 Itr Correct sulfate mean value 
in Monitor Well M-40 is 1.225 mg/Ilter Also.range for 
vanadium in Well M-41 reversed Correct low value is 
O 05 mg/Iiter 4. correct high value Is 0 7 mg/liter 
NEUMANN. M R Rocky Mountain Energy Co 00/08/15 Ip 


DOCKET 40-8452 DEAR CREEK URANIUM CO 


8009320123 Summary of 800630,0701 4 02 site visits by UY Dept of 
Environ Quality. WY Mineral Co 4 Ex ion to UY Mineral Irlgaray 
Site.Exxon Highland Site S' Rocky Heuntatn Energy Dear Creek 
to observe water quality (nonltoring program 

VAMDELL. T D Uranium Recovery Licensing Bra-nch 00/00/11 6pp 


8009180072 Forwards IE Insp Rept 40-6452/90-01 on 800716-17 *. notice 
of violation 

SROWN.O D Region 4, Dallas, Fuel Facility (c Materials Safety 
Branch B0/06/f3 2pp 


—8009180076 Notice of vlolatien from Insp on 000716-17 

* Region 4. Dallas, Office of the Director 80/00/12 Ip 



e 


DOCKETED ITEMS 


— 8009180091 IE tnsp Refit ■ao-ad 52/60-01 on B007li-17 fJoncoirp 1 1 jnce netad 
failure to imnimiJe duititij of tailings k to i-mplement means 
to obtain quarterly gross beta measurements 

DROlfN.C D fiiglon 4, Oallaa. Fuel Faeillfcg t HaterlaU Safety 
Branch SHaPENN. N M . WIl.ffOflW» I- Region 4i Dallas, Office of the 
Director 80/09/12 0pp 


e009ie033i Aothonie* travel costs & prof svcs for R UilUami trip to 
Silver Spring, «0 re meeting w/(/ftC t licensee to discuss 
belou grade tailings disposal plan 

SCARAHO. H A Uraniom Receverg Licensing Branch 00/09/30 Ip 

80090304*2 Forwards semiannual environ monitoring rept for period 
ending 0OOS3O 

GLOSSOfl- J N Bear Creek Uranium Co 80/08/29 Ip 


--6009030*165 Semiannual environ monitoring repfc for period ending 
BO 0630 

* Bear Creeli Uranium Co 00/00/2? lOpp 


DOCKET 40-8503 IRIOARA/ MINE, NYDMIMO flltUNO CORP 


eOO^IOOi?! Forwards revised 790500 rept on frigaray mine eccursion 
potential Changes reflect recent eiperlences 
DAVI3, D Hydrology As soc la tes, Inc 79/06-/1A Upp 


3000110034 Forwards B007I0 V 14 I fcrs to State of IJV re leak in 
Evaporation Pend C I eicursion status of Monitor IVe 1 1 9H-32 
Leakage minor Eicursion status caused bg sulfate ion 
WICHERB, 0 L Wyoming Mineral Corp 60/07/14 7pp 


— 8008110039 "Location of 9JT-33 6 Surrounding RB tt Trend Wells " 
^ Ifyoming Mineral Corp 60/07/11 Ip 


8006130414 Forwards SOD?!!! shallow monitor lOne status rept ii 800714 
Itr re Shailou Monitor Well 9SM-14 Shallouj, lone data 
indicates that overall valves are responding to control/ 
cleanup program Well 9&M-14 Is off eicurslon status 
WtCHERS. D L Wgoning nmerai Corp 80/07/23 30pp 


8009300191 Forwards requested Electric Logs LI-10, LP-17, LP-20, LP-43j 
Kl-130 k KP-S3 H/o ends 

WICHERSiD L Wyoming Mineral Corp 00/09/03 Ip 


DOCKET 40-0960 AIR FORCE, DEPT OF 


0009020533 IE Insp Findings t< Licensee Act on 000711 of License 
SUD-1282 Insp findings no none ompl i ance noted 
* Region 3, Atlanta, Office of the Director 80/07/11 Ip 


DOCKET 40-0984 UNIOM 76 MINERALS EXPLORATION CO 


8009110850 Forwards Table 2, "Estimate of Cost of First Yr of 
Roc I atral i on, " from application for permit to mine 
ACOSTA, A P t/nion 76 Minerals Eiploration Co 00/07/28 2pp 


0009180009 Forwards IE Insp Rept 40-8934/80-01 on 000722 No 
noncomp 1 lance noted 

DROWN, 0 D Region 4, Dallas, Fuel Facility b Materials Safety 
Branch 80/09/08 Ip 


— 0009180093 IE Insp Rept 40-BSS4/60-01 on 800722 No noncompliance note! 
Major areas inspected Insp & testing records re license 
conditions k SER requirements 

DROWN, 0 Region 4, Dallas, Fuel Facility & Materials Safety 
Branch OALLAOHER, E vl Region 3. Chicago, Office of the Director 
80/00/04 23pp 


0OD91SO476 Act receipt of 8D07S4 Itr re OC program for urine specimens 
Request classified as requiring minor amend to License 
SUA-1390 Minor safety t* environ amend fee required 
WEISS, D License Fee Management Branch 80/08/21 Ip 


8009030470 Forwards fee for minor safety amend review re urine analyiif 
OC program 

ACOSTA, A P Minerals Eiploration Ca (subs of Union Oil Co of 
California) 9D/OB/2S ip 


— 0003120620 "Location of Shallow Zone, Unit 1 Sand U Water Tab 1 e, Monl t or 
Wei is. Units 4 4 5 Bhallou Zone Control Program “ 
a Wyoming Minerat Corp 00/06/24 Ip 


— 8 DOS 120626 "Location of Shallotj Zone, Unit 1 Band 6 Water Table, Monitor 
Mol Is, Units 4 4 5 ahallow Zone Control Program " 
e Wyoming fflneraJ Corp 60/06/24 If 


DOCKET 40-8663 NUCLEAR DYNAMICS, INC 


6009260363 Forwards IE Bulletin 79-19, "Packaging of Low Level Raduaite 
for Transport ti Burial " Response required 

SEYFRIT, K V. Region 4, Dallas, Office of the Director 79/08/10, 

tp 


— Q008I20630 “Location of Shailou Zone, Unit 1 €and S, Water Tab I a, Moni tor 
Wells, Units 4 D 5 Shailou Zone Control Program " 

* Wyoming Mineral Corp 80/06/S4 tp 


--0OD926O495 Responds to IE Bulletin 79—19, "Packaging of Lou Level 
Raduaste for Transport k Burial " No raduaste generated 
STOICK, A F Nucor Corp 79/10/23 2pp 


--0003120631 “Locatian of Shailou Zone, Unit 1 Band I, Water Tab 1 e, Moni tor 
WollsiUnits 465 Shailou Zone Control Program " 
e Wyoming Mineral Corp 00/06/24 Ip 


000917024-0 Submits rept per Condition 31 for License SUA-t341 Monitor 
Melt 9M-22 is off eicurslon status Due to sudden Increase in 
sol fate, conduc t ivlty 6 alkalinity & subsequent return to 
normal, source 6 cause investigations are continuing 
WICHERS. D L Wyoming Mineral Corp 80/08/01 2pp 


6009020490 Orders cessation of pumping In all shallau lanc wells by 
000823 Weekly sampling program uili be initiated to- 
determine status of thallou lono eicurslons In monitor 
wells 3M-4.SM-9, SM-I2 k SM-14 
MORROW. D Wyoming. State of 80/08/08 Ip 


8009020123 Summary of 600630,0701 k 02 site visits by WY Dept of 
Environ Ouafity.WY Mineral Co & Ecion to HY Mineral Irlgaray 
9iteiE>ioh Highland Site k Rocky Mountain Energy Dear Creek 
to observe water quality monitoring program 

VAIIDELL.T D Uranium Recovery Licensing Branch 80/03/11 6pp 


8009150023 Confirms 800911 notification re 800807 chloride values In 
Shallow Unit I Sand Well 8SM-4 Foruardi table shoui-ng 
Initial value k most recent eample analysis for BSM Wells 
1-3 Downward trend observed In all ue 1 1 s 
TIEPELtE W W-yomlng Mineral Corp BO/OS/IS 3pp 


3009 1 50530 Summarlies 800730 meeting I w/E Tlepel 4 C Chlen k NRC it 
response to data submittal re NRC questions on hydrology 
rept Urges high quality t correct analysis in future 
hydrologic studies Awaits RW Davis data re leakage 
BCARAWD. R A Uranium Recovery Licensing Branch B0/09/O3 Spp 


DOCKET 40-8681 ENEROY FUELS NUCLEAR, INC 


8009300409 Forwards "Annual Rept Meteorological 1, Air Quality 16 
Qbserva tionsj Uh Ite Mesa U Project Near Blanding, UT, June 
1979-1980," inadvertantly omitted Prom semiannual effluent 
rapt submitted by D Roberts on 800829 
BAKER, C,E Energy Fuels Nuclear. Inc 00/09/23 Ip 


— 0009300414 "Annual Kept Metarol ag 1 cal ti Air Quality Obsarvations,Whl ta 
I1E9A U Project Naar Bland ing, UT, -June 1979-1980." 

* S tearns-Bog er, inc 00/07/31, 216pp 


8009100034 Notifies of Amend 3 to License SUA-I350, revis ing Conditions 
11 k 33 to authorlie addition of second crusher unit k to 
clarify environ monitoring program Other conditions remain 
unchanged Refs CE Baker 800416 request ti B00SO7 telcon 
SCARANO, R A Uranium Recovery Licensing Branch 80/06/04. 2pp 


B009I6054S Requests investigation to determine if Energy Fuels Nucleer, 
Inc Is tmplamantlng conditions of llcensa ra avoidance, 
minlmisltig 6 mitigating adverse effects of project on Whit* 

Mesa Archeological District 

WALL, L 8, Advisory Council on Historic Preservation 00/07/23 

2pp 


8009170139 Forward* d* terminet i on of eiigibllity for Inclusion in Natl 
Register of White Mesa Archaeolog ica 1 District 
District is eligible for Inclusion 
0HULL, C D Inter lor , Dep t of 80/03/11 3pp 


8009170127 Foruard* docume-ntatl on of Insp of Cell 2 PVC liner 
Installation k test result* on onderdraln Inplace densities 
performad by D'AppoIonia Cdnsultlng Engineers 
RODERTfi, H R Energy Fuel* Nuclear, Inc 00/00/12, 3pp 


DOCKETED ITEMS 


7 


Q009300237 Submits ropt in accordance lu/Condi tion 39 of License 
8UA-135B Surven of land use uiithin 5 miles of facility 
indicates that use of area has not changed Changing of 
oiunershlp has occurred- but land is still agricultural 
ROBERTS. D Energy Fuels Nuclear. Inc 80/06/30 Ip 


6009100fibfi Foruards rept of measured concentration of principal 
radionuclides released to unrestricted area for Jan-June 
1930 

ROBERTS. D Energy Fuels Nuclear. Inc 30/08/29 2pp 


DOCKET 40-8692 COTTER COHP 


8009170423 Foruards recent correspondence u/Cotter Corp tc Dept of 
Environ Quality re Charlie Area V Mine reclamation efforts 
Unable to locate 600636 1 tr from Cotter Corp 
MQQNEV. O Wyoming. State of 80/07/39 7pp 


8009160651 Notifies of Amend 1 to License SUA-1370. author 1 1 Ing 
reactivation of thin layer leach pitot plant facility to 
conduct second test in uhlch approx 25 tons per day crushed 
U ore lulll be processed for 60 days over 43-day period 
SCARANO. R A Uranium Recovery Licensing Branch 80/07/31 3pp 


8009190781 Safety/environ evaluation of Cotter Corp 800636 request 
for amend to License SUA-1370 authorliing second pilot plant 
scale test Recommends approval subj to indicated provisions 
HOTHFLEISCH. U . MILLER. H J Uranium Recovery Licensing Branch 
aO/OB/18 4pp 


8009150537 Responds to 800720 telcon rs addl info on License Conditions 
21 b 22 of RML 1370 b Amend 1 Radiological safety b environ 
sampling data collected In 1979 b description of pilot plant 
facilities end 

SMITH. TC Cottar Corp 80/08/25 13pp 


DOCKET 40-8693 DOLE PETROLEUM. INC 


8009030455 Submits quarterly rept for Key-Jul 1980 re U mining 
operation under Llcanso 8UA-1336 Operational summary, flou 
rates b monitoring data end 

8AUNDER6.0 A . CATCHPOLE. 0 J Ogle Petroleum. Inc 80/08/33 bBpp 


DOCKET 40-8697 ROCKY MOUNTAIN ENEflOY CO 


8009080453 Submits quarterly ropt for Apr-June 1980 for Reno Creek xn 
situ test facility 

8PIELE8. P Rocky Mountain Energy Co 80/07/31 8pp 


DOCKET 40-8698 PLATEAU REaOURCES. LTD 


8009260027 Submits effluent monitoring rept for Jan-June 1980 
8C0TT. A D Plateau Resources. Ltd 00/00/22 ip 


DOCKET 40-8721 ROCKY MOUNTAIN ENERGY CO 


8008110042 Foruards “Alternative Analysis of Process Waste Disposal 
Options." as preliminary version of matl uhlch uill be 
included in revised environ rept 

NEUMANN. M R Rocky Mountain Energy Co 80/07/14 3pp 

— 8008110046 “Alternative Analysis of Process Waste Disposal Options “ 
Seven ovarslie drauings and 
« Rocky Mountain Energy Co, 60/07/16 17pp 


DOCKET 40-8724 CHEMTRON CORP 


6009300112 Notifies that plant operations do not involve use of 
depleted U Responsibility for removal of depleted U at dump 
site should be placed on Chcmetron Corp License BU0-8S2 
ZELLNER.R J McOean Chemical Co , Inc 80/08/21 3pp 


DOCKET 40-8743 CONOCO 


8009090198 Submits key ref document listing in support of Sand Rock 
Mill application 

QUIGLEY. T W CONOCO. Inc (Continential Oi 1 Co. 1 80/07/30 3pp 


8009190196 Requests archeolog leal /pa leontolog i cal clearance for Sand 
Rock Mill Pro ject. Section I.T41N. R79W i foruards “Results 
of Archaeological b Paleontological Surveys for Sand Rock 
Mill Pro jec t. Southern Campbell County. UY Related Itr end 
QUIGLEY. T W Conoco Coal Development Co 80/08/14 9pp 


— 8009130164 “Results of Archaeological b Paleontological Surveys for 
Sand Rock Mill Projec t. Southern Campbell County. UY " 

GRANT. M . CARPENTER. K . LENN6N. T J Western Cultural Resource 
Management. Inc . 80/07/19 96pp 


6009160020 Foruards Sand Rock mill project application b environ ropt. 
for immediate review Deficiencies required addl info b 
evaluation of proposed actions must be identified Proposes 
discussion of schedule b scope of uork on 600826 U/o encls 
MILLER. H J Uranium Recovery Licensing Dranch 30/08/19 Ip 


8009150 H7 Advises of review completion of 600731 application for 
source matl license w/supportlng environ rept Documents 
acceptable for detailed ravleu Scoping meeting scheduled 
on 801016 in Casper. UY Principal contact.K Hamlll 
SCARANO. R A Uranium Recovery Licensing Branch 80/00/29 4pp 


— 6009150133 Notice of availability of environ rept b announcement Of 
B0I016 scoping meeting In Casper. WV re application for 
source natl license to construct b operate Sand Rock Mill 
project NRC DES uill be available on 810301 

SCARANO. R A Uranium Recovery Licensing Drench 80/00/29 2pp 


DOCKET 40-8745 OGLE PETROLEUM 


8009020592 Comments on DES. Section 4 S 1 re project Mo site specific 
air quality data obtained Time duration for expected 
atmospheric concentrations should be specified Internal memo 
one 1 

RAFFELSO,N. C N Wyoming. State of 80/07/21 3pp 

8009050362 Foruards drauing of initial survey locations for in~plonl 
radiological monitoring program 

CATCHPOLE.O J Ogle Petroleum. Inc 80/07/28 2pp 

6009030338 Comments on draft EIS Inclusion of provision addressing 
nesd for human sve programs for Inhabitants of vicinity 
recommended 

MASTER. W Health b Human Services. Dept of. 00/07/29 2pp 


6009160946 Foruards comments from various state agencies on DES for 
consideration b use in preparing final analysis 
HARTMAN. 0 Wyoming. State of 80/07/29 33pp 


3009170134 Discusses NRC DES on Ogle Petroleum proposed cummoTclal til 
situ U mine Recommends NRC environ statement be modified to 
include groundwater restoration plan 
ACKERMAN, U C Wyoming, State of 80/08/04 2pp 


8009170130 Discusses revieu of draft EIS for Dison Dasin U In situ 
mining project Project uill have little effect on 
radionuclides in environ 

BTROUDE, W 0 HHS. Dept of. U8 Public Health Borvice 80/08/09 

ip 


8009190592 Foruards latest proposal to DEO for uoll Integrity tostlnq 
Will foruerd revised pages to DEO application M/o encls 
CATCHPOLE, 0 J Ogle Petroleum. Inc 80/08/06 ip 


8009020900 Comments on DES re Dale Petroleum. Inc Oison Basin In-Sllu 
U Project NRC should recognlxe that U operations cause 
isolated, cumulative b/or synergistic environ Impacts 
EASTiD J Wyoming Outdoor Council 80/08/07 7pp 


8009150955 Informs that Water Quality Div has no objectinns to 
approving Ogle Petroleum, Inc application to operate Bison 
Basin Project 

MANCINI.A J Wyoming, State of 80/08/07 Ip 


8009020190 Foruards comment letters re Bison Basin Project DES Requests 
appropriate reply to questions b camnents Responses should 
be provided in sufficient detail to permit direct inclusion 
in FES Responses should be mailed before 800829 M/o encls 
ROTHFLEISCH, J Uranium Recovery Licensing Branch 80/08/11 2pp 


8009300202 Forwards requested Geophysical Logs 08-83. OP-e6. OP-87i OP IKI. 
0P-e9, BBX-I46, BDX-107 4 COX- 149 b “ Introduction to Hell Log 
Analysis." for data interpretation U/o encls 
CATCHPOLE.O J Ogle Petroleum. Inc 80/08/12 Ip 
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DOCKETED ITEMS 


SOO^OaOSlB ForuJdrif* WV Outdoor Council 000907 ItPiHC Ackartnan 
SOOOOd nena NC Raf-fel^on S00731 re Diton Satin 

Projret DES W/o encli 

ROTHFLEISCH/ J E Uranium Recover!/ Liceniing Drench 00/00/13 Ip 


-~8Q09t&0354 Advjiet that no retponse it planned to tiC Ackerman G0OBO4' 
memo to RE Sundin since commentt are more in form of 
comparisoni rather than questions 

CATCHPOUE.ff U agio Petroleum- Inc 00/07/05 Ip 


0009170144 Forii/ards revleu cdcimetits on OES re Ogle Petroleum Dispn 
Basin Project Recomnends dual cell design for uaite pond age 
for alternate holding area in event of leakage in primary 
cell 

UtELIAIiSi R L Environmental Protection Agency 60/00/18 0pp 


9007030476 Notifies that response to Natl Mildlife Federation comments 
cannot be forwarded bg 300823- due to large numPer of 
comments received Conoients will he foruarded as toon as 
post Ible 

CAKHPDLE. 0 J Ogle Petroleum- Inc 00/00/30 ip 


8'009J5020? Forwards State of Hf Game U Fish Dept 000021 Itr commenting 
on EES Requests reply to comments re addj field work- f enc ing 
of access road & proposed reclamation practices 

R0TNFLE15CH- U Ura n i um Recove r g Lie e ni 1 ng Dr anc h 00/00/39 Ip 


— 6 007 1 503 1 2 Comments on DES Recommends further field uork to evaluate 
project impact on wildlife Requests documentation to support 
reclamation claims b- assurances access road will not be 
fenced 

BEXTER-W 0 Wyoming- State of 00/00/31 3p 


0009030395 Forwards approved R/ Dept of Environ Quality nine permit 
appl ication 

CATCHPOLE. 0 J Ogle Petroleum, Inc 00/03/37 14pp 


S0071603B3 Forwards responses to Matl Wildlife Federation 0OD7I9 
comments re environ impact of project. General comments deal 
w/antelope migration prroparational muni taring, downward 
migration U "no action" alternative 

CATCHPOLE-0 J Ogle Petroleum, inc SO/07/03 25pp 


900916G46S Foruards responses to WV Outdoor Council 8G0B07 comments re 
commercial source matl license application Responses were 
not prorldad for cDmmente dealing w/NRC policy issues or 
which referred to section# of DES 

CATCHPOLE. 0 J Dgle Petroleum, Inc 0Q/O9/O3 lOpp 


3007160396 Forwards responses to ERA draft comments re commercial 
source matl license application Responses were not provided 
for comments dealing w/MRC policy Issues or sections of DES 
CATCHPOLE- G J Ogle Petrol a urn, Inc 00/07/04 6pp 


0716D33D Forwards responses to listed comment Itrs transmitted by 
NRC SODBtl. 13 tt 28 Itrs 

CATCHPOLE- 0 J Ogle fatroleum, inc 00/09/05 2pp 


— 6009160356 Advises that no response is planned to CN Raffslson aoOTJ’l 
meino to RE Sundin eicopt to state that CP mentioned in last 
paragraph Is being pursued 

CATCHPOLC-O 0 Ogle Petroleum- Inc 90/07/05 Ip 


--30091603S7 Respond# to WV State Game fe Fish Dept 000821 Itr re scope I 
nature of wildlife investigation In situ mining operation 
did not warrant Intense survey typical of conventional mine 

6 mi n 

CATCHPOLE- G J Ogle Petroleum, Inc 80/09/05 4pp 


8009170387 Submits changes to DES Related documentation end 
CATCHPOLE, G J Ogle Petroleum, Inc, 00/07/15 0pp 


6007170372 Forwards addl data re surface water quality in vicinity of 
facility, in response to NRC 771204 Itr 
CATCHPOLE. 0 J Ogle Petrolaucn- Inc 80/07/15 3pp 


6007320332 Submits responses to final EPA comments Preferred oiidiiar 
utilized for Bison Basin Project is orygen Hydrogen perosldc 
will be used as backup oildlzer Some pipeline will be buried 
h same portion.* will be on surface 

CATCHPOLE, G J, Dgle Petroleu.n, Inc 00/07/16 3pp 


800730G4S7 Forwards map chouilng all ecploratlon holes drilled It plugged 
w/bentonite & cement in response to 000700 Itr re commercial 
source matl license application Reiponie to Itam 6 
transmitted on B00915 

CATCMPOUE.O J Ogle Petroleum, Inc. 00/09/32 app 


DOCKET 40-9766 KERR-MCKEE NUCLEAR CQRP 


0007150575 Forwards 800806 Itr not received by NRC re establishing 
baseline groundwater quality values 
FREEMAN, HO Kerr-HcOe# Nuclear Corp 00/08/21 ip 


— 0OD7ISQS77 Responds te 600701 Itr re establishing baseline groundwater 
quality values Min of three samples to be taken from each 
monitor well u/#amples atialyied for cicursion parameters 
FREEMAN, M D Kerr-McGee Corp. 00/09/06 Ip 


0009100473 Confirms B00820 tel con w/G France It advises of status of 
licensing review In~depth review of application to begin 
mid-Oct 

MILLER- H J Uranium Recovery Licensing Branch 80/00/35 ip 


8009160331 Advises that no response is planned to FB Lisella 800721 
Itr 

CATCHPOLE, 0 J Ogle Petroleum. Inc 00/07/03 Ip. 


-8007160333 Advises that proposed project will not have any significant 
ioipact on endangered species in response to DOI 000723 Itr 
CATCHPOLE, G J Ogle Petroleum- Inc 00/07/05 Ip 


— 8009160334 Advises that no response is 
CATCHPOLE- 0 J Qgla Potroleum- Inc. 


planned to H Mastar 900787 Itr 
30/09/05 Ip 


>07(60336 Responds to LE Allen 800717 memo to D Hartman Permits for 
evaporation ponds have been applied for I, no const will 
begin until permits are received Hater supply for nonprocess 
activities canes from well permitted by state engineer 
CATCHPOLE. C J Ogle Petroleum, Inc S0/09/0S 2pp 


07160345 Advises that no reponse is planned to HY Dept of Health & 
Social Sve 800683 memo except that number of anticipated 
employee* 1* appros 30 Cursory perusal of DES resulted ir 
ome mi sconcep ti bps 

iTCHFOLE, 0 J Ogle Petroleum. Inc 6G/O9/05 Ip 


160340 Responds to Dept of Commerce 000731 i tr, Inc Jud i ng fifl Rollins 
>722 meiTin to JM Hoods No geodetic control survey monuments 
> within project area No plans to relocate monuments in 
inectlon w/Blion £aitn project 
iTCHPDLEfO J Ogle Petroleum, Inc 00/07/03 Ip 


160350 Responds to HA Lockstet 900003 comments re wellfield l< 
nltoring Pumping wells fop sampling mora frequently than 
k period tends to produce excursions since two casing 
s must be pumped each time well is sampled 
CHPOLE.O J Ogle Petroleum. Inc 00/07/05 2pp 


DOMESTtC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 
DOCKET SO-3 INDIAN POINT STATION. UNIT I 
F Security- medical, emergency & fire protection plans 


0007230167 Requests that all personnel be reminded of purpose of 
emergency notification sys J, health physics network 6ys 
installed for govt use during emergency 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 

aO/Oe/22 3pp 


0 AiTjudicatory correspondence 


9009120374 Order granting extension until 000726 for Commission to 
review ALA0-436 & relevant portions of ALA0-56i 

CHILK, S J Office of the Secretary of the Commission 00/09/10 

Ip. 


80G9300320 Order granting extension until 801024 for Commission to 
review ALA8-436 & ALAB-S61, 

CHILK 0 J Office of the 8ecr«tary of the Commission 80/09/26 
3pp 


M General corr espondence 


6009160440 Respond* to 000317 Itr requesting public debate re issues 
appropriate to evacuation of large population ctrs near 
p Vant# 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
60/04/21 3pp 



DOCKETED ITEMS 


— 800?ia0462 
of larj* 
atttmpti 
EMORV. K 


Requstti public debate rc iituei appropriate to evacuation 
population ctrs near plante Eipreitee confidence in 
bq Coffifflifi i oners to represent public concerns 
Affiliation Unknown 80/03/1? tp 


8009180339 Forwards IE Circular 80-18. •'iOCFRSO 59 Safety Evaloa 1 1 oiii 
for Changes to Raduaste Treatment Sys " No uritten response 
required 

GREER.B H Region !• Philadelphia. Office of the Director 
80/08/22 Ip 


8009040404 Forwards petition reflecting deep concern re safety of 
facility 

CINOUEMANI.dk . CINOUEHANI.F L Affiliation Unknown 80/08/28 

2pp 


8009110210 Forwards response to 800728 Itr requesting assistance in 
answering constituent questions re nuclear power (. effects 
of radiation 

DIRCK8. U \} Office of the Executive Director for Operations 
80/08/28 4pp 


P Operating license stage documents k correspondence 


8009120171 Forwards IE Info Notice 80~31. "Ha 1 opera tl on of Oould-Orown 
Bovert 480 Volt Type K-bOOS It K-OON bOOE Circuit Breakers " 

No written response required 

GRIER. B H Region 1. Phi ladelph ia. Office of the Director 
80/09/27 Ip 


6009090423 Responds to I£ Bulletin 80—15. "Possible Loss of Etnergency 
Notification Sys U/Loss of Offsite Pouter “ Insp revealed 
loss of emergency notification sys on 800602 due to poor 
motor generator brush contact 

ZARAKA8.P Consolidated Edison Co of New York 80/09/02 Spp 


8009300169 "Kept of Zlon/Indian Point Study Vol 2." informal rept 
STEVENSON. H 0 Los Alamos Scientific Laboratory FIN A~701S 
NURE9/CR-1411 V2 80/04/30 165pp Available at NTI8 


8009230770 Forwards IE Circular 60-21. "Regulation of Refueling Crews 
No uritten response required 

DRIER. B H Region 1. Phi ladelph ia. Office of the Director 
80/09/10 Ip 


8009020297 Submits interim criteria for shift staffing to all OL Cp 
licensees ti app 1 Icants. per NRC 800907 Ibr Discusses 
administrative provisions for emergency (t overtime work 
Development (i Imptcmentation to be reviewed within 90 days 
EISENHUT. D 0 Division of Licensing 80/07/31 7pp 


6009240304 Forwards IE Info Notice 80-32. "Clarification of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Matls " No written response required 

GRIERiB H Region 1. Philadelphia. Qffice of the Director 
00/09/12 ip 


80090B0080 Forwards draft NUREG-069b> "Functional Criteria for 
Emergency Response Facilities ” Comments requested within 30 
days Proposed Implementation schedule for meeting criteria 
of NUREO-0696 end U/o NUREO 

EI8ENHUT. DO Division of Licensing 80/08/01 119pp 


8009230052 Informs that exemption from fee re licensing action 
associated w/TMI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EISENHUT. 0 0 Division of Licensing 80/08/07 60pp 


8009190794 Forwards revised Ifestlnghouse STS 3 9 8 2. 3 9 10 Bases 
3/4 9 8 4i 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during rnovement of fuel 
assemblies or control rods Uritten response required 
NOVAK. T M Assistant Director for Operating Reactors 80/08/15 
Ip 


—0009190817 Revised Westlnghouse STB 3 9 0 2. 3 9 10 «■ Bases 3/4 9 8 1. 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

< Assistant Director for Qporatlng Reactors 80/06/23 21pp 


8009090383 Forwards "Rept on Evaluation of Thermal Plume Studies of 
Indian Point Nuclear Generating Station " Objectives of 
thermal plume program have been fulfilled Rept available in 
Central Files only 

ZARAKAS. P Consolidated Edison Co of New York 80/08/29 Ip 


8009120S02 "Rept of Zlon/Indian Point Study," Vol 1 

MURFIN.W B Bandla Laboratories FIN A-12la NUflE0/CR-l410 VI 
80/08/31 400pp. 


8009250266 Forwards current training course outlines re heat transfer, 
fluid flow it thermodynamics, in response to NRC 800328 Itr 
ZARAKAS, P Consolidated Edison Co of New York 80/09/19 3Dpp 


Q Inspection reports, IE Bulletins t, correspondence 


8009090242 Responds to IE Bulletin 80-16 Unit 2 has no specified 
transmitters installed Unit 1 shut down since 741031 U in 
defueled condition 

ZARAKAS, P Consolidated Edison Co of New York 80/07/30 2pp 


8009120187 Responds to IE Dullotin 79-03A re longitudinal weld defects 
In SA-312 or A-312 Type 300 stainless steel piping Unit 1 Is 
in defueled condition Unit 2 piping satisfies criteria re 
allowable stress 

ZARAKAS, P Consol {dated Edison Co of New York. 80/08/06 2pp 


0009030073 Forwards Revision 1 to IE Bulletin 80-19, "Failures of 
Nercury-Uetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Detlgnad by C-E " Uritten 
reeponie required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/08/15 Ip 


R Periodic operating reports t, related correspondence 


0009030302 Forwards "Effluent t Uaste Disposal Semiannual Rep t. Oaii -June 
1980 

ZARAKAS, P Consolidated Edison Co of New York 80/06/29 Ip 


— 8009030386 "Effluent S, Uaste Disposal Semiannual Rep t. Jan- June IGDO " 
e Consolidated Edison Co of New Vorle 80/08/29 43pp 


6009230432 Forwards daily record of fish collections for Aug 1980, 
including daily species breakdown 6 total weight Unit 2 t, 3 
circulators were run for entire month Unit 1 circulators 
were run on 800808.10,13,17,19.21.23.30 t< 31 

ZARAKAS.P Consolidated Edison Co of New York 80/09/15 Ip 


— 6009230433 Dally record of fish collections from- intake screens for 
Aug 1980 

» Consolidated Edison Co of New York 80/09/lS 5pp 


80092404S2 Forwards quarterly rept on "Seismic Monitoring Network In 
Vicinity of Indian Point NY. Consol ida ted Edison Project, 

Mar-Hay 1980 " 

ZARAKAS.P Consolidated Edison Co of New York 00/09/15 Ip 


— 0009240455 "Seismic Monitoring Network In Vicinity of Indian Point. NY. 
Consolidated Edison Project. Mar-May 1980 “ 

« Uoodward-Clyde Consultants. Inc 80/08/15 44pp 


S Reportable occurrences. LERs 6 related correspondence 


8005140025 PNS-I-B0-0O3 on 800321. local telephone company received bomb 
threat re facility from unidentified male caller Search was 
conducted but no bomb was found Threat was repeated on 
000321 but no bomb was found 

• Region 1. Phi lade Iphla. Office of the Director 80/03/24 Ip 


6009030610 RO on 8008-04. circulating water sys discharge temp 
exceeded Tech Specs limit Caused by high ambient river 
tamps, high discharge temps ti broken circulating water pump 
Demand load i, discharge temp reduced 

ZARAKAS.P Consolidated Edison Co of New York 80/00/28 Spp 


DOCKET 50-5 PENNSYLVANIA STATE UNIV RESEARCH REACTOR 


F Security, medical, emergency if fire protection plans 


8009030601 Forwards replacement for Table of Contents submitted 
w/physlcal security plan on 800731 Table of Contents 
withhold (ref 10CFR2 790) 

LEVINE. S H Pennsylvania State Unlv 80/08/27 Ip 


H Oeneral correspondence 


8009100490 Comments on RM 50-5 public should be advised of advantagei b 
disadvantages of Implementing Pu recycle NRC should not have 
terminated efforts on GESKO fuels 
DECHER.U Affiliation Unknown 80/09/03 ip 
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DOCKETED ITEMS 


Q Inspection f«portSi IE Siilletini & correspondence 


e00<724OS31 Foruords IE tnlo Notice eo-SB. "Clan d i cation of Certain 
Reiiulrenients fop Eic lusive-Usc Shipments of Radioactive 
Kails ” No written response requiTeii 

CRIEft. B H Replan 1. Fhl lade Iphia. Office of the Director 
SO/09/12 Ip 


DOCKET W-tO DRESDEN NUCLEAR POWER STATION. UNIT I 


F Sectirity. medical. cmeTjency & fire preteetion plans 


eO0933O2SQ Requests that all personnel be reminded of purpose of 
omergencii notlficetion sys & health physics netuork Sys 
installed for jovt use during eairgeiicy 

KEPPLER.U 6 Region 3. Chicago. Office of the Director 80/00/22 
3PP 


8009100370 FopiiraPdi revisu of util generating station emergency plan It 
draft Itr requesting addi info i coani tments from util 
PAOANO. F C Emergency Preparedness Licensing Oranch SO/OB/SS, 

5pp 


8009120483 Notifies that Cemin Ed does not oiish to participate In 
proposed study re review of people-related problems in 
nuclear safeguards Responses would be mis leading, ref lec ting 
inexperience 4< short-term problems 
ABEL. U S Commonwealth Edison Co 60/09/02 Jp 


P Opsrating license stage documents & correspondence 


7910110010 Notification of 790918 meeting u/uti 1 In Uethesda.HO to 
discuss impact of free standing liquid requirements for 
solid waste 

LOrR Environmental Evaluation Branch (Pre 7910301 79/09/17 2pp 


G0O&30OAO4 Ltr to all BUR licensees forwarding '‘For Comment" edition 
of KUREO-0619. "BWft Fieduater Noilie & Control Rod Drive 
Return Line Noicte Cracking '' Comments will be evaluated by 
NRC prior to final implementation N/o end 
CISENHUT. D 0 Division of Licensing BO/OA/OS 22pp 


091IOSS4 Supple NRC 800707 request for proposed Tech Specs changes re 
scran discharge vol vent ti drain valves. Ii reactor 
protection sgs & control rod block limit iiultch surveillance 
requirements Class lit license fee to be submitted u/change 
Ef SENHUT, D. <} Division Of Licensing BO/07/32 22pp 


009020297 Submits interim criteria for shift staffing to all OL It CP 
licensees I. appl Icants. per NRC 800S07 Itr Oiseusies 
administrative provisions for emergency tc overtime work 
Development 1. loplcmentatlon to he reviewed luithin 90 days 
EI5ENHUT. DO Divif ion of Licensing. 30/07/31 7pp 


80Q90S'0080 Forwards draft NURE0-049h> "Functional Criteria for 
Ersergency Response Pacilitlee " Comments requested ulthln 30 
days Proposed (mplenentatlon echedule for meeting criteria 
of Wfieo-Oi96 end «/o NUfiED 

ElBENHUTiO 0 Division of Licensing 80/03/01 I 19pp 


6O0923OOS2 Informs that siemptlon from fee re licensing action 
essociaieif w/Tlll-3 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EISENHUT.D 0 Division of Licensing 80/08/07, AOpp 


6009020456 Forwards evaluation of util response to NRC BO0223 request 
tor info re primary coolant sys pressure Isolation valves 
Two specific Event S valve configurations do not exist at 
fad titles 

CflUrCNFlELD. D Operating Reactors Branch 9 00/00/12 3pp 


—8009020463 "Primary Coolant Sys Pressure Isolation Valyas."' technical 
evaluation rept 

N0ELL.P H I STILUEULiT C Franklin Ini tltute/Frank 1 1 n Rasearch 
Center NRC-O3-79-H0 80/07/21 4pp 


—0009020467 "Primary Coolant Sys Pressure isolation Valves." technical 
•valuation rept 

NOELL.P H I sriLUELL.r C Franklin ini tltute/Franklin Rasearch 
Center MRC-03-79-1 IB 00/07/21. 9pp 


-8009020470 "Priniary Coplant Sys Preesure isolation Valves." technical 
evaluation rept 

NOELL.P, N . STILWELL. T C Franklin Institute/Franklln RaseaPcIt 
Center iNSC-03-79-IlB 90/07/21 4pp 


— 8009020473 ''Primary Coolant Sys Pressure Isolation Valves. “ technical 
evaluation rept 

NOELL.P N > STILNELL. r C Franklin Institute/Franklln Research 
Center NHC~03-79- 1 1 8 80/07/21 4pp 


— 8009020474 "Prlraartf Coolant Sys Pressure Isolation Valves." technical 
evaluation rept 

NOELL.P N . 8TILM6LL. r C Franklin Insti tute/FrankI in Research 
Center NRC-03-79-1 IB SO/07/21 4pp 


8009180428 Forwards evaluation of SEP Topic XV'20. "Radiological 
Consequences of Fuel Damaging Accidents (Inside & Outside 
Contal nnentl " Suggested mods incorporated into evaluation 
CRUrCHFIELD. D Operating Reactors Branch 5 00/03/12 6pp 


60'09150401 Confirms 800811 discussion re arranging 800S21 meeting 
u/util in Chicago. IL rs facility cooling take dike seepage 
A remedial action to be taken 

KEPPLEA.J 0 Region 3. Chicago. Office of the Director 80/08/19 
ip 


8009110746 Notification of 900916 meeting w/8EP owners group to discuse 
NRC Initial review tc recommondatlons for site-specific 
ground response spectra 6 owners group program plans for 
seismic functional quatlf icatlon of Class IE equipment 
LEVIN, H A Division of Engineering 0O/OB/26 Ip 


3009120404 Forwards Attachments 1-S to util 800630 Itr re facility 
electric distribution sys voltage adequacy Ltr 
Inadvertently transmitted u/a a t tachmants 
UANECEK. R F Commonutaal th Edison Co 80/08/28 6pp 


8009110230 Requires submittal of ATU3 emergency operating procedure for 
NRC review Oeneric analysis should confirm A'TUS mitigation 
capabilltg described in Vol 3 of NURE0-O46O Commission will 
datermlnc required mods & implementation schedules 
TEDEBCO. R L Assistant Director for Licensing 80/08/29 3pp 


800924059S Forwards final critique of 800619 SEP ciarclse Critique 
discusses problem areas identified during exercise It 
presents corrective actions U/o critique 
DELOEOROEi L O Commonwealth Edlion Co 80/08/29 Ip 


3009110376 Comments on NBC B00612 evaluation re SEP Topic V-S, RCPD 
Leakage Detection Info provided ra air sampling sys. leak 
detoctlon sys b reactor drain tank Instrumentation. Plant is 
in compliance u/Rag Ouide 1.49 

tIANECEK.R F Commonwealth Edison Co 60/09/02 2pp 


6009290143 Notification of 800926 meeting w/utlls tc Kerr-NcOee Chemical 
Corp in Oethecda.KO to discuss review A. recommendations for 
site specific ground response spectra A program plans for 
seismic functional qual if ication of Class JE equipment 
ALLISON. D P Systematic Evaluation Program Branch 80/09/08 3pp 


3009260022 Notification of second rescheduling until 801003 for matting 
u/SEP owners group A KMC. Inc to discuss NRC initial review 
of site-specific ground response spectra A utli program 
for seismic functional qualification of Class IE equipment 
ALLISON. D P Systematic Evaluation Program Branch 60/09/10 3pp 


B0D9290339 Responds to DO Eisanhvt 600804 ltr re seismic plan Complete 
seismic evaluation pragraot will be provided to NRC for 
review A approval before restarting unit 
VANFCEK.R F Commonwealth Edison Co 30/09/11 Ip 


8009220293 Fopuards analysis of 30 A 60-day corrosion test results re 
tost pracodores for NS-l solidified waste 
JANECEK.R F. Commonwealth Edison Co 80/09/12 4pp 


3009290334 Responds to 800701 ltr to DL Peoples re SEP Topic 8-3 0, dc 
power sys bus voltage monitoring A annunciation 
Typographical error noted in Section 5. Ref 2 which should 
be Reg Ouide 1 47 not I 74 

JANECEK.R J Coaimon wealth Edison Co 00/09/17 Ip 


S009230463 Forwards proposed Tech Spec changes re Implementation of TMI 
Lessons Learned. Ca tegory A requirements, in response to NRC 
300702 request Dresden Unit 1 Tech Spec changes will be 
submitted 90 days prior to scheduled startup 
JANECEK.R F Commonwealth Ed 1 eon Co 80/09/10 3pp 


—0009230466 Proposed Tech Spot changes re implementation of TMI-2 
Letsone Learned Category A items 
* Commonwealth Edison Co 80/C9/10 29pp 
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8009250292 Requests eddl 60-90 days for revieu to determine uhether 
a«-built feciiltiei differ from basis in NRC assessment Addl 
time iiiould atlou for reproduc tlon< d istr ibutlon U revieu 
methods to function property 

JANECEK, R F Commonuealth Edison Co 80/09/19 Ip 


Q Inspection reportsi IE Bulletins 6 correspondence 


8009100143 Forwards IE Insp Repts SO-010/80-12. 50-237/80-12 tc 
50-249/80-16 on 800609-0703 No nonconpliance noted 

HEISHHANtR F Region 3> Chicagoi Reactor Operations Nuclear Support 
Branch 80/07/23 2pp 


—6009100148 IE Insp Repts 50-010/80-12.50-237/80-12 tc 50-249/80-16 on 
800609-0703 No noncompliance noted Major areas inspected 
operational safety verification t> monthly malnt tc 
surveillance observations 

SPE8SARD. R L . DARKER. J L . TONGUE. T M Region 3. Chicago. Office 
of the Director 80/07/23 4pp 


8009020109 Responds to IE Bulletin 79-03A. "Longitudinal Ueld Defects 
in ASHE SA-312. Type 304 Stainless Steel Pipe " 8A~312 pipe 
not present in operating plants Final confirmation from 
suppliers anticipated by 800915 re const plant piping sys 
NAUOHTON. N F Cocsmonwea 1 th Edison Co 80/08/07. 2pp 


8009030231 Forieards Revision 1 to IE Dulletin 80-19. “Failures of 
Kercury-Metted Matriii Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Uritten 
response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 00/08/15 

ip 


8009260395 Forwards IE Insp Repts 50-010/80-13.50-237/80-14 Ic 
50-249/80-18 on 800707-0801 & notice of violation 

HEI8KKAN. R F Region 3. Chicago, Reactor Operations Nuclear Support 
Branch 80/08/18 2pp 


— 8009260399 Notice of violation from insp on 800707-0801 

« Region 3. Chicago, Office of the Director 80/08/18 Ip 


—8009260404 IE Insp Repts 50-010/80-13.50-237/80-14 << 50-249/80-18 on 
800707-0801 Nonconpliance noted failure of licensed 
operators to keep themselves cogniiant of design changes 
BARKER, J.L . STREETER, J F , SPESSARD. R L Region 3. Chicago. 
Office of the Director 80/08/18 Hpp 


8009150495 Forwards IE Info Notice 80-30, “Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function b 
Nonessential Control Air at Certain CE BUR Facilities " No 
specific action or response requested 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/08/20 
ip 


8009120060 Forwards Suppl 3 to IE Dulletin 80-17. "Failure of Control 
Rods to Insert During Scram at BWR *' Uritten response 
required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/08/22 
*P 


8009180551 Forwards IE Circular BO-IB. “I0CFR5O 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys ” No written response 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director. BO/08/22 

Ip 


8009230094 Forwards IE Info Notice 80-31. "Haloperation of Oould-Brown 
Boverl 480 Volt Type K-600S & K-OON 6008 Circuit Breakers “ 

No written response required 

KEPPLER.J 0. Region 3, Chicago. Office of the Director 80/08/20 

tp 


8009120117 Advises that Suppl 3 to IE Bulletin 80-17. "Failure of 
Control Rods to Insert During Scram at OUR. " was sent to 
listed utils on 600822 

PAPPAS, H Region 3, Chicago, Office of the Director 80/08/29 
3pp 


8009170411 Forwards response to IE Bulletin 80-15 re possible loss of 
emergency notification sys w/loss of offsite power Review 
revealed inoperability of Dresden sys Investigation being 
conducted Operating Order 26-80 changed. 

JANACEK.R F Commonwealth Edison Co 80/08/29. 4pp. 


8009180466 Responds to IE Bulletin 80-19 re failures of mercury-wetted 
matrls relays in reactor protective sys Identified relays 
are not used In facility. No action required Twenty-four 
manhours expanded on review 

RAUSCH. T J Commonwealth Edison Co 80/06/29. Ip 


6009230476 Forwards Revision 1 to IE Bulletin 79-26. "Dor on Loss From 
BUR Control Blades " Uritten response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/08/29 
Ip 


8009260109 Forwards response to IE Bulletin 80— 17.3uppl 3. "Failure of 
76 of 105 Control Rods to Fully Insert During Scram at BWR " 
Procedure at Dresden 2 4. 3 changed to require immediate 
manual scram when air pressure reaches 60 psi 
RAUSCH. T J Commonwealth Edison Co 80/09/02 4pp 


8009240133 Forwards IE Circular BO-21. "Regulation of Refueling Crews 
No written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 90/09/10 
Ip 


8009300200 Forwards response to IE Dulletin 60-20 No Mestinghouso 
Type U-2 control switches are used in safety-related sys at 
Dresden. Quad Cities 6 LaSalle County Responses for Tion 4> 

Byron are enc I 

RAUSCH. T J Commonwealth Edison Co 80/09/15 6pp 


R Periodic operating reports 4. related correspondence 


8009030456 Forwards semiannual rept of radioactive effluent dischargee 
4 solid radwaste. for Jan-June 1980 
SCOTT. D J Commonuealth Edison Co 80/08/20 Ip 


— B009030467 Semiannual rept of radioactive effluent discharges S. solid 
radwaste. for Jan-June 1980 
• Commonwealth Edison Co 80/08/20 13pp 


6009230713 Forwards monthly operating repts for Aug 1980 
SCOTT. D J Commonwealth Edison Co 00/09/12 Ip 


— 8009230720 Monthly operating repts for Aug 19B0 

CIESZKIEUICZ.S Commonwealth Edison Co 80/09/03 15pp 


V Operator Examinations 


8009300287 Forwards preliminary topical outlines of proposed modules 
on thermal hydraulics U core damage mitigation to be 
included in revised reactor operator training program per 
800320 request 

NAUOHTON.H F Commonwealth Edison Co 80/09/15 7pp 


DOCKET 50-20 MASSACHUSETTS INST OF TECH RES REACTOR 


F Security, medical, emergency 4. fire protection plans 


8009060198 Forwards rewrite 4 revision of physical security plan Plan 
withheld (ref 10CFR2 790) 

CLARK. L Massachusetts Institute of Technology 80/08/28 Ip 


Q Inspection reports. IE Bulletins (c correspondence 


8009240227 Forwards IE Info Notice 80-32. “Clarification of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Metis “ No written response required 

GRIER, B H Region 1, Philadelphia. Office of the Oirector. 
00/09/12 Ip 


R Periodic operating reports It related correspondence 


8009030565 Forwards “MIT Research Reactor Annual Rept. Jul 1979-~June 
1980 " 

CLARK. L Massachusetts Institute of Technology 80/08/27 ip 


— 0009030569 “MIT Research Reactor Annual Rept. Jul 1979-June 1900 
« Massachusetts Institute of Technology 80/09/26 27pp 


DOCKET 50-22 UESTINOKOUSE TEST REACTOR 


G Inspection reports, IE Bulletins 4 correspondence 


8009240252 Forwards IE Info Notice 80-32, "Clar if icatlon of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Metis " No written response required 

GRIER. B K Region 1, Phi ladelphia. Office of the Director 
80/09/12 Ip 


8009250257 Forwards annual Insp rept of retired Ues ting house Test 
Reactor for J9B0 

DIPIAZZA,R. P Uestlnghouse Electric Corp B0/09/I9 4pp 
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DOCKETED ITEMS 


DOCKET SO--27 WASHINGTON STATE UNIV RESEAflCH REACTOR 
P Operafctris Licenfc stage documents ii coT'r espotidetic e 


Q009I50I91 Forwards request for add! info needed for Strut tural 
Engineering Branch to determine appropri ateness of allowing 
operation of facility for neit 30 grs 

TEDESCOi R L Assistant Director /or Ltcansltig 60/07/05 2pp 


6007300371 Informs that response to 800705 Itr is in progress re design 
procedure of reactor fuel storage pools Appropriate Info 
being obtained from Campbell Engineers in SpotaneiWA 
WILSON, H £ Washington State Unlv 80/07/23 Ip 


R Periodic operating reports t related correspondence 


8007030528 Foruiards annual rept ot operation for Jul 1779-June I7B0 
UILSaifiWE Washington State l/n 1 (/ BO/OS/29 Ip 


— 8007030530 "Annual Kept nn Operation of Washington State Univ TRI3A 
Reactor, Jul 1779-June 1980 " 

HAUL£T, S C Washington State Univ 80/08/25 9pp 


DOCKET 50-27 VANKEE-RONE Nl/CLEAR POWER STATION 
F Securitgi medical, emergencg !< fire protectinn plans 


G009230200 Requests that all personnel be reminded of purpose of 
emergency notification sys health physics netuort Sys 
installed for govt use during emergency 

GRIER, 8 H Region 1, Ph i ladelph la. Office of the Director 
80/08/22 app 


0 Adjudicatory correspondence 


8007300&S1 Forwards order for license mod, requl ring supporting Info to 
support environ quel If i ca t i on of sa f e ty-re la ted electrical 
equipment Info should be submitted by 801101 
CRUTCWFIELi), 0 Operating Reactori Oranch 5 80/08/27 2pp 


— Q00730D553 Order for mod of 1 Ic ense, requiring supporting info re 
environ qualification of safety-related electric! equipment 
EiSEMRUr.D 0 Division of Licensing 80/08/29 App 


P Operating license stage documents it correspondence 


0007090033 Discusses void formation in vessel head during 800A1 1 
natural circulation cooldoten event Requests opinion re 
potential for voiding phenomenon in util designed NSS8 
CHECK, P S Assistant Director for plant Systems 80/07/28 2pp 


6007020277 Submits Interim criteria for shift staffing td all OL U CP 
licensees & app ] 1 can ts, per NRC 800S07 Itr Dlicuisas 
administrative provisions for emergency U overtime work 
Development S' Implementation to be revleucd wttMn 70 days 
elSENHur, D 0 Division of Licensing 00/07/31 7pp 


8007060000 Forwards draft NUREO-0A76. "Functional Criteria for 
emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of HURE0-0A7* end H/o NUfiEG 

EtSENHUr.D 0 Division of Licensing 80/06/01 ll7pp 


8007230053 Infarras that ocemption from fee re llcsniing action 
associated w/Thti-2 Lessons Learned Is unjustified Previous 
determination should be disregarded Requested submittal 
should Include proposed class ef amend 
EISENKJT, D 0 DivitlPh of Licensing 80/08/07 AOpp 


fl0{)7050'177 Informs that NRC evaluation confiTised that two specific 
Event 9 valve configurations discussed In NRC 800223 Itr, do 
not exist at facility N7C activities re valve configurations 
flnaliied for facility Technical evaluation rept end 
CRUTCHFIELD, D Operating Reactors Oranch 5 80/08/12 3pp 


— 8O07Q9OSOI "Priisary Coo-lant Sys Pressure Isolation Ua Ives, Vark ee Rowe 
Unit 1," technical evaluation rept 

NOELL.P N , STILWELL, T C Franklin Institute/Franklin Research 
Canter NRC-03-77-1 18 80/07/31 4pp 


8007170774 Forwards revised Westinghouss STS 3 7 B 2. 3 9 10 L Oases 
3/4 7 3 t, 3/4 7 10 to require 23 ft of uiatsr over top of 
reactor pressure vessel flange during movement of fuel 
aifimbliet or control rods Written response required, 

NOVAK, T (1 Assistant Director for Operating Reactors 60/08/15 


— B007190BJ7 Revised Westlnghouse STS 3 7 8 2,3 9 10 & Bases 3/4 7 8 1 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

e Assistant Director for Operating Reactors RO/OA/23 2lpp 


8007120264 Forwards request for Info re adequacy of station electric 
distribution sys voltages Requests response within 75 days 
ofltr receipt * 

CRUTCHFIELD. D Operating Reactors Branch 5 80/08/20 4pp 


0007020021 Requests deferment of end listed surveillance testing until 
rescheduled refueling outage in Spring 1781 Performance of 
besting during current cold shutdown conditions would 
significantly increase personnel exposure 
KEIDER.L H Vaniee Atomic Electric Co G0/0Q/2A 2pp 


80071 1074 A Notification of 6007tA meeting W/8EP owners group to discuss 
NBC initial review it recommendations for site-specific 
ground response spectra U owners group program plans for 
selimtc functional qualification of Class IE equipment 
LEVIN, H A Division of Engineering BO/OB/2A Ip 


6007030651 Forwards proprietary version of Westinghouse rept 
"Preliminary Metal lur glca 1 Analysis of Generator End Number 
One Disc From Yankee Rowe Nuclear Plant " Rept withheld 
(ref 10CFR2 7901 

KAY. J A Yankee Atomic Electric Co 80/08/89 Ip 


6007100542 Forwards info supplementing G00627 Itr re turbine disc 
failure analysis Discs I & 2 on both generators ti governor 
ends have been removed No detectable cracking exists In 
remaining discs Info withheld Iref 10CFR2 790) 

KAY, J A Yankee Atomic Electric Co 80/07/05 7pp 


SOO-7270I43 No 1 1 f i c a tion of 800726 meeting w/utils ti Kerr-McOee Chemleal 
Carp in Bethasda.MD to discuss review t< recommendations for 
site specific ground response spectra it program plans for 
seismic functional qualification of Class IE equipment 
ALLISON, D P Systematic Cvaluatlnn Program Branch 80/09/06 3pp 


8009260022 Notification of second rescheduling until 801003 for meetini 
w/EEP owners group N KNC, Inc to discuss NBC Initial review 
of s 1 te~i p ec 1 f Ic ground response spectra it util program 
for seismic functional qualification of Class IE equipment 
ALLISON, D P Systematic Evaluation Program Branch 80/07/10 Dpf 


8007160383 Respands to MRC 800604 request for info re seismic 
evaluation L plant upgrade program Includes Info re reactor 
support mods, steam generator supports, probab 1 1 is tic risk 
assestment Ik seismic analysis 

KAY. J A Yankee Atomic Electric Co 80/09/12 2pp 


□ Inspection reports, IE Bulletins correspondsnee 


8007080526 Responds to IE Bulletin 79-03A Steam welded A3I2 pips not 
used In facility Review of piping spec has determined use 
Is perml ttedi however In ali cases pipe wall thickness is 
based on uee of 851! of code allowable 
MOODY, D E Yankee Atomic Electric Co 80/07/22 Ip 


B009080922 Responds to IE Sulletln 80-16 Rosemount Model 
tISl 6 1192 pressure tra osmi iters wciuld not be exposed to 
Input pressures that could result in anomalous signals 
during normal op erat 1 on, ant Iclpa ted transients or accidents 
rtOODV, D E Yankee Atomic Electric Co 80/07/29 2pp 


8007030063 Forwards Revision I te IE Bulletin 00-19, "Failures of 
Mercury-Netted Matrix Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C~E " Written 
response required 

CRIER, 0 H Region 1, Philadelph la. Office of the Director 
80/08/15 Ip 


8009180057 Forwards IE Circular 60-10, "10CFR50 57 Bafaty Evaluations 
for Changes to fladwaste Treatment Sys," No written response 
requl red 

CRIER, 0 H Region 1, Ph i tadelph la. Office of the Director 
80/08/22 Ip 


8007120216 Forwards IE Info Notice 80-31, "Haloperatl on of Oould-Broun 
Dover i 480 Volt Typo K-600a it K-DDN 600S Circuit Breakers " 

No written responee required. 

ORIER.O H Region 1, Philadelphia, Office of the Director 
80/ 08/27 Ip 


8007240050 Forwards IE Circular 60-21, "Regulation of Refueling Criws 
No written response required 

GRIER, D.H Region 1, Philadelphia, Office of the Director 
80/07/10 Ip 


DOCKETED ITEMS 
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Foj-uard* IE Info Notice B0-32r "Clarification of Certain 
ts for E>c I us ive-U«e Shipments of Radioactive 
<1.*^^ " written response required 

1 B H Region i. Phi lade)phia> Office of the Director 

lg^/i= IP 


pd Ic 


operating reports if related 


correspondence 


f A 
V' '' 


Forwards "Effluent 1 Uaste Disposal Semiannual Rept> Jan-June 
Vonkoe Atomic Electric Co 0O/O8/2'? Ip 


DOCKET 50-57 STATE UNIV OF NEM YORK RESEARCH REACTOR 


F Securltgi iiiedical< encrgencg b fire protection plans 


8009IA033S Forwards PULSTAR Reactor fteque 1 if icatlon Progranii estimated 
decommissioning c osts> f mane la I rept & security plan for 
protection of SNM of low strategic significance Security 
plan withheld (ref 10CFR2 790) 

KENRY.L C New York. State Ualv of. Buffalo 80/09/11 Bpp 


I Financial in forma tton 


<00353 "Effluent t< Uaste Disposal Semiannual Rept. Jan-June 1900 
Yankee Atomic Electric Co 80/08/29 tlpp 


^i(j209 Forwards monthly operating ropt for Aog 19B0 
^ Yankee Atomic Electric Co 80/09/11 Ip 

60303 Monthly operating rept for Aog 1980 
^^^RS.F C Yankee Atomic Electric Co 80/09/11 5pp 


portable occurrences) LERs & rolatod correspondence 


^ 1^329 Forwards LER B0-O16/99L-O 

^JtJ.HA Yankee Atomic Electric Co 80/09/09 Ip 


— t 10334 LER B0-016/99L-0 on B0073I > dur ing shutdown conditions % 
i I* performing fire protection sys mods. cable tray house 
ps*inl<iBr sys taken out of sve for Q-h Cause due to sys mods 
s-o iMPfOve sys Sys changod. tested t> returned to sve 
QfZAWDRIDOE. D L Yankee Atomic Electric Co. 80/08/29 Ip 


Q0O91&O336 Forwards PULSTAR Reactor Pequa 1 1 f i ca t ion Program, estimated 
decommissioning c os ts. f t nanc ia I rept tt security plan for 
protection of SNM of low strategic significance Security 
plan withheld (ref 10CFR2 790) 

HENRY.L 0 New York. State Univ of. Buffalo 80/09/11 Spp 


— 8009160340 "PULSTAR Reactor <R— 77) Requalification Program for Licensed 
Reactor Qperators !< Licensed Senior Reactor Operators." 

Revision S 

ORLOSKY.P N . NICHIiORST.P M New York. State Univ of. Buffalo 
73/03/12 6pp 


P Operating license stage documents U correspondence 


8009040376 Informs NRC of current status of application for renewal of 
License R-77 Maiard summary rep t. operator requal i f icatkon 
program Z, physical security plan have been completed New 
Tech Specs are nearing completion 

HENRY. LO New York. State Univ of. Buffalo 80/08/29 2pp 


Q Inspection reports. IE Bulletins k correspondence 


90-30 PLUM BROOK RESEARCH REACTOR FACILITY 


020431 Seeks NRC response to 800317 request for Issuance of 
siTidhtling order Ik termination of Licenses TR-3 <> R-93 
rsd IPS project was included in FYBl budget Lack of NRC 
Am.arntling orders prevents contracting of work 

PJETOICT.D E National Aeronautics t Space Admin 80/08/23 2pp 


8009240238 Forwards IE Info Notice 80-32. “Clarification of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Matls " No written response required 

CRIER. 8 11 Region I. Philadelphia. Office of the Director 
80/09/12 Ip 


V Operator Examinations 


ET 30-47 ARMY MATERIALS RESEARCH REACTOR 


Tssi portion reports. IE Bulletins & correspondence 


2-40277 Forwards IE Info Notice 60-32. "Clarification of Certain 
■qu 1 rements for Eicluslvo-Use Shipments of Radioactive 
fc 1 -s "No written response required 

I ERi 0 H Region I. Philadelphia. Office of the Director 
>'OWI2 Ip 


8009160338 Forwards PULSTAR Reactor Requalification Program. estimated 
decommissioning costs, financial rept security plan for 
protection of 5NM of low strategic significance Security 
plan withheld (r«f 10CFR2 790) 

HENRY.L 0 New York. State Univ of. Buffalo 80/09/11 8pp 


— 8009160340 "PULSTAR Reactor (R-77) Requalification Program for Licensed 
Reactor Qperators % Licensed Senior Reactor Operators." 

Revision 5 

ORLOSKY.P M , WICKNORST. P M New York, State Univ of. Buffalo 
75/03/12 6pp 


SI* 30-54 UNION CARBIDE RESEARCH REACTOR 


Judicatory correspondence 


040250 Petition to participate as interested state NY State Energy 

^ Is vested w/authority to coordinate regulatory programs 

f°*cting atomic energy activities Petition is not request 

*■ hearing CevtiPicato of Sve end 

IMOERO. 8 D New York. State of eO./O0/27.. 3pp 


^^Ol60 Response stating no objection to NY State Energy Ofc QD0827 
tion to participate as Interested state in proposed OL 
^^***01 proceeding Certificate of Bve enc 1 

'-UMann.R 0 Rulemaking k Enforcement Division 80/09/15 2pp 


Poet ion reports. IE Bulletins U correspondence 


i^O066 Ack receipt of 80072? Itr informing NRC of addi steps 
to correct violations noted in IE Insp rept. k 
^V'^ht of civil penalty 

Office of Inspection It Enforcement. Office of the 
•'^Ur 80/08/21. Ip 

^1^^569 Forwards IE Info Notice 80-32. "Clarification of Certain 
^ ^rements for Eic lusl ve-Use Shipments of Radioactive 
Iff® " No written response required 

H Region 1. Philadelphia. Office of the Director 
^^/12 Ip 


DOCKET 50-59 TEXAS A6M UNIV RESEARCH REACTOR 


R Periodic operating reports t related correspondence 


8Q0903OS68 Forwards "Annual Operations Rept of TX AltM Univ AON— 201M 
Training Reactor. June 1979-May 1980 " 

COCHRAN, R 0 Texas A t M Untv 80/08/27. Ip 


—8009030572 "Annual Operations Rept of TX A»H Univ ACN-201 Training 
Reactor. June 1979 - May 19B0 " 

ZGLICZVHSKI, J Texas A «. M Univ 00/08/27 9pp 


DOCKET 30-70 GENERAL ELECTRIC TEST REACTOR 


□ Advisory Committee on Reactor Safeguards reports Si correspondence 


80-09150236 Forwards comments re seismic design considerations for GETR 
Inadequate info re reactor site precludes comments or 
suggestions for alternative considerations 

TRIFUNAC.N 0 California. Univ of. Los Angeles 80/06/23 2pp 


8009150242 Submits comments on 800616-17 meeting on GETR Requests copy 
of EDAC 117-233-01, Revision 1 Prebabi 1 1 stl c effects of 
presentation of combining vibratory motion u/upltft were 
one 1 ear 

* Hhite. H P Consulting Engineer 00/07/11 ip 
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P Gper^ting license stage 'docunsnts '!> c grretpisndence 


9009050499 Sunnary of 900730 meeting u/OE in BetfieidaiHO Pe ongoing 
struci'ural evaluation of GETft Issuance of SER arfdreisalng 
SETR sys i. structural analysis landsllite evaluation 
eipccteit by nld-Oct 

NELSON. C C Operating Reactors Branch 3 SO/08/12 l&pp 


S0a9O3Dd]39 Foruardf revised table of total C£ levels in facility uaters 
during nornal op eration. 1 nc lud ing iodine isotope activities 
eccluded in 800906 Itr Also foruard's calculations ubich 
include iodine Isotopes (t revised organ doses 
BARMITIEL. R U General Electric Go 90/09/20 4pp 


9009040295 Foruards "GETR Landslide Stability Analysts 
DAH/IIT^EL.H W General Electric Co 90/00/29 2pp 


— 9037040256 "CETR Landslide Stability Analysis ” 
a Earth Science! Associates 00/00/31 ^Spp 


90091E0474 Foruards "GETR Response to Addl Infd Raguest re Seismic 
Scram Sya. “ concerning Item 2 of RH Oamitiel 800814 
submittal to D3 Eisenbut Afflrnation end 
OARtliriEL. R If General Electric Co 80/09/16 2pp 


“8009100477 *'CErft Response to Addl Info Reguest re Seismic Scram Bys 
* Engineering Decision Analysis Company. Inc EOAC 1 1 7-SS8 03 
80/07/15 25pp 


80072S0245 Foruards reipanse to NRC Itr. received on 000919. regues 1 1 ng 
addl info re fuel elementi b fueled capsules Mo fuel or 
egulpmnnt capsule failure occured due to design seismic 
events 

DAHHIT2EL.R W General Electric Co 00/09/23 6pp 


P Operating license stage documentb l« correspondence 


0009230643 Matl in support of appHcatlon to roneui li amend License 
R-BO "Financial Rept» 197B-1979* '' "Final Safeguards Rept. 

Sopp 1." proposed Amend 8 to Tech Spec *e license Ic proposed 
energency plan end 

COOAE, W D Cornell Univ 00/09/15 19pp 


«-B00923066B Proposed emergency plan for Licenses fl— 80 l< ft— 09 
a Cornell Univ 80/07/01 I6pp 


Q Inspection reports. IE Dulletins t/ corrcspondonce 


0007240221 Foruards IE Info Notice 00-32. “C lar 1 f ica 1 1 on of Certain 
Reguirements for Eic ]us { ve-Use Shipments of Radioactive 
Hatls " No cprltten response regulred 

GRIER. □ H Region 1, Ph 1 ladelph 1 at Office of the Dlroctor 
00/09/12 Ip 


DOCKET 50-97 BABCOCK «< WILCOX TEBT REACTOR 


P Operating license stage documents & correspondence 


8007030443 Foruards Tech Specs Incorporating changes proposed by 
770501-02 Itrs t< submitted In connection iii/700303 request 
for reneual of License R-47 

OLSEN. A F Babcoct fc Wilcoi Co 80/00/29 Ip 


— S007030446 Tech Specs Incorporating changes proposed by 790501-02 I tTS 
1. submitted in connection w/70O3O3 request for renewal of 
License R-47 

• Babcock & Wlleoi Co 79/03 /31 44pp 


DOCKET 90-77 CATHOLIC UHlV OF AMERICA RESEARCH REACTOR 
8 Inspection reports. IE Bulletins L cor r eipondenc e 


000924-0315 Foruards IE Info Notice 00-32. "Clarification of Certain 
Requirements for Eicluslve-Use Shipments of Radioactive 
Hatls " No written response required 

GRIER. 0 H Region 1. Philadelphia. Office of the Director 
00/09/12 Ip 


DOCKET 50-112 UNIV OF OKLAHOMA RESEARCH REACTOR 
R Periodic operating reports tt relatod correspondence 


0009100577 Annual operating rept for Jol 1979-June 1900 
JAMES. J Otiaboma. Unlv of BO/09/02 2pp 


0007260432 Submits annual rept for Jol 1979-June 1960 
JAMES. J Oklahoma. Unlv of 00/07/02 2pp. 


DOCKET 50*03 UHlV OF FLORIDA TRAINING REACTOR 
P Operating license stage documents A correspondence 

9007160399 Responds to 800807 Ur re addl licensing documentation SAR 
iti final stages ot assembly L Will be submitted by 901031 
Discusses GAR status 

OIAZ.N J Florida. Univ of. Gainesvilla B0/O7/I0 2pp 


DOCKET 50-123 UNIV OF MISSOURI RESEARCH REACTOR 
P Operating license stage documents ti correspondence 

0007070397 Forwards revised Tech Specs completing submittal for 
Univ of MO.Rolla reactor relicenslng 


ELLIOTTiA E Missouri. Unlv of. Holla 80/09/03 


Ip 


DOCKET 90-67 KESTINGHOUSE CRITICAL EXPERHIElIf 
0 Inspection reports. IE Bulletins t correspondence 

0aO91OOO05 Forwards IE Imp Rept 50-037/80-05 on 000627 No 
nancomp I lance noted 

Branc;^ «. Material, Safety 


50-00^60-05 on 800627 Ho noncompUance not. 
qualifications, audits U radiation 

protff£vion p j*occdurf t 

Materials Safety 

90/07/18 6^^ 3- Chicago, Office of the Director 


CORNELL UNIV ZERO POKER REACTOR 

*"'*'’gency «< fir. protection plans 


COfJ/lE, H D Cornell Unlv 80/09/15 19pp 


1007230668 Proposed 
■* Cornell Univ 


emergency plan for Licenses 
80/09/01 16pp 


R-BO i< ft~S9 


-H007090403 Reviled Tech Specs for Unlv of MO.Rolla Reactor 
• Missouri, Univ of. Rolla 00/09/03 2Spp 


VIROIKIA PQLYTECH INST TRAINING REACTOR 
^ Operating license stage documents & correspondence 


.. a 1 .w. sag r(~oi(icn«r 

permit tests of one 13-plato element w/o exceeding 
PARKINSON. T F Virginia Tech 00/09/17 4pp 


50->2B TEXAS AIK UNIV RESEARCH REACTOR 

»■ relatad correspondence 


orh«lth^"S‘'r «tr." 1979 consisting of summaries 

of health physics support, effluent re leases, environ suvvsu 
^ontd^'l-natlon control program ^ 

FELTZ. D E Texas A «- M Unlv 80/08/28 tp 


-8009030353 Revised App lU to "Sixteenth Progress Rent of 

heiurbiuUcf'lu"" ‘’r of summwi.t 

health physics support, of fuent re I ea**,. ,nvlron lurveii 
program, radiation *. contamination control program ^ 

* Texas A & H Unlv BO/00/28 program 


TX ALII 
of 
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DOCKET 50-t31 OMAHA VET ADMIN HOOP RESEARCH REACTOR 


F Securitvi medlcali emersency b firs protection plant 


S009160434 Requests raviiiont ti addl Info rr physical security plan 
for protection of SNH of lou strategic significance 
Description of Insp procedures t< revised plan pages 
required by S00930 

MILLERi J H Standard 1 lat ion fc Speciat Projects Drancb 00/0B/2A 
Ip 


800924)0280 Foriuards Revision 2 to physical security plan Revision 
withheld (ref 10CFR2 790) 

TURCOTTEiR L Vet Admin Hotp Omaha. NE 80/09/19 Ip 


DOCKET 50-133 HUHDOUOT DAV POWER PLANT, UNIT 3 


F Security, medical, emergency it fire protection plans 


8009030337 Notifies of 800819.22 ti 30 regional uortshops re development 
of guidance for acceptable method for coping u/emergencles 
at facility Requests that representative be sent Subj areas 
to be discussed Include function of facilities I< location 
ENCELKEN. R H Region 9. San Francisco, Office of the Director 

80/08/12 2pp 


P Operating license stage documents ti correspondence 


B009110S54 Supple NRC 800707 request for proposed Tech Specs changes re 
scram discharge vol vent 4i drain valves, ti reactor 
protection sys (< control rod block limit sultch surveillance 
requirements Class III license fee to be submitted u/change 
EtSENHUT. D 0 Division of Licensing 80/07/22 22pp 


8009020297 Submits interim criteria for shift staffing to all OL & CP 
licensees & appl Icants. per NRC 800907 Itr Discusses 
administrative provisions for emergency t. overtime uork 
Development & implementation to be revieued hiitbin 90 days 
EISENHUT. D 0 Division of Licensing 00/07/31 7pp 


8009080080 Foruiards draft NUREC-0696) "Functional Criteria for 
Emergency Response Facilities '* Comments requested uithin 30 
days. Proposed implementation schedule for meeting criteria 
of NUREO-0696 and U/o NUREO 

EISENHUT, DO Divielon of Licensing 00/08/01 119pp 


8009230092 Informs that exemption from fee re licensing action 
associated iu/THI-'2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EI&ENHUT, 0 0 Division of Licensing 80/08/07 4>0pp 


8009190637 Foruards IB Alterman trip rept re field & trench 
observations In vicinity of plant 
JACKSON. R E Oeotclcnces Branch 80/09/12 tp 


— 8009190639 Foruards trip rapt re field t trench observations in 
vicinity of plant Neu fault uas found 700 ft from plant 
ALTERMAN) I B Ooosc lances Branch 80/09/10 20pp 


0 Inspection report*) IE Bulletins ti correspondence 


8009090082 Foruards response to IE Bulletin 80-14i "Degradation of DHR 
Scram Discharge Vol Capability “ Record revlei)) shoued no 
instances of bent float assemblies or uater hammer damage 
Required surveillance procedures performed regularly 
CRANE, P A Pacific Oas 6 Electric Co 80/07/28 3pp 


8009260299 Forwards IE Ihfo Notice 80-29, "Broken Stud* on Terry 
Turbine Stia m Inlet Flange, " No written response required 
ENOELKEN. R H Region S. San Francisco. Office of the Director 
00/08/07 Ip 


8009030288 Forwards Ravislon I to IE Bulletin 80-19. "Failures of 
Karcury-Uetted Matrix Relay* in Reactor Protective Bys of 
Operating Nuclear Power Plant* Designed by C-E " Written 
response required 

ENOELKEN, R H Region 3, Ben Francisco, Office of the Director 
80/08/19 Ip 


8009290309 Forwards IE Info Notice 80-27, "Degradation of Reactor 
Coolant Pump Studs " No written response required 
ENOELKEN. R H Region S. San Francisco. Office of the Director 
80/08/18. 4pp 


8009120029 Forwards SuppI 3 to IE Bulletin 00-17. "Failure of Control 
Rods to Insert During Scram at QWR " No written response 
required 

ENOELKEN. R H Region 3. San Francisco. Office of the Director 
80/08/22 Ip 


8009160181 Forwards IE Circular 80-18. "lOCFRSO 5? Safety Evaluations 
for Changes to Raduiaste Treatment Sys " No written response 
required 

ENOELKEN. R H Region 3, San Francisco. Office o>f the Director 
80/08/22 Ip 


8009120498 Forwards IE Info Notice 80-31. "Maloperation of Oould—Brown 
Dover i 480 Volt Type K-600S 6 K~D0N 6008 Circuit Breakers •• 

No written response required 

ENOELKEN. R H Region 5, San Francisco. Office of the Director 
80/08/27 ip 


8009180130 Forwards Revision 1 to IE Bulletin 79-26, "Boron Loss From 
BUR Control Blades " Written response required 

ENOELKEN. R H Region 9, San Francisco. Office of the Director 

ao/oa/29 ip 


R Periodic operating reports 6 related correspondence 


8009060333 Forwards "Radioactive Effluent Release & Waste Disposal 
Semiannual Rep t> Jan-June 1900" t. Environ Radiation Study 
Repti 75 tc 76 

CRANE, P A Pacific Oas «< Electric Co 80/09/04 Ip 


— 8009080334 “Radioactive Effluent Release Waste Disposal Semiannual 
Rapt. Jan-June 1980 " 

* Pacific Oas t Electric Co 80/09/04 I9pp 


— 8009080333 Rept 75, "Environ Radiation Study in Vicinity of Humbo-ldt 
Bay Power Plant. Eureka. CAi Ouarter Ending 791231." 

CAYOT.H F . BROWNRIOO.D L . LORENZ. R U Pacific Oas 6 Electric Co 
00/05/09 I9pp 


— 6009080336 Rept 76. "Environ Radiation Study in Vicinity of Humboldt 
Bay Power Plant, Eureka, CA. Quarter Ending 800331 " 

CAVDT, R F . BROWNRIOO.D L , LORENZ. R W Pacific Oas V Electric Co 
60/07/10 19pp 


8009120449 Forwards monthly operating rept for Aug 19BO 
WEEKS.E D Pacific Oas 1. Electric Co 80/09/03 2pp 


— 6009120491 Monthly operating rept for Aug 1980 

BAUM, P U Pacific Oas 6 Electric Co BO/09/04 3pp 


800923C3S1 Forwards supplemental Info for affluent 6 waste disposal 
semiannual rept for 1970i in response to NRC 800829 Itr 
Supplemental Info available In Central Flies only 
CRANE.P A Pacific Oas 6 Electric Co 00/09/19 Ip 


8 Reportable occurrences, LERt it related correspondence 


8009120349 Forwards LER 90-004/03L-0 

CRANE.P A Pacific Oas t Electric Co 00/09/08 Ip 


— 8009120419 LER 0O-OO4/O3L-O on 800807, screen wash pump motor In 
adjacent fossil unit overheated 6 breaker would not trip 
Caused by breaker wear ti Inattention to preventive maint 
Screen wash pump breakers to be replaced 
GETTY. B 0 Pacific Oas S< Electric Co 80/09/06 Ip 


V Operator Examinations 


9009090321 Forwards "Licensed Operator (t Senior Operator Training 
Programs," Administrative Procedure B-155. In response to NRC 
800328 Itr Emergency operatlny procedures also revised to 
incorporate pertinent recommendations 
CRANE.P A Pacific Oas 6 Electric Co 00/08/20 Ip 


— 0009090324 "Licensed Operator 6 Senior Operator Training Programs." 
Administrative Procedure B-185 
* Pacific Oas t Electric Co BO/08/20 9pp 


DOCKET 50-134 WORCESTER PQLYTECH INST RESEARCH REACTOR 


F Security, medical, emergency 6 fire protection plans 


8009020018 Forwards physical security plan Plan withheld 
iref 10CFR2 7901 

WILBUR, L C Worcester Polytechnic Inst 80/06/12 Ip 
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Q (aipection reporksi IE BullBfcios it corresponiience 


aOO‘?2402SO foruar*)? IE Info Nokice 00-32, '’Clarification of Certain 
Beijutreirsnt* for E« clus 1 ve-U»e Shipments of fiad j oac t i v* 

Matls '■ tJo written reaponsa required 

CRIER. B H Reston !■ PIi I lado Iph 1 a. Office of the Director 
00/09412 Ip 


DOCKET SO-139 UNIV OF MAaifrUOTON RESEAFtCK REACTOR 
F Becorlty, medical, emergency it fire protection plans 


aOOfOiOBAO Subnlti security plan Plan writfihrld CreF 10CFR3 790> 
VALENFErF A Beattie Univ 00/03/27 3pp 


DOCKET 50-142 l/CLA TRAIHIWO REACTOR 


0 Adjudicatory corretpondonce 


8009040203 Bupflimental conbentlons to 300322 petition to Intervene 
Alleges oinlsilon of essential info by applicant re severe 
reactor damage i lack of spare parts Supporting 
documentation i. Certificate of 9vc encl 

NfRSCII. D Committee to Ilridge the Oap SO/OE/25 140pp 


B00917019-2 Provides background Info re Director's decnion under 
10CFR8 206 denying Cominlttee to Bridge the Oap petition to 
shutdoiiin rasearch reactor NRC did not exempt univ from code 
requirements If/o end decision 

TEOEBCa.R L Assistant Dlraetor for Licensing. BO/oa/29 3pp 


600.9040292 Forwards documents re early licensing 6 apcratlon. to be used 
in present application for DL reneuai Licensee physical 
security plan withheld fref 10CFR3 790> Same documents sent 
to all parties etcept applicant U/o ends 
CRAVtJ R Hearing Branch 1 30/09/02 Ip 


Q009230016 Response in oppesition to Committee to Dridge The Oap 
supplemental petition to intervene Discusses irrelevancy tt 
lack of merits of contentions b eiprasses desire to explain 
tt elaborate concerns at prshearlng conferervce 
UDODS.O R . HELMICKiC . REI0HAAR, D L Califortsia. Univ of, 
Berkeley 00/09/0? SOpp 


—8009230016 “UCLA R a At tor is Safa'- Exhibit 3 Fifteen of 22 pages 
* California. Univ of, Derkeley 80/01/03 ISpp 


— 8009230021 Certifies SVC of response to CooimlttBe to Bridge The Oap 
supplemental petition to intervene, on 30090? 

CD3TAUUPE8,V Calif ornlai Univ of, Derkeley SO/O9/09 2pp 


8009240466 Forwards lilt of primary areas of contention U corrected 
typographical errors contained in “CommittBe to Dridge Oap 
Supplemental Contentions to Petition far Leave to Intervene" 
Requests that J Bay be maintained on sve list 
HtRECH, D Cammittee to Bridge tbs Qap 80/09/IS Spp 


6009100469 Statement in support of Cammittee to Bridge The Cap 
admission as intervenor due to submittal of one goad 
contention Individual positions re Contentions 1-23 
listed Certificate of Bve end 

LAVERTV.J H Hearing Branch 1 90/09/16 37pp 


6-009230747 Forwards NRC response to Commit toe to Dridge The Oap 
contentions re application for license reneieal U/o enct 
tAVERTV.JH Hqarlng Dvaneh 1 80/09/10 Ip 

P Operating license stage documents -b correspondence 


6009160321 Forwards info re facility I oca t ion, res trie ted areas, eml sslon 
men 1 toring, samp I ing sys $t seismic test, in response to MRC 
800731 Itr "Atmospheric Dispersion of Ar— 4J from UCLA 
fiuclear Reactor" ancl 

HEOBT, 14 F California. Univ of, Los Angeles 80/09/05 30pp 


•8009160322 "Atmaspher Id Dispersion of Ar-41 from UCLA Nuclear Reactor " 
RVBIN.MP California, Univ of, Los Angeles 76/12/31 64pp 


DOCKET 50-147 ROCKWELL INTL CDRP CRITICAL FACILITY 


0 Inspection reparts. IE Dulletlos b correspondence 


8009240407 Forwards IE Insp Rept 50-147/80-01 on 000603-04 b U No 
none amp liatice noted 

BOOK. H E Region 5, Ban Francisco. Fuel Facility t. Materials 8afety 
Branch 00/07/11 2pp 


— 8009240533 IE Insp Rept 50-147/00-01 on 800603-04 b 1 1 No noncomp 1 l»nl' 
noted Major areas inspected meter b smear surveys of 
fac 1 1 1 ty , revi ew of records of radiation surveys, instruments 
i t eclin i ques 

CURTIS. O R , WENBLAWSKI.F Region 5, San Francisco, Office of the 
Director BOOK. H E Region 5, San Francisco. Fuel Facility b 
Materials Safety Branch 80/07/11 6pp 


DOCKET 50-152 FLORIDA WEST COAST NUCLEAR GROUP INC 


Q Inspection reports, IE Bulletins b correspondence 


8009230387 Forwards IE Circular 80-20, "Changes in Safe-Slab Tank 
Olmenilons " Mo written response required 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director BO/08/21 

4pp 


DOCKET 00-155 BIO ROCK POINT NUCLEAR PLANT 


F Security, iredical, emergency b fire protection plans 


6009230295 Requests that all personnel he reminded of purpose of 
emergency notification sys b health physics network Sys 
installed for govt use during emergency 

KEPPLERiJ 0 Region 3. Chicago, Office of the Director 80/00/22 
3pp 


G Adjudicatory correspondence 


8009040262 Forwards documents re aircraft crash risks b military low 
level training routes in response to 600724 Itr NRC applied 
acceptance criteria of std review plan re case of BS2 bomber 
crash into facility 

MODRE, J E Ffearlng Branch S 80/00/2? 2pp 


— 6009040269 Submits updated analysis of risks associated ui/accldent 
involving aircraft on ioui level training route Probability 
of crash i-n three tiauticel mile square enclosing plant is 
less than one In one hundred million par yr 
NICHOLS. 0 L Air Force, Dept of 00/01/19 7pp 


— SD07040274 Advises that Air Force training route is being adjusted sc 
that centerline of route ulll pass 12 miles west of plant at 
closest point DDD flight info re military training routes 
enc I 

KANrOR, F Accident Analysis Branch 80/02/11 6pp 


6009110802 nation for withdrawal of appearance as counsel due to 
financial burden I-ntcrvenor Intends to remain at party w/o 
c ounce 1. despite unfair imbalance of power 

JORDAN, W B , BHELDQN. K P . WEISS, E R Chrlsta-Marla 60/09/03 
3pp 


800911036S Forwards motion for withdrawal of appearance as counsel in 
spent fuel pool expansion proceeding Clients cannot afford 
lawyer NRC should reallie impact of Imbalance of resources 
on ability of public to trust NRC decision in case M/o end 
JORDANtU 8 Sheldon, Harmon b Weiss, 80/09/08 Ip 


8009150339 Forwards util response to Interrogatory 3-5, including Tech 
Bp ec s, procedures b requested dacuments Requests that Page 41 
of response to Interrogatory 3-6, submitted 800022, be 
corrected to documents indicated Related correspondence 
OALLO, J Isham, Lincoln b Beale 00/09/10 2pp 


--0009150344 Util response to Interragotory 3-5 propounded by 
Ch r 1 s ta-Mar la, e t al Certificate of Sve, aff Idavi ts. Tech 
Specs, procedures b related correspondence end 

OALLOi J Consumers Fatuer Co OALLO, J. Isham, Lincoln b Beale 
60/09/09 550pp 


0009160430 Forwards ASLB 000912 memorandum b order b A8LAD 800912 
order Requests brief amicus be filled on 001020 or 1124 
depending on council position Motion for deadline extensions 
may be Pilled if necessary M/a ends 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/09/12 
8pp 
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Q0091&OSSS Notice of accignnient o-f A6LAD in spent Fuel pool eipanslon 
proceeding AS Roseiltha 1. Chairman) JH Duck T8 Hoorei 
msmb er* 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/09/1? 

tp 


0OO917OI7S Kemorandum U order directing NRC to prepare EIS per NEPA 
re addl operation arising from spent fuel pool eipansion 
Intervener O'Neill Contention B admitted but uitl not be 
subj to discovery prior to DES Refers rulings to ASLAB 
OROSSMAN) H , PARIS) O H , SHOH) F J Atomic Safety and Licensing Board 
Panel 80/09/ 1 a 19 pp 


8009a2018S> Foruards notices of appearance by J Oallorpp steptoe it P 
Thornton on behalf of CPC Certificate of Svc end 
OALLO, J Ishara. Lincoln 8. Deale 80/09/17 ip 


— 6009220'21d> Notice of appearance on behalf of CPC 
OALLO, J Consumers Power Co 00/09/17 Ip 


■8009220217 Notice of appearance on behalf of CPC 
STEPTOE. P P Consumers Power Co 80/09/17 ip 


— 0OO922O21B Notice of appearance on behalf of CPC 
THDRMTONi P Consumers Power Co 80/09/17 3pp 


8009230030 Order Substituting Page 19 of A8LD 800912 memorandum & order 
on NEPA review re spent fuel pool expansion 

GR06SKAN. K Atomic Safety and Licensing Board Panel 80/09/18 Ip 


— 8009230033 Substitute Page IS of ASLB 800912 memorandun it order on 
NEPA review r» spent fuel pool expansion 

• Atomic Safety and Licensing Board Panel 80/07/12 Ip 


0OO926OASO Informs of temporary withdrawal from proceedings re 
facility installation of storage racks for spent fuel 
Withdrawal caused fay harassment i, consequent mental stress 
te family 

* Chrlsta-Haria 80/09/23 2pp 


8009300033 Forwards memorandum of 800923 conference call between ASLB t< 
parties except 0 O'Neill re spent fuel pool expansion 
proceed ing 

OROBENAN)K Atomic Safety and Licensing Board Panel 80/09/24 ip 


‘"~600930003A Memorandum of 600933 conference call between parties except 
J O'Neill re spent fuel pool expansion proceeding Addresses 
Chr i sta-Mar ia temporary withdrawal) assistance to Intervenors 
i> further scheduling re safety issues 

GROSSMAN) H Atomic Safety and Licensing Board Panel 00/09/24 

3pp 


J Insurance indemnity information 


8009230443 Forwards Endorsement 82 to NELIA Policy NP-117 
IRELAND, <J H Consumers Power Co B0/O9/1A 4pp 


P Operating license stays documents & correspondence 


8009110594 Supple NRC 800707 request for proposed Tech Specs changes re 
scram discharge vol vent it drain valves, i> reactor 
protection sys i< control rod block limit switch surveillance 
requirements Class III license fee to he submitted w/change 
EISCNHUr.DO Division of Licensing 80/07/22 22pp 


8009020297 Submits interim criteria for shift staffing to all OL fa CP 
licensees I appl icantsi per NRC 80DS07 Itr Discusses 
administrative provisions for emergency fa overtime work 
Development fa implementation to be reviewed within 90 days 
EISENHUT.DO Division of Licensing 80/07/31 7pp 


8009080080 Forwards draft NLfREO-0696, "Functional Criteria for 
Emergency Response Fac 1 1 i ties. " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NURE<}-0fa96 end W/o NUREO 

EtSENHUT, D 0 Division of Licensing 80/08/01 119pp 


8009020340 Summary of B00728 meeting u/util in Charlevoix County, MI re 
licensee proposed risk assessment of facility Mod to 
surveillance testing of diesel generator proposed by NRC was 
also discussed 

PAI/LSON, l( A Operating Reactors Branch 5 B0/08/0A 4pp 


—8009020343 “Procedure to Determine Extent of Core Damage <For 0)5 to 
lOOK Coro Meltdown 1 " 

« Consumers Power Co 80/OA/10 6pp 


0009230052 Informs that exemption from fee re licensing action 
associated w/THI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EISEHHUTiO G Division of Licensing 8O/0B/07 60pp 


8OO9O505O0 Forwards Amend 33 to License DPR-6) safetg evaluation fa 
notice of issuance fa availability 

PAULSON, H A Operating Reactors Branch 5 80/08/11 2pp 


— ‘9009050504 Amend 33 to License DPR‘*6p changing surveillance requirooienls 
for verlfglng operability of power operated valves in 
containment spray sys 

PAULSON. U A Operating Reactors Branch 5 HO/OB/ll 5pp 


— 8009050507 Safetg evaluation supporting Amend 33 to License DPIl-/> 

< Office of Nuclear Reactor Regulation, Director 80/08/14 ,!pp 


— ’8009050509 Notice of issuance fa availability of Amend 33 to License 
DPR-6 

PAULSON, U A Operating Reactors Branch 5 60/08/11 2pp 


B009040088 Confirms that two specific Event 5 valve configurations do 
not exist at facility Review efforts on other conf igurations 
continuing 

CRUICHFIELD, D Operating Reactors Branch 5 60/08/12 3pp 


— 6009040103 “Primary Coolant Sys Pressure Isolation Valves, Dig Rock 
Point," technical evaluation repl 

h!0ELL,P N , STILMELL.T C Franklin Institute/Frank 1 in Research 
Center NRC-03-79-I 18 80/07/21 4pp 


8009110746 Notification of 900916 meeting u/SEP owners group to discuss 
NRC initial review fa recommendations for site-specific 
ground response spectra fa owners group program plans for 
seismic functional qualification of Class IE equipment 
LEVIN. H A Division of Engineering BO/OB/26 Ip 


8009150042 Notification of 600908-11 meetings at plant sites w/ulilo l<i 
discuss environ qualification of electrical equipment 
PAUL80N,U A Operating Reactors Branch 5 80/08/27 2pp 


6009100574 Forwards corrected tables to util 791203 response to NRC 
request for addl info on proposed Tech Spec changes to 
radiological effluents 

HOFFMAN, D P Consumers Power Co 80/03/28 3pp 


8009030490 Responds to NRC 800808 Itr on generic concerns re adequai y 
of station electric distribution sys voltages Offsite power 
sys fa onsite distribution sys are sufficiently capable to 
automatically start fa operate all required safety loads 
HOFFMAN. U P Consumers Power Co 80/08/29 llpp 


8009040423 Notifies of procedural problem in complying w/NRC 800523 
memorandum fa order re electrical equipment qual 1 f Ication 
Emergency radiation assessment sys cannot invoke IEEE 
323-1974 Best components consistent w/order will be used 
HOFFMAN, D P Consumers Power Co 80/09/02 3pp 


8009100573 Discusses proposed increase in emergency diesel generntor 
start time acceptance criteria per 800225 Tech Spec change 
request Approval will provide increase in power output fa 
allow time use for reporting fa failure rate determination 
HOFFMAN, D P Consumers Power Co 80/09/02 2pp 


3009100521 Forwards design descriptions of containment pressure t< waloi 
level instrumentation mods. in response to NRC 790913 Itr 
specifying requirements for plant mods resulting from TMI 
Lessons Learned Identification of NRC concerns requested 
HOFFMAN, D P Consumers Power Co 80/09/05 41 pp 


9009290143 Notification of 800926 meeting u/utils fa Korr-KcCeo Choeiliol 
Carp in BethesdatMO to discuss review fa recommendations for 
site specific ground response spectra fa progran plans for 
seismic functional quallf Ication of Class IE equipment 
ALLISON, D P Systematic Evaluation Program Branch 80/09/03 3pp 


8009260022 Notification of second rescheduling until 801003 for meeling 
w/SEP owners group fa KMC, Inc to discuss NRC initial review 
of site-specific ground response spectra fa util program 
for seismic functional qualif ication of Class IE equipment 
ALLIS0N,D P Systematic Evaluation Program Branch 60/09/10 3pp 


0009250278 Forwards corrected Tech Spec Page 7, Section 3 3 Hd) t Page 
143,8ectlen 11 4 3 4E te replace errors Identified during 
review prior to implementation of Amend 33 to License DPR-6 
HOFFMAN, D P Consumers Power Co 80/09/12 2pp 
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— BOO'925037'? CorrKteJ Tech Spec Paje 7. Section 3 5 U«)> fc Page H3i- 
Section If 4 3 4E 

'* Coniumers Pou-er Co 80/09/12 Zpp 


8009300231 Foruardi '‘S(|J Design 4 Functional DeeCTiptfon at Big flock 
Point Plant Stean Orun/Reac tor Vettel Level Instrument 
Mod« '' FD-CPl/'002> Revis ion 1 Addl 1 eve 1 ini t rumen tatlon 
deferred pending conpletlon of overall rul assesinent 
KGFFHAU. D P Coniumrrs Poieer Co 80/09/18 2pp 


— BC09300231i "Sgs Design tt Functional Description of Dig Rock Point Plant 
Steam Drun/Reactor Vessel Level Instrument Hod." Revision i 
a Energg Incorporated FD'CPW-0D2 Rt 80/09/09 ISpp 


0 Inspection reports. IE Dulletlni 4 correspondence 


80D9040540 Foruards IE Bulletin 80-07. Suppl i. "OUR Jet Pump Assembly 
Failure " Response reguirsd 

KEPPLER.JG Region 3. Chicago. Office of the Director 00/05/14 
Ip 


e009l2050& Foruards IE Insp Rept &0-1S5/B0-0G on 000611-26 Mo 
noncompliance noted 

DAVIS. A D Regto-n 3. Chicago. Fuel Facility 4. (Materials Safety 
Branch 80/00/01 2pp 


— 6009130509 IE Insp Rept S0-15S/00-08 on 600611-36 Mo none omp I lane I 
noted Major areas Inspected results lof previous sample 
col lection 

ES31C.T H . JAMtiSKA. A C Region 3. Chicago. Office of the 
Director BO/03/01 4pp 


8009030229 Foriiiards Revision 1 to JE Bulletin 60-19. "Failures of 
Here ury-Ue t ted Hatrir Relays in Reactor Protective Sys of 
Operating Nuclear Pouor Plants Designed by C-E " Urltten 
response required 

KEPPLER, J O Region 3. Chicago, Office of the Director 80/00/13 
Ip 


6009150454 Foruards IE Info Notice 80-30. "Potential for Unacceptable 
Interaction Betueen Control Bo,i Drive Scram Function ti 
Nonessentlal Control Air at Certain CE BWR FaclUtcee " No 
specific action or response requested 

KEPPLEfl. J G Region 3, Chicago, Office of the Director 80/08/20 

ip 


6009130035 Forwards Suppl 3 to IE Bulletin 00-17. "Failure of Control 
Rods to Insert During Scram at BUR " Uritten response 
required 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 00/00/22 
If 


0009170415 Forwards IE Circular 80-16, "lOCFfiSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

HEPPLER, J 0 Region 3, Chicago. Office of the Director 00/03/22 


8009110817 Ack receipt of 800718 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept S0-I55/80-04 
KEPPLER, J O Region 3, Chicago., Office of the Director 80/08/26 


0009260135 Forwards response to IE OulJetin 00-17, Suppl 3. "Failure fF 
76 of 185 Control Rods to Fully Insert Dui ing Scram at DNR " 

Facility scran discharge sys meets requirements u/o addl 
nods or surveillance 

HOFFMAN, D P Consumers Power Co 80/09/02 3pp 


0009260146 Forwards response to IE Bulletin 80-15. "Possible Loss of 
Energency Notification Sys (EN5> w/Loss o# Offsite Power ” 

LPtii eipeifltlng correction of health physics line power 
source w/fll Bell Telephone Co 

HOFFMAN. D P Consumers Power Co 80/09/03 4pp 

8009340096 Forwards IE Circular 80-21, “Regulation of Refueling Creu/l “ 
No written resp(onsB required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 00/09/10 

Ip 


R Periodic operating reports 4t related correspondence 


8009030544 Forwards “Semiannual Radioactive Effluent Release Rept." 
Jan- June 1900 

HOFFMAN. D P Consumers Power Co 80/08/27 Ip 


•0OO9O3OS47 "Semiannual Radioactive Effluent Release Ropt, " Jan-June 
1990 

a Consumers Power Co 80/09/37 12pp 


8 Reportable occurrences. LERs U related correspondence 


8009030070 Forwards LER 0O-Oai/O3L-O 

MOFFMAM, D P Consumers Power Co 80/08/35 Ip 


—9009030077 LER 00— 021/03L— 0 on 800729, following intermittent automiatri'C: 
test circuit a I arms, sensor channel D of reactor 
depressuri ling sys was removed from sve to vent level 
transmitter L73103 Caused by minor callbr shift 
• Consumers Power Co 00/00/23 Ip 


8009030266 Forwards LER 00-033/011-0 

flOFFHAN, 0 P Consumers Power Co SO/OB/26 Ip 


-0009020271 LER— So 023/01T— O on 900012, revi eui of reactor contalncnont 
design for steam line breaks In primary sys Indicated that 
containment atmosphere temp can asceed temp criteria 
previously used Operating instructions revised 
* Consumers Power Co. 80/08/26 20pp 


8009090430 Forwards LEH 00-033/ 03L-0. 

HOFFMAN, D P, Consumers Power Co BO/09/05 Ip 


--B009090474 UER 60-022/03L-0 on 000007, during monthly specific gravity 
checks, cells 38,39 1. 56 of reactor depressurizing battery 
for channel C had low readings Cause not known Cell units 
13 4< 19 replaced Channel C restored on 000813 
♦ Consumers Power Co 80/09/05 Ip 


9009190098 Forwards LERs aO-024/03L-0. 80-033/(03L-0, BO-026/03L-0 & 
e0-037/03L-0 

HOFFMAN, D P Consumers Power Co 80/09/12 ip 


—9009110920 Forwards reipanse to NRC B006J3 Itr re violations noted In 
IE Insp Rept 50-136/80-04 Corrective actions high radiation 
areas securely locked, technical personnel training Improved 
tt noble gas monitoring increased 
HOFFMAM, D P Consumers Power Co 90/07/19 6pp 


•8009190101 LER 90-024/03L-0 on 000014, after periodic automatic tost 
circuit alarms, reactor depressurizing sys sensor channel D 
was removed from sve to vent reactor water level transmitter 
LT3103 Caused by minor callhr shift in transmitter 
4 Consumers Power Co 80/09/12 Ip 


6009180102 Responds to IE Dulletin 00-19 re failures of raereory-wotted 
in reseter protective si/s tdentiHed releus 
are not used in facility Receipt of bulletin Revision I docs 
■not change response 

HOFFHAH. D P Consumers Power Co 8'0/oa/2a ip 


—0009190105 LER B0-035/03L-0 on 000919, after periodic automatic test 
circuit a larms, reac tor depressuri ztng sys sensor channel D 
was removed from sve to vont reactor water level transmitter 
LT3i63 Caused by minor callbr shift in transmitter 
* Consumers Power Co 00/07/12 Ip 


8009230093 Forwards IE Info Notice 80-31, "Kalopera tlon of Oould-0ro 
Boverl 400 Volt Typo K-600S *• K-DON 600S Circuit Breakers " 

No vrltten 

KEPPLER. J 0 Region 3, Chicago. Office qf the Director 80/0B/2B 


—8009190124 lER a0-026/03L-0 on 800820, after periodic automatic teat 
circuit nlarmsi reactor depressurizing sys sensor channel D 
was removed from, sve to vent reactor water level transmitter 
LT3183 Caused by minor callbr shift In transmitter 
s Consumers Power Co 60/09/12 Ip 


°°aul^rn! ‘ Bvlletin 79-26. "Bo* 

Blades Mritten responie required 
^EPPUER, J Q Regions, Chicago, Office of the Director 


Loss From 
09/08/29 


— 8009190129 LER ao-Oa7/03L-0 on 800014, after per i od icautomatl c test 
circuit alarms, reactor depressuri i ing sys sensor channel 0 
was removed from sve to vent reactor water level transmitter 
LT3I83 Caused by minor callbr shift in transmitter 
* Consumers Power Co 80/09/12 ip 


DOCKETED ITEMS 
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DOCKET S0-13b UNtV OF UISCONSIN RESEARCH REACTOR 


S Reportablo occurrencisi LERs i related correepondente 


8009040397 Advisee o7 noncompliance u710CFR99 3 from e006S7-0BlB Util 
submitted renewal application for License 3DP-3a70 on 
B00424>but license eipired before NRC final action 
Appropriate personnel notified that license was Invalid 
CA8HUELL. R J Wisconsin. Univ of. Hadison eO/OS/26 Ip 


DOCKET 30-157 CORNELL UNtV RESEARCH REACTOR 


F. Security, medical, emergency t. fire protection plans 


0009230643 Hatl in support of application to renew t< amend License 
R-80 "Financial Rept. 1970-1979. " “Final Safeguards Rept. 

Supp 1.” proposed Amend S to Tech Spec 6 license & proposed 
emergency plan end 

COOKE. W 0 Cornell Univ 80/09/15 19pp 


8009230668 Proposed emergency plan for Licenses H-BO b R-B9 

a Cornell Univ 80/09/01 16pp 


I Financial information 


0009230643 Matl in support of application to renew b amend License 
n-eo “Financial Rept. 1978-1979. *' "Final Safeguards Rept. 

Bupp I." proposed Amend 8 to Tech Spec b license b proposed 
emergency plan end 

COOKE. W 0 Cornell Univ 00/09/15 19pp 


8009230649 Financial Rep t. 1978-1979 

« Cornell Univ 00/09/15 7pp 


VL Utility Final Safety Analysis Report IFSARl b amends 


6009230643 Hatl in support of application to renew b amend License 
R-aO "Financial Rept. 1978-1979. " "Final Safeguards Rept. 

Supp 1.” proposed Amend 8 to Tech Spec b license b proposed 
emergency plan end 

COOKE. W D Cornell Univ 00/09/15 t9pp 


8009230652 Supp I to FSAR 

• Cornell Univ CUflL-2 Si 80/09/01 SOpp 


P Operating license stage documents b correspondence 


8009230643 liatl In support of application to renew b amend License 
R-BO “Financial Rept. 1978-1979, " "Final Safeguards Rept. 

Supp I," proposed Amend 0 to Tech Spec b license b proposed 
emergency plan end 

COOKE, W D Cornell Unlv 00/09/15 19pp 


8009230649 Financial Rept, 1970-1979 

• Cornell Univ. 60/09/15 7pp 


8009230652 Supp 1 to FSAR 

0 Cornell Univ CURL-2 81 80/09/01 30pp 


—8009230659 Proposed Amend B to Tech Specs b License R-BO. author! i ing 
possession b use of 4 kg U-23S. b operation up to 500 kW 
» Cornell Univ 00/09/30 ISpp 


--0009080478 Notice of proposed renewal of license eitending eipiration 
date until 200629 Request for hearing b petitions to 
intervene may be filed sub j to regulations 

HILLER. J R Standard I ration b Special Projects branch 80/08/11 
4pp 


Q Inspection reports, IE Bulletins b correspondence 


8009240247 Forwards IE Info Notice 00-32. “Clarl f ica t i on of Certain 
Requirements for Eiduslvo-Use Shipments of Radioactive 
Katls " No written response required 

CRIER. B H Region 1. Philadelphia. Office of the Director 
00/09/12 Ip 


V Operator Eiamlnations 


0009110317 Advises that licensee June 1980 requal i fi cation program 
is unacceptable u/o end documentation re presently approved 
program 

COLLINS, P F Operator Licensing Branch 80/09/02 Ip 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


F Security, medical, emergency V fire protection plans 


800929016S Forwards emergency plan 

TYLER. P E Defense. Dept of. Defense Intelligence Agency 80/09/26 
IP 


— 0009290171 Emergency plan for TRICA reactor 
ANDERSON, F Dames t Haore 00/09/03 a7pp 


P Operating license stage documents b correspondence 


8007030450 Forwards proposed Amend 17 to Tech Specs. spec i fying safety 
limits b limiting cund i 1 1 ons. surve 1 1 lance requirements, 
design features b administrative requirements Replaces 
previous document in docket file 

TYLER. P E Defenso.Dept of. Defense Nuclear Agency 80/09/01 Ip 


— 8009030452 Proposed Amend 17 to Tech Specs, spec 1 fy i ng safety limits b 
limiting cond 1 1 ions, surve i I lance requirements, des I gn 
features b administrative requirements 

s Defense, Dept of. Defense Nuclear Agency 80/00/29 60pp 


0009270359 Forwards EIA data for renewal of License R-B4 

TYLER. P E Defense. Dept of. Defense Nuclear Agency 80/09/26 
llpp 


0 Inspection reports, IE Bulletins b correspondence 


8009240275 Forwards IE Info Notice 80-32. "Clarification of Certain 
Requirements for Esdus ive-Use Shipments of Radioactive 
Hatls " No written response required 

DRIER, 0 H Region 1, Philadelphia. Qfflce of the Director 
80/09/12 Ip 


V Operator Eiamlnations 


8009190195 Forwards proposed "Reactor Operator Requal i f icatlon Prograoi" 
for review per NOREO-0094 

TYLER. P E Defense. Dept of. Defense Nuclear Agency 80/09/17 Ip 


B009230668 Proposed emergency plan for Licenses R-90 b R-89 

« Cornell Univ 80/09/01 i6pp 


O Inspection reports. IE Bulletins b correspondence 


8009240221 Forwards IE Info Notice SO-32. “Clarification of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Matls " No written response required 

GRIER. a H Region t. Philadelphia. Office of the Director 
80/09/12 Ip 


— 8009190199 Proposed "Reactor Operator Requal if icatlon Program “ 
* Defense. Dept of, Defonse Nuclear Agency BO/09/17 22pp 


DOCKET 50-171 PEACH DOTTOH ATOMIC POWER STATION. UNIT I 


E NRC Safety Evaluation Report iSER). suppls b correspondence 


8009020053 Forwards draft comments on SER Items 3 2 3lll-(4)i3 2 9. 
3 2 13-15 b 3.2 4 from fire protection review Final Item 
3 1 B<2) will be sent shortly 

MALL.R E Brookhaven National Laboratory 80/00/21 5pp 


OOCKET S0-i66 UNIV OF MARYLAND RESEARCH REACTOR 


6. Operating license stage documents b correspondence 


0 009080474 Forwards FR notice of proposed renewal of llcopst, In 
response 800523 application Existing license wlii not be 
deemed expired until present application determined 
MILLER. 0 R Standardl lation b Special Projects Branch 80/00/11 
Spp 


F Security, medical, emergency b fire protection plans 


6009250274 Requests permission to record conversations on dedicated 
telephone connection installed between facilities b HRC 
Bethesda.MD headquarters 

COONEY, M J Philadelphia Electric Co 00/04/lB tp 


20 


DOCKETED ITEMS 


aCOTOTOa*'* Fortiiards amended fjte protection revieutltem 3 t 1 re Area 
A cable spreading room fire detection sgs 
HALLi R E Argonne National Laboratory BD/07/IS 3pp 

B0090903ia Forwards comments on Hre protection review Items 3 3 3U), 
(2), <3). (41.3 2 9.3 2 13.3 2 14,3 2 15 3 2 4 re fire 

detection sgs !< ventilation ducts Final Item 3 1 SO) 
coniTients uill be sent shortly 

HALL, R E Broothaven National Laboratory 00/00/21 £pp 


8009330189 Requests that all personnel be reminded of purpose of 
emergency notification sys t health physics netuort Sys 
installed for govt use during emergency 

GRIER. B H Region 1. Phi ladelphia, Office of the Director 
80/00/22 3pp 


9009090424 Forwards Info on Item 3 2 8(i1 1 (2) re fire barrier 
penetration seals for fire protection review 
HALL. R E Brookhaven National Laboratory 00/00/26 2pp 


R Periodic operating reports t, related correspondence 


0OO7O2O24& Forwards '^'Peach Bottom Atomic Power Station Thprmal Napping 
Rept BO-3 for B007JS, 23 S 31 ‘ 

HILLSEY.U 0 Philadelphia Electric Co 80/08/26 Ip 


— 8009020246 "Peach Bottom Atomic Power Station Thermal Napping Rept BO-3 
for 800715.23 «• 31 “ 

« Philadelphia Electric Co 00/00/26 6pp 


DOCKET 50-182 PUROUE UNIV RESEARCH REACTOR 
p Operating license stage documents & correspondence 


8009100650 Forwards Amend 4 to License R-97 

NILLER, J R Standardi lat i on & Special Projects Branch 00/08/20 

3pp 


8009100-653 Amend 4 to License R-S7. revis I ng plSysical security plan 
KILLER. J R Standardliation t Special Projects Branch 80/00/20 

2pp 


iCKET 50-184 NATIONAL BUREAU OF 8TAN0ARDS REACTOR 


Security, medical, emergency b fire protection plant 


0009100504 Submits security info Info withheld (ref 10CFR2 790} 
CARTER, R S Commerce. Dep t of. National Bureau of Standards 
80/09/04 I p 


O Inspection reports, IE Bulletins ic enrrespondence 


6009240270 Forward* IE Info Notice 80-32. "Clarification of Certain 
Requlrenent* for Eic luslve-Uso Shipments of Radioactive 
Nails '' Mo written response required 

“IRIEfliB M Region 1. Phi lad i Iph la. Office of the Director 
10/09/12 Ip 


>9240281 Forwards IE Info Notice 80-32. "Clarification of Certain 
tequireflients for Eiclus 1 ve-Use Shipments of Radioactive 
Mils “ Mo written response required 

RIER.B H Region I, Ph 1 ladei p bia. Office of the Oirector 
■0/09/12 Ip 


KET 5i}-lB5 PLUH BROOK REACTOR - KQCK-OP 


9020431 Seeks NHC response to 80-0317 request for issuance of 
Ismantilng order & termination of Licenses TR-3 4 R-73 
ending for project was Included in FlBl budget Lack of NRC 
Ismantling orders prevents contracting of work 

PREDICT. D E National Aeronautics 4 Space Admin 60/08/25 2pp 


.ET SO-lBA UNIV OF MISSOURI RESEARCH REACTOR 


Iperating license stage documents 4 correspondence 


10506 Discusses de-vlatlon from Tech Specs 3 6, requiring samples 
tr test hole tp hold rigidly in place during reactor 
.atlon Review of importance of visual verification of 
pie loadings conducted w/entire operating staff 

IBBEH, J C , aflUCGEfl.fl N Missouri, Oniv of. Columbia 80/09/18 
P 


ft Periodic operating reports t related correspondence 


Q009030212 Forwards “Annual Rept, June 1979 - June 1980" 4 “Std 
Operating Procedures " Repts available In Central Files 
only 

ftCKIBpFH, J C Missouri. Univ of, Columbia 80/06/27 Ip 


S Reportable occurrences. LERs 4 related correspondence 


800904(3406 ftO on 800803, en 1 1 re holding tank failed to meet primary Tech 
Specs Caused by inadvertent entry of approi 400 gallons of 
water failing to meet primary specs Holdup tank drained 4 
water meeting primary specs returned to tank 

MCKIB3EN.J C > BRUOOER.R II Htssourl. Utilv of, Columbia e0/0a/S9 

2pp 


6009040418 RO on Q0D829. pr ima ry inlet isolation valve 507B failure to 
shut when securing primary sys following shutdown Caused by 
separation of lower scat from metal insert In Schrader valve 
4 consequent blockage of eihaust port 

KCKIBDEN. JC . BRUGOER. R M Missouri, Untv of, Columbia 60/00/29 
4pp 


— 8009040419 RO on 7S0620, investigation of Schrader 9725 series three- 
uay solenoid valve indicated valve could fail if lower seal 
separated from metal Insert 4 prevent air from being 
ohausted Kfg confirmed problem through testing 
JULIAN. C A , AUGER. D t1 Missouri, Univ of. Columbia 75/06/20 

6pp 


DOCKET 50-193 RHODE ISLAND ir PROVIDENCE PLANTATIONS AEC 


0 Inspection reports, IE Bulletins 4 correspondence 


8009240271 Forwards IE Info Notice 80-32, "Clarl f Icatlon of Certain 
Requirements for Ex c Ici s i ve—Use Shipments of Radioactive 
Hatls " No written response required 

GRIER, 0 H Region 1, Ph i lade Iph ia> Office of the Director 
00/09/12 Ip 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


0 Inspection reports, IE Dulletlns 4 correspondence 


8009240225 Forwards IE Info Notice 80-32. "clarification of Certain 
Requirements for Exc luslva-Use Shipments of Radioactive 
Hatls " No written response required 

GRIER, 0 H Region 1. Ph i ladelphia, Office of the Director 
00/09/12 Ip 


DOCKET 50-201 WEST V'ALLET REPROCESS I H(3 PLANT 


F Security, medical, emergency 4 fire protection plane 


8009230215 Requests that all personnel be reminded of purpose of 
emergency notification sys 4 health physics network Sys 
installed for govt use during emergency 

GRIER.B H Region 1. Fh I la d e Iph la. Office of the Director 
00/08/22 3pp 


G Adjudicatory correspondence 


8009000460 Urges strong support 4 coopeiotion to implement insp 4 
evaluation program re cond-itlon of high level liquid waste 
storage sys 

DIRCKSi 11 J Office of Nuclear Material Safety 4 Safeguards 
80/06/26. 4pp 


6009170366 Comments on rulemaking 50-5 re mixed oxide fuel OESMO 4 
other recycle-related licensing proceedings should continue 
Positive affirmative action to approve licenses recommended 
KIRKiNF William F Kirk 80/08/28 4pp 


8009160224 Requests OESMO re fuels be completed Info is needed for 
future decisions re reprocessing of spent nuclear fuel 
VILLEMY.e H Affiliation Unknown 80/09/09 Ip 


6009160420 Comments on rulemaking SO-5 OESMO proceedings should be 
reopened' to provide early procedural framework for 
subsequent licensing 

RICHARDS, R B General Electric Co 80/09/03 2pp 


8009300514 Expresses concern re reopening of OESMO 4 other related 
licensing proceedins-s for reprocessing sites 
PEtO, D Affiliation linknoun 80/09/13 Ip 


DOCKETED ITEMS 
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B00923022& Comments on rul smelling SO'5 GEEKD proceedings should be 
reopened Technt ca 1 1 economic Ih sefetg issues must be 
eddressed In order for decisions to be mode re use of mi>ed- 
oiide fuels 

MEIT2DEH0. A Affiliation Unknown 80/09/15 Ip 


S0092S0363 Nonp ropr 1 etar g version or IE Imp Kept 5O“2O1/0O-O4 on 
000519-81 Noncomp I lence noted failure of contract securitg 
guard to sign In when on duty Details withheld (ref 
10CFR2 790) 

DEVLIH. J W Region Ph I lade 1 p h la. Safeguards Branch 
KCDEOWM. L n Region 1. Philadelphia. Office of the Director 
00/06/11 Ip 


8009260641 Urges resumption of GESMO hearings 
BOLON. A E Affiliation Unknouin 00/09/16 Ip 


— 8009260646 Opposes reopening of CEfit'O hearings 

BURRELUiA Affiliation Unknown 00/09/13 Ip 


— 6009260652 Urges reopening GESMO h rccgc 1 e-re la ted proceedings ti 
consideration of eipanding scope to Include recgcle of LUR 
fuel in breeder reactors 

MCCORMACK. M House of Rep 00/09/22 2pp 


6009300525 Forwards comments in response to Commission 800807 order re 
terminated GESMO proceedings Reopening would be inimical to 
natl securitg i defense *> at odds w/nonprol 1 f eratl on 
objectives 

DIAUIK, E I New York, State of 80/09/23 7pp 


B009300540 Comments on reopening of OESMO proceedings Addl use of 
nuclear generated electrlcitg should be paced to preserve 
significant quantities af hgdrocarbon reserves for use as 
raw matls in future chemical mfg 

BURRlSiL American Institute of Chemical Engineers 80/09/23 2pp 


6009300549 Request extension of time for comment on Commission B00607 
order re reopening GESMO proceeding 

HOLDEN.R 0 Allied General Nuclear Services 80/09/23 Ip 

S009300S61 Supports reopening of OESMO & other recgcling license 
proceedings 

PRICE, JE Affiliation Unknown 80/09/23 Ip 


H General correspondence 


8009100490 Comments on RM 50-5 public should be advised of advantages i> 
d Isadvantages of implementing Pu recgcle NRC should not have 
terminated efforts on CEBHO fuels 
OECHER.U Affiliation Unknown 80/09/03 Ip 


P Operating license stage documents S' correspondence 


8009120543 Forwards 800710 Itr on behalf of NY State Energy Rt<D 
Authority re Western NY Nuclear 8vc Ctr 
OITLEN, P H Oerle. Butiel.Kass & Case 80/07/10. Ip 


—8009120549 Responds to NRC 000603 Itr re Western NY Nuclear Svc Ctr 
Recognizes requirements of provisional OL are independent 
of various contractual provisions ti obligations that exist 
between NFS S. NY State R&D authorltg 
LAROCCAiJL New York. State of 00/07/10 3pp 


8009100202 Summary of 800717 meeting w/NF9 NY Energy Research 
Development Authority in West ValleViNY re facility 
issues associated w/work by contractor, Rockwel 1 Hanford 
Operations 

TIHO.W W Advanced Fuel Spent Fuel Licensing Branch 00/07/22 
3pp 


0 Inspection reports, IE Bulletins S. correspondence 


6009110664 Forwards JL Larocca 800710 Itr re matters Involving Western 
NY Nuclear Svc Ctr on behalf of NY State Energy RtiD 
Author 1 ty 

OITLEN.P H Derle.Butiel.Kass 5 Case 80/07/10 Ip 


— 6009110692 Responds to NRC 800626 Itr re program for Insp t, evaluation 
of facilities for storage of high level liquid radwaste 
Advised plant that failure to repair pan-leak constitutes 
default of obligations under general agreement 
LAROCCA, J L New York. State of 80/07/10 8pp 


6009250356 Ack receipt of 800701 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-201/00-04 
Ltp withheld iref 10CFR2 790) 

MARTIN.U. 0 Region 1, Philadelphia, Safeguards Branch 80/08/05 

‘p 


—8009250339 Forwards nonproprietary version of 16 Insp Rept 30-201/80-04 
on 800519-21 Notice of violation withheld (ref IOCERE 790) 

MARTIN.U G Region 1, Philadelphia, Safeguards Branch 80/06/17 

2pp 


8009230412 Foi wards IE Circular 00-20, “Changes In Safe-Slab Tank 
Dimensions No written response required 

GRIER, B H Region 1, Pft 1 1 ade 1 ph 1 a. Office of the Director 
80/00/21 App 


R Periodic operating reports 6 related correspondence 


8009120601 Forwards SPDES discharge monitoring rept for Hay 1980 

DUCKWORTH, J P Nuclear Fuel Services. Inc {subs of Oetly Oil Co ) 
80/06/05 Ip 


— 8009120604 SPDE8 discharge monitoring rept for May 1980 

DUCKWORTH, d P Nuclear Fuel Services. Inc isubs of Getty Oil 
Co ) 80/06/26 5pp 


8009170378 Forwards "Fifty-third Ouarterly Environ Monitoring Rept, 
Apr-June 1980 " 

DUCKWORTH. J P Nuclear Fuel Services, Inc , West Valley Reprocessing 
Plant 80/07/18 Ip 


— 8009170392 "Fifty-third Quarterly Environ Monitoring Rept. Apr-June 
1980 " 

4 Nuclear Fuel Services, Inc , Nest Valley Reprocosslng Plant 
80/06/30 llpp 


8009110640 Forwards SPDE8 discharge monitoring repl.JuI 1900 

DUCKWORTH, d P Nuclear Fuel Services, Inc (subs of Oetly 81] Co ) 
80/08/04 Ip 


— 8009110652 SPDE3 dlschargo monitoring rcpt.Jul 1980 

* Nuclear Fuel Services, Inc {subs of Octty (III Co I 00/03/04 
3pp 


t> Congrossional/Eiecutive Correspo'ndence 


80091SOD20 Responds to Subcommittee on Nuclear Regulation 780906 llr re 
Senator Stafford request for hearing to discuss 1972 memo re 
pressure suppressing Con ta inmcn t s ■ UCS criticiims re ATUS 
safety problems ti Meet Valioy Insp problems 
HENDRIE, J K Commission 80/08/18 2pp 


— 8009150094 Discusses actions being taken ai result of anonymous Itr re 
facility Insp rept will be available to public & will ref 
anonymous Itr 

8 'REILLY, J' P Atomic Energy Commission, Directorate of Regulatory 
Operations 72/09/20 Ip 


— 8009150098 Discusses actions taken in response to anonymous allegation 
re facility leakages Rapt should include ref to Itr L 
allegations which AEC investigated Recommends establishment 
of local PDR Routing slips one I 

ENQELKENrR II Atomic Energy Commission, Olrectorato of Regulatory 
Operations 72/09/21 4pp 


— 8009150107 Discusses unannounced Insp of fac i 1 1 ty, invest I gat Ing 
allegations re leakage accidents from stacks U pending 
lawsuit on overexposure No substance to allegation on stack 
leakage No overexposure to radiation Indicated 

ENCELKEN, R H Atomic Energy Commission, Directorate of Regulatory 
Operations 72/10/04 Ip 


— @009150112 Summarizes /P0919-29 followup Insp results Three vloiatlo’iio 
do not constitute haiard Inquiry made Into allegations in 
720903 Itr Licensee will be reinspected on Priority 1 basis 
EPSTEHI, E Atomic Energy CoeKnission, Directorate of Regulatory 
Operations 73/01/05 Ip 


— 8009150118 Forwards Insp Rept 50-201/72-03 Person referred to in 
anonymous Itr was H Saadeok Info re overeiposure of const 
workers was relayed to State of NY on 720921 U/o end rept 
NELSON, P R Atomic Energy Commission, Directorate of Regulatory 
Operations 73/01/05 Ip 


■8009150121 Forwards notice of violation cited in IE Imp Rept 
30-201/72-03 on 720919-23 (, 26-29 

NLLSOH, P R Atomic Energy Cofncnl ss ion. Directorate of Regulatory 
Operations 73/01/03 2pp 


— 8009150127 Notice of violation from insp on 720919-23 t< 26-29 

* Atotpic Energy Caltmission, Directorate of Regulatory Operations 
73/01/05 Ip 
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DOCKETED ITEMS 


-G009130132 ftcV receipt of AEC 730105 1 br re items of noncomp 1 i ance 
cited in Insp Rept 50“20l/72''03 on 720919“23 & 2A*"29 
Corrective actions operators were repr irand ed for actions i 
proper methods for solution transfers mere reviewed 
DUCHUQRTH, O P Nuclear Fuel ServiceSi Inc . West Valleii 
fleproceisi ns Plant 73/01/26 2pp 

— S009130133 Act receipt of 730126 Itr informing AEC of actions taken to 
correct items of nanconp I iarce noted in. Insp Kept 
&0-20l/7a-03 CoTrectivi actions ui 1 1 be verified during neit 
Insp 

MELSQM- P R Atonic Energy Coftini si ioni Directorate of Regulatory 
Operattorii 73/03/30 3pp 


— 9009150137 Act receipt of Jnsp Bept 50-201/72-03 No objection 
lodged to publication in PDR 

HItLER.R N Moclear Fuel Servicesp Inc (subs of Oettg Oil Co I 
TS/Ot/OS Ip 


'7080407 Submits suirnarg of Dingeil subcommittee markup session on 
lest l/alleg uaste solidification bllliHR 6S63 Rill as 
(mended passed bg subcommittee 

lark, A T Advanced Fuel 5 Spent Fuel Licensing Branch 90/09/22 


P Operating license stage documents correspondence 


0007120505 Notification of contract e i ecu t ion. Mod 3 to ‘'Simulation of 
Earthquake Ground Notions for Sen Qnofre " Contractor K Akl 
HCNULTV. A Adtnlnistrative Contracts Branch FINn-6931 00/04/01 

Ip 


— 0009120514 Hod Sicitending period of performance h adding addl funds 
"8 imula 1 1 on of Oraund Motions for San Onofre " 

AH I , K Massachusetts Institute of Technology PERLMAN, J 
Administrative Contracts Branch FIN □~6S31 80/04/01 Ip 


8007090680 Advises that list of 60 addl heavily populated areas have 
been included in end revised guidance document, NUREO-0561, 
per NRC amend interim rule for physical protection of 
irradiated reactor fuel in trans 1 1 , ef f ec t ive 800703 W/o end 
MCCORHLEi 0 bl Physical Security Licensing Branch G0/Q7/07 ip 


8009020297 Submits interim criteria for shift Staffing to all QL tt CP 
licensees L app 1 Icants, per NRC 800507 Itr Discusses 
administrative provisions for emergency 6 overtime mark 
Development L Implementation to be revlsuied uiithin 90 days 
EISENHUTiDO Division of Licensing 00/07/31 7pp 


jCKET 50-206 SAN ClJOFRE NUCLEAR STATION, UNIT 1 


Security, medical, emergency i fire protection pUtis 


800.9030358 Notifies of 800919,22 P 30 regional workshops re development 
of guidance fur acceptable method for coping u/ emery enc i e s 
at facility Requests that representative be sent Sub j areas 
to be discussed include function of facilities 6 location 
ENOELKEN. R H Region 5, 9an Francisco, Office of the Director 

80/00/12 2pp 


9009080080 Forwards draft NURE0-Q696, "Functional Critaria for 
Emergency Response Facilities '' Comments requested ivithln 30 
days Proposed implementation schedule for meeting criteria 
of NUReo-0696 end W/o NUREO 

EIEENHUT,D 0 Division of Licensing 00/00/01 ll9pp 


6009230052 Informs that eiemption from fee re licensing action 
associated iu/TI1I-2 Lessons Learnad is unjustified Previous 
detercninatlon should be disregarded Requested submittal 
should include proposed class of amend 
EIBENHUTuD 0 Division of Licensing 80/00/07 60pp 


O9S30342 Requests that all personnel be reminded of purpoie of 
emergency notification sys tc health physics netuert Sys 
Installed fur govt use during emergency 

EHCELKEM,R H Region 5, San Francisco, Office of the Director 
00/09/22 3pp 


'070303B7 Forwards revised safeguards contingency plan per NRC 791211 
5 800324 requests Plan withheld (ref j0CFR2 790) 

BASKIN, H P Southern California Edison Co BO/OQ/2B 2pp 


)7050S86 Forwards Revision I to security force training & 
(ual t f ica 1 1 on plan Plan withheld Cref 10CFR2 790) 

)AS)t!N.lt P Southern California Edison Co 00/07/03 Ip 


Adjudicatory correspondence 


109300253 Forwards order for mod of 1 icensei requiring info to support 
environ qualification of safety-related electrical 
equipment Briefings were held u/al 1 interested licensees 
during uk of 000717 

CRUTCHFIELD, D Operating Reactors Branch 5 60/09/29 2pp 


-B00930025B Order fdr mod ef Lleenie DPB-13, r equlr I ng info to support 
environ qualification of safety-related electrical 
equipmen t 

EISENHUT, D 0 Division of Licensing 0O/OB/29 6pp 


8009100008 Notification of cencellatlun of 800826 meeting w/utit in 
DethesdaiHD to discuss requirements for chenge over from 
safety injection to recirculation mode operation 
ND)iICHI,8 J Operating Reactors Branch S 80/00/11 2pp 


8009190794 Forwards revised Westinghouse STS 3 7 8 2, 3 9 10 Bases 
3/4 985 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Written response required 
NOVAH, T H Assistant Director for Operating Reactors 80/00/15 
Ip 


— 0009190917 Revised Westinghouse STS 3 9 8 2, 3 9 10 ti Dates 3/4 9 8 5 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

s Assistant Director For Operating Reactors 80/06/23 8ipp 


0OO'9O2OO63 Forwards rseponse to NRC 000523 Itr requesting response to 
FSAH Questions 361 65 re comparative analysts of results of 
site-specific earthquake program ii empirical evaluations for 
facility 

QASHIM, K P Southern California Edison Co 00/08/21. iSpp 


8009020092 Forbiards ropts referenced in 600428 submittal re seismic 
adequacy of plant per 800711 telcon request 
BABKIN, K P Southern California Edison Co 80/08/21 2pp 


Oaneral correspondence 


009050359 Urges NRC not to issue low power fuel leading license for 
Unit 2 

LITFtN.H Affi I lation Unknown 80/08/20 Ip 


(0091I039B Opposes low level testing t, licensing of fac i i ity, since no 
evacuation plan possible 

MARTINEZ, P R Affiliation ynlnoijjn 00/08/29 ip 


•8009020085 "Reduction in Free Field Ground Motion Due to Presence of 
Structures, " submitted to Southern CA Edison Co 
a TERA Corp 00/09/31 17pp 


-0009020091 "Eiper Imenta J Invest Igatlons-Correlatlon W/Analysjs" 
presented at 77071i-lS proceedings of Natl Science 
Foundation war k shop, Wnlv of CA, Berkeley 

SHEPTIERD,R , dENNINOB<P C California Institute of Tochnologg 
77/07/ ii aopp 


1009120444 Opposes licensing of facility for low level testing due to 
undue risks posed to health * safety of public 6 environ 
BHOWNi P Affiliation Unknown 60/00/29 ip 


^009050350 Espressos opposition bo nuclear energy 6 licensing of Unit 

s 

COHEN. P Affiliation Unknown 80/09/03 ip 


8009110430 Opposes granting inw power loading license to avoid 
evacuation plan requirements 
PULIDO, M Affiliation Unknown 00/09/03 ip 


-0009020096 ''Saismlc Parformanee of Piping In Past Earthquakes," 
submitted for presentation 8< publication at 80091S-17 
Speciality Conference on Civii Engineering 6 Nuclear Power 
In Knoxville, TN 

CLCUDiR L Robert L Cloud Associates, Inc 80/09/15 29pp 


8009020100 "On Instrumental vs Effective Acceleration It Design 
Coefficients, "■ presented at 790822-24 proceedings of 
Second US Natl Conference on Eerthquake Eng Ineering, Stanford 
Unlv.CA 

DLUMEi J A John A Blume i Afioctates, Engineers (subs URB 
Corp ) 79/08/22 ISpp 
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800911074A' Notification of BOO?i& meetinj u/SEP oioners group to discuss 
NRC initisl revieu b recommendations for site-spae i f it 
ground response spectra b ouners group program plans for 
seismic Functional qualification of Class IE equipment 
LEVIM. HA Division of Engineering 80/08/26 ip 


8009120547 Notification of 600903 meeting le/util in Dethesda<MD to 
discuss util submittal for steam generator repairs 
NOUICKl.S J Operating Reactors Oranch 5 60/09/26 2pp 


8009030634 Poruards application for Amend 92 to License DPR-13i 
consisting of Proposed Changes 97> 98 b 99 to Tech Specs 
License amend fee end 

OIETCHjR Southern California Edison Co 80/08/27 2pp 


— 8009030637 Application for Amend 92 to License DPR-13i c ons I st Ing of 
Proposed Changes 97>9B b 99 to Tech Specs Certificate of 
Svc end 

OIETCHtR Southern California Edison Co BO/OB/27 8pp 


— 8007030644 Proposed Changes 97.98 b 99 to Tech Spec 3 7 re auilliarq 
electrical supplg.Tech Spec 3 3 re safety injection b 
containment spray sgs t Tech Specs 9 0 b 6 0 re 
administrative controls 

* Southern California Edison Co 80/09/27 12pp 


8009100417 Summary of 800724 meeting u/applicants to discuss analysis 
of Imperial Valley earthquake of Oct 1979 
ROOD. H Licensing Branch 3 80/08/27 lApp 


8009190420 Notification of contract eiecution "Followon to Simulation 
of Earthquake Ground Motions for San Qnofre Nuclear 
Oeneratlng Station. ” auarded to E Luca 

LITTLE. M Administrative Contracts Branch FIH D-689B-0 80/08/27 

Ip 


— 8009190424 Contract "FollO'Uon to Simulation of Earthquake Ground 
Motions for Ban Qnofre Nuclear Generating Station.” awarded 
to E' Luco 

LUCO. JE Loco. JE PERLMAN, J Administrative Contracts Branch 
FIN 0-6899-0 ao/OB/27 5pp 


6009240052 Notification of contract elocution "Follouon to Simulation 
of Earthquake Ground Motions for San Onofre Nuclear 
Oeneratlng Station " Contractor R Hermann 

LITTLE. M Administrative Contracts Branch FIN 0-6090-0 80/08/23 

Ip. 


— 6009240057 Contract “Folloioon to Simulation of Earthquake Ground 
Hotlons for San Onofre Nuclear Generating Station." awarded 
to R Hermann 

HERMANN.R St Louis Univ PERLMAN, d Administrative Contracts 
Branch FIN 0-6898-0 80/08/28 5pp 


8009080343 Responds to MRC 800728 1 tr requesting util provide plan 
concerning evaluation of cable traqs Criteria for 
re-evaluation will be determined based upon cable tray test 
program results Action plan end 

BASKIN.K P Southern California Edison Co 00/08/29 3pp 


8009090463 Forwards addl info en effects of non-Category A equipment 
Failure requested at 800804-09 meeting w/KRC b LLL 
BA6KIN.KP Southern California Edison Co 80/08/29 6pp 


8009190361 Forwards ”8team Generator Repair Rept ” 

BACKINiK P Southern California Edison Co 80/08/2? 3pp 


— 8009190365 Errata to "Steam Generator Repair Rept." nonproprietary 
version 

a Uestlnghouse Electric Corp EE-EP-5a<B01 ERR 80/06/29 Ip 


— 8009190374 Forwards "Steam Generator Repair Rept." proprietary b 
nonproprietary versions Application b affidavit for 
ulthholding end 

ANDER60.N. T K Nestinghouse Electric Corp 80/09/11. lOpp 


— 8009190378 "Steam Oenerator Repair flepti” nonproprietary version 
AKIN. R C . R08ENTHAL.U P. Uestlnghouse Electric Corp 
fiE-8P-SB(801 80/09/30 3B0pp 


8009090552 Advises kbat responses to NRC B00723 request fpr addl Info 
re steam generator b reactor coolant pump supports should be 
available for submittal by 800919 

BASKIN, K P Southern California Edison Co 00/09/02 Ip 


8009160230 Forwards Page 24 of "Simulation of Earthquake Ground Motions 
for San Onofre Nuclear Generating Stat ion. l/ni t l.Suppl 11 " 

Page 24 was inadvertently omitted from rept submitted on 
800808 

BASKIN. K P Southern California Edison Co 80/09/05 Ip 


—8009160231 Pago 24 of "Simulation of Earthquake Ground Notions for San 
Onofre Nuclear Generating Statl on. Uni t l.Suppl II " Page 24 
was inadvertently omitted from rept submitted on 60080Q 
a Del liar Technical Associates 80/09/05 ip 


8009170236 Confirms understanding based on 800905 discussions during 
mgt meeting at util ofcs. re actions to be taken for 
correction of observed weaknesses in radiation protection 
program NRC should be notified if understanding incorrect 
ENQELKEN. R H Region 5. San Francisco, Office of the Director 
60/09/05 2pp 


0009060322 Forwards addl info re structural topics in response to NRC 
790816 Itr Design wind velocity of 100 mlles/h was used for 
containment sphere 

0AEKIN.H P Southern California Edison Co 80/09/08 ISpp 


— '80090Q0326 "Addendum 2 to Qua 1 1 ty /Safety-Related Civil Structural 
Cdnst Spec for Sphere Enel Project for Southern CA Edison 
Co 50N05-1 " Dill of matl for storage tanks dtd 640526 
S' related matl sne 1 

« Bechtel Power Corp (subs of Bechtel Corp ) 77/03/27 507pp 


8009290143 Notification of Q00926 meeting lu/utlls b Kerr-McOee Chemical 
Corp in BethesdaiKO to discuss review S recommendations for 
site specific ground response spectra b program plans for 
seismic functional qualification of Class IE equipment 
ALLISON, D P Systematic Evaluation Program Branch 60/09/08 3pp 


8009260022 Notification of second rescheduling until 801003 for meeting 
hi/SEP ouners gro-up b KKC. Inc to discuss NRC initial review 
of site-specific ground response spectra b util program 
for seismic functional qualification of Class IE equipment 
ALLISON. D P Systematic Evaluation Program Branch 80/09/10 3pp 


8009190402 Responds to NRC 600815 request to review facility Tech Specs 
to ensure that 23 ft of water Is over top of reactor 
pressure vessel flange during movnment of fuel assemblies 
or control rods Facility is In compliance 

0A3KIH. K P Southern California Edison Co 80/07/11 Ip 


8009170336 Notifies that actions required in NRC 800702 itr re license 
amend application concerning impleoiontat Ion of TNI Lessons 
Learned requirements cannot be accomplished by 800912 
License amend application will be submitted by GI0I16 
BASKIN. K P Southern California Edison Co 80/09/12 Ip 


8007290348 Responds to 800703 Itr requesting addl info re differences 
In Unit I design from SEP assessments Description of safety 
infection sys should be clarified in terms of alternate 
method in event of preferred path failure 

BASKIN, K P Southern California Edison Co 80/09/22 2pp 


8009300377 Forwards response to 800723 request for addl Info re steam 
ganarator b reactor coolant pump supports 

9A8KIM.K P Southern California Edison Cu 80/09/23 5pp 


8009300362 Submits current status of structural evaluations L summary 
of program Fur evaluation of piping b equipment Detailed 
evaluations of plant structures are scheduled for completion 
In June 1981 

RASKIN, K P Southern California Edison Co 80/09/24 3pp 


8009300446 Ack receipt of 800829 request for add! info re failure of 
salt water cooling sys Input from several engineers b 
operating entities required to complete request Response 
will be submitted 801008 

DASKIN.K P. Southern California Edison Co 80/09/24 Ip 


0 Inspection reports, IE Bulletins b correspondence 


8009090811 Reschedules response to Item 2 of IE Bulletin 80-04. 
"Analysis of PNR Main Stream Line Break w/Contlnusd 
Feedwater Addition " Response will be forwarded by 800801. 
pending H8LB core response reanalysls 

OTTOSON.H L Southern California Edison Co 80/07/16 2pp. 


8009170207 Forwards response to IE Bulletin 80-11. "Masonry Uall 
Design Describes masonry walls at facility that are In 
proiimlty to or have attachments from safety-related piping 
equipment 

OTTOSaN, H L Southern California Edison Co 80/07/17 6pp 
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8009IS0011 f!es((on<J5 to Jt«jn 2 c# IE Sullstin SO-O'I rs ^rialgsii of 
reactivitij incroaies to Ttain ateojn lino break insldo 

or outatde c onta infliont Previous resporne validated 
DTTOSOtJ. H L Sootfiern California Edison Co BO.'OB^^Od 2pp 


0009160430 Responds to IE Bulletin T^-ISp fievm on 2. "Cracking In 
Feedwiter Sys Piping " Radiograph eiapti perfopjned on all 
feedwater nopile to reducer V reducer to pipe uelds u/no 
deficiencies noted 

OrTOaOHiH L Southern California Edison Co 30/08/47 Opp 


800R24O397 Foriuards IE Info Notice 00-29/ "Broken Studs on Terrg 
Turbine gleam Inlet Flange " No written response required 
ENGELKEth R H Region 5, San Francisco/ Office of the director 
80/09/07 Ip 


8009030448 Sueimarg of 800710 renting u/util in Be th esda/ MO re results 
of itean generator Imps 4 corrective actions 
NDNICKI/S J Operating Reactors Branch 2 BO/06/08 48pp 


8009030303 Forwards Revision 1 to IE Bulletin 80-19/ '’Failures of 
Mertury-lJe t ted Matrii Relays in Reactor Protective Sys of 
Operating Nuclear Peiuer Plants Designed by C-E ” Nrlttsn 
response req.uired 

EtlOEtKENi R H Region S> San Francisco/ Office of the Director 
80/OS/15 ip 


8009160031 Responds to IE Bulletin 80-19/ ’’Tai lures of Merc ury— We t tod 
Matrij Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by C-£ " Mercury-wetted relays not 
used in raeility reactor protective sys 

orrCSON/H L southern California Edison Co 80/00/19 Ip 


8009390457 Forwards IE Info Notice 80-27/ "Degradation of Reactor 
Coolant Pump Studs ” 

ENCELKEN/ R H Region 5/ San Francisco/ Office of the Director 
SO/08/ie 4pp 


8009160184 Forwards IE Circular 80-18. "lOCFfiSO 59 Safety evaluations 
for Changes to Radwasts Treatment Sys ‘ No written response 
Tettuired 

ENOCtKEIf.R H Region 5/ San Francisco/ Office of the Director 

eO/OB/22 1 p 


6009120463 Forwards IE Info Notice 80-31. "Malopera t i on of Oou Id-Brown 
Dovari 430 Volt Type K-&00S J. K-DOH 6Q0S Circuit Breakers " 

No written response reguirod 

EfIOELKEN/ R H Region 3/ San Francisco. Office of the Director 
80/08/27 Ip 


— 3009260513 LER 0O-O33/OIT~O on 800903/ ac tuat ion of safety Injection 
block switch foil owed by loss of offsite power Indicated 
seq.uencep test bos uouid not perform as designed Caused by 
design deficiency Redesign is underway 

CURRAN. J M Southern California Edison Co 00/09/16 3pp 


8009300613 PN0-\/-60-069 advertlssmont In Southern CA newspaper offering 
9100 00 per day for u/ork involving eiposure to radiation has 
attracted media attention Region S is closely monitoring 
steam generator repairs 

VUHAS/ 0 P I HENSt-AMSKI / F Region 5. San Francisco. Office of the 
Dir BC tor 00/09/16 I p 


DDCKET 50-208 COLUMBIA UNIV RESEARCH REACTOR 


0 Inspection reports/ IE Bulletins & correspondenc e 


8009240310 Forwards IE Info Notice 00-38. "Clarification of Certain 
Requirements for Ere 1 usive-Use Shipments of Radioactive 
Matls " No written response required 

GRIER/ D.H flegion i. Philadelphia. Office of the Director 
60/09/12 Ip 


DOCKET 50-313 HADDAM NECK PLANT 


F aecority/ medical, emergency 4 fire protection plans 


8009230169 Requests that all personnel be reminded of purpose of 
emergency notification sys (i health physics network Sys 
installed for govt use during emergency 

ORIER/B H Region 1. Ph I latfelphia. Office of the Director 
80/08/23. 3pp 


P Operating license stage documents U. correspondence 


8009020297 Submits interim criteria for shift staffing to all DL {i CP 
licensees «. app 1 leant $. per NRC 800507 Itr Discusses 
a dmi ni s tra ti ve provisions for emergency 6 overtime work 
Development 4 imp I amenta 1 1 on to be reviewed within 90 days 
EISENHUT/D Q Division of Licensing 80/07/31 7pp 


6009080080 Forwards draft NUR£(J-0696/ "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NURE<3-069S end «/o NUREQ 

£ fEENHiff. D 0 Division of Licensing 80/08/01 1 19pp 


R Periodic operating reports E related correspondence 


SOO903O533 Forwards "San Onofre Nuclear Generating Station Semiannual 
Operating fiept.''’ for Jan-Vune I9B0’ 

OTTOSONi H L Southern California Edison Co 80/08/27 Ip 


--8009030538 "San Onofr* Nuclear Generating Station Semiannual Operating 
Rept. " for Oan-June 1980 

* Southern California Edison Co a San Diego Gas ti Electric Co 
00/08/27 7p p 


S00909026S Forwards monthly operating rept for Aug 1980 
CURRAN. J M Southern CaJIfornia Edison Co 80/09/04, Ip 


—8009090268 Monthly operating rept for Aug 1980 

wOY,J 11 Southern California Edison Co 80/09/04 5pp 


S Reportable occurrencesj LERs 5 related correspondence 


8009020078 Forwards 4.ER 80-031 /03L-0 

OTTOSQNtH L Southern California Edison Co 80/03/21 3pp 


--0009020083 LER 30-03 1 /031.-Q on 80Q?38i during routine squipnent 
rota tionp south saitwabar cooling pump discharge valve 
failed to open automatically Caused by installation of 
sotenoid valve operator w/urong size spring Valve replaced 
CURRAN. J M Southern California Edison Co 60/08/19 ip 


S009180139 PNQ-V-SO-OO/ Oh 80D902/ I i e e nsee reported that workers 
involved in steam generator head entries may have radiation 
exposures in excess of 3 rem pep quarter Largest exposure 
is 7 rem Caused by monitoring chest instead of head 
IWAS.e . WENSLAMSKI, F Region 5. San Francisco, Office of the 
Director 80/09/02 app 


009240500 Forwards LER 80-Q33/OIT-0 
HAVNES/V 0 Soothirn California Edison Co 80/09/16 3pp 


S009I30709 Forwards agenda of 800821 meeting at util ofes to discuss 
assessment of regulatory performance 

GRIER, 0 Kf Region 1/ Ph t lad e Iphia, Office of the Director 
00/08/04 3pp 


0OO923ODS2 Informs that exemption from fee re licensing action 
associated u/TMI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of emend 
EIS6NHUT, D 0 Division of Licensing 80/08/07 60pp 


900919079*l Forwards revised Westinghouse STB 3 9 8 2.3 9 10 i Bases 
3/4 9 9 L 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assanblias or control rods Written response required 
NOVAK, T M Assistant Director for Operating Reactors 00/08/15 
Ip 


■0009190817 Revised Westinghouse STS 3 9 0 2, 3 9. 10 6 Bases 3/4 9 0 & 
3/4 9 10 requiring 23 ft of xuater over top of reactor 
pressure vessel flange duping movement of fuel assemblies or 
control rods 

* Assistant Director for Operating Reactors 80/06/23 2Ipp 


8009100454 Advisei that mgt /neeting w/NRC in Berlin.CT has been 
rescheduled for 800911 Agenda end 

DRIER. B H Region J> Philadelphia. Office of the Director 
30/08/20 2pp 


8009020231 Forwards add 1 Info to Questions 2.3 L 4 re adequacy of 
station electric distribution sys voltages per Crutchfield 
800701 Itr Response to Quostion 1 will be submitted by 
001126 

CaUNSrL.W O . FEE.W F Connecticut Yankee Atomic Power Co 
60/08/21 7pp 


8009110746 Notification of 800916 meeting w/SEP owners group to discuss 
NRC initial review 4, recommendations for site-specific 
ground response spectra i’ owners group program plans for 
seismic functional qualification of Class IE equipment 
LEVIN. H A Division of Engineering 80/08/26 Ip 
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□009030532 Advises that NRC 800728 recioest for SEP licensees to 
specifically address issue of seismic support criteria for 
internally attached components of safety-related electrical 
equipment not feasible approach 

C0UNStL<U 0 > FEEi U F Northeast Nuclear Energy Co Isubs of 
Northeast Utilities) 80/08/27 2pp 


8009030641 Discusses implementation status of automatic initiation 
auilliary feeduater Control-grade scheme is installed 5 leill 
be made operable after NRC revieu; t< approval Final safety- 
grade design uill be foruarded Class IV amend fee end 
COUNSILi U 0 Connecticut Yankee Atomic Power Co BO/00/27 4pp 


— 8009030646 Proposed revisions to Tech Spec 3 8 for operation of 
turbine cycle Revisions specify conditions of turbine cycle 
equipment necessary to insure capability to remove decay 
heat from reactor core 

e Connecticut Yankee Atomic Power Co 80/DB/27 6pp 


8009030376 Advises that util will not meet deadline for implementation 
of NUnEO-OS78 requirements re emergency procedures & 
retraining for accidents transients NRC feedback needed 
COUNSIL'U 0 Connecticut Yankee Atomic Power Co COUNStL. 11 O 
Northeast Nuclear Energy Co isubs of Northeast Utilities) 

80/08/28 2 pp 


0009120297 Responds to NRC 800700 Itr re SEP Topics III-IO A. V-II A, 
V1-4.VI--7 C 1 t VIlI-3 D Concurs w/NRC c one 1 us i ons , e icep t 
for Topic VIII 3 Q Control room contains battery fuse open 
alarm in addition to alarms noted in NRC assessment 
C0UN8tL>U 0 ■ FEEr N F Connecticut Yankee Atomic Power Co 
00/09/04 2p p 


8009290143 Notification of 800936 meeting w/utils t< Kerr-McOee Chemical 
Corp In Bethesda<MD to discuss review & recommendations for 
site specific ground response spectra t, program plans for 
seismic functional qualification of Class IE equipment 
AtLISONiD P Systematic Evaluation Program Dranch 80/07/08 3pp 


8009260022 Notification of second rescheduling until 801003 For meeting 
w/SEP owners group <i KMC> Inc to discuss NRC Initial review 
of site-specific ground response spectra 6 util program 
for seismic functional qua 1 i f Icat 1 on of Claes IE equipment 
ALLISQN> 0 P Systematic Evaluation Program Branch 80/09/10 3pp 


8009180357 Forwards implementation status of Category S TMl-2 Lessons 
Learned requirements for each facility Schedules 
specifically identify items where requirement cannot be met 
or schedule is not feasible 

COUNSlLi 11 0 Connecticut Yankee Atomic Power Co CQUNStLi U O 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

00/09/15 43pp 


8009230621 Submits addl info rs seismic re-evaluation program 
Significant progress has been acliieved Modeling of 
structures Is approi 73/. complste Sc RCB is approi 70X 
complete 

COUNSILiN O r FEE* M F Connecticut Yanicee Atomic Power Co 
80/09/15 Spp 


8009290351 Application for amend to Licenses DPR-Sl* DPR-21 t DPR- 6 S 1 
incorporating revisions to Tech Specs for RCS per 
TMI-related requirements Foe end 

CQUNSILdl 0 Connecticut Yankee Atomic Power Co CDUNSILrW 6 
Northeast Utilities 00/09/16 6 pp 


— B0092903S4 Proposed revisions to Toc)i Specs 3 3 for RC 8 operational 
components 

» Connecticut Yankee Atomic Power Co 00/09/30 Spp 

— 6009290399 Proposed revisions to Tech Specs 3 II for containment 
* Connecticut Yanicee Atomic Power Co 80/09/30 6 pp 


-8009290362 Proposed levisions to Tech Specs 6 3 for administrative 
controls of facility staff qualifications 
* Connecticut Yankee Atomic Power Co 80/09/30 Spp 


— 0009290367 Proposed revisions to Tech Specs A 0 for administrative 
controls 

• Connecticut Yankee Atomic Power Co 78/12/08 4pp 

8009290372 Proposed revisions to Tech Specs 3/4 4 3 for limiting 
condition for operation of RC3 relief sys 

• Connecticut Yankee Atomic Power Co 70/12/08 Spp 


— 8009290381 Proposed levisions to Tech Specs 3/4 4 4 foi limiting 
conditions for operation of RCS prossurner 

• Connecticut Yankee Atomic Power Co 80/09/30 2pn 

— 8009290384 Proposed revisions to Tccli Specs 3/4 4 5 for RCS stea® 
generators 

e Connecticut Yankee Atomic Power Co QO/09/30 Ip 

— 8009290307 Proposed revisions to Tech Specs 6 O for administrative 
control s 

• Connecticut Yankee Atomic Power Co 80/09/30 3pp 


B009’260478 Forwards util petition for declaratory ruling re Power 
Facility Evaluation Council jurisdiction ovar proposed spent 
resin storage facility Action on petition withheld* pend Ing 
investigation of issue of superseding federal authority 
POtJO* 0 0 Connecticut* State of 80/09/17 Opp 


Q Inspection reports* IE Qulletins i- correspondence 


8009120247 Responds to IE Bulletin 80-16 No Rosemount list or 1152 
pressure transmitters w/Codcs A or 0 installed or planned 
to be Installed in safety or noiiaa f e ty— rola ted application 
COUNSIL* U 0 Connecticut Yankee Atomic Power Co 80/07/30 2pp 


8009110474 Responds to IE Sullotln 79-13 i* forwards summary ropt of 
insp of feedwater sys piping No unacceptable piping 
c omponents identified 

COUNSILitJ O Connecticut Yankee Ato-fnlc Power Co BO/OO/Ol Spp 


0009030113 Forwards Revision 1 to TE Bulletin 80-19. “Failures of 
Mercury-Netted Matrli Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E '' Written 
response required 

GRIERfD N Region I* Philadelphia* Office of the Oirvetar 
60/03/15 Ip 


0007020015 Forwards results of May 1960 steam generator tube insp 
CRAVE 81 R H Connecticut Yankee Atomic Power Co BO/00/22 Jp 


■6009020016 “ateam Oenerator Tube Inservlce Insp," for Nay 1780 
e Connecticut Yankee Atomic Power Co 00/05/31 75pp 


3009160003 Forwards IE Circular 80-16* '' 1 OCFRSO 59 Safety Evaluations 

for Changes to Radwaste Treatment Bys " No written response 
required 

GRIER , 8 II Regien 1, Philadelphia* Office of the Director 
60/08/22 Ip 


B009120174 Forwards IE Info Notice 00-31, "Me 1 op e ra t i on of Oould-Diown 
Boveri 460 Volt Typo M-6003 <* K-DDN 6C0S Circuit OreakOTS '' 

No written response required 

GRIERiB H Region I* Philadelphia* Office of the Director 
60/08/27 I p 


8009230779 Forwards IE Circular 80-21, ''Roguletlen of Rsfoelkng Crows “ 
No written response required 

ORIER.B )■( Region 1 * Philadelphia* Office of the Director 
80/09/10 Ip 


8009240303 Forwards IE Info Notice 80-32* “Cl ari f 1 ca 1 1 on of Certain 
Requ iromonis for Esc lus 1 vo-Use Shipments of Radioactive 
Matls " No written response required 

ORIER.B II Region 1 , Philadelphia, Office of the Ulrectur 
80/09/12 Ip 


H Periodic operating reports i relateif cor res pondence 


8009040300 "Semiannual Radioactive Effluent ti Ifaste Disposal Ropt," 
■Jan-Ouno 1960 

■» Connecticut Yankee Atomic Power Co 80/06/30 S5pp 

8009180175 Forwards monthly operating rept for Aug 19Q0 

ORAVESfR H Connecticut Yankee Atomic Power Co QO/09/10 Ip 


■8009180160 Monthly operating rept for Aug 1930 

* Connecticut Yankee Atemlc Power Co 00/09/10 9 pp 


-8009290377 Proposed revisions to Tech Specs 3/4 4-3a re limiting 
conditions for operation of RCB relief valves-opsrating 
* Connecticut Yankee Atomic Power Co 80/09/30 Ip 
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OOCKET SO-Sl*? OVBTEB CHEEK MUCLEAR PQJER PLAHI 


F Securitgt raedteal. emergaixy S fire protectJon plans 


8009230174 Reqvetki that all personnel be refiindcitf at purpose of 
emergency notification sys b health physics netceort 6ys 
installed for goyt use during emergency 

GRIEP<E H Region Phi lade Iphia^ Office of the Director 
S0f0B/S3 3pp 


G Adjudicatory correspondence 


8009300265 Foruards order for mod of license/ requiring info to support 
environ qualification of safety-related electrical 
equipment Briefings were held u/all interested licensees 
during wb of 900717 

CRUICHriELD/ 0 Operating R sac tors Branch 9 80/09/29 Spp 


— S0093C0369 Order for mod of license requiring info to support environ 
qualif ication of saf e ty-ra lated electrical equipment 
EISEflMl/r. 0 O Division of 1.1 censing 60/09/29 6pp 


8009190299 Responds to FOIA request for IS documents listed In 
bibliography of fllTREO-OAZS/ "Rept of Siting Policy Task 
Force ’’ Docwnents 6-8 !i 13 are available in PDR Foruards 
remaining documents 

FELTOl.'. J ri Division of Rules and Records 80/09/04 Ip 


—8009190397 Informs Commission of proposed changes to meteorological 
model used in assessing potential accident consequences for 
nuclear plante< for deternii nation of site acceptability b 
adequacy at engineered safety features. 

HIROOUEi R B Office of Standards Oevelopmentr Director 
SECV-79-362 79/06/04 7pp 


—8009190630 Roque Its that end/ "Differences In Procedures for 
Estimating Atmospheric Dispertion CondCtioni at Inland 4i 
Coastal Sites# " be sent to appropriate Boards 
SC INTO# <1 F Hearings Division 79/C4/04 16pp 


8009090399 Memorandua 1 order/ AUAB-612i remanding ASLB 800222 order for 
further proceeding per ALA0'6ll Relationship between 
significant unresolved generic safety issue << reactor 
operation under scrutiny must be resolved 

DtSHOPiC J Atomic Safety and Licensing Appeal Panel 80/09/05 
5pp 


80091(0807 Memorandum & order advising KRC to file addl info by 801031 
re unresolved generic safety issues# per ASLB 800905 order 
which remanded proceeding 

LAZ8/R H Atomic Safety and Licensing Board Panel 80/09/09 2pp 


H Ssneral correspondence 


9009020197 Responds to 600623 1 tr re RE Cunningham comments on cracks 
detected in tore spray sys spargers Oparger streogthaned 
during Fall 1979 outage Interioi measures for neuly found 
cracks acceptable IE Bulletin 90-13 describes requirements 
OlRCKS/li J Office of the Eiecuttve Director for Operations 
ao/oa/07 2pp 


8009020191 Requests Cons ideration of end RE Cunningham Itr commenting 
on cractf in core spray <ys sparger 
BRADLEY# B Senate 80/06/23 3pp 


Operating license stage documents 6 correipondance 


lOliCOfO Hotif ica tion of 790918 meeting u/util in Bethesda/MD to 
discuss impact of free standing liquid requirements for 
solid uaste 

LO/ R Environmental Evaluation Oranch (Pre 791030) 79/C9/f7 2pp 


009090879 Advises that list of 60 addl heavily populated areas have 
been included in end revised guidance document# N0REG-0S61# 
p«T MRC amend rule for physical protectloii af Irradiated 
reactor fuel in trans 1 ti ef f ec 1 1 ve 800703 M/o end 
HCCORKLE/ 0 M Physical Beeuritg Licensing Branch 60/07/07 Ip 


6009110554 Btfppls NRC S00707 request for proposed Tech Specs changes re 
scram discharge vol vent 4 drain valves# & reactor 
protection sys !i control rod block limit switch surveillance 
requirements Class HI license fee to be submitted u/change 
ElSENHOTiD 0 Division of Licensing BO/07/33 S3pp 


6009020297 Submits interim criteria for shift staffing to all OL b CP 
licensees (< applicants# per MRC 800507 itr Discusses 
adirlnlsti ati ve provisions for emergency 4 overtime work 
Developmont Si implementation to be reviewed within 90 days 
EISEMHor. 0 0 Division of Licensing 80/07/31 7pp 


8009060080 Forwards draft NUREa-0696. "Functional Criteria for 
Emergency Response Facilities “ CocKiients requested within 30 
days Proposed imp leatentat 1 on schedule for meeting criteria 
of NUREO-0696 and W/P NUREO 

EtSENHUT/OO Division of Licensing 90/08/01 119pp 


8009230052 Informs that eiemption from fee re licensing action 
associated w/TMI-S Lessons Learned is unjustified Previous 
determination ihould be disregarded Requested submittal 
should include proposed class of amend 
EISENMUT/D 0 Division of Licensing 90/08/07 60pp 


80091S0506 Forwards request for addl info from 1 icenseei based upon 
review of facility inservica testing program Requests 
meeting w/utll on B009S3-S4 

BOSNAK# R J Mechanical Engineering Branch 80/08/20 12pp 


8009240S93 Forwards "Mark 1 Containment Long-Term Program 6ER; 
Resolution of Generic Technical Activity A-?." NUREO-0661 
W/o end 

CRUTCHFIELD) D Operating Reactors Branch 4 80/0S/20 2pp 


8009150031 Advises that 800807 Change Request 91 to form new mgt 
organization is considered to have safety significance ft 
requires Class HI amend fee Requests that addl sum be 
remitted to NRC 

SIGOS/R M License Fee Management Branch BO/08/22 Ip 


9009110746 Notification of 800916 meeting w/SEP owners group to discuss 
NRC initial review it recommendations for site-specific 
ground response spectra 4 ounars group program plans for 
seismic functional qualification of Class IE equipment 
LEVIN) H A Division of Engineering 80/08/26 ip 


6009020360 Notifies that 800823 Tech Spec Change Request 91 does not 
alter basic responsibility of util re facility oparatlon 
Figure 621 cited as ref to proposed mgt reorganl latton 
FINFROCK) I H Uersey Central Power 4 Light Co 80/08/27 ip 


8009150046 Not! flea tton af 800909 )«eeting u/util In Bethesda)KO to 
difcuis pipe breaks outside containinent 

PAULSON) N A Operating Reactors Branch 5 80/09/02 Spp 


6009890143 Notification of 800926 meeting w/utlls 4 Kerr-McOee Cheffllcfl 
Corp in Bethesda>MD to discuss review 4 recommendatlans for 
site specific ground response spectra 4 program plans for 
seismic functional qualification of Class IE equipment 
ALLISON) 0 P Systematic Evaluation Program Branch 60/09/08 3pp 


6009260022 Notification of second rescheduling until 801003 for meeting 
u/SEP owners group 4 KMC# Inc to discuss NRC initial review 
of Site-specific ground response spectra 4 util program 
for seismic FunctJO'nai qualification of Class IC equipment 
ALLISON) 0 P Systematic Evaluation Program Branch 80/09/10 3pp 


8009190421 Forwards info re turbine disk intergritV) in ratponse to NRC 
600611 Itr Table re nominal water chemistry of condensate 
turbines end 

FINFROCK) I H Versoy Centra) Power 4 Light Co 80/09/15 I3pp 

8009220283 Forwards addl Class 3 amend fee) in response to NRC 800807 
FINFROCK) I R vlersey Central Power 4 Light Co 90/09/13 2pp 


6009290365 Requests changes to App A of License SPR-16 9ectlnf 1 0i 
3 S> 4 3 4 6 0 to Tech Specs will be revised 4 Sections 3 13 
t 4 13 will be added in response to NRC 800702 Itr re 
N8REO-OS76 Category A Items Certificate of Sve end 
FINFROCK) I R Jersey Central Power 4 Light Co 80/09/23 4pp 


—8009290369 Tech Spec changes for Sections 1 0)3 5)454634 addl 
Sections 3 13 & 4 13 te App A of License OPR-IA Clarifying 
shift technical advisor program 

* Jersey Central Power 4 Light Co 60/09/23 13pp 


6009300261 Responds to NRC 800903 Itr re TMl-2 Lessons Learned 
requirements Requests that implementation date of seme items 
be eitended Alternative schedules 4 justification for two 
items end 

FINFROCK) I R Jersey Central Power 4 Light Co 80/09/26 4pp 
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B009300270 Act receipt at SOO02? t tr re environ quel 1 flee ti on of 
lef etq~releteii electrical equipment Util is currentlv 
revieulng electrical (i mechanical equipment qualifications 
S( leill submit supporting info no later than SOtlOt 
FINFROCK. I R Jersey Central Pouer i Light Co 80/07/26 tp 


a Inspection reportsi IE Bulletins 6 correspondence 


a009100034 Forwards IE Insp Rept 50-217/80-11 on 800318-19 
Noncompliance noted 

CRIER) B H Region 1) Philadelphia) Office of the Director 
aO/07/OB 2pp 


‘0009100044 IE Insp Rept 90-219/80-11 on 800310-19 Noncompl iance noted 
failure to use engineering controls procedures t< to 
perform surveys in accordance U/10CF20 201(b) to assure 
compliance u/lOCPREO I0<a)(3> 

KNAPP>P J Region !> Ph 1 ladetph lai Fuel Facility ti Materials 
Safety Branch NIMITZ.R L Region 1. Philadelphia, Office of the 
Director 80/09/02 19pp 


80D9190I19 Forwards IE Insp Rept 50-219/80-20 on B00913-15 No 
noncompllance noted 

eKITH.O H Region 1, Philadelphia, Fuel Facility U Materials Safety 
Branch 00/07/14 2pp 


— 6009150124 IE Insp Rept 50-219/00-20 on 800513-IS No noncompliance 
noted Major areas inspected program for OC of analytical 
maasurimonts It performance on radiological analyses of 
split actual effluent samples 

BORES, R J Region 1, Philadelphia, Fuel Facility & Materials 
Safety Branch KOTTAN, J J Region 1, Philadelphia, Office of the 
Director BO/07/10 7pp 


□Q09090165 Ack receipt of 000610 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-2I9/BO-03 
ORIER, B. H Region 1, Philadelphia, Office of the Director 
00/07/28 Ip 


— BOO9O9O101 Responds to NRC 8C‘0919 Itr re violations noted in IE Insp 
Rept 90-219/00-03 Corrective actions breathing air fittings 
used for purposes other than radiation protection 
confiscated 

F INFROCK. I R Jersey Central Power & Light Co 00/06/10 6pp 


— 0009090160 Forwards IE Insp Rept 50-219/80-03 on 000121-29 notice of 
violation Details withheld (ref 10CFR2 790) 

ORIER, B H Region 1, Phi ladelph la, Office of the Director 
00/05/19 2pp 


— 8009090104 Notice of violation from insp on 800121-29 

« Region 1, Ph 1 ladelph ia. Office of the Director 60/04/02 3pp 


8009090189 IE Insp Rept 90-219/80-03 on 800121-25 Noncomp 1 iande noted 
failure to perform evaluation of radiation haiards, use 
respiratory protection equipment it label radioactive matl 
Pp IS-16 withheld (ref 10CFR2 790) 

NIMITZ.R L Region 1, Philadelphia, Office of the Director 
80/04/02 I7pp 


8009110509 Forwards IE Insp Rept 50-219/80-22 on 800602-06 No 
noncompl lance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/07/30 2pp 


— 9009110910 IE Insp Rept 50-219/80-22 on 000602-06 No noncompllance 
noted Major areas Inspected licensee action on previous 
f Indings, p ipt support ti restraint lys i> primary containment 
integrated teak rate test, 

CAPHTON, B L Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. REKITO.U A Region 1, Philadelphia, Office of the 
Director 80/07/29 ■ lOpp 


B009090235 Responde to IE Bulletin 79-03A No fusion welded stainless 
steel pipe Installed in any safety-related sys 
ROSB, 0, A Jersey Central Power it Light Co 80/08/01 Ip 


S009120I79 Responds to IE Bulletin 80-17 re failure of control rods to 
fully Insert during scram No significant amount of water 
detected Applicable procedures revised to Insure safety 
No action required re ATMS 

FINFRDCK, 1 R Jersey Central Power it Light Co 80/08/06 2pp 


8009230104 Responds to IE Bulletin 80-17, 8upp A, i-A, 9 Analysis showed 
adequacy of as-built scram discharge vols w/vent i< drain 
■ ys Mil analyses will bo performed it NRC will be provided 
cii/descrlptlon If deficiencies identified 

FIMFRQCK, I.R Jersey Central Power it Light Co BO/00/07 2pp 


0009090031 Responds to IE Bulletin 00-19, "Failures of Mercury-Wetted 
Matrii Relays In Reactor Protection Sys of Operating 
Nuclear Power Plants Designed by C-E " Facility does not 
utlliie mercury-wetted relays in safety-related equipment 
FINFRDCK, I R Jersey Central Power i Light Co 80/00/13 Ip 


0009030060 Forwards Revision 1 to IE Bulletin 60-19, "Failures of 
Mercury-Wetted Matric Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " (-Jritten 
response required 

GRIER, B H Region I, Ph 1 1 ad e 1 p h la , Office of the Director 
80/00/19 ip 


0009160510 Responds to Item B 1 of IE Bulletin 00-17, "Failure of 76 of 
189 Control Rods to Fully Insert During Bcram at BWR " 

Continuous waste level monitoring sys will not be 
installed by B00901 due to eitcnded lead time for matl 
FINFROCK, I R Jersey Central Power U Light Co 00/08/15 2pp 


8009120007 Forwards Suppl 3 to IE Bulletin 80-17, '‘Failure of Control 
Rods to Insert During Scram at BWR " Written response 
required 

ORIER, 0 H Region 1, Ph i lade I ph ia. Office of the Director 
80/00/22 I p 


0009190006 Forwards IE Circular 00-10, "lOCFHSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

ORIER, B H Region 1, Philadelphia, Office of the Director 
00/00/22 ip 


8009120229 Forwards IE Info Notice 60-31, "Malop eryt i on of Oould-Drown 
Boveri 480 Volt Type K-600S J K-DDM 6000 Circuit Breakers " 

No written response required 

ORIER, B H Region 1, Philadelphia, Office of the Director 
00/08/27 Ip 


8009230493 Forwards Revision t to IE Bulletin 79-26, “Boron Loss From 
BWR Control Blades " Written response required 
GRIER, B H Region t, Philadelphia, Office of the Director 
60/08/29 tp 


6009230782 Forwards IE Circular 80-21, "Regulation of Refuollng Crews " 
No written response required 

GRIER, B H Region 1, Philadelphia, Office of the Olrector 
00/09/10 )p 


0009240343 Forwards IE Info Notice 00-32, "Clar i f lea t i on of Certain 
Requirements for E»c lusive-Use Shipments of Radioactive 
Metis " No written response required 

ORIER.B M Region 1, Philadelphia, Office of the Director 
00/09/12 Ip 


8009300345 Ack receipt of full payment of civil penalties. in response 
to NRC 800708 Itr w/notlce of proposed imposition of civil 
penalties Corrective actions dpeumented in 000731 Itr will 
be e>amlned during future insp 

STELLO, V Office of Inspection tc Enforcement, Office ef the 
Director 00/09/17 )p 


R Periodic operating reports & related correspondence 


8009090360 Forwards Semiannual Rept 80-1, "Radioac tlve Effluent 
Rel eases, Jan-June 1960 " 

ROBS, D A Jersey Central Power S< Light Co 80/09/02 Ip 


--8009090371 Semiannual Rept 80-1, "Radioactive Effluent Re leases, Jan- 
June 1980 " 

a Jersey Central Power << Light Co 00/09/02 lOOpp 


8009230561 Forwards monthly operating rapt for Aug 1980 
ROSS, D A Jersey Central Power it Light Co 00/09/16 ip 


-8009230564 Monthly operating rept for Aug 1980 

MCCLAIN, C M Jersey Central Power Light Co 80/09/16 9pp 


S Reportable occurrences, LERs & related correspond enca 


0009090394 Forwards LER ao~033/03L-0, 

ROSS, D A Jersey Central Power & Light Co 80/08/14 ip 


■0009090381 LER aO-033/03L-0 on 900806, 24-h after reactor mode switch 
was placed in RUN, torus oxygen concentration found in excess 
of SK Caused by torus oiygen analyzer out of calibr (, 
reduced flow capability of nitrogen purge sys 
ROSS, D A Jersey Central Power 6 Light Co 00/00/20 4pp 
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8009020379 ForuariJs Manroutine Environ Operatina Rept 50-219/60-5 
FIN-ROCK, 1 R J*Tsei| Central Power t Light Co eO/QB/26 Ip 

— 8009020385 RO 50'217/e0-5 on 800908.09.11 L 12. during steadi; itate 
power. 10 dilution puinp trips occurred, fticeeding limiting 
condition per Tech Spec Caused by high lubricating oil temp 
due to loui cooling uater pressure 

Jersey Central Power U Light Co 00/08/26 2pp 

G009020392 Forwards Monroutine Environ Operating Rapt 50-219/80-6 
FIltFROCK, I H Jersey Central Power fc Light Co 80/08/26 Ip 

— 8009020398 Honroutlne Environ Operating Kept S0-219/B0-6 on 800811. at 
steady state power, condenser discharge temp exceeded 106 F 
Caused by shift in oie teorol og lea 1 conditions Load reduction 
initiated temp stabliliied 

» Jersey Central Power It Light Co 00/08/26 2pp 

8009050340 Nonroutine Environ Operating Rept 50-219/60-5 Total of ten 
dilution pump trips occurred between BOO8O0 B00812 Caused 
by high lubricating oil temp Evaluation completed for 
upgrading cooling water sys 

FINFROCK, I R Jersey Central Power it Light Co 80/06/26 8pp 


8009090351 Forwards LEfl 0O-O28/O3L-O 

HOSBrO A Jersey Central Power t< Light Co 80/08/28 Ip 

— 8009090365 LER 80-029/03L-0 on 800730. while performing monthly 
surveillance testing of reactor high presiure scram sensors. 
RE03C t RE03B were found to trip at lower than specified 
pressure values Caused by sensor repeatability 
RQSS.D A Jersey Central Power ti Light Co 80/08/28 3pp 


8009090333 Forwards LER eO-034/03L-0 

RDSS. D A Jersey Central Power t< Light Co 80/09/02 Ip 


— 8009090373 LES B0-O34/O3L-O on 800729. d up Ing surveillance teat of 
standby gas treatment sys t (BOTS 11. overload trip was 
eiperlanced on SOTS eshaust fan 1-8 Probable cause unusually 
high ambient temp around fan motor control cubicle 
RQSS.D A Jersey Central Power b Light Co 80/09/02 3pp 


8009160471 Forwards LER B0-O35/03L-O 

ROSS. D A Jersey Central Power b Light Co. 80/09/10 Ip 


— B009I60474 LER 80-035/03L~0 on 800814. during containment spray sys 
automatic actuation tcst.high dryuell pressure switches 
IP-ISA & rP-15D tripped at higher than specified setpoint 
of 2 psig Caused by instrument repeatability 
ROSS. D A Jersey Central Power it Light Co 80/09/10 3pp 


8009230481 Forwards LER S0~036/03L-0 

RQSS.D A Jersey Central Power L Light Co 80/09/15 Ip 


-B0092304B8 LER B0-O36/O3L-O. on 800815 it 16 stack releases were not 
continuously menltored due to failure of stack gas sample 
sys Caused by loose motor cooling fan on sample pump "B" 

Sample pump filter replaced L motor cciollng fan tightened 
RQSS.D A Carolina Power b Light Co 80/09/15 3pp 


39260440 Forwards LER GO-037/03L-0 

'INFROCK. E R Jerssy Central Power b Light Co 60/09/18 Ip 


3009260447 LER ao-037/03L-0 on B00B19 during standby gas treatment sys 
SOTS surveillance tes ti ng> S0T8 2 tripped Caused by 
misaligned welding lead run across tubing below duct tjelding 
lead realigned L functionally tested 

RQSS.D A Jersey Central Power i Light Co 60/09/10 3pp 


'300404 Monroutlne Environ Operating Rept 60-7 on 800901.02 £■ 04. 
Ur individual dilution pump trips occurred during which 
operative or reserve pump could not be started within 
RUired 15 minutes Caused by component failure 
NFROCK. 1 R Jersey Central Power it Light Ce BO/09/19 2pp 


300S22 Forwards LER BO-039/03L-0 

NFROCK. I.R Jersey Central Power li Light Co 80/09/25 3pp 


09300528 LER 80-039/03L-0 on 600-629. during low pressure main steam 
line Functional test ti calibrrRE23B t. 23D pressure switches 
actuated at valve above Tech Spec limits Casised by 
instrument repeatability Switches reset to desired limit 
CHOSHV. p J Jersey Central Power L Light Co 80/09/26 Ip 


300941 LER 80-Q31 has been cancelled. 

Jersey Central Power 1 Light Co 80/09/25. 2pp 


8009300364 Forwards LER 80-03e/03L-() 

FIrlFRDCK. I R Jersey Central Power 6 Light Co 80/09/25 3pp 


—8009300969 LER 80-03B/03L'0 on 800626. d or ing surveillance testing of 
reactor triple low water level sensors. RE18D tripped at 
level less conservative than Tech Spec limits Caused by 
sensor rep eatab i 1 ( t y Sensor reset within prescribed limits 
QUlNTEtJZi T E Jersey Central Power S. Light Co 00/09/25 Ip 


T Hearing transcripts on non-ant 1 trus t matters 


8009030162 Transcript of 600822 hearing before NJ Dept of Energy. Board 
□f Public Utils in Newark. NJ.re application for electric sve 
rate increase Pp 313-470 

e New Jersey. State of 80-/08/22 150pp 
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F Security, medical, emergency L fire protection plans 


800923018.1 Reguesls that all personnel be reminded of purpose of 
emergency natlflcation sys It health physics network Sys 
installed for govt use during emergency 

GRIER. D K Region 1. Philadelphia, Office of the Director 
80/08/22 3pp 


8009240515 Ack receipt of G00807 request for mod of fire protection 
implementation schedules Response amends App R rulemaking 
IPPOLITO. T A Operating Reactors Branch 2 80/09/15 3pp 


0 Ad judicatory correspondence 


8009220013 Forwards order requiring info supporting environ 
qua 1 if ica t ion of safety-related electrical equipment 
Rsquests submittal of Info by 801101, 

IPPOLITO, T A Operating Reactors Branch 2 80/08/29 2pp 


'8009220014 Order for mod of License DPR-63 to add info which fully 
responds to NRO request far info re environ qualification of 
safety-related electrical equipment Info should be submitted 
by 801101 

EISENHUT. D 0 Division of Licensing 80/08/29 6pp 


P Operating license stage documents ti correspondence 


6009110554 Supple NRG 800707 request for proposed Tach Specs changes rv 
scram discharge vnl vent U drain valves. (. reactor 
protection sys ti control rod block limit switch surveillance 
requirements Class III license fee to be submitted w/change 
EISENHUT. D 0 Division of Licensing 60/07/22 22pp 


8009020297 Submits interim criteria for shift staffing to all OL it CP 
licensees t. appl 1 can ts. p er NRC 600507 Itr Discusses 
administrative provisions for emergency it overtime work 
Development t implementation to be reviewed within 90 days 
EISENHUr.DO DIvlilon of Licensing 80/07/31 7pp 


8009080000 Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end H/o HUREO 

EISENHUT, D 0 Division of Licensing 00/08/01 I19pp 


8009230052 Informs that exemption from fee re licensing action 
associated w/TMI-2 Lessons Learned is unjostified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EISENHUT, D 0 Division of Licensing 80/08/07 60pp 


0009170389 Advises that two specific Event 5 valve configurations do 
not exist at facility par review of response to NRC 800223 
Itr "Primary Coolant Sys Pressure Isolation Valves." 
technical evaluaiJen rept end 

IPPOLITO, T A Operating Reactors Branch 2 80/08/08 3pp 


-“6009170402 "Primary Coolant Sys Pressure Isolation Valves." technlca 
evaluation rept 

NOELL.P N , STILWELL, T C Franklin Institute/Frank Hn Research 
Center NftC-03~79-l IB 80/07/21 5pp 


6009190758 Forwards NURE0-066l( “Mark I Containment Long-Term Program 
SER Resolution of Ooneric Technical Activity A-7 " Rapt 
dll cusses generic suppression pool hydrodynamic load 
def Inl t ion M/o enc I 

IPPOLITO. T A Operating Reactors Dranch 2 80/08/20 2pp 
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900'9190770 Summary of SOOBSi meeting u/util at plant aita re crack 
in reactor tldg uiall 

fOLH.P J Operating Reactors Oranch 2 00/00/26 4pp 


aOO910O547 Advises that response to NRC 791109 Itr re ECCS evaluation 
Riodals dealing u/fuel cladding swelling ft incidence of 
ruptvre is acceptable No further action necessary 
iPPOLlTOiT A Operating Reactors Branch 2 80/09/05 2pp 


8009240991 Ac k receipt of 800620 Itr re util commitment to meet NUREO- 
0970 Clarification Itr revising requirements t other TMl- 
ralated problems was forwarded in NRC 800905 Itr Notifies of 
000922 meeting to discuss TNI action plan 

IPPOLtTOiT A Operating Reactors Branch 2 80/09/09 2pp 


8009180340 Forwards application to amend License DPR-63< Chang ing Tech 
Specs Sections 3 6i 4 6 6 6 0 Fee end 

TNCHAS. E 8, LeDoeuf. Lamb. Ldby t< NacRae 80/09/17 2pp 


’8009180344 Application to amend License DPR-63> Chang ing Tech 0pecs 
Sections 3 6.4 6 & 6 0 re accident monitoring 
instrumentation t min shift crew composition 
DISE. D P> Niagara Mohawk Power Corp 80/09/16 2pp 


--5009180348 Proposed Tech Specs 3 6. 4 6 I- 6 0 re accident monitoring 
instrumentation I. min shift crew composition Supporting info 
end 

e Niagara Mohawk Power Corp 00/09/16 13pp 


8009260403 Submits supplemental response to NRC 800620 Itr re plant 
shielding design review per NURE0-0S78 Solenoids for air 
operated valves 201 2-03 ti 201 2-32 in N-2 purge sys will 
be relocated Original proposal impractical 
DISEiD P Niagara Mohawk Power Corp 80/09/17 ip 


0 Inspection reports. IE Bulletins 6 correspondence 


8009160240 Forwards IE Insp Rept 50-220/80-06 on 000623-27 No 
noncomp 1 lance noted 

MARTIN. W 0 Region I, Ph i ladelph ia. Safeguards Branch 80/07/24 
Spp 


—8009160242 IE Insp Rept SO-220/00-06 on 000623-27 No noncompliance 
noted Major areas inspected approved physical security plan, 
security program audit ft security organliation Details 
withheld <Tef 10CFR2 790) 

BAILEYrR J Region 1. Philadelphia. Office of the Director 
DELVINrO H Region 1. Philadelphia, Safeguards Branch 00/07/17 
Ip. 


9009220196 Forwards response to IE Bulletin 00-14. Items 1-6, re scram 
dump vol sys No instances of switch degradation identified 
Operating Procedure Nl-OP-5 revised to include logging 
requirement In case of valve inoperability 
LEMP0E8. T E Niagara Mohawk Power Corp 80/07/25 3pp 


8009090668 Responds to IE Bulletin 80-16 Investigations determined no 
transmitters Installed or to be installed w/specifled output 
Codes A or 0 

LEMPOESrT E Niagara Mohawk Power Corp 80/07/28 Ip 


9009120263 Feruards response to IE Dullatin 00-17, 8upp l.re control 
red scram sys. Item A Seram discharge vol sys w/assoe ia tod 
vant 6 drain sys are believed to be reliable it adequate to 
ensure safety, bated on series of analysts Affidavit end 
LEMPOES. T £ Niagara Mohawk Power Corp 80/08/07 iOpp 


9009030099 Forwards Revision 1 to IE Bulletin 00-19. "Failoret of 
Mercury-Welted Metric Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

CRIER. B.H Region 1. Philadelphia. Office of the Director 
80/03/15 Ip 


9009160508 Describes proposed mod to scram discharge vol vent It drain 
sys In response to IE Bulletin 60-l7.Suppl 1, item B 1 
Oedlcabed vent & drain line will be utilized to svc scram 
discharge vol Detailed description to be sent by 800901 
CEMPOESf T E Niagara Mohawk Power Corp 80/08/15 2pp 


B009160S13 Advises that. based on 000814 teleon w/NRC. e» tens ien granted 
until 800905 for util to address IE Bulletin 80-19. Item 3 fc 
submit written rept required by Item 6 
LEMPOES, T E Niagara Mohawk Power Corp 00/00/19 Ip 


8009120097 Forwards Suppl 3 to IE Bulletin 80-17, "Failure of Control 
Rods bo Insert During Scram at BWR " Written response 
raquired 

ORtERiB H Region 1, Philadelphia. Office of the Director 
80/08/22 ip 


8009100022 Forwards IE Circular B0-i6, "lOCPRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys “ No written response 
required 

GRIER. B K Region 1. Philadelphia. Office of the Director 
00/00/22 Ip 


8009090201 Responds to IE Bulletin 80-19. Revis i on 1. "Failures of 
Mercury-Wetted Matrii Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Relays are 
not used at facility 

LEMPOES, T E Niagara Mohawk Power Corp BO/08/27 ip 


8009120230 Forwards IE Info Notice 80-31. "Hal operat ion of Gould-Brown 
Dover i 400 Volt Typo K-600S 6 K-DON 600S Circuit Breakers " 

No written response required 

CRIER. B H Region 1. Phi ladel ph ia. Office of the Director 
00/00/27 Ip 


8009300622 Responds to IE Bulletin 00-19 No mercury-wetted relays 
installed at facility Eight manhours expended on bulletin 
LEMPOES, T E Niagara Mohawk Power Corp 00/08/27 ip 


8009090264 Responds to IE Bulletin 00-17, Suppl 2. "Failure of 76 of 183 
Control Rods to Fully Insert During Scram at BWR " Special 
Operating Procedures Nl-BOP-15, Mai func t ion of Control Drive 
Sys i Nl-0P5i Control Rod Driveline Sys were revised 
LEMPOES, T £ Niagara Mohawk Power Corp 00/08/29 3pp 


0009230495 Forwards Revision I to IE Bulletin 79-26, "Boron Loss From 
BWR Control Blades " Written response required 
GRIER, D H Region 1. Philadelphia, Office of the Director 
00/00/29 Ip 


8009230792 Forwards IE Circular 00-21, "Regulation of Refueling Crews “ 
No written response required 

drier, 8 H Region I, Philadelphia. Office of the Director 
00/09/10 Ip 


8009340346 Forwards IE Info Notice 80-32, “Clarification of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Matls " No written response required 

GRIER. B H Region 1, Philadelphia, Office of the Director 
00/09/12 Ip 


R Periodic operating reports t. related correspondence 


8009160213 Forwards “Radioactive Effluent Release Semiannual Rept. Jan- 
June 1900 “ 

ROMAN, T U Niagara Mohawk Power Carp 00/08/29 tp 


— 8009160214 “Radioactive Effluent Release Semiannual Rept. Uan-June 
1900 " 

4 Niagara Mohawk Power Corp 00/00/29 30pp 


8009150297 Forwards monthly operating rept for Aug 1900 narrative 
rept of operating sxpertenco for Aug 1900 b Uul, Aug. Sept (< 

Oct 1979 

LEMPOES. T E Niagara Mohawk Power Corp 80/09/00 3pp 


— S0091S0299 Monthly operating rept for Aug 1930 

ROMAN. T W Niagara Mohawk Power Corp BO/09/00 3pp 


8009290331 Forwards corrected monthly operating rept for Aug 1980 
LEMPOES. T E Niagara Mohawk Power Corp 80/09/17 Ip 


— 3009290332 Corrected monthly operating rept for Aug 1990 
« Niagara Mohawk Power Corp 00/09/17 Ip 


S Reportable oceurronces. LERs & related correspondence 


0009160460 Forwards LER 80-016/03L-0 

LEMPOES, T E Niagara Mohawk Power Corp 80/09/05 Ip 


•8009160467 LER 60-Ot6/03L-0 on 800000. during turbine anticipatory 
bypass reactor scram switches 02-13B i 0 surveillance 
setpoints found out of tolerance Caused by instrument drift 
Switches readjusted Monthly testing planned 
HARRISON, P Niagara Mohawk Power Corp 80/09/05 tp 


8009150265 Forwards LER 0O-O10/O3L-O 

LEMPOES. T E Niagara Mohawk Power Corp 80/09/00 ip 


•8009150266 LER 80-01B/03L-0 on 800009, during normal operation, 
emergency diesel generator 103 fuel oil day tank low level 
alarm was received Caused by inadvertent opening of day tank 
drain valve Tank refilled 011 valve sys locked 
HARRISQNrP Niagara Mohawk Power Corp 60/09/05 Spp 
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0009190268 forward* LER 00-019 /04r-O 

OARTLETT. >J Miajara Hohauk Power Corp 80/09/10 Ip 


--8009100270 LER 00-OI9/04T-0 «n 800827. dor ing NRC imp ak normal 
op srati an. d lec overcd removable bottom door tealt of outer 
door of realtor bldg track bag were not initalled properly 
Caused by personnel error 

H^PRIS0I^P Niagara Mebaul Power Cerp 00/09/09 2pp 


B009J00‘l9l Forward* LER 00-01 7/03L~0 

LEKPOES. T E Niagara Hobawk Power Corp 80/09/10 tp 


— B00930049S LER O0-OI7/O3L-O on 000822. during normal opera 1 1 on. « >C ess ive 
outboard seal mater leakage observed on Reactor Feeduater 
pump It Caused by normal seal degradation Haint perforated & 
pump returned to svc 

HARRlSOIf. P Niagara nohawt Power Corp 00/09/19 ip 


V Operator Ecareinat 1 ons 


8009120400 Forward* Administrative Procedures APN-lOA (c lOD.uhtch 
document licensed operator training & retraining programs 
No revision to training program 1* warranted 
DI3E.D P Niagara Mohawk Power Corp 00/09/09 Ip 


— 8009120413 Administrative Procedure APR-IOA. Re vision 2. "Training of 
Licensed Operator Candidates “ 

ROHAN. T H . PERKIN3.T J . DRYAMT, W K Niagara Hohauk Power Corp 
BO/O5/07 5pp 


-8009120417 Administrative Procedure APN-IOD. Revision 2. “Licensed NRC 
Operator Retraining “ 

nOHAtJ, T W . PERKINS. T J , ORVAMr, W N Niagara Mohawk Power Corp 
80/05/07 20pp 


CHE I 50-222 COLOMBIA RESEARCH REACTOR 


Inspection reports. IE Dulletlns U correspondence 


09120254 Responds to IE Dulletin 79-03A re longitudinal weld defects 
in 3A-312. Type 304 stainless steel pipe SA-312 piping used 
at facility satisfies criteria 8ys pressure-temp values 
lower than reducad allowable code 

NOVARRO. JP Long Island Lighting Co 80/08/04 2pp 


CKET 50-223 OMIV OF LOWELL flCSEARCH REACTOR 


Inspection reports. IE Bulletins 6 correspondence 


09240242 Forwards IE Info Notice 80-32. “Clarification of Certain 
Requirements for Esc 1 us Ive-Use Shipments of Radioactive 
Matls " Ho written response required 

CRIER, B H Region 1, Philadelphia. Office of the Director 
80/09/12 Jp 


TCKET 90-224 UNIV OF CALIFORNIA RESEARCH REACTOR 
Security, medical, emergency h fire protection plans 


>09020049 Forwards revised Page 15 of proposed security plan Plan 
withheld (ref 10CFR2 790) 

KAPLAN. S II California. Univ of. Berkeley 80/08/25 2pp 


Operating license stage documents 6 correspondence 


1009020040 Application for changes to Amend 2 of License R-IOl < al lowing 
possession of enriched 17 other than fuel elements, use of Pu- 
bcryllum sources for activities other than reactor operation 
(< Tech Spec changes re control rod drop times 
KAPLAN. 5 II California. Univ of. Berkeley 50/08/07 3pp 


80-09180905 Forwards assessment of conservative assuinptlans in 
•valuation of DBA. in retponso to 800717 request re Ofc of 
Policy Evaluatlo-n analysis Limiting dosa to thyroid 
probably conservative by at least three orders of magnitude 
DEMfON.II R Office of Nuclear Reactor Regulation. Director 
80/08/13 6pp 


DOCKET 50-225 HPI CRITICAL EXPERIMENT 


F Security, medical, emergency Ik fire protection plans 


8009020012 Forwards critical ciperiments facility security plan Plan 
withheld (ref 10CFR2 790) Telcon ul/P Trimble informed of 
shipment of eicess SNM to Oak Ridge, TN 

NELSON. P R Rensselaer Polytechnic Inst 80/08/22 Ip 


0 Inspection reporter IE Bulletins {< correspondence 


8009240234 Forwards IE Info Notice 80-32. "Clarif Icatton of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Hatls “ Ho written response required 

GRtERi B H Region 1. Phi lade Iph ia. Office of the Director 
80/09/12 Ip 


DOCKET 90-227 TRIOA THERMIONIC PROTOTYPE REACTOR 


P Operating license stage documents tt correspondence 


8009160583 Discusses projected fuel utilliation for Tarapur reactors 
Current supply of fuel in India Is adequate for four 
refuelings U would permit scheduled operation of TAPS II to 
Aug 1981 b TAPE I to Feb 1982 
PETERSON. K Commission 79/01/16 Opp 


DOCKET 50-237 DRESDEN NUCLEAR POUER STATION. UNIT 2 


F Security, medical, emergency & fire protection plans 


80092302B8 Requests that all personnel be reminded of purpose of 
emergency notification sys U health physics network Sys 
Installed for govt use during emergency 

KEPPLER. J 0 Region 3, Chicago, Office of the Director BO/OB/22 
3pp 


8009100376 Forwards review of util generating station emergency plan 1. 
draft Itr requesting addl Info t commitments from otll 
PAOANQ.F 0 Emergency Preparedness Licensing Branch 80/08/28 
5pp 


8009120453 Notifies that Comm Ed docs not wish to participate in 
proposed study re review of people-related problems In 
nuclear safeguards Responses would be mieleadlng, ref lecting 
inexperience t. short-term problems 
ABEL. J 8 Conmenwealth Edison Co BO/09/02 Ip 


0 Adjudicatory correspondence 


8009040200 Advises that, subsequent to discussions u/NRC & applicant. 
State of IL Second Amended Contentions 2. 3. 4. 3<B>. 6. 7. Ik 8 
are admissible Second Amended Contention 10 should be held 
until BOlOOi while security plan is ravloued by IL 
SEKULER.B N Illinois. Stats of 80/08/27 2pp 


— 8009040208 Notice of filing S< svc of second amended contentions 
SEKULER.S N . FAHNER. T C Illinois. State of 80/08/27 2pp 


— B00904021B Second amended contentions alleging absence of demonstrated 
need for spent fuel pool storage expansion Claims inadequacy 
of monitoring equipment fc inadequacy of assessment re rack 
corrosion Proof of svc end 

SEKULER.S N , FAHNER. T C Illinois. State of 80/00/27 6pp. 


6009110813 Memorandum tc order rejactlng Stats of IL 000827 Second 
Amended Contention 1 Directs util tt NRC to respond to ASLB 
question re status of spent fuel storage capacity Ruling on 
Second Amended Contention 10 held in abeyance until 801101. 
LITTLE. L U . RENICK, F J , MOLF, J F Atomic Safety and Licensing 
Board Panel 80/09/09, Spp 


8009300007 Notice of appearance in spent fuel pool mod proceeding 
Certificate of Svc end 

BARTH. C A Hearing Branch 3 00/09/26 2pp 


8009300045 Response to 800909 inquiry re app 1 Icab i 1 1 ty of Commission 
730916 policy statement, "intent to Prepare 0EI6 on 
Handling t Storage of Spent LUR Fuel " Not applicable due to 
Issuance of 6EIS in Aug 1979. Certi f icate of Svc end 
GODDARD. R J Hearing Branch 2 80/09/26 Spp 
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H Sensral correspondence 


6009(10218 Forwards response to 800728 Itr requesting assistance in 
answering constituent questions re nuclear power it effects 
of radiation 

OtRCKSi M J Office of the Eiecutive Director for Operations 
80/08/88 4pp 


F Operating license stage documents it correspondence 


7910110018 Notification of 790918 meeting w/utll in Qathesda^MD to 
discuss Impact of free standing liquid requirements for 
solid waste 

LOi R Environmental Evaluation Branch (Pro 7910301 79/09/17 2pp 


8009110354 Suppls NRC 800707 request for proposed Tech Specs changes re 
scram discharge vol vent &i drain valves, it reactor 
protection sgs 1< control rod block limit switch surveillance 
requirortienti Class III license fee to be submitted w/change 
EISENHUT. D 0 Division of tlcenslng 80/07/22 22pp 


8009020297 Submits interim criteria for shift staffing to all OL ti CP 
licensees ti applicants, per NRC 800S07 itr Discusses 
adml ntstrative provisions for emergency t overtime work 
Davilopment b Implementation to be reviewed within 90 days 
ElSENHgi. D 0 Division of Licensing 80/07/31 7pp 


0009080080 Forwards draft NURE(3-0696< "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed Implementation schedule for meeting criteria 
of NIJREO'0&96 end U/o NUREO 

EiaENHUT.D 0 Division of Licensing 80/08/01 1 19pp 


8009230052 Informs that exemption from fee re licensing action 
associated w/TtiI-2 Lessons Learned Is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EISENHUT. D 0 Division of Licensing 80/08/07 60pp 


6009020458 Forwards evaluation of util response to NRC 000223 request 
for info re primary coolant sgs pressure isolation valves 
Two specific Event S valve configurations do not exist at 
facilities 

CRUrCHFIELD. D Operating Reactors Branch S 80/08/12 3pp 


--8009020467 "Primary Coolant 3yi Pressure Isolation Valves." technical 
evaluation rept 

NOELL. P N . STILUELL.T C Franklin Institute/Franklin Research 
Canter. NRC-03-79-1 i8 80/07/21 5pp 


8009120279 Forwards evaluation of SEP Topic V-tl A. “Requirements for 
laolablon of High b Low Pressure 8ys. " to be used in 
integrated safety assessment Kay ba revised to reflect 
as-bullt cond it ions. design changes or NRC criteria mod 
CRUTCHFIELD. D Operating Reactors Branch 5 00/08/12 6pp 


8009120281 Forwards evaluation of SEP Topic Vtll-3 D. "DC Power Sys 
But Voltage Konttorlng &. Annunciation " Requests 
notification if as-bullt facility differs from licensing 

basts assumed in assessment 

CRUTCHFIELD. D Operating Reactors Branch 5 80/00/12 Spp 


9009180060 Forwards evaluation of SEP Topic III-IOA. "Thermal Overload 
Protection for Hotors of Motor Operated Valves " Assessment 
may ba ravited to reflect as-built cond i t ions. fac i 1 1 ty 
design changes or NRC criteria mod 

CRUTCHFIELD. D Operating Reactors Branch 5 80 / 08/12 6pp 


8009180312 Forhtards evaluation of SEP Topic Vt-10 B> “Shared Engineered 
Safety Features " Requests to be Informed if as-built 
facility differs from llcansijig basis 

CRUTCHFIELD. D Operating Reactors Branch S 00/00/12 10pp 


8009130401 Confirms BOOBll discussion re arranging 800821 meeting 
u/utll in Chicago. IL re facility cooling lake dike seepage 
b remedial action to be taken 

KEPPLER.U 0 Region 3. Chicago, Office of the Director 80/08/15 

Ip 


0009160216 Responds to 800616 itr re SEP Topic XV-16, "Radiological 
Consequancas of Small Lines Carrying Primary Coolant Outside 
Containment " Questions 1-4 addressed by end table 
entitled. "Smell Lines Penetrating Containment " 

JANECEK.R F. Commonwealth Edison Co 80/00/18 4pp 


0009180232 Forwards NURE0-066t. "Mark I Containment Long-Term Program 
8ER Resolution of Oeneric Technical Activity A-7 " Rept 
discuisik generic suppression pool hydrodynamic load 
definition W/o and 

IPP8LIT0.T A Operating Reactors Branch 2 00/00/20 3pp 


6009020103 Forwards NUTECH Rept COH-0708-03, “Evaluation of IQ-Inch 
Containment Isolation Valves for Dresden Statl an, Un i ts 2 b 3 
V Quad Cities Station. Uni ts 1 i 2. “ in response to NRC 
791022 b 23 Itrs re containment vent b purge valves 
JANFCER.R F Commonwealth Edison Co 60/08/22 Ip 


— 6009020111 "Evaluation of 18-Inch Containment Isolation Valves for 
Dresden Station, Uni ts 2 b 3 b Quad Cities Sta t i on. Uni ts 1 b 
2 " 

OCRDER, D A , DEARDORFF.P E , MARTIN. J D Nuclear technology. Inc 
(Nutech) C0M-070B-03 80/05/14 1 16pp 

8009030349 Forwards addl response re SEP environ qualification of 
electrical equipment, per NRC request 
JANECEt^i R Commonwealth Edison Co 00/08/22 41pp 


6009110746 Notification of 800916 meeting w/SEP owners group to discuss 
NRC initial review b recommendations for site-specific 
ground response spectra b owners group program plans for 
seismic functional qua 1 1 f Icat ion of Class IE equipment 
LEVIN, H A Division of Engineering 60/09/26 Ip 


0009120404 Forwards Attachments 1-5 to util 000630 Itr re facility 
electric distribution sys voltage adequacy Ltr 
Inadvertently transmitted w/o attachments 
JANECEK. R F Commonwealth Edison Co B0/08/2B 6pp 


8009110230 Requires submittal of ATMS emergency operating procedure for 
NRC review Generic analysis should confirm ATMS mitigation 
capability described in Vol 3 of NUREO-0460 Commission will 
determine required mods b implementation schedules 
TEDESCO.R L Assistant Director for Licensing 80/08/29 3pp 


8009240SSS Forwards final critique of 800619 SEP exercise Critique 
discusses problem areas identified during oierciae b 
presents corrective actions U/o critique 
DELOEORGE.L 0 Commonwealth Edison Co 60/08/29 Ip 


8009110376 Comments on NRC 000612 evaluation re SEP Topic V-S.RCPB 
Leakage Detection Info provided re air sampling syt.leak 
detection sys b reactor drain tank instrumentattan Plant is 
in compliance u/Reg Guide 1 45 

JANECEK. R F Commonwealth Edison Co 60/09/02 2pp 


0009090394 Forwards addl info re min critical configuration in support 
of 0OOS1S application to amend Licenses DPR-19i 23. 29 b 30. 
changing requirements for source range monitor count rates 
JANECEK.R F Commonwealth Edison Co 80/09/03 Spp 


0009180501 Forwards Amends 49,44.58 b 33 to Licenses DPR-19, DPR-25. 
DPR-29 b DPn-30. respect ively, safe ty evaluation b notice of 
issuance b availability 

IPP0LlTQi T A Operating Reactors Branch 2 80/09/08 2pp 


—8009100506 Amends 49,44,30 b 53 to Licenses DPR-19. DPR-23. DPR-29 b 
DPR~30. respec t Ively , revising Tech Specs to allow count rate 
on source range monitor channels below 3 counts per second 
when there are two or less fuel assemblies in quadrant 
IPPOLITO.T A. Operating Reactors Branch 4 80/07/06 22pp 


--8009100516 Safety evaluation supporting Amends 49.44,38 b S3 to 
Licenses DPR-19, DPR-2S, OPR-29 b OPR-30, respec t ivo 1 y 
« Office of Nuclear Reactor Regulation. Director 60/09/00 4pp 


— 8009160526 Notice of issuance b availability of Amends 49. 44.38 b 33 to 
Licenses DPR-19. DPR-25, DPR-29 b DPR-30, respec tlve ly 
IPPOLITO.T A Operating Reactors Branch 2 80/07/08 2pp 


0009290143 Notification of 800926 meeting w/utils b X,err-KcOee Chemical 
Corp in Oetheida.KD to discuss review b recommendatleni for 
site specific ground response spectra b program plans for 
seismic functional qualification of Class IE equipment 
ALLISON. D P Systematic Evaluation Program Branch 60/09/06 3pp 


8009260022 Notification of second rescheduling until 801003 for meeting 
w/SEP owners group b KMC. Inc to discuss NRC initial review 
of site-specific ground response spectra b util program 
for seismic functional qualification of Class IE equipment 
ALLtS(3N>D P Systematic Evaluation Program Branch 80/09/10 Spp 


0009230463 Forwards proposed Tech Spec changes re implementation of TMI 
Lessens Learned. Category A requirements, in response to NRC 
000702 request Dresden Unit 1 Tech Spec changes will be 
submitted 90 days prior to scheduled startup 
JANECEK, R F Commonwealth Edison Co 80/09/18 3pp 


— 0007230466 Proposed Tech Spec changes re Implementation of THr-2 
Lessons Learned Category A items 
e Commonwealth Edison Co 80/09/10 29pp 
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0O{]V2’3O29S Rr<^ussts add] ^0-90 daija iof revieu to determine uh ether 
ai-bui]t facilities differ frern basis ir MRC asiessment Addl 
tine uould allow for reproduction, dietr i bution it review 
raethads to function praperly 

JAifCCEKi R F Connonweel tJi Edison Co 00/09/19 Ip 


0009090013 Submits atidl response to IE Sulletin S0~t7> 'Tallure ot H 
of 105 Control Rods to Eully Insert During Seram at 0110 " 
Procedures have been developed to monitor scram discharge 
vot far residual water on dailg basis 
^fAU£CCKl R. F CommoDiuea 1 th Edison Co 80/OB/20 ip 


S009SA04&S Forwards Inst of Nuclear Pavtr Operations repti "Evaluation 
of Preiden Nuclear Power Station " 

LEE. B Coflmonuealtb Edison Co BO/09/23 ip 


"'B00?2&0d£B “Evaluation of Dresden Nuclear Power Station “ 

* Institute of Nuclear Power Operations £A 80-01 30/09/12 

40pp 


0 Inspiction reports. IE Bulletins t> correspondence 


0009040517 Forwards IE Bulletin 00-07. Supp] 1. "DUR Jet Pump Assemtlv 
Failure " Response required 

KEPPLER.J O Region 3, Chicago. Office of the Director 00/03/14 
Ip 


0OO9O4OA32 Provides addl response to IE Bulletin 00-17 Results of 
analysis of ATlfS w/o rec irculatjon pump trip encl Analyses 
required no deratings to remain heloui ivc level C Unit 
JANECEK.R F Cofflinoniirea 1 th Edison Co 00/07/14 6pp 


8009100143 Forwards IE Insp fiepts 50-010/80-12,50-237/80-12 t, 
30-249/00- li on 000609-0703 No non conpl lance noted 

HEISHMAN.R F Region 3. Chicago, fleactor Operations Nuclear Support 
Branch 80/07/23 2pp 


8009100140 IE tnsp Repts 50-010/80-12.50-237/00-12 «i 50-249/30-16 on 
SOD6D9-0703 No none oeip 1 lane e noted Naior areas inspected 
aperational safety verification. t< monthly maint t. 
surveillance observations 

SPESSflRD.H L . BARKER.d L . TDNOUE. T « Region 3, Chicago. Office 
of the Director 80/07/23 4pp 


0009020109 Responds to IE Bulletin 79-03A. "Long 1 tudlna 1 Weld Defects 
in ASne 3A-3I2, Type 304 Stainless Steel Pipe ” SA-312 pipe 
not present in operating plants Final conFErmatldn from 
suppliers anticipated by 8009IS re const plant piping sys 
NAU3HT0M.H F Coirmonueal th Edison Co 00/08/07 2pp 


0009170330 Forwards response to IE Bulletin 80-17. Suppl 1. "Failure of 
76 of 185 Control Rods to Fully Insert During Scram at SMB " 

Scram discharge vol piping, scram instrument vol piping 6 
drain piping meet requirements re downward pitch 
PEOPLES. D L CoPimonwea I th Edison Co 0O/OS/O7 4pp 


0009030231 Forwards Revision I to IE Bulletin 00-19, "Fal lures of 
Hercury-Wetted Katrit Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E '' Uritten 
response required 

KEPPLEB. J C Region 3, Chicago. Office of the Director SO/OS/15 


8009110345 Besponds to IE Bulletin 80-00. “Eram Of Containment Liner 
Penetration Melds. *' supp 1 rment Jng 800709 response Corrects 
Zion response re rings used for field circumferential butt 
weld Reviews accuracy of other statements 
A8EC.P vl S CoiiiTKinweai th Edison Co 00/00/(5 4pp 


8009110562 Responds to Suppl 1 te IE Bulletin 00-17. "Failure of 76 
of 185 Control Rods to Fully Insert During Scram at BWfl “ 

Util will not have epntinupus SDV water level monitoring sys 
Installed b functional by 000901 

JAh'eCEH.R F Cummonweal th Edison Ca 00/00/13 2pp 


8009130495 Forwards IE Info Notice 60-30. "Potential for Unacceptsill' 
Interaction Debtucen Control Rod Drive Scram Function J. 
Nonessential Control Air at Certain OE OMR Facilities " No 
specific action or response requested 

KEPPLER. ./ O Region 3. Chicago. Office af the Director 00/40/20 

Ip 


0009120060 Forwards Suppl 3 to IE Bulletin 00-17, "Failure of Control 
Rods to Insert During Scram at DMR " Uritten response 
required 

KEPPLERi J 0 Regimn 3. Chicago, Office of the Director 80/00/22 
IP 


8009100551 Forwards IE Circular 00-18. "lOCFRSO 59 Safety Evaluatleni 
for Changes bo Raduasta Treatment Sys " No written response 
required 

KEPPLERi vf O Region 3. Chicago, Office of the Director 00/00/23 

tp 


8009330094 Forwards IE Info Notlcs 00-31, "Kaloperation of Oould-Brcei 
Ooverl 400 Volt Type K-600S «< K-DON 6003 Circuit Breakers " 

Mo written response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 00/08/30 
Ip 


8009170411 Forwards response to IE Bulletin 80-lS re possible loss of 
emorgoncy notification sys ui/loss of offsite power Review 
revealed inoperability of Dresden sys Investigation being 
conducted Operating Order 26-80 changed 
JANACEK, R F Cammonuiea 1 th Edison Co 00/00/29 4pp 


0009100466 Responds to IE Bulletin 80-19 re failures of mercury-wettei 
matrix relays In reactor protective sys Identified relays 
are not used in facility No action required Twenty-four 
manhours expended on review 

RAUSCH, T J Commonwealth Edison Co 80/08/29 Ip 


0009230470 Forwards Revision 1 to IE Bulletin 79-26, "Boron Loti Fro« 
Dl/R Control Blades " Uritten response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director BO/OB/29 
Ip. 


8009170421 Responds to IE Bulletin 00-17. Suppl I, re failure of control 
rods to fully insert during scram at BMR Vent sys will 
provide reliable source of air during draining Sys will be 
steadily purged until mods Installed 
JANECEK.R F Commonwealth Edison Co 00/09/02 2pp 


8009260109 Forwards response to IE Bulletin B0-17i8uppl 3, "Fallur* of 
76 of 1G5 Control Rods to Fully Insert During Scram at BMR. “ 
Procoifure at Dresden 2 4, 3 changed to require immediate 
manual scram when air pressure reaches 60 psi 
RAUSOf, T J Commonwealth Edison Co 80/09/02 4pp 


8009230504 Responds to NRC 791213 request for addl info in response to 
IE Bulletin 79-02, "Pipe Support Base Plate Designs Using 
Concrete Expansion Anchor Bolts " Expansion anchor test 
results show installation df anchors acceptable 
UANECEK, R F Cooiinonweal th Edison Co, 80/09/05 t7pp 


0009240133 Forwards I£ Circular 00-21, "Regulation of Refueling Cresii “ 
No writben response required 

BEPPLEfl, J a Region 3. Chlcayo, Office of the Olreetor 80/09/10 
Ip 


8009160681 Submits supp 1 enentary response to IE Bulletin 00-03. 
'•Eiaai I nation of Containment Liner Penetration Helds," 
torrectiog statement made in DL Peoples 000709 Itr Further 
review not necessary 

ABCL.J S Commonwratth Edison Co 80/00/13 4pp 


BD09260395 Forwards IE Insp Repts SO-OIO/80-13, S0-237/go-14 & 
50-249/00-18 on 000707-0001 L notice of violation 

HE I SUN A N, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/08/18 2pp 


-6009260399 Notice of violation from insp on 800707-0801, 

* Region 3, Chicago, Office of the Director BO/QS/IS Ip 


8009300200 Forwards response to IE Bulletin 00-20 No Westinghouse 
Type k'-2 control switches are used in safety-related sys at 
Dresden, Quad Cities & LaSalle County Responses for Zion t< 

Byron are encl 

RAUSCH, T J Commonwealth Edison Co 80/09/15 6pp 


R Fcrlodlc operating reports ir related correspondence 


0009030456 Forwards semiannual rept of radiaactlve effluent discharge* 
t solid ratfwaste, for Jan-./uiie 1900 
SCOTT, 0 ■J Commonwealth Edison Co 80/00/20 Ip 


-0009260404 IE Insp Repts 30-0 10 /eo- 13, 50-237/80-14 j, 50-249/80-10 
0OD7O7-O8O1 Noncomp 1 lance noted failure of licensed 
operators to Veep themselves cogntxant ef design changes 
8AR«Efl,J L . STREETER. J F . SPESSARD.B L Region 3. Chicaga, 
Office of the Director 80/00/18 llpp 


--8009030467 Semiannual rept of radioactive effluent discharges S' sellf 
radwaste.for i/an-Jvne I960 
* Commonuiea 1 1 h Edison Co 60/08/20 15pp 


8009230713 Forwards monthly operating repts for Aug 1980 
SCOTT, 0 tf Cooimonweal th Edison Co 80/09/12 ip 


DOCKETED ITEMS 
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"0009230780 Monthly operating repts for Aug 1900 

CIESZKIEtlICZ. 0 Commonuealth Edison Co 00/09/03 ISpp 


S Reportable occurrencesp LERs i related correspondence 


8009030509 Forwards LER 8O-O20/O3L-O 

SCOTTi D J Commonwealth Edison Co 80/00/14 fp 


— 6009030Slit LER a0-028/03L-0 on 0007871 during test of control rod 
driveline C-1 1> overtravel alarm came up rod position 
indication was lost Caused by detachment of inner filter 
Driveline C-11 will be replaced at next refueling outage 
HOLLANDi P Commonwealth Edison Co 00/08/ IS Ip 


6009020301 Forwards LER 80-029/03L-0 

SCOTT) 0 J Commonwealth Edison Co 00/00/10 Ip 


— 0009020380 LER 0O-O29/O3L-O on 800728) during normal operation) water 
faund leaking from weld on instrument line off Rx water 
cleanup sys Caused by thermal cracking due to Insufficient 
clearance on weld socket Weld partially ground out 
CIE3ZKIEW1CZ. 0 Commonwealth Edison Co 80/00/18 Ip 


8009230i7A Forwards LER 80-030 /03L-0 

SCOTT) 0 J Commonwealth Edison Co 00/09/ IS Ip 


--8009230697 LER 0O-O3O/O3L-O on 8 OOOI 81 2A LPCI pump mechanical seal 
leaked during torus cooling operations Caused by dirt 
between sealing surfaces Pump seal replaced & tested 
ZIRMAS)K Commonwealth Edison Co 00/09/1$ 2pp 


8009300469 Forwards LER 00-031 /03L-0 

SCOTT) 0 J Commonwealth Edison Co 00/09/19 Ip 


— B009300473 LER B0-O31/03L-0' on 800827) d i esel driven fire pump 
overheated t( unavailable for longer than 7-day limit 
Overheating caused by faulty cooling water heat exchanger 
Heat exchagner replaced Np further evidence of overheating 
KORCHTHSKY) M Commonwealth Edison Co 80/09/19 Ip 


8009300472 Forwards LER 80-032/03L-0 

SCOTTiOJ Commonwealth Edison Co 80/09/25 Ip 


— B009300478 LER 0O-O32/O3L-O on 800829) dur ing QA aud i tj d isc overed that 
diesel fuel tank samples were not being taken on monthly 
basis Caused by lack of definibion on surveillance sheet 
Sheets revised to Include sampling frequency 
KOfiCHyNSKV) M Commonwealth Edison Co 80/09/19 ip 


T Hearing transcripts on non-ant i trust matters 


8009100004 Transcript of 000819 prehearing conference in Chicago) IL 
Pp 1-72 

• Atomic Safety and Licensing Ooard Panel 00/00/19 7Spp 


V Operator Examinations 


SOO93OO207 Forwards preliminary topical putllnes of proposed modules 
on thermal hydraulics it core demage mitigation to be 
included in revised reactor operator training program per 
600328 request 

NAUOHTONiW F Commonwealth Edison Co 80/09/19 7pp 


DOCKET 90-243 OREOQN STATE ONIV REBEAR CH REACTOR 


F Security) madicali emergency li fire protection plans 


0009300184 Submits info supporting amend to physical security plan Info 
withheld <ref 10CFR2 7901 

HANO)C H . SMITH) C V Ohio State Univ 80/09/19 4pp 


R Periodic operating reports tt related correspondence 


8009300192 Forwards "OR State Lfniv TRIOA Reactor Annual Rapt" for 
Jul 1979-June 1900 

HANO.C H Ohio State Univ 80/09/08 ip 


— B009300197 "OR State Univ TRIOA Reactor Annual Rept" for Jul 1979-JunB 
1900 

ANDERSON) T V 1 JOHNSON, A 0 , BENNETT, S L Ohio State Univ 
aO/oa/31 t21pp 


DOCKET 50-244 ROBERT EMMET OINNA NUCLEAR PLANT, UNIT 1 


F Security, medleali emergency 4 fire protection plans 


8009190655 Forwards suppl to 800214 Itr re vital area analysis results 
iw/llst of vital areas 4 equipment Requests review of 
security plan to assure adequate protection of vital areas 4 
eq^uipment Enel withheld (ref tOCFR2 7901 

CRUTCHFIELD, D Operating Reactors Branch 5 80/00/22 |p 


B009230i96 Requests that all personnel be reminded of purpose of 
emergency notification sys 4 health physics network Sys 
Installed for govt use during emergency 

ORIERtB H Region 1, Philadelphia, Office of the Director 
60/00/22 3pp 


8009160317 Forwards info re security plan Plan withheld (ref 
tOCFR2 7901 

(yHtTE,L D Rochester Oas 4 Electric Corp 00/09/10 2pp 


G Adjudicatory correspondence 


0009300247 Forwards order for mod of llcensei requi r ing info to support 
environ qualification of safety-related electrical 
equipment Briefings were held w/all interested licensees 
during uk of 600717 

CRUTCHFIELD, D Operating Reactors Branch S 80/08/29 2pp 


— 8(509300251 Order for mod of License DPR-IO, reqoir ing info to support 
environ qua 1 1 f ication of safety-related electrical 
equipment 

EISENHUTiD 9 Division of Licensing 60/00/29 6 pp 


P Operating license stage documents 4 correspondence 


600917029S Forwards "Piping Stress Analysis Rspt)RHR Sys, Section 2S0 " 
Analysis results 4 support loads rofleet layout arrangement 
shown on end Isometric C-30I-3S4, Sheet 1, Revision D Any 
mods to layout of sys will warrant reanalysis of piping sys 
NOUN.F Uestinghouse Electric Corp 00/07/10 Ip 


--BOO9170296 "Piping Stress Analysis Rept.RHR Sys, Section 2S0 " 
NOrC . MASSIE.H A , LOCEFF, F Hestinghouse Electric Corp 
8DTAR-0O-O5-O5 00/07/31 0Opp 


8009170290 Forwerds "RE Oinna Nuclear Power Plant, Seismic Upgrading 
Program Piping Stress Ana lys is, Main Steam Sys, Section 200 " 

Minor design changes or const mods will generally not affect 

stress results 4 support recommendations 

NOON, F Hestinghouse Electric Corp 80/07/19 2pp 


--B00917030I "RE Oinna Nuclear Power Plant, Seismic Upgrading Program 
Piping Stress Ana lys is, Ma in Steam 8 yS) 6 ection 200 " Main 
steam containment drawing end 

MASSIE, U A , OREYER.E P . LOCEFF, F Uestlnghouse Electric Corp 
SDTAR-B0-05-Oa 80/07/31 i-iapp 


0009170312 Forwards "Piping Stress Analysis Rspt,nHR 8 yf)SectiO’n 200 " 
Analysis results 4 support loads reflect layout arrangement 
shown In end Isometric 0-301-354, Sheet 1, Revision 0 Any 
mods to layout will warrant reanalysis of piping sys 
NOON.F Nestitighouse Electric Corp 80/07/10 Ip 


--8009170314 "Piping Stress Analysis ReptiRHR Sys, Section 200 " 
MASBIE.U A , NOrC , LOCEFF, F Uestlnghouse Electric Corp 
SDTAR-80-05-03 80/07/31 l3Bpp 


0009020297 Submits interim criteria for shift staffing to all QL 4 CP 
licansees 4. appl Icants, per NRC 600507 Itr Discusses 
admlnistratl ve provisions for emergency 4 overtime work 
Development 4 implementation to be reviewed within 90 days 
EISENHUT.DO DivI slon of Licensing 80/07/31 7pp 


0OO9OBOOBO Forwards draft NUREG-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed Implsmentation schedule for meeting criteria 
of r(URE0-0696 end U/o NUREO 

EISENHUT.D 0 Division of Licensing 80/00/01, n9pp 


0009230052 Informs that exemption from fee re licensing action 
associated u/TMI-2 Lessons Learned Is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EISENHUT.D 0 Olvis ion of Licensing 00/08/07 60pp. 
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8009’1907‘?'4 Forward* ravis»4 Waotinjhoutc STS 3 9 8 2’»3 9 tO t Basst 
3/4 9 8 1. 3/4 9 10 to rtiiuir* 23 of watar ovar top of 
raactor preaaora vaasal flatija during (oovaaipnt of fual 
a*«aatlia* or control rods Hrlttan retpon** renulrod 
ftOVAKi T K Astittant Oiractor for Operating Reactor* 30/08/15 
Ip 


— 0009190817 Reviled Kastinghouia STS 3 9 S 2.3 9 10 «. Bases 3/4 9 0 t« 
3/4 9 10 requiring 23 ft of water over top of reactor 
prasiure vestal flange during movenient of fuel assenitlles or 
control rods 

a Assistant Btrector for Operating Reactors 80/0&/23 21pp 


8009230757 Forwards current SEP Topics 3—10 A. 0—7 C liA— 7 F l» 3-3 D 
Aisessnents compare facilttv w/corrent hflC licensing 
criteria Requests proposed Tech Spec change to prevent 
transfer of all four instruaent buses to sane source 
CRUICHFIELD.D Operating Reactors Branch 5 80/00/20 22pp 


8009020021. Motif let that revised definition of "operable" should not be 
incorporated into Tech Specs w/o adding corresponding action 
statements Revision nag he deferred for incorporation 
u/further Tech Spec changes 

UHtTE.L a Rochester Oes & Electric Corp 00/08/25 2pp 


80(}9tl074h Motif ication of 80091h meeting w/BEP owners group to discus* 
NRC initial review t> r ecomnendetions for site-specific 
ground response tpectra U owners group progren plan* for 
lalsnic functional qualification of Class IE equipmnt 
LEi/EM.Ii A Division of Engineering B0/08/2& Ip 


B009030494 Submits info confirming that util meets requirements for THI 
Lessons Learned requirement. 1 ten 2 i 9 b re increased range 
of radiation monitors Literature describing nonltors en* 1 
for review 

UHITE.L D Rochester Car & Electric Corp 00/08/27 Spp 


6009030545 Discusses tast action plan re asgometrlc LQCA loads 
Specified repts support conclusion that under worst 
c onh i na t i on of loadings. including S8E ef facts, rea 1 i s tical 1 g 
postulated flaw will not cause guillotine breet 
UHITE.L 0 Rochester fias L Electric Corp 80/08/27 2pp 


909030485 Submits info describing current status & schedules re 
anchorage Ic support of safety-related electrical equipment 
fHITE.L D Rochester Cas b Electric Corp 60/08/28 2pp 


19040413 Forwards application for amend to License DPR-IB consisting 
if changes to Tech Specs for control rod ffliselignocnt 
'ertificate of sve end 

r'ARON.R S LeBoeuf. Lamb. Lelby tc HacRae 60/09/03 4pp 


-8009040414 Application for amend to License DPR-IS consisting of 
Tech Specs changes re control rod nisellgnment 
UHITE.L D Rochester Oas & Electric Corp 30/0B/29 2pp 


B0091A0539 Forwards stress repts for A RHRLB mainstream piping inside 
containment Analytes are part of seismic upgrade program 
L incorporate several proposed piping ays mods Analyses do 
not represent current as-built plant configuration U/enel 
UHITE.L 0 Rochester Sas b Electric Corp 80/09/09 Ip 


6009170303 Application for amend to License DPR~18. add Ing requirements 
for undervoltage protection 

UHITE.L D Rochester Oat t. Electric Corp 80/09/0? 3pp 


— 8009170306 Proposed Tech Spec Pages 3 S-4a & 4 1-7 replacing end Pag 
2 3-4 through 2 3-10 re undervoltage protection Submitted 
as Amend 14 to License DPR-t8 Util safety evaluation end 
* Rochester Oas L Electric Carp 80/09/09 12pp 


8009260022 Motification of second rescheduling until 801003 for meeting 
w/SEP owners group L KMC. Inc to discuss NRC initial review 
of site-specific ground response spectra h util program 
for seismic functional qualification of Class IE equipment 
ALLISOM. D P Systematic Evaluation Program Branch 80/09/10 3pp 


8009J003&S Forwards comments on NUREO-0696. "Functional Criteria for 
Emergency Response Facilities " Detailed criteria require 
revision to provide more effective L cost-effective sys 
UHITE.L D Rochester Oas «. Electric Corp 80/09/19 I3pp 


O Inspection reports. IE Bulletins L correspondence 


6009160320 Forwards IE Insp Rept SO-244/80-07 consisting of 800515 
meeting in Ontario. NY 

CRIER.B H Region 1. Ph 1 ladelph la. Office of the Director 
00/07/26 2pp 


— 8009160223 IE Insp Rept 50-244/80-07. consisting of 800919 mi ft ing in 
Ontario. NY Areas addressed regulatory performance 
OOHMSQN. 0 F . KI8TER. H D Region 1. Philadelphia. Office of the 
Director 80/07/22 6pf 


8009220326 Responds to IE Bulletin 80-i6 re potential misapplication ef 
pressure transmitters Rossmount 1191 L 1152 pressure 
transmitters not used or planned for uss in safety-related 
areas 

SADDOCKi H 0 Rochester Oas L Electric Carp 60/07/27 Ip 


8009110435 Suppis response to IE Bullstln 79-03A Lists fittings on 
safety-related stainless steel sys Calculated wall thickness 
based on IDOX code altoiaable stress 

UHITEjL D Rochester Oas Li Electric Corp 00/08/09 8pp 


8007030090 Forwards Revision I to IE Bulletin 80-19. "Failures of 
Kercury-Uetted Matrix Relays in Rsactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E “ Urltten 
response required 

-ORIER.B li Region 1. Philadelphia. Office of the Director 
60/08/ 19 ip 


•8009040415 Revised Tech Specs 3 5. 3. 10 h 4 1 for control rod position 
indication sys 

♦ Rochester Ois «. Electric Corp 80/00/29. i7pp 


6009090513 Responds to NRC 000811 request for Info re generic review of 
degraded grid voltage All 1 ow-vol tage. 125-volt ac Class IE 
buses arc supplied from either uninterruptable power source 
or regulated 480/ 1 25-volt transformers. 

UHITE.L D Rochester Gas h Electric Corp 80/69/03 Ip. 


8069240IB6 Ack receipt of 800807 itr informing NRC of steps teken to 
correct violations noted In IE Insp Rept SO-244/80-06 
SMITH.D H Region 1. Philadelphia. Fuel Facility It Materials Safety 
Branch 60/08/1? Ip 


— 6009240192 fttsponds to NRC 800717 Itr re violations noted in IE Insp 
Rept 90-244/80-06. Corrective actions procedurs sstabllshsd 
to obtain permission to deviate from radiation work permit 
UHITE.L D Rochester Gas It Electric Corp 80/08/07 3pp 


009090377 Forwards inssrvice pump L valve tasting program for dan 
1981 - Dec 1990. App C to OA isanva! 

UHITE.L 0 Rochester Oas k Electric Corp 80/07/04. Ip. 


09090382 Inservlce pump L valve testing program for Jan 1901 - Dec 
970. App C to OA manual 

iNDERSOM. C R Rochester Gas b Electric Corp BO/09/02 2app 


—8009240196 Forwards IE Insp Rept 50-244/80-06 on 800429-0502 b notice 
of violation 

SMITH. 0 H Region 1. Ph 1 ladelph la. Fuel Facility & Materials 
Safety Branch 80/07/17 2pp 


— 8009240200 Notice of violation from insp on 800429-0502 

s Region 1. Ph i lade Iph iar Office of the Director 80/07/14 Ip 


J90S5I Advises that response to HRC 800702 Itr. requesting submittal 
license amend application incorporating model Tech Specs 
c TM[ Lessons Learned Category A Items will not be 
co.splrted until late Qct 19B0 

UHITE.L D Rochester Oas b Electric Corp 80/09/05 ip 


3009290143 Notification of 800926 msetlng w/utlls tc Korr-McOoe 
Corp in Bethesda.MD to discuss rcvliw t< recommendations for 
sits specific ground response spectra St program plans for 
leiinic functional quallf icatlon «f Class IE equipment 
ALLISON. 0 P. Systenatic Evaluation Program Branch B0/G9/0B 


Cheml cal 


3pp 


-B009240209 IE Insp Rept 50-244/80-06 on 800429-0502 Noncompl ianct 
no-ted" Eal 1 ure to fotloui radiation protection procedures in 
accordance w/Toch Spec 6 11 b Intentionally handling 
contaminated matl w/o protective gloves. 

KNAPP* P J Region 1. Philadelphle. Fuel Facility b Materials 
Safety Branch SERABIN.d A Region 1. Ph 1 ladelph ia. □ffics of the 
Director 00/07/14 13pp 


0009180050 Forwards IE Circular 00-18. "10CFR50 59 Safety Evaluations 
for Changes to Raduiaste Treatment Sys " No written response 
required. 

GRIER. 8.K Region 1. Phi ladelphla. Office of the Director 
80/08/22. Ip 


DOCKETED ITEMS 


80091S0343 Toruards IE Info Notice 60-31i "Ma loperation of Oould-Qrouin 
Sovarl 480 Volt Tgpe K-600S L K-DON 6003 Circuit Brealers “ 

No written response required 

0RtER>B M Region li Philadelphia! Office of the Director 
80/08/27 Ip 




i re proesaurp v « - - — — - hnfv/s i 

electing componont p»r noOA r 

,DG nivlslon of Licensing 


«Pi> 


6009240048 Forwards IE Circular 30-21i "Regulation of Refueling Crews 
No written response required 

ORIERi B H Region 1> Philadelphia! Office of the Director 
90/09/10 Ip 


8009020297 Submits interim criteria fo-r shift staffing t“ all III 
T°enree. 1 . appricants-p.r Nf.C 000807 Ur , 

admlntstratcve provisions F"' . 

Development & l mp 1 enren t all an t o be ‘ J /.o 




6009170311 Submits info re steam generator Imp program in response to 
NRC 6C070S request Multifrequencg eddv current esam will be 
performed on lOOK of inlet tubes including first support 
plate intersection in A & B steam generatprs bq 801101 
WHITE/L D Rochester Oas t< Electric Corp 80/09/12 Ip 


eooooaooao Forwards draft NUREO 0696, ^ ‘ ^ ‘ ' f ! ,! * 

Em.rgencu Response Tacilltles ■•Comment. ' 

daqs Proposed imp I emon t o 1 1 on schedule forwe»U'>q cilleila 
of NUREO-0696 end W/o flUNEO 










3009240361 Forwards I£ Info Notice BO-SS, "C 1 ar i f i cat i on of Certain 
Requirements for Esc lus ( ve-Use Ehipments of Radioactive 
ffatls •■ No written response required 

ORIERr B H Region 1, Philadelphia. Office of the Director 
80/09/12 if 


6009150709 Forwarda agenda of OOOH21 meeting at util ofci tu dtsi 
assessment of regolatorg performance . . ^ 

ORIERtD H Region li Ph i la-Jo I p h I a i Hfflce df tlie Dliectur 
60/03/04 app 


R Periodic operating reports 8c related correspondence 


3009160265 Forwards semiannual radioactive effluent rept for vlan-^viune 
1980 

WHITE, L D Rochester Oas 6 Electric Corp SO/00/29 Ip 


— 8009100272 Semiannual radioactive effluent release rept for Jan-Jutie 
1980 

e Rochester Gas 4 Electric Corp 80/00/29 5pp 


8009230053 Informs that osomptlon from fee re 1 Iteming aitiiin 
associated w/TMI-'E Lassona Learned le unjustlfm'l Rievleus 
determtrvatlon should be ill s regarded Hequesleif sobmillal 
should include propoeed class of amend 

EISENHUt, D 0 Division of Licensitig II0/0H'/<1/ hOpp 


6009020311 Bubraiti echedule for 3 montlii of intnim rellahllllu 
Bvaluatian prog ram, anno tated to high light potential NRll 
participation Anticipated start date scheduled for I1()0VI*> 
EISEHHUT.D'O Division of Llcenltlig f)0/03/l» dpp 


S Reportable occurrences, UERs t< related correspondence 


8009020346 Forwards updated LER 79'015/OlX-I 

WHITE. L D Rochester Oas 6 Electric Corp 80/08/25 Ip 


•8009020351 Updated LER 79-01 S/01 X-1 on 790724, during piping sgs insp 
per IE Bulletin 79-14, found pipe supports not installed per 
Tech Specs Caused bg lack of documented approval* for field 
cAanges Pipe supports reworlted to establish acceptab 1 1 i tg 
HUTTON, J C Rochester Oas & Electric Corp 60/OB/2S llpp 


V Operator Examinations 


80090S0274 Forwards “Operator Requal 1 f lea t t on Program," Procedure 
A~102 14, Revision 3, in response to MftC 600328 Itr 
WHITE, L D Rochester Gas 8- Electric Corp 80/08/22 Ip 


— 80O9O5O27B "Operator Requal If icatlon Program," Procedure A-*l{>2 14, 
Revision 3 

* Rochester Oas I< Electric Corp 80/05/21 14pp 


8009020006 Forwards documentation of Implementation of NRC 600026 
suggestions re operator licensing requirements Shift manninq 
requirements, resulting from TMI action plan, will be 
resppnded to in separate Itr 

WHITE/ L D Rochester Oas ft Electric Corp 80/03/25 4pp 


B0091004S4 Advises that mg t raeelkrd w/tVRC in llprliO/CT hae been 
rescheduled for 800911 Agenda ere I 

ORIEft.D H Region 1. Philadelphia, CJCflct of lf<e DireKiiir 

80/06/20 2pp 


6009240596 Forwards "Mark 1 Containment long-term Program UMt, 
Rasolutlon of Oeneric Technical Activiiq A-V “ HUItlO'OAAl 
Vl/t> end 

CRUTCHFIELD, D Operating Reactnre Tlranch 4 60/00/20 5lpp 


6009020266 6ubtnlti info superseding 79I2^II b (K)05lf< iMfn re >01 J 
Bhort-Term Lessdne Ivearned i aip 1 emen t at I on of Item *' J Aft, 
shielding design review mods 

COUNSIL/M Q , FEC/H F Northeast Nuclear C.iicrqii Co, tsi/bft o' 
Northeast UllLitles) 60/06/29 Spp 


□009110746 Not 1 f ICa t i on of 000916 meeting w/l5I.f’ (iwners griiiip In d 4 
NRC initial revleof 6- r ec oiiunend at J a(i i fni » I !«■ t p ac I # I s 
ground reipo-nte spectra ft ouners group prugram plans fm 
seiemic functional qua 1 1 f 1 ca t I on of Class l(, equipment 
LEVIN, H A Division of Englneeiing (lOZ-OO/SA tp 


6009030370 Advises that ul 1 ) <vJ i 1 nol meet deadline Ion Imp I esiinta 
of NUREO-0970 raqulremoMts re emergentg pruLednres ft. 
retraining for accident* ft Iransienti tlRC feedbact nfteded 
COUNSIft,!/ O Connecticut Vanlee Atumic Power Co ClIHNilll .W V 
Northeast Nuclear Energy Co (subs of Northeast Utlltlied 
60/08/26 2pg 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT I 
F Security, medical, emergency ft fire protection plans 


80082BOOS6 Notification of 800819.20 ft 22 uorlcshops in Valley Forge, PA, 
Chicago, tft ft At Ian ta, OA, r espec t Jvel y, to solicit public 
comment re NUREG-0696, "Functional Critaria for Emergencu 
Response Facilities " 

GRIER, B H Region 1, Ph 1 ladslph la. Office of the Director 
GO/OB/11 2pp 


8009230180 Requests that all personnel be reminded of purpose of 
emergency notification lyi ft heal tft physics network Sqs 
Installed for govt use during emergency 

GRIER, B H Region I. Philadelphia, Office of the Director 
BO/OB/22 3pp. 


P Operating license stage documents ft correspondence 


3009110249 Informs of d 1 sc repanc < *e batwhen facnily ft llsriitiiie 
used in GEP Topic 111-4, "Cleclrtcal Ptnetratlooe of ll«e, lor 
Containment Util concludes that sulij penelra 1 1 arii msel 
current requirement* design cliaiige ft lannoil 

CCUNaiLfH P..’ ^ Northeast Nuclear Liiergu Co <<ubs ol 

Northeast Utmtiesl OO/OQ/aV Upp ^ 


6009190434 Forwards addl Info re PKP Topic lll-A re eeltmu eeilgi, 
revleu per NRC request Overslie enc 1 * IncJude general * 

arrangemant drawings for turbine fc Idg, battery Uvargjr 

COUMaiL‘u Q '’*FEe‘u ^' control rod drive I me 




Dioaa, R M License Fee Management llranch 60/09/02 ip 


8009U05S4 Buppls NRC 000707 request for proposed Tech Specs changes re 
scram discharge vol vent 4 ilriln valves, 4 reactor 
profcfc^ion »yt control rod block limit «uiltch turvtilljinco 
license fee to be submitted w/change 
EISENHUT, 0 G Division Of Licensing 00/07/22 22pp 


Spec changes to snabi, full cor. .fa ‘OU »Hfl »• 

during seventh refueling outaae FielaaJ 

Northeast UtlUtleH B0/0^/O4*^ l,^Aerqy Co (qubl qf 
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DOCKETED ITEMS 


— 8009090642 Teeh Sjisc changet taf full core off-load re limiting 
condition for oparatlon b surveillance Tequirefflent* 

« Northeast Iftllities 80/09/30 &pp 


8009S90143 Nottficoiion of 800926 meeting u/utile U Kcrr-McOee Chemical 
Corp in SetheidaiHD to diicuss revieu & r ecommcndatlonl for 
site specific ground response spectra & program plans for 
seismic functional <iualif ication of Class IE egulpment 
AhLISOMiO P Systematic Evaluation Program Branch 80/09/08 3pp 


8009300297 Proposed amend to License DPR-21 for Reload 7 Supp 1 emental 
changes will he provided by 600930 Related proprietary rept 
NCDE-20S92-5'p uill be foruardcd under separate cover 
Supporting documentation 6 proposed Tech Spec changes end 
COUttSIUrll 0 Northeast Utilities 80/09/09 5pp 


— 8009300302 “Supp 1 smental Reload Licensing Submittal for Millstone Unit 
1 Reload 7 " 

* General Electric Co V1003J0IA09 80/06/30 I9pp 


— B009300307 “LOCA Analysis Rept for Millstone Unit 1 Nuclear Pouer 
Station “ 

« General Electric Co NEDQ-2408»-l Rt 80/07/31 32pp 


— 800930D3I1 Proposed Tech Spec changes for Millstone liReload 7 re 
nas average planar linear heat generation rate limits 
• Northeast Utilities 60/09/09 lOOpp 


8009240&71 Forwards NEBE-aOS92-9P. "STR Bundle Butmi tta 1 , HU Is tone 1 
Segmented Test Rod B-undlei ” Suppl S Rept is app to Reload 7 
license amend submitted on 800909 Rept available in Central 
Files only 

CDURSlLi N G Northeast Nuclear Energy Co, Isubs of Northeast 
Utilities) 80/09/10 3pp 


0OO926OOS2 Notification of second rescheduling until 601003 for meeting 
iit/SEP Duners group tr KKCrinc to discuss HRC initial revisu 
of site-specific ground response spectra $< util program 
for seismic functional quat If icatlon of Class IE equipment 
ALLISQN^B P Systematic Evaluation Program Branch 80/09/10 3pp 


>09190427 Discusses reasons for Inability to fully support NRC plans 
(> schedules fnr Interim reliability evaluation program Input 
into contractor selection process should be permitted 
COUNSILiU 0 Northeast Nuclear Energy Co (subs of Northeast 
Utititlesl B0/a9/tS 2pp 


009180397 Foruards implementation status of Category B TMt-2 Lessons 
Learned requirements for each facility Schedutes 
specifically identify items eiherc requirement cannot be met 
or schedule is not feasible 

COUNSIL.N 0 Connecticut Yankee Atomic Power Co CQUNSILi U G 
Northeast Nuclear Energy Co (subs of Northeast Ubflitiesl 
80/09/15 43pp 


009390351 Application for amend to Licenses BPR- 6 I 1 DPR-St & DPR- 6 S, 
incorporating revisions to Tech Specs for RCS per 
THI-releted requirements Pee end 

^QONSIL.U O Connecticut Yankee Atomic Pouer Co COUN3IL. U G 
iortheast Utilities 80/09/16 6 pp 


1009290367 Proposed revisions to Tech Specs 6 0 for administrative 
controls 

e Connecticut Yankee Atomic Power Co 78/12/08 4pp 


>09300239 Forwards ''Millstone Nuclear Power StationjUnlt 1 Intervice 
Insp 4 Testing Program for 10-yr Interval BO1S23-90122B " 

Program is based on eilstlng inservice insp & testing 
rogram 

□UNSlLiU 0 Northeast Nuclear Energy Co (subs of Northeast 
tilities) COUNSIL.H 0 Northeast Utilities 80/09/18 2pp 


,.009300245 "(diii^Lone Nuclear Pouter BtatloniUnlt 1 Inservice Insp & 
Testing Program for lO-yr Inter val< 801228-901228 *' Program 
is based on eiisting inservice insp tc testing program, 

4 Northeast Nuclear Energy Co (subs of Northeast Utilities) 
80/09/30 70pp 


1 Inspection reportsa IE Bulletins & correspondence 


8009090111 Forwards IE Bulletin ao-07,8uppl 1. “BUR Jet Pump Assembly 
Failure “ Response required. 

ORIERtO H Region 1< Philadetphiaa Office of the Director 
80/05/13 ip 


8009150082 Former ds IE Insp Repts 50-243/80-10 t, 50-336/90-07 on 
800601-0705 No nonconp 1 ianc e noted 

BRUNNERi E J Region la Philadelphia) Reactor Operations Nuclear 
Support Branch 80/07/14 2pp 


—0009150088 IE Insp Repts 50-245/80-10 fc 30-336/00-07 on 000601-0705 
Mo noncampl iance noted Major areas inspected control roam, 
accessible portions of Unit 1 reactor & intake bldgs, Unit 2 
enc 1 6 condensate polishing facility 

KEIHIOpR R Region ti Philadelphia, Reactor nperatlons Nuclear 
Support Branch SHEDLOSKYp J T > ZIMMERMAN, R P Region 1, 
Philadelphia, Office of tho Director 00/07/11 7pp 


8009120197 Responds to IE Bulletin 80-14 re degradation of scram 
discharge vol capabilities No degradation instances found No 
vent or drain valves failure identified Procedures re valve 
aperabillty changed Surveillance for level switches revised 
CQUNSIL, tl 0 1 FEE, U F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 80/07/27 3pp 


8009230749 Responds to IE Bulletin 60-16 re Rosemount pressure 
transmitters Identified transmitters will be installed in 
facility Analysis shall identify erroneous indications No 
corrective actions required 

C0UN5IL, U G , FEE, U F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 60/07/31 3pp 


B009070017 Responds to IE Bulletin 00-17, "Failure of 76 of 195 Control 
Rods to Fully Insert During Scram at BtiR “ Dally monitoring 
of scram discharge vol will continue until permanent 
continuo'us monitoring sys is operational 

COUNSIL, U 0 Northeast Nuclear Energy Co isubs of Northeast 
Utilities) 80/08/07 4pp 


8009150465 Discusses 800B05 meeting u/utll re physical protection 
program insp Findings tt forwards outline of corrective 
actions Enel withheld (ref iOCFR2. 790) 

0RIER,B H Region 1, Philadelphia, Office of the Director, 
00/08/07 Ip 


0009030081 Forwards Revision 1 to IE Bulletin 80-19, "Failures of 
Mercury-Wetted Matrli Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

GRIER, D H Region 1, Philadelphia, Office of the Director 
00/00/13 Ip 


6009120090 Forwards Suppl 3 to IE Bulletin 00-17, "Failure of Control 
Rods to Insert During Scram at BWR " Written response 
required 

GRIER. B H Region I, Philadelphia. Office of the Director 
80/08/22 Ip 


8007180017 Forwards IE Circular 80-10, "lOCFftSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

GRIER. B K Region 1. Philadelphia, Office of the Director 
00/08/22 Ip 


8009120190 Forwards IE Info Notice 80-31, "Ha loperation of Oould-Broun 
Boveri 460 Volt Typo K-6008 K K-DON 6003 Circuit Breakers " 

No written rfrsponse required 

GRIERiB H Region 1, Philadelphia, Office of the Director 
00/08/27 Ip 


B009230S19 Forwards Revision 1 to IE Bulletin 79-26, “Boron Loss From 
BWR Control Blades " Written response required 
GRIER, 0 l( Region 1, Philadelphia. Office of the Director 
80/08/29 Ip 


8007230791 Forwards IE Circular 60-21, "Regulation of Refueling Crews “ 
No written response required 

GRIER , 8 H Region 1, Philadelphia, Office of the Director 
00/09/10 ip 


8009240319 Forwards IE Info Notice 80-32, "Clarification of Certain 
Raqulrements for Exc lus iva-Uss Shipments of Radioactive 
tiatls “ Ho written response required 

GRIER, D H Region 1, Philadelphia, Office of the Director 
60/09/ 12 ip 


8009300239 Forwards "Millstone Nuclear Power Station, Unit 1 Inservlet 
Insp & Testing Program for 10 -yr Interval 801228-901229 " 

Program Is based on existing inservice insp 6 testing 
program 

COUNSIL, U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL. W 0 Northeast Utilities BO/09/18 2pp 


—0009300249 "Idlllstone Nuclear Power Station, Unit 1 Inservice Insp 6 
Testing Program for lO-gr 1 nterval, 801228-901228 *' Program 
is based on existing inservice Insp & testing program 
-» Hartheast Nuclear Energy Co, (subs of Northeast Utilities! 

ao/09/30 70p p 
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Ft Parlodic operating reports & related correspondence 


H Oenerol corr eipondencs 


8009020283 "Semiannual Radioactive Effluents Release Rep t< Jan-Junei 
1900 " 

• Nortiieast Nuclear Enorgg Co (subs of Northeast Utilities) 
80/08/29 lOOpp 


80091B044B Responds to 000319 I tr requesting public debate re issues 
appropriate to evacuation of large population ctrs near 
plants 

DENION.K R Office of Nuclear Reactor Regulation- Director 
BO/04/21 3pp 


a0091904SA Forwards monthly operating rept for Aug 1980 

KRDCZKAtE J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/09/08 Ip 


— 8009190439 Kontbly operating rept for Aug 1900 

KARRANj 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) BO/09/03 7pp 


—0009)80462 
of large 
attempts 
ENQRV. K 


Requests public debate re issues appropriate to evacuation 
population ctrs near plants Eipreises confidence in 
by Commissioners to represent public concerns 
Affiliation Unknown 89/03/)? ip 


P Operating license stage documents i. correspondence 


9 Reportable occurrences- LERs related correspondence 


8009020377 Forwards LER aO-012/03L-0 

NR-BCZKAiE J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) GO/08/22 Ip 


— 8009020303 LER 80--012/03L-0 on B007S5> uh i 1 e performing routine 
surva i 1 lance- average power range monitor (APRH) channel 5 
was reading lOX below Tech Spec Cause unstated APRH adjusted 
to proper value ti observed to Insure stable reading 
BIOIARELLI-M J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/08/22 3pp 


DOCKET 30-247 INDIAN POINT STATION- UNIT 2 


F Security- medical- emergency & fire protection plans 


8009990884 Requests partlc Ipation (n NRC study of people-related 
problems In nuclear safeguards Request includes NRC visit to 
facility to interview security mgt personnel Confidentiality 
of Info will be maintained during all phases of study 
VARDA- S A Operating Reactors Branch 1 80/08/14 2pp 


8009230167 Requests that all personnel he reminded of purpose of 
emergency notification sys U health physics network Sys 
installed for govt use during emergency 

CRIERrB H Region 1- Philadelphia- Office of the Director 
80/08/22 3pp 


O Adjudicatory correspondence 


8009090337 Addl response to FOIA request for TMl-2. "Startup Problem 
Rept” t Intervenor Cltliens Committee for Protection of 
Environ Proposed Findings of Fact V Conclusions of Law re 
Indian Point 2 Forwards Intervenor filing 

FELTON. J H Division of Rules and Records 80/08/12 Ip 


— 8009090342 Forwards nonpropr 1 etary version of intervenor- Cl tl ions 
Committee for Protection of Environ proposed findings of 
fact 4c conclusions of law re facility Finding 19 t< portions 
of Finding 9 delated to protect public health t safety 
RQtSNAN. A Z Berlin. Rolsman & Kessler 72/02/08 Ip 


— 8009090363 Nonproprletary version of proposed findings of fact << 
conclusions of law re plant security Includes memorandum in 
support of questions certified to ASLB U luppl to reply 
brief 

ROtSHAN- A Z Cltliens Committee for Protection of the Environment 
ROISNANi A Z Berlin- Rolsman tc Kessler 72/02/06 195pp 


B009220009 Forwards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal of info by 801101 

VAROA. 8 A Operating Reactors Branch 1 00/00/29 3pp 


— 80092200)1 Order for mod of License DPH-26 to add Info which fully 
responds to NRC request for Info re environ qualification 
of safety-related electrical equipment Info should be 
submitted by SOI iOl 

EISENHVT-D 0 Division of Licensing 80/00/29, 6pp 


8009120394 Order granting extension until 000926 for Commission to 
review ALAB-436 it relevant portions of ALAD-S61 

CHILK.S J Office of the Secretary of the Commission 80/09/10 

Ip 


S009300320 Order granting extension until 801024 for Commission to 
review ALAB-436 ti ALAB-561 

CHILK.S d Office of the Secretary of the Commission 80/09/26 

Spp 


9009300169 "Rept of Zlon/Indian Point Study Vol 2-" inforeial rept 
STEVENSON. M 0 Los Alamos Scientific Laboratory FIN A-7015 
NOREG/CR-1411 V2 80/04/30 i6Spp Available at HTIS 


0009020297 Submits interim criteria for shift staffing to all OL t/ CP 
llcenseos 4- appl Icants- per NRC 800907 Itr Discusses 
administrative provisions for emergency ti overtime work 
Development I- Implementation to be reviewed within 90 days 
EISENNUTiD 0 Division of Licensing 80/07/31 7pp 


8009030174 Confirms 600723 telcon re meteorological sys for facility 
Another telephone line would be acceptable as interim 
functional back-up communications link- but unacceptable as 
permanent solution Radio or satellite would be acceptable 
VAROA. S A Operating Reactors Branch 1 80/07/31 2pp 


8009080080 Forwards draft NURE0-0696 p "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end W /0 NUREC 

EISEIlHdT. D (J Division of Licensing 80/09/01 I19pp 


8009230092 Informs that exemption from fee re licensing action 
associated w/THI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EI8ENH(JT-D 0 Division of Licensing 00/08/07 60pp 


8009190794 Forwards revised Uestinghouse STS 3 9 8 2. 3 9 10 tc Bases 
3/4 9 0 V 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Urltton response required 
NOVAK- T H Assistant Director for Operating Reactors B0/08/IS 
*P 


— 0009190817 Revised Uestinghouse STB 3 9 8 2, 3 9 10 & Bases 3/4 9 D 4 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

« Assistant Director for Operating Reactors BO/06/23 21pp 


8009100060 Forwards request for addl Info re LOPAR fuel 
VAROA- 6 A Operating Reactors Branch 1 00/00/19 3pp 


8009030616 Forwards "Prof i loraetry of Steam Generator Tubes- “ describing 
RttO wor)c leading to development of profllometry 4 
summarlilng results of special examinations of Steam 
Generator 24 during 1979 refueling outage 

ZARAKASiP Consolidated Edison Co of New York 80/08/20 ip 


— 6009030618 "Profllometry of Steam Generator Tubes “ 

e Consolidated Edison Co of New York 80/08/31 200pp 


8009190919 Requests long-term solution to correct electrical override/ 
bypass problem NRC review determined that manual sys-level 
actuation features for containment Isolation 4 spray will 
not function after automatic safety signals reset 
VAROA- 8 A Operating Reactors Branch 1 80/08/20 3pp 


8009030999 Discusies NRC 800227. 0410- 061 1- 0702- 07 4 28 requests re 
changes to util Tech Specs Util will submit one package 
addressing all concerns by 601107 

ZARAKA8-P Consolidated Edison Co of New York 80/09/26 Ip 


S0090B0329 Submits response to 60-day Interim Action Items C 5(2) 4 
(3) re gas turbines Improved malnt 4 testing will be 
implemented Includes schedule for completion of overall 
improvement program 

ZARAKAS.P Consolidated Edison Co of New York 00/08/27 2pp 
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8009030458 Responds to MRC 800721 request for in^o re fracture- 
toughKeSB desiqn of steam jenerator tc reactor coolant pump 
supports at facllitij Uestinphcuse advtses that required 
response uill not ts available until 810301 

ZARAKAa.P Consolidated Edison Co of Heu Vort BO/O0/2B Ip 

a009100A3l Forwards Amend! 62 to License DPH-Si, sa f etq evaluation t 
notice of Issuance t> availability 

VAROA S A Opcratinj Reactors Branch 1 00700/28 2pp 

— a0O9lQ0i>3a Amend *3 to License 0PR-36rr educing number of snubbers 
required by Tech Specs. re fleet ing radosign of support sys of 
certain sa f ety-re lated pipe lines 

VARSAi S A Operating Reactors Branch 1 80/08/20 19pp 


— 8009100£im Safety evaluation supporting Amend 62 to License DPR-26 
a Office of Nuclear Reactor Regulation. Director 80/08/28 3pp 


— 8009100645 Notice of issuance 8- availability of Amend 62 to License 
0Pfl“26 

NEIGHBORS. J D Operating Reactors Branch 1 80/08/38 2pp 

0009190134 Forwards Amend 63 to License DPR-26. safety evaluation U 
notice Dt issuance t availability 

EISEtWUT. D C Division of Licensing 80/08/20 3pp 

— 0009190140 Amend 63 to License DPfi-a6. revi sing Tech Specs re primary 
containment leakage testing 

EI&ENHUT.D 0 Division of Licensing 80/08/28 33pp 

— G009I90143 Safety evaluation supporting Amend 63 to License Dpn-26 
-♦ Division of Licensing 80/08/29 4pp 


— 0009190151 tfotice of issuance 4 availability of Amend 63 to License 
DPR~26 

VAROA. 5 A Operating Reactors Branch I 80/08/20 ?pp 


8009090303 Forwards "Rept on Evaluation of Thermal Plume Studies of 
Indian Point Nuclear Generating Station " Objectives of 
thermal plume program have baen fulfilled Rept available In 
Central Files only 

ZARAKAS.P Consolidated Edison Co of New York 80/00/29 Ip 


'>09090404 Provides status of valve qualification program for 
ontalnment purge 4. pressure relief isolation valves 
equBsted by NRC 800902 Itr 4 of evaluation of SRP 634. 
evision 1 issues Response will be provided by 810105 
ARAKAS. P Consolidated Edison Co of New York 00/00/29 Ip 

‘9120042 Confirms util commitment to staff 791023 interim position on 
ontalnment purging 4c venting 

/ARGA. 5 A Licensing Branch 1 60/08/29 2pp 

‘09130502 "Rept of Zlon/Indian Point Study," Vol 1 

flURFIN, (4 B Sandla Laboratories FIN A-1218 NUREO/CR-1 410 VI 

BO/09/31 400pp 


8009130626 "Task Force Rept on Interim Operation of Indian Point “ 
BERNERD. R K , BLOND.R N , PRITCHARD, li C Office of Policy 
Evaluations NUREC-0715 80/08/31 7Bpp Available at NTIS 


1009090506 Foriuards table outlining effects of combining BSE t< LOCA 
responses in analysis of Unit 2 RC6 for postulated LQCAs. in 
response to NRC 800731 Itr 

ZARAKAS.P Consolidated Edison Co of New York 80/09/03 3pp 


09180144 Discusses tuo risk studies currently underuay Preliminary 
assessment of Indian Point risk profile contained in SECY 
00-383 Zion risk profile assessment lalll combine accident 
sequence evaluation 6 containment failure analysis 
ERNST, H U Assistant Director for Technology Review 80/09/11 
PP 


230451 Foruards corrected response to Question 4 to 800720 Itr 
backfittlng of severe accident mitigation features 
YtlE. J P Pobier Authority of the State of New York ZARAKAS.P 
nsolldated Edison Co of New York 80/09/16 3pp 


290266 Forwards current training course outlines re beat transfer, 
id flow ti thermodynamic Si in response to NRC 800328 Itr 
AKAS.P Consolidated Edison Co of New York 00/09/19 30pp 


00084 Forwards response to 600820 Itr r« manual sys level 
uation features for containment isolation !> containment 
ag Discusses proposed mod te containment ventilation 
lation circuitry 

AKAS.P Consolidated Edison Co of Mew York 80/09/22 2pp 


8009300431 Notifies of planned change to Tech Spec 4 2 .Item 7 2 re 
surveillance specimen removal schedule Change would provide 
better data to evaluate effects of radiation on reactor 
vessel Amend application will be filed shortly 
ZARAKAS.P Consolidated Edison Co of New York 00/09/24 ip 


0 Inspection reports. IE Bulletins & correspondence 


8009120195 Forwards IE insp Rept 50-247/90-01 on 900203-0329 No 
noncofflp 1 lane e noted 

BRUNNER. E J Region 1, Ph i lade Iph la. Reactor Operations Nuclear 
Support Branch 00/07/08 Spp 


— 8009120210 IE Insp Rept 50-247/60-01 on 800203-0329 No none omp 1 iantt 
noted Major areas inspeetod physical security, minor seismic 
event, fcurb Ine rotor disc insp 4. plant tour 

KI9TER. H Region I. Philadelphia, Reactor Operations Nuclear 
Support Branch REBELDUSKI.T Region 1. Philadelphia, Office of 
the Director 80/07/07 lOpp 


B009I00847 Forwards IE Insp Rept 50-347/00-04 «> on 800330-0510 Mo 
noncompliance noted 

BRUNNER, E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 90/07/18 Spp 


—0009100853 IE Insp Rept 50-247/80-04 on 800330-0510 No noncomp I lance 
noted Kajor areas inspected safety Injection pump 
functional tes t. sch edu 1 edl emergency drill 4i selected aspects 
of physical security plans 4 procedures 

REBELDUSKI.T Region 1. Philadelphia, Office of the Director 
KtBTER.K Region 1. Ph 1 lade Iph ia. Reactor Operations Nuclear 
Support Branch 80/07/13 16p 


8009090242 Responds to IE Bulletin 80-16 Unit 3 has no specified 
transmitters installed Unit 1 shut down since 741031 4. in 
defueled condition 

ZARAKAS.P Consolidated Edison Co of New York 80/07/30 2pp 


8009120187 Responds bo IE Bulletin 79-03A re longitudinal weld defectc 
In SA-312 or A-3i2 Typo 300 stainless steel piping Unit 1 is 
in defueled condition Unit 2 piping satisfies criteria re 
allowable stress 

ZARAKAS.P Consolidated Edison Co of New York 80/08/06 2pp 


8009030073 Foruards Revision 1 to IE Bulletin 60-19. "Failures of 
Morcury-ifetted Katrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Mritten 
response required 

GRIER. 8 H Region 1. Philadelphia. Office of the Director 
aO/OB/tS Ip 


8009180339 Forwards IE Circular 80-10. "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

GRIER, 0 H Region I, Philadelphia. Office of the Director 
SO/ 08/22 Ip 


8009120171 Foruards IE Info Notice 60-3i. "Meloperation of Oould-Broun 
Boverl 490 Volt Typo K-AOOB «; K-DON 6008 Circuit Breakers " 

No written response required 

CRIER, B H Region 1. Phi ladelphia. Office of the Director 
80/08/27 ip 


8009090423 Responds to IE Bulletin 80-15. "Possible Lott of Emergency 
Notification Sys U/Loss of Offsite Power ” Insp revealed 
loss of emergency notification sys on 800602 due to poor 
motor generator brush contact 

ZARAKAS.P Consolidated Edison Co of New York 00/09/02 2pp 


8009230778 Forwards IE Circular 80-21, "Regulation of Refueling Crews " 
Mo written response required 

GRIER.a K Region t, Phi ladelphia, Office of the Director 
80/09/10 Ip 


6009240304 Forwards IE Info Notice 80-32. "Clarification of Certain 
Requirements for Eicluslve-Use Shipments of Radioactive 
Katls " No written response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/09/12 ip 


R Periodic operating reports & related correspondence 


8009030382 Forwards "Effluent S' Uaste Disposal Semiannual Rept, Jan-Junr 
1900 " 

ZARAKAS.P Consolidated Edison Co of Mew York 80/08/29 Ip 


— 8009030386 "Effluent t/ Waste Disposal Semiannual Rep t, dan-June 1980.' 
a Consolidated Edison Ce of New York 00/08/29 43pp 
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8009330433 Fortiiards daily record of fish colleetioni for Aug 19Q0> 
Including daily species breakdown t total weight Unit 2 3 

circulators were run for entire month Unit 1 circulators 
wore run on 800800,10.13.17.19.31.33.30 «. 31 

ZARAHAS. P Consolidated Edison Co of New Voric BO/09/iS Ip 


8009130453 Notifies that Comm Ed does not wish to participate in 
proposed study re review of people-related problems in 
nuclear safeguards Responses would be mi s 1 cad Ing . re f 1 ec 1 1 ng 
tneiperience ^ short-term problems 
ABEL. J 9 Commonwealth Edison Co 00/09/02 Ip 


--3009230433 Daily record of fish collections from intake screens for 
Aug 1980 

• Consolidated Edison Co of New York 80/09/13 Spp 


80092305&8 Forwards monthly operating rept for Aug 1980 

ZARAKA8.P Consolidated Edison Co of New York 80/09/13 Ip 


— -8009230571 Monthly operating rept for Aug 1990 

EICH. E Consolidated Edison Co of New York 80/09/11 7pp 


C Adjudicatory correspondence 


8009040200 Advises that, subsequent to discussions w/NRC 1> applicant. 
State of IL Second Amended Contentions 2. 3. 4. 518 I . A. 7. tt B 
are ad-nissible Second Amended Contention 10 should be hold 
until SOlOOl while security plan is reviewed by IL 
SEKULER.SN Illinois. State of 80/08/27 3pp 


— 8009040208 -Motico of filing l« svc of second amended contentions 
SEKULER.S N . FAHNER.T C tllinois. State of GO/OQ/27 2pp 


0009240452 Forwards quarterly rept on "Seismic Monitoring Network In 
Olclnlty of Indian Point NY. Consol Idated Edison Project. 

Mar-May 1980 " 

ZARAKA8.P Consolidated Edison Co of New York 00/09/15 Ip 


— 8009240455 "Seismic Monitoring Network in Vicinity of Indian Point. NY. 
Consolidated Edison Pro ject. Mar-May 1980 " 

» Noadward-Clyde Consultants. Inc 80/08/15 44pp 


S Reportable occurrences. LERs i- related correspondence 


— 8009040216 Second amended contentions alleging absence of dcmonstratad 
need for spent fuel pool storage expansion Clams Inadequacy 
of monitoring equipment *j inadequacy of assessment re rack 
corrosion Proof of svc end 

SEKULER.S N . FAHNER.T C Illinois. State of BO/OB/27 bpp 


8009220015 Forwards order requiring info supporting environ 
qua 1 i f icat i on of safety-related electrical oquipmeiil 
Requests submittal of info by BOllOl 

IPPOLITG. T A Operating Reactors Branch 2 80/00/29 2pp 


GO'OSt40'0’25 PNS-I-SO-003 on 800321. local telephone company received bomb 
threat re facility from unidentified male caller Search was 
conducted but no bomb was found Threat was repeated on 
800321 but no bomb was found 

s Region 1. Phi ladelphia. Office of the Director 80/03/24 ip 


600-9030510 RO on 800804. c Irculatlng water sys discharge temp 
exceeded Tech Specs limit Caused by high ambient river 
temps. high discharge temps 5 broken circulating water pump 
Demand load t discharge temp reduced 

ZARAKAS.P Consolidated Edison Co of New York 80/08/20 2pp 


8009120353 Forwards LER 80-006/99X-1 

ZARAKAS.P Consolidated Edison Co of New York 80/09/05 Ip 


— 8009120381 LER 80-006/99X-1 on 800603. during normal plant operation, 
all offsite electrical power was lost to site Caused by 
lightning strike on sys transmission tower Faulted 
conditions were cleared tc normal svc restored 
MAKEPEACE, vj M Consolidated Edison Co of Now York 80/09/05 
25pp 


8009160365 Forwards LER 8a-009/03L-0 

ZARAKAS.P Consolidated Edison Co of New York 80/09/10 Ip 


— 8009160369 LER 80-009/03L-0 on 800810. fol lowing manual plant shutdown, 
spurious safety injection signal caused startup of three 
emergency diesel generators Caused by premature operation of 
series overcurrent tripping device Device replaced 
MAKEPEACE. J M Consolidated Edison Co of New York 80/09/10 
2pp. 


8009300524 Forwards LER eO-010/04X-0 

ZARAKAS.P Consolidated Edison Co of New York 80/09/22 Ip 


■8009300530 LER 90~0IO/O4X-O on 800910. green vegetable sample from unit 
vicinity demonstrated radioactivity in excess of area 
historic levels Cause not determined Assures that corrective 
action will be taken upon discovery of cause 
» Consolidated Edison Co of New York 80/09/19 Spp 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION. UNIT 3 


F Security, medical, emergency b fire protection plans 


8009230288 Requests that all personnel be reminded of purpose of 
emergency notification sys & health physics network Bys 
Installed for govt use during emergency 

KEPPLEH. J 0 Region 3. Chicago. Office of the Director 80/08/22 
Spp 


8009100378 Forwards review of uttl generating station emergency plan fc 
draft Itr requesting addl info U commitments from util 
PAOANO.F 0 Emergency Preparedness Licensing Branch 80/08/28 
Spp 


— 8009220017 Order for mod of Licenses DPR-29 U DPR— 30 to add info- which 
fully responds to NRC roquest for info re environ 
qualification of safely-related electrical equipment Info 
should be submitted by 801101 

EtSENHUT.D 0 Division of Licensing 60/08/29 6pp 


8009110813 Memorandum order rejecting State of IL B00027 Second 
Amended Contention 1 Directs util b NHC to respond to AGLU 
question re status of spent fuel storage capacity Ruling an 
Second Amended Contention 10 held in abeyance until BOllOl 
LITTLE. L W i REMICK.r J . WOLF. U F Atomic Safety and Licensing 
Board Panel 80/09/09 Spp 


6009300603 Forwards B009I9 order revising 600829 order for mod of OLs. 
in entirety 

EISENHUT.DO Division of Licensing 80/09/19 2pp 


—8009300614 Order revising 800929 order for mod of OLs DPR-29 l< DPR-30. 
published in 800912 FR. in entirety Info re IE Dulletln 
79-018 shall he filed by 801101 Request for hearing will not 
stay order effective 800919 UC8 petitions discharged 
EtSENHUT.D O Division of Licensing 90/09/19 App 


— 8009300619 Order revising 600829 order for mod of OL DPR-25. pub I Ished 
In 000912 PR. in entirety Info responsive to IE Oulletin 79— 

OIB shall be submitted by 801101 Request for hearing will 
not stay order effective 800919 UC8 petitions discharged 
EISCNKUt. D 0 Division of Licensing 00/09/19 6pp 


8009300007 Notice of appearance in spent fuel pool mad proceeding 
Certificate of 8vc end 

BARTH. C A Hearing Branch 3 80/09/26 2pp 


8009300045 Response to 800909 inquiry re epp I i cab l i 1 ty of Commission 
750916 policy statement. "Intent to Prepare 0EI8 on 
Handling 6 Storage of Spent LNR Fuel " Not applicable due tex 
Issuance of OEIS In Aug 1979 Certificate of Bve one I 
OODDARD, n J Hearing Branch 2 80/09/26 Spp 


P Operating license stage decuments & correspondence 


80091105S4 Suppls NRC 000707 request for proposed Tech Specs changes re 
scram discharge vol vent 6 drain valves. 6 reactor 
protection sys & control rod block limit switch surveillance 
requirements Class III license fee la be submitted u/changa 
EI5ENHUT.0 0 Division of Licensing 00/07/22 22pp 


8009020297 Submits interim criteria for shift staffing to all OL 6 CP 
licensees t. appl icants. per NRC 800507 Itr Discusses 
administrative provisions for emergency b overtime work 
Development I implementation to be reviewed within 90 days 
EtSENHUr.DO Division of Licensing 80/07/31 7pp 


8009080080 Forwards draft NUREO-0696. "Functional Criteria for 
Emergency Response Fecilltles " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUBEO-0696 end H/o NUREO 

EIEENHIJT.D 0 Division of Licensing 80/08/01 1 I9pp 
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0OO*??3OOS2 Inforni'S that «iemption fr«m fes re llcen»ina action 
associated w/TMl— 2 Lessons Learned Is unjustiried Previous 
do termlnat I on should be disregarded Requested submittal 
should iTicluds proposed class oP amend 

EISEIdHUTi & 0 Division of Licensing BO/08/07 60pp 


Q00'9030d56 Foruarde evaluation oP util response to MRC B00323 request 
for info re prlmarg coolant sgs pressure isolation valves 
Tioioi speciric Event S valve conPlguratlons do not ecist at 
facilities 

CRUTCHFIELD. D Operating Reactors Branch 5 80/03/12 3pp 


— 8009020470 '’Prlmari; Coolant Egs Pressure Isolation Valves. “ technical 
evaluation rept 

T'OELL.P N . STILWELL. r C FranUtn Inst i tute/FranV 1 in Research 
Center NRC-03-79- i 1 3 00/07/21 4pp 


8009150401 Confirms 800811 discussion re arranging 800821 meeting 
w/utit in Chicago. IL re facility cooling taVe dile seepage 
i. remodial action to be taken 

MEPPLEB.UO Region 3. Chicago. Office of the Director 80/08/15 

IP 

8009180252 Foruards NUREO-0661. "Kar'k I Containment Long-Term Program 
SER Resolution of Generic Technical Activity A-7 " Rapt 
discusses generic suppression pool hydrodynamic load 
definition Id/o end 

IPPOLITO. T A Operating Reacto-rs Branch 2 00/08/20 2pp 


8009020105 Forwards NUTECH Rept CCM-07Oa-03. "Evaluation of IB-Inch 
Containment Isolation Valves for Dresden Station* Un i ts 2 b 3 
t Quad Cities Statlan. Units 1 i 2. " In response to MRC 
791022 4- 23 Itrs ra containment vent purge valves 
JAhiPCEK.R F Commonwealth Edison Co 80/08/22 Ip 


— 8009020111 "Evaluation of IB-Inch Containment Isolation Valves for 
Dresden Gtat ion. Un 1 ts 2 Si 3 I* Quad Cities Stati on. Units 1 t/ 

a .. 

OERBER. 0 A . DEARDDRFF. P E , MARTIN. J D Nuclear Technology. Inc 
CHutech) COK-O7O0-O3 80/05/14 1 l&pp 


'<009120404 Forwards Attachments 1-5 to util BOOiSO 1 tr re facility 
'lectrlc distribution sys voltage adequacy Ltr 
sadvertently transmitted u/o attachments 
MECEK.R F Commonwealth Edison Co 80/08/28 6pp 


10254 Requires submittal of ATUS caiergency operating procedure for 
review Generic analysis should confirm ATUS mitigation 
ability described in Vol 3 of NUREC-OdbO Comnission will 
ermine required mods b implementation schedules 
ESCO. R L Assistant Director For Licensing 80/06/29 3pp 


140555 Forwards Pinal critique of SOOAIG SEP exercise Critique 
scusses problem areas identlflrd during eierclse b 
esents corrective actions U/o critique 
.LGEOROE. L 0 Commonwealth Edison Co 80/08/29 Ip 


19090394 Forwards add) info re min critical configuration in support 
of 800515 application to amend Licenses DPR-19<25i29 b 30. 
changing requirements for source range monitor count rates 
UATdECEK.R F Commonwealth Edison Co BO/09/43 Spp 


'109180501 Forwards Amends 49,44,58 t 53 to Licenses DPR-19. DPR-25. 
5PR-29 4 DPR-30, respectively, safety evaluation U notice of 
ssuance b availability 

’POLITO, T A Operating Reactors Branch 2 80/09/08 2pp 


09180506 Amends 49.44,58 b 53 to Licenses DPR-19. DPR-25, OPR-29 L 
DPR-30, respective ly, revi s ing Tech Specs to allow count rate 
on source range monitor channels below 3 counts per second 
jihen there are two or less fuel assemblses In quadrant 
IPPOLITO. T A Operating Reactors Branch 4 80/09/09 22pp 


<-80516 Safety evaluation supporting Amends 49,44,59 ti 53 to 
enses DPH-19. DPR-25, DPR-29 b DPR-30, resp ec 1 1 ve 1 y 
Office of Nuclear Reactor Regulation, Director 80/09/00 4pp 


0526 Notice of (ssuance 4 availability of Amends 49.44.58 t, S3 to 
rises DPR-19, DPR-25. DPR-29 L DPR-30, respec ti vel y 
ITfl, T A Operating Reactors Branch 2 80/09/08 2pp 


3 F-or<iiards proposed Tech Spec changes re impl-ementation of THI 
Learned, Category A requi rements, in response to NRC 
'eqiiest Dresden Unit i Tech Spec changes uiitl be 
d 90 days prior to scheduled startup 
R F Commonwealth Edison Co 80/09/18 3pp 


I Proposed Tech Spec changes re implementat t on of THI-2 

Learned Category A items 

rnwealth Edison Co 80/09/10 29pp 


8009250292 Requests addl 60-90 days for review to determine whether 
OS-built facilities differ fro.ni basis in NRC assessment Add! 
tirie would allow for reproduction, distribution It review 
methods to function properly 

JANFCEK, R F Commonwealth Edison Co 80/09/17 Ip 


8009260465 Forwards Inst of Nuclear Power Operations rept, "Evaluation 
of Dresden Nuclear Powoi Statl-on “ 

LEE, D Commonwealth Edison Co 80/09/23 ip 


--B009260469 “Evaluation of Dresden Nuclear Power Station " 

a Institute of Nuclear Power Operations EA SO-01 80/09/12 

40pp 


0 Inspection reports. IE Bulletins i correspondence 

j 

6009040517 Forwards IE Bulletin 80-07. Suppl 1, "BNR Jet Pump Assembly ’ 

Failure " Response required 

KEPPLER. J O Region 3. Chicago. Office of the Director BO/OS/M f 

ip ! 

j 

8009040632 Provides addl response to IE Bulletin 80-17 Results of ^ 

analysis of ATIdS ui/o rec Irculat ion pump trip enci Analyses j 

required no deratings to remain below svc level C limit < 

JANECEK. R F Commonwealth Edison Co B0/07/i4 6pp | 

f 

6009100143 Forwards IE Insp Ropts 50-010/60-12. 50-237/80-12 b , 

50-249/80-16 on 800609-0703 Mo no nconpl lance noted i 

HEISHMAM.R F Region 3. Chicago. Reactor Operations Muclear Support < 

Branch 80/07/23 2pp i 


—8009100148 IE tnsp Repts 50-010/80-12.50-237/80-12 b 50-249/80-16 on 
80D607-0703 No noncomp 1 lance noted Major areas inspected 
operational safety verification b monthly maint t, 
surveillance observations 

SPESSARD.R L . BARKER, J L . TONGUE, T M Region 3, Chicago, Office 
of the Director. 00/47/23 4pp 


B009020109 Responds to IE Bulletin 79-03A. "Long 1 tud Inal Meld Defects 
in ASI-te 6A-3i2, Type 304 Stainless Steel Pipe " 8A-312 pipe 
not present in operating plants Final confirmation from 
suppliers anticipated by 000-915 re const plant piping sys 
NAUOHTON, U F Commonwealth Edison Co 80/08/07 2pp 


6009170230 Forwards response to IE Bulletin 0O-17jSuppl 1, “Failure of 
76 of IBS Control Rods to Fully Insert During Scram at BUR “ 

Scram discharge vol pip ing, scram instrument vol piping b 
drain piping meet requirements re downward pitch 
PEOPLES.DL Commonwealth Edison Co 00/08/07 4pp 


8009030231 Forwards Revision 1 to IE Bulletin BO-i?. "Failures of 
Kercury-Ue tted Matrix Relays In Reactor Protective Bys of 
Operating Nuclear Power Plants Designed by C-E “ Urltten 
response required 

KEPPLER. J 4 Region 3, Chicago. Office of the Director 80/00/15 
ip 


6009110545 Responds to IE Bulletin 00-00, "Exam of Containment Liner 
Penetration Weids, " supplementing 000709 response Corrects 
Zion response re rings used for field circumferential butt 
weld. Reviews accuracy of other statements 
ABEL, J 8 Commonwealth Edison Co 80/00/15 4pp 


6009110562 Responds to Suppl 1 to IE Dulletln 80-17, "Failure of 76 
of 105 Control Rods to Fully Insert Duping Scram at BUR " 

Util will not have continuous SOV water level monitoring sys 
installed i functional by 000701 

JANECEK, R r Cornmonwea I th Edison Co 80/08/15 2pp 


8009160681 Submits supplementary response to IE Bulletin 60-08. 
"Examination of Containment Liner Penetration Helds." 
correcting statement made in DL Peoples 600709 ltr Further 
review not necessary 

AOEL.J S CoiRSiOnweal th Edison Co 80/08/13 4pp 


8009260395 Forwards IE Insp Repts 50-010/80-13,50-237/80-14 b 
50-249/BO-ie on 600707-0801 t. notice of violation 

HEISHMAtliR F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 60/08/16 2pp 


—6007260399 Notice of violation from insp on 800707-0801 

* Region 3, Chicago, Office of the Director 80/00/18 Ip 


—6009260404 IE Insp Repts 90-010/60-13.80-237/00-14 b 50-249/BO-lB on 
800707-0901 Noncomp I lance noted failure of licensed 
operators to keep themselves cognliant of design changes 
BARKER, J L , STREETER, J F , SPESSARD.R L Region 3. Chicago, 
Office of the Director 00/08/10 llpp 
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8009090013 Submits addl response to IE Bulletin BO-17. "Failure of 76 
of 1B5 Control Bods to Fullg Insert During Seram at BUR " 
Procedures have been developed to monitor scram discharge 
vol for residual mater on daily basis 
JANECett. R F Commonwealth Edison Co 80/08/20 Ip 


B0'091SO495 Forwards IE Info Notice 80-30. "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function b 
Nonessential Control Air at Certain QE GNR Facilities " No 
specific action or response requested 

KEPPLERi J 5 Region 3. Chicago. Office of the Director 80/08/20 

ip 


8039120060 Forwards Suppl 3 to IE Bulletin 80-17. "Failure of Control 
Rods to Insert During Scram at BNR " Written response 
required 

KEPPCER. JO Region 3. Chicago. Office of the Director 80/08/22 

Ip 


8039180^51 Forwards IE Circular 80-18. "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sgs " No written response 
required 

AEPPLER.J D Region 3. Chicago. Office of the Director 80/08/22 

Ip 


8009230394 Forwards IE Info Notice 80-31. "Ha I op era t i on of Oould-Brown 
Dover i 480 Volt Type K-600S t K-DON 600S Circuit Breakers " 

No written response required 

KEPPLERiJ 0 Region 3. Chicago. Office of the Director 80/08/28 

IP 


8007170411 Forwards response to IE Bulletin 80-15 re possible loss of 
emergency notification sys w/loss of offsite power Review 
ravaaled inoperability of Dresdon sys Investigation being 
conducted Operating Order 26-80 changed 
JANACEK. R F Commonwealth Edison Co 00/08/29 4pp 


8309180466 Responds to IE Bulletin 80-19 re failures of mercury-wetted 
matrli relays in reactor protective sys Identified relays 
are not used in facility No action required Twenty-four 
manhours expended on review 

RAUSCH. T J Commonwealth Edison Co 80/08/2? Ip 


8009230478 Forwards Revision 1 to IE Bulletin 79-26. "Boron Loss From 
fiWR Control Blades " Mritten response i equired 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 80/00/29 

Ip 


8009170421 Responds to IE Bulletin 80-17. Suppl l.re failure of control 
rods to fully insert during scram at BUR Vent sys will 
provide reliable source of air during draining Sys will be 
steadily purged until mods Installed 

JANECEKi R F Commonwealth Edison Co 80/09/02 2pp 


8009260109 Forwards response to IE Bulletin 80-17. Suppl 3. "Failure of 
76 of 185 Control Rods to Fully Insert During Scram at BUR " 
Procedure at Dresden 2 & 3 changed to require immediate 
manual scram when air pressure reaches 60 psi 
RAUSCHiT J Commonwealth Edison Co 80/09/02 4pp 


8009250504 Responds to NRC 791213 request for addl info in response tn 
IE Bulletin 79-02. "Pipe Support Base Plate Designs Using 
Concrete Expansion Anchor Dolts " Expansion anchor test 
results shew installation of anchors acceptable 
JANECEK.R F Commonwealth Edison Co. 80/09/05 17pp 


8009240133 Forwards IE Circulai 80-21. "Regulation of Refueling Crews " 
No written response required 

MEPPUER. J 0 Region 3. Chicago. Office of the Director 80/09/10 

Ip. 


6009303200 Forwards response to IE Bulletin 80-20 No Nestinghouse 
Type H''2 control switches are used in safety-related sys at 
Dresd en< Quad Cities LaSalle County Responses for Zion & 

Byron are enc I 

RAUSCHfT J Commonwealth Edison Co 80/09/15 6pp 


R Periodic operating reports & related correspondence 


8009033456 Forwards semiannual rept of radioactive effluent discharges 
4 solid radwaste, for Jan-Juna 1980 
SCOTT, D J Commonwealth Edison Co 80/08/20 Ip 


— 8009330467 Semiannual rept of radioactive effluent discharges t solid 
radwaste, for Jan-June 1980 
M Com-nonwealth Edison Co 80/08/20 15pp 


9009230713 Forwards monthly operating repts for Aug 1980 
SCOTT, 0 J Commonwealth Edison Co 80/09/12 ip 


--8009230720 Monthly operating repts for Aug 1900 

C lESZKIEWICZ. S Commonwealth Edison Co 80/09/03 15pp 


T Hearing transcripts on non-ant i tr us t matters 


0009100084 Transcript of 800819 prehearing conference in Chicago, IL 
Pp 1-72 

» Atomic Safety and Licensing Board Panel 80/08/19 75pp 


V Operator Examinations 


B009300287 Forwards preliminary topical outlines of proposed modules 
on thermal hydraulics b core damage mitigation to be 
included in revised reactor operator training program per 
800388 request 

NAU3HT0N, II F Commonwealth Edison Co 80/09/15 7pp 


DOCKET 50-250 TURKEV POINT PLANT, UNIT 3 


F Security, medical, emergency b fire protection plans 


8009090862 Requests par 1 1 c i pa 1 1 on in IIRC study of people-related 
problems in nuclear safeguards Request includes NRC visit to 
facility to interview security personnel Confidentiality of 
info will be maintained during all phases of study 
VARDA. 5 A Operating Reactors Branch 1 80/08/1 4 2pp 


8009230261 Requests that all personnel be reminded of purpose of 
emergency notification sys b health physics network Gys 
installed for govt use during emergency 

O'REILLY, JP Region 2, Atlanta. Office of the Director 80/08/22 
IP 


0 Adjudicatory correspondence 


8009190046 Motion for order to show cause why facility should not be 
shutdown by 000731 to Inspect t repair steam generator Util 
800630 request for extension until Oct 1980 to perform insp 
should be denied Certificate of Svc end 

BARRACK, T . BROOKS. R . HOSKINS. U Affiliation t/nknoun 00/07/30 
ISpp 


8009150084 Ack receipt of 8D0730 petition on behalf of certain 
residents 4 homeowners of south FL. requesting that NRC issue 
order to show cause to util Petition is being treated under 
10CFR2 206 

DENI ON, H R Office of Nuclear Reactor Regulation. Director 
BO/OB/15 2pp 


— 8009150089 Notice of request for action under 10CFR2 206 by 800730 
petition on behalf of residents in south FL for NRC to 
issue lo util order to show cause why facility should 
noit be shut down by 800731 for insp 6 repair 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/08/15 Ip 


— 8009150095 Motion for order to show cause why facility should not be 
shut down by 800731 to perform steam generator insp 6 
repair, on behalf of certain residents lx homcouners in south 
FL Certificate of 8ve V util press release enc 1 
HOODER.M H Hodder.M H FLAXMAN, C A Flaxrran.C A 80/07/30 
lapp 


0009020073 Forwards FL Power b Light Co comments on 800730 petition for 
shpcj cause order re 80D73I facility shutdown for steam 
generator Insp b repair 

REJS, H F Lowensteln. Newman, He is, Axelrad 4 Toll 80/08/27 Ip 


— 8009020379 Comments opposing 800730 petition for show cause order re 
800731 facility shutdown for steam generator insp 4< repair 
Petition IS w/o merit 4 should be dismissed 
a Florida Power tx Light Co 80/03/27 ISpp 


□009190267 Forwards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal of info by 801101 

VAHCA, S A Operating Reactors Branch 1 80/08/29 2pp 


— 8009190275 Order for mod of Licenses DPR-31 % DPS--41 to add info which 
fully responds to NRC request for info re environ 
qualification of safety-related electrical equipment Info 
should be submitted by 801101 

EISENHJT. DO Division of Licensing 80/08/29 6pp 


8009250024 Advises that Contrary to 800702 ltr,DEB re proposed QLs 
amend to permit steam generator repair will be issued by 
801031 

OOLDBERO.S C Hearing Branch 2 80/09/23 Ip 
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6>j95Ti)lSO Mstl to particifstf ai interested state in proceedinj 
Reeieu cf EI/^. safetg eraliratioT 6 EIS nav re/«»l areas cf 
unique toriterr to petitioner 

SA'.“lcef’S, B L ■ OIMBUPC.fi A Dade Coentv.FJ 65/09/24 3pp 


0009190206 Application #or amend of UlcoitBes nPR-31 8. DPfl- 41 , r* e » I 
Tech Specs to include definition of "operab 1 H td " & to 
clarify application of limiting conditions for aperatinnt 
Atnend is submitted in response to NflC 000410 Iti 
UHRI0.fi E Florida Pouer «< Light Co 80/09/12 Ip 


f1 Antitrust correspondence 


eC09300476 Response before U3 Court of Appeals for DC Circuit, in 
eppositiin to petitioners' motion for eipedited 
cone I der a 1 1 on of Ciull Actson 00-1099 Certificate of 5vc 
rrcl Related correspondence 

DiM.H . BOLS.'ilCHT, j A Florida Pouer U Light Co DYM. H Co-vington 
S. Burling 60/09/25 5pp 


F Operating license stage docunents 5 correspondence 


S0O9O5:.j29 Discusses void formation in vessel head during 800611 
natural circulation cooldcun event Reiiuests opinion re 
potential for voiding phenomenon in C-E designed M5S5 
CMcCh.P S Assistant Director for Plant Systems 80/07/20 2pp 


e0C9020297 Submits interin criteria for shift staffing to all OL t. CP 
itccniiis 6 app ! icants. per H9C 605507 Itr Discusses 
aiiminletrativa previsions for emergency 6 overtime uort 
De. e Icpment 5 i op lenen ta ti on to be reviewed uithin 90 days 
ESEELH'JT, 0 C Division of Licensing 00/07/31 7pp 


6009030030 Forwards draft LUREO-0696. ‘'Functional Criteria for 
Eetergency Response Facilities Cornents requested uitJiin 30 
days Pnpoied imp 1 enentat ion schedule for meeting criteria 
Of \UREC-0i96 end H/o LURES 

EEEEHHUT DO Division of Licensing SD/09/OI 119fP 


6059230052 Informs that eteJhption from fee re licensing action 
aisociatei oi/THl-2 Lessons Learned It unpostlfled Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
eiEEHWT, D C Division of Licensing 05/09/07 60pp 


— 0009190209 proposed Tech Sp ec s . 9e c 1 1 on 1 re dqflnilintl Of "ofiral 
i Section 3 re limiting conditions foi operation Hafaly 
evaluation enc I 

a Florida Pouer h Light Co 80/09/12 2lpp 

0009260015 Confirms arrangements for site visits on flOOVI/ (. .10 f* 
steam generator repali program at plants 
VAfiOA' S A Operating Reactors Oranch I 60/09/12 2pp 


0009290343 Discusses util response to NRC 000819 i IH Teq,u 0 alh f®r 
info re adequacy of station electric distribution sys 
voltages A/E Info eipected by Oct 1900 Rosponso to UOOiXV I 
20 requests planned for 001101 J. 1 5. roopoc 1 1 vol y 
UHRIO. R E Florida Pouer «< Light Co 80/09/24 tp 


6009300129 Forwards responses to NRC request for adill info re 
occurrence of endangered species at facility 0team generator 
repairs ulll not adversely affect crocodiles (. turtles Add I 
response contained in nonrad iol og leal environ ropt for 1979 
UHfilO.H E Florida Pouer t< Light Co 00/09/24 3pR 


8009300177 Forwards response to request for addl info re accident 
evaluation for steam generator repair 
UHRIO, R E Florida Power !i Light Co 80/09/24 Hpp 


Q Inspection reports, IE Bulletins ?< correspondence 


B009100049 Forwards IE Bulletin 80-13, “Malnt of Adequate Htn Flew 
Through Centrifugal Charging Pumps rolloulng Gecondary Olds 
High Energy Line Rupture “ Uritten response required 
O'SEILLY, J P Region 2, Atlanta, Office of the Director (l5/07/2a 
Ip 


8009190794 Forwards reviled Uestinghpuie STS 3 9 8 2. 3 9 JO !c Bases 
3/4 9 8 !, 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
asseoblJef or control rods Uritten response required 
LOVAA, T f1 Assistant Director for Operating Reactors 0O/D9/I5 


—8009190017 Revised Ues ti nghous e STS 3 9 8 2, 3 9 10 4 Bases 3/4 9 0 6 
3/4 9 10 requiring 23 ft of uater over top of reactor 
pressure vessel flange during nnwemert of fuel assemblies or 
control rods 

* Assistant Director for Operating Reactors 00/06/23 21pp 


8039150429 Foruardi formal request for addl info re design nod 
undervoltage relay protection sys to present loss of voltage 


to add 


WVAH.TM Assistant Director f o r Operat i ng fieac tors BO/03/18 


0009020195 Submits response to IE Bulletin 79-03A Completed anshir li 
be forwarded by 001001 

UHRIO, R E Florida Power 6 Light Co 00/00/00 Ip 


8009030300 R«spdTid« to IE Bi/Motih 79"*03Af "Long 1 tud I n* 1 Citrtcl* 

in ASKe SA"3l2.Tgpc 304 Stdinleii Stvol Pipe " 

indicAtev seam maiding piping in flafeig*~t'elatvd iv* 
iifill meet coda allouiable itreee criteria 
UHfilOifi E Florida Power U Light Cq 00/08/00 Ip 


0009030150 Forwards Revision 1 to IE Qullotlo 00-19, "Falluree d» 
here ury-Ne tted Matrli Relays In Reactor Protective 0ye of 
Operating Nuclear Power Plants Designed by C-F " Written 
response required 

O'REILLY.JP Region 2, Atlanta. Office of the Director 00/09/15 

Ip 


of station 

♦ 11^1 voltagii 

VARCA, 8 A Operating fleectors Branch l 0O/OB/19 5 pp 

■‘tatement on 

r O'/Utandina areas include 

VAROA.SA Operating Reactors Branch I 00/08/22 epp 

^'SsU f"rcenden»t."‘."/V‘'*^ Ri/fstions conpernmg 

UHRIO, R E Florida Power & L^ght^C^^'BO/Oe/M"® 7pp 

for info re low fracture 

ty 800930 ^ Prepared by AE Rept wilt be provided 

UHfilO.H E Florida Power 6 Light Co 00/09/05 Ip 

lIsSH- -> — - 

operating Reactors Branch 1 80/09/08 2 pp 

5 



lorida Power 4 Light Co BO/09/12 Jp 


V . : .. uunoiin /v-i/ re pipe cracks In stegnenl 

b abed water sys Visual 4 ultrasonic dsamlnatloni revealed 
no unresolved ndlcations of stress corrosion in IdentlHetf 
circumferential uelds 

UHRIO, R E Florida Power it Light Co 80/00/20 Ip 

Qulletln 79-17 re pip. crack. In .ta.nent 
nfi Its ^ tf ultrasonic sxafnlnati out rovffalnd 

circu;f:rlnUal"ul“r'’'’* ‘-stifled 

UHRIO, R E Florida Power Corp, 00/00/20 Ip 

= Circular 80-18, "lOCFROO S9 Safety Evaluallon 

rtfqulred^ Treatmint Sgs '* No written r®«poiHi 

D^REILLY. d P Region 2, Atlanta, Office qf the Director aO/09/2J 

®°cqJrecTv?oLltnn‘'’\‘’! ‘nferming NRC of step, taktn i. 

50-251/6^17 S0-2SO/80-2O 4. 

Sport^flranch*’’‘BS/oa/25‘^'’fp' Construction fr Engineering 

-8009120491 fi”P“nds to NRC 800703 Ur re violation, noted in IE In 
inu^ucuons w5: ° Corrective ac t ion. , ur it l./i 

S177_M.g3 I'hP iBnisntat Ion of Spec 

UHRIO a m ‘ contractor welders 

UHRIO, B e Florida Power 4 Light Co 80/00/04 2pp 

^°B0OS27!2/rO60a’Qa^«’"*5,'’®‘’‘* 50-250/00-20 it 50-231/80-17' O-r* 
murphy, < notice of violation 

6upport"flranch *ao/07/03'“'’2pp C9n*tTuctlon 4 Enjln.«tlf| 
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ft.ii. 

—8009120497 Notice of violation from insp on SOOS37-29 & 0603-04 
» ^9glon 2i Atlantdr Office of the Director SO/06/27 Ip 


— 8009120499 IE Insp Repta 50-350/80-20 t. 5O-S5I/Q0-I7 on 000537-29 U 
^*'*1 0603-04 Noncamp 1 iance noted failure to follow weld electrode 

proccdvrel req^uirements 

HERpTiA R Region 3 j Atlanta. Reactor Construction U Engineering 
Support Sranch ECONOKQSiN Region 3. Atlanta. Office of the 
Director 00/06/27 6pp 

i ri 

8007150515 Ack raceipt of 000720 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/80-19 8i 
30-251/00-20 

HUnPHV< C E Region 2i Atlanta. Reactor Construction U Engineering 
Support Branch 80/00/25 Ip 


0009290577 Foruards IE Circular 00-21. "Regulation of Refueling Crews “ 
No written response required 

O'REILLVfO P Region 2. Atlanta. Office of the Director aO/09/10 
5pp 

R Periodic operating reports & related correspondence 


0009090290 Forwards "Radioactive Effluent Release Data . Jan-June 1900" tt 
"Environ Radiological Monitoring Program Sumirarg. Jan-June 
1900 " 

UHRIO. R E Florida Power t. Light Co 00/09/03 Ip 


--80090703(?6 "Radioactive Effluent Release Data. Jan-June 1930 " 
a Florida Power & Light Co 80/03/14 I7pp 


— 8009130520 Responds to NRC 800637 Itr re violations noted in IE Insp 
Repts 50-250/80-19 i 50-251/00-20 Corrective actions each 
item wilt be evaluated & implemented in accordance w/ 
guide 1 ine 

UHRIO.R E Florida Power 8< Light Co 00/07/20 3pp 


—0009120526 Forwards lE Insp Repts 50-250/00-19 i 50-251/80-20 on 
000604-06 t< notices of violation tt deviation 

HURPHY. C E Region 2. Atlanta. Reactor Construction it Engineering 
Support Branch 00/06/27 2pp 


— 8009120531 Notice of violation from insp on 000604-06 

■* Region 2. Atlanta. Office of the Director BO/06/27 Ip 


--8009120535 Notice of deviation from insp on 800604-06 

a Region 2. Atlanta. Office of the Director 80/06/27 Ip 


— B009120539 IE Insp Repts 50-250/00-19 & 50-251/00-20 on 000604-06 
Noncemp I lance noted Inadequate fire brigade training 
program & fire protection administrative control procedures 
CONLON. T E Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch MILLER.W H Region 2. Atlanta. Office of the 
Director 80/06/27 6pp 


8009110121 Ack receipt of 800806 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/00-23 b 
SO-251/00-23 

KEMNA. U B Region 2. Atlanta. Safeguards Branch 00/08/27 Ip 


-8009110166 Responds to NRC 000711 Itr re violations noted in IE Insp 
Repts 50-250/80-23 b 50-251/80-23 Corrective actions 
withheld <ref 10CFR2 790) 

WRIO. R E Florida Power J Light Co 00/08/06 Ip 


— 0009090311 "Environ Radiological Monitoring Program Summarg. Jan-June 
1980 " 

4 Florida Power b Light Co 80/09/03 0pp 


8009170279 Forwards monthlg operating repts for Aug 1900 
SCHMIDT. A D Florida Power b Light Co 80/09/06 Ip 


— 6009 1 702S1 Monthlg operating repts for Aug 1 930 

CHILSONiV T Florida Power I Light Co 00/09/06 ISpp 


S Reportable occurrences. LERs 4 related correspondcnco 


8007120350 Forwards LER 0O-O1S/O3U-O 

SCHMIDT. A D Florida Power b Light Co 00/09/02 Ip 


— 8009120385 LER 0O-O15/O3L-O on 800802. dor Ing power operation b in 
preparation to increase vo 1 In accumu la tors. safety injection 
pump 3A failed to start following manual initiation Caused 
bg broken support for driving pawl 

PACE. P L Florida Power b Light Co BO/09/02 2pp 


8009300490 Forwards LER 60-016/03L-0 

SCHMIDT. A D Florida Power 4 Light Co 80/07/12 tp 


0009300494 LER B0-O16/03L-0 on 800013. process radiation monitors R-ll fc 
R-I2 were out of sve Caused b9 air sampling blower suction 
line becoming plugged b overheating Mod to substitute blower 
w/longer duty cycle being prepared 

PACEiP U Florida Power b Light Co 00/09/12 Ip 


DOCKET 50-2SI TURKEY POINT PLANT, UNIT 4 


—8009110169 Forwards IE Insp Repts 50-250/00-23 b 50-251/00-23 on 
800616-20 b notice of violation Notice of violation withheld 
<ref 10CFR2 7701 

KENNA.N D Region 2. Atlanta. Safeguards Branch 80/07/11 2pp 


—B009I 10173 IE Insp Repts 50-250/BO-23 b 50-251/80-23 on 800616-20 
Noncompl lance noted failure to maintain positive control 
over all designated vehicles Details withheld 
Iref 10CFR2 790) 

TILLMAN. A I HDNELL. J C Region 2. Atlanta, Office of the Director 
GILLESPIE. F P Region 2. Atlanta, Safeguards Branch 00/07/11 
Ip 


8009120300 Forwards IE Info Notice 80-31. "Malopera t Ion of Could-Drown 
Boveri 400 Volt Type K-6008 b K-DON 600S Circuit Breakers " 

No written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/00/27 

Ip 


8009120671 Responds to IE Bulletin 80-19. Revision 1 re failures of 
> mercury-wetted matrit relays in reactor protective sys 

Identified relays are not used in facility Four manhours 
expended for review 

UHRIOiR E Florida Power b Light Co 80/09/02 Ip 


G00911QBS3 Submits response to IE Bulletin 80-04 Final response to 
bulletin will be submitted by 801001 
UHRIO.R E Florida Power b Light Co 80/09/03 Ip 


8009240412 Forwards response to IE Bulletin 80-15 re possible loss of 
emergency notification sys w/loss of offsite power Onsite 
extensions powered by reliable power supply Thirty-three 
manhours expended on review b corrective action N/affidavit 
UHRIO.R E Florida Power b Light Co 00/09/04 4pp 


8009250209 Forwards response to NRC itr re violation noted in IE Insp 
Repts SO-230/80-ia b 50-251/80-18 Corrective actions 
Bspansion anchors for listed supports will be relnspected No 
proprietary Info in rept 

(JFRIO, R E Florida Power b Light Co 80/09/08 2pp 


F Security, medical, emergency b fire protection plans 


8009090862 Requests participation in NRC study of people-related 
problems in nuclear safeguards Request includoS NRC visit to 
facility to interview security personnel Conf i dentlal 1 ty of 
Info will be maintained during all phases of study 
VAROAi S A Operating Reactors Branch 1 00/08/14 3pp 


8009230261 Requests that all personnel be reminded of purpose of 
emergency notification sys b health physics network Sys 
installed for govt use during emergency 

O'REILLY. JP Region 2. Atlanta. Office of the Director 00/00/22 
IP 


0 Adjudicatory correspondence 


8009190267 Forwards order requiring info supporting environ 
qua 1 1 f Icatl on of safety-related electrical equipment 
Requests submittal of info by 601101 

VAROAi B A Operating Reactors Branch 1 00/08/29 2pp 


— 6009190275 Order for mod of Licenses DPR-31 b PPR-41 to add info which 
fully responds to NRC request for Info re environ 
qualification of safety-related electrical equipment Info 
should be submitted by 601101 

EISEWH8T.D O Division of Licensing 60/08/2? 6pp 


8009250024 Advises that contrary to 800702 ttr.DES re proposed OLs 
amend to permit steam generator repair will be Issued by 
801031 

GOLDBERG, SC Hearing Branch 2 80/09/23 Ip 


8009290180 Motion to participate as interested state In proceeding 
Review of EIA. safety evaluation b EIS may reveal areas of 
unique concern to petitioner 

SAUNDERS, D L . OINS0URG, R A Dade County, F1 80/09/24 2pp 
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DOCKETED ITEMS 


« Antitrust t orrespontfent e 


S00930047& nesponsa before US Court or Appeals for DC Circuits In 
opposition to petitioneis' notion for eipedited 
consideration of Civil Action 60-1099 Certificate of Svc 
anc I Related correspondence 

UVM.H , BQUKNIOHT. O A Florida Power * Light Co DYK, H Covington 
U Durllng 80/09/25 5pp 


P Operating license stage documents S> correspondence 


6009030029 Discusses void fornatlon in vessel head during GOOdill 
natural circulation cooldoun event Requests opinion re 
potential for voiding phenomenon in C-E designed NSSB 
CHECKj P 5 Assistant Director for Plant Sgstems 60/07/33 2pp 


6009020397 Submits Interim criteria for shift staffing to all CL t CP 
licensees j. app I Icantsi per flRC 600507 Itr Discusses 
administrative provisions for emergency it overtime work 
Development 1^ implementation to be revieued uithin 90 dags 
EISENHUT.D 0 Division of Licensing 60/07/31 7pp 


6OD9O60OBO Forwards draft NURE<J"0696j "Functional Criteria for 
emergency Response Facilities ’’ Cements requested uithin 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end H/o WHEC 

EISENHUT.DC Divi s i on of Licensing 00/03/01 119pp 


6009230052 Informs that eremptlon from fee re licensing action 
associated UP/THt-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EISENHUT. D G Division of Licensing 00/03/07 AOpp 


6009190794 Forwards revised Westinghouse STS 3 9 B 2<3 9 10 L Bases 
3/4 965 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Written response required 
NOVAKi T f1 Assistant Director for Operating Reactors 60/03/15 
IP 


--0009190917 Revised Westinghouse STS 3 9 B 2.3 9 10 fc Bases 3/4 9 B I. 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during novenent of fuel assemblies or 
control rods 

• Assistant Director for Operating Reactors QO/06/23 2tpp 


6D091S0429 Forwards formal request for addi info re design mod to add 
undorvoltage relay protection sys to present loss of voltage 
scheme 

NOVAK- T H Assistant Director for Operating Reactors eO/08/lB 
6PP 


6009090091 Forwards request for add I info re adequacy of station 
electric distributor sys voltages 

VARGA. S A Operating Reactors Branch 1 00/06/19 Spp 


6009150436 Forwards requests fo-r add I info re environ statement on 
proposed steam generator repair Outstanding areas include 
accident eva lua t ion. endanger ed species distribution & 
denlneralliation 

VAROA.8 A Operating Reactors Branch I 80/00/22 Spp 


600?'030236 Foiwards responses to MRC 830717 questions concerning 
radwaste from condensate polishing deminera 1 i ilng sys 
UHRIO.R E Florida Poiuer it Light Co 60/08/29 7pp 


S00'9O902S7 Responds to HRC 800729 request for info re low fracture 
toughness Info is being prepared by AE Rept will be provided 
by 000930 

UKRIO.R E Florida Power L Light Co 30/09/05 ip 


8009120049 Motif Icat ion of 800917 meetlTig u/util at plant site to 
discuss steam generator repair program 

GRDTENHI/lSi M Operating Reactors Branch I 80/09/08 2pp 


0009190908 Nott ficat 1 on of 800930 environ site visit w/util to plant 
outfall. canal sys 6 associated areas around facilities 
GROTENHLilSi H Operating Reactors Branch 1 60/09/11 2pp 


0009160376 Responds to NRC 600702 Ur re TMI-related Tech Specs 
Proposed specs have been drafted L forwarded to onsite 1. 
offsite review eommitioes for review & approval 
UHRIO.R e Florida Power * Light Co 60/09/12 Ip. 


6009190206 Application for amend of Licenses DPR-31 L DPR-41. re vi sing 
Tech Specs to include definition of “operability" t> to 
clarify application of limiting conditions for operations 
Amend is submitted in response to NRC 800410 I tr 
UHRIO.R E Florida Power 4- Light Co 60/09/12 ip 


— 8009190209 Proposed Tach Specs. Sec t ion I re definition of “op erabllt||> 
& Ssctlon 3 re limiting conditions for operation Safety 
eva 1 uat i on enc I 

a Florida Power fc Light Co 80/09/12 21pp 


0OO926CO’l5 Confirms arrang eneti ts for site visits on 800917 L 30 re 
steam generator repair program at plants 
VARGA. S A □perating Reactors Branch 1 80/09/12 2pp 

8009290343 Discusses util response to NRC 600819 t< 18 requests for 
info re adequacy of station elec trie distribution sys 
voltages A/E info, espected by Oct 1900 Response to 600619 & 

20 requests planned for 601101 it 15. respectively 
UHRIO.R E Florida Power It Light Co 60/09/24 Ip 


8009300129 Forwards responses to NRC request for addl info r* 
occurrence of endangered species at facility Steam generator 
repairs will not adversely affect crocodiles L turtles Addl 
response contained in nonradiological environ rept for t979 
UHRIO.R e Florida Power U Light Co 80/09/24 3pp 


8009300177 Forwards response to request for addl info re accident 
evaluation for steam generator repair 
UHRIGiR E Florida Power t. Light Co 60/09/24 Spp 


Q Inspection raports. IE Bulletins 8. correspondence 


6009100049 Forwards IE Bulletin 80-16. "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Written response required 
□ 'REILLY, J P Region 2, Atlanta, Office of the Director 80/07/24 

Ip 


600902019S Submits response to IE Bulletin 79-03A Completed answer to 
be forwarded by 601001 

UHRIO.R £ Florida Power U Light Co 80/00/08 Ip 


8009030300 Responds to IE Bulletin 79-03Ai “Longitudinal Meld Defects 
In ASME SA-312. Type 304 Stainless Steel Pipe " Preliminary 
inro indicates seam welding piping in safety-related sys 
will meet code all owab le stress criteria 
UHRIO.R 6 Florida Power 4t Light Co 60/00/08 Ip 


8009030138 Forwards Revision t to IE Bulletin 80-19. "Failures of 
Her e ury-Ne ttad Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

Q'REILLYiJ P Region 2, Atlanta, Office of the Director 60/08/15 

Ip 


8009ld>0639 Responds to IE Bulletin 79-17 re pipe eraeld in stagnant 
berated water sys Visual & ultrasonic eiaminations revealed 
no unresolved indications of stress corrosion in Identified 
circumferential welds 

UHRIO.R E Florida Power fc Light Co 80/08/20 Ip 


Q009160143 Forwards IE Circular 00-10, "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

□ 'REILLY, U P Region 2. Atlanta. Office of the Director 80/08/22 

Ip 


8009120486 Ack receipt of 800804 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-250/80-20 & 
50-251/00-17 

MURPHY. C E Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch 60/08/23 Ip 


•8009120491 Responds to NRC 800703 Ur re violations noted in IE Imp 
Repts S0-2S0/B0-2O i SO-231/80-17 Corrective actions written 
ins true 1 1 ons, (j/specif i c details on implementation of Spec 
S177-l'l-53. issued to contractor welders 
UHRIO.R E Florida Power 4 Light Co 80/00/04 2pp 


—8009120495 Forwards IE Insp Repts 50-260/80-20 tt 50-251/80-17 on 
800527-29 4. 0603-04 4 notice of violation 

MURPHY, C E Region 2. Atlanta. Reactor Construction 4 Engineering 
Support Branch 80/07/03 2pp 


■8009120497 Notice of violation from Insp on B00527-29 & 0603-04 
a Region Sr Atlanta. Office of the Director 80/06/27, ip 


DOCKETED ITEMS 
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—BOO"? 1 20499 IE Insp Repts 30-250/BO-20 fc 50-251/80-17 on 800527-29 «< 
0603-04 Noncomp 1 lanca noted failure to follotii uetd eloctrode 
procadural requirementt 

HEBOTrA R Region 2> Atlanta> Reactor Construction & Engineering 
Support Branch ECONOKOSi N Region 2> Atlantai Office of the 
Director 80/06/27 6pp 


5009290277 Forwards IE Circular e0-21i 'Regulation of Refueling Crews 
No written response required 

D'RElLLViJ P Region 2. Atlanta> Office of the Director 00/09/10 
5pp 


R Periodic Operating reports 6 l elated correspondence 


6009120515 Act receipt of 800728 
correct violations noted In IE 
3O-2SI/Q0-20 

MURPHY. C £ Region 2. Atlanta 
Support Branch 80/0B/23 Ip 


Itr informing NRC of steps taken to 
Insp Repts 50-230/80-19 «< 

Reactor Construction ft Engineering 


6009090290 Forwards "Radioactive Effluent Release Data. Uan-June 1980’' t 
"Environ Radiological Monitoring Program Summary. Jan-June 
1930 '• 

UHRIO. R E Florida Power I Light Co 80/09/03 Ip 


— 0009120520 Responds to NRC 600627 Itr re violations noted in IE Insp 
Repts 30-250/80-19 6 50-251/80-20 Corrective actions each 
item will be evaluated (< Implemented In accordance w/ 
guideline 

UHRIO. R E Florida Power t Light Co 80/07/28 Opp 


— 8009120526 Forwards IE Insp Repts 30-290/80-19 6 30-251/00-20 on 
800604-06 (i notices Of violation ft deviation 

MURPHY. C E Region 2, Atlanta. Reactor Construction ft Engineering 
Support Branch ao/06/27 2pp 


— 0009090306 "Rad loac tive Effluent Release Data. 3an~June 1980 
■* Florida Power 6 Light Co 8O/0B/i4 I7pp 


— 0009090311 "Environ Radiological Monitoring Program Summary. Jan— June 
1980 " 

Florida Power t Light Co 00/09/03 8pp 


8009170279 Forwards month Ig operating repts for Aug 1900 
SCHMIOT.A 0 Florida Power 6 Light Co 80/09/06 Ip 


— 6009120531 Notice of violation from insp on 800604-06 

« Region 2. Atlanta. Office of the Director 00/06/27 Ip 


— 8009120535 Notice of deviation from insp on 800604-06 

a Region 2. Atlanta. Office of the Director 00/06/27 Ip 


--8009120539 IE Insp Repts 50-250/80-19 ft 30-291/80-20 on 800604-06 
Noncompliance noted inadequate fire brigade training 
program t. fire protection administrative control procedures 
CONLDN. T E Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch KILLER.M H Region 2. Atlanta. Office of the 
Director 80/06/27 6pp 


8009110121 Act receipt of 800806 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-250/80-23 t< 
50-251/90-23 

KENMA. U B Region 2. Atlanta. Safeguards Branch 80/08/27 Ip 


— 6009110166 Responds to NRC 800711 Itr re violations noted in IE Insp 
Repts 50-250/80-23 ft 50-251/80-23 Corrective actions 
withheld Irsf 10CFR2 790) 

UHRIO. R E Florida Power It Light Co 80/03/06 Ip 


— B0091 10169 Forwards IE Insp Repts 50-250/80-23 6 80-231/80-23 on 
800616-20 & notice of violation Notice of violation withheld 
Iref 10CFR2 790) 

KENNA. M B Region 2. Atlanta. Bafeguarrfs Branch 60/07/11 2pp 


— 8009110173 IE Insp Repts 50-230/80-23 ft 30-251/80-23 on 800616-20 
Noncompl lance noted failure to maintain positive control 
over all designated vehicles Details withheld 
iref 10CFR2 790) 

TILLMAN. A . HOUCLL. J C Region 2. Atlanta. Office of the Director 
OILLEBPIE.F P Region 2. Atlanta. Safeguards Branch 80/07/11 
Ip. 


8009120308 Forwards IE Info Notice 80-31. "Maloperation of Oould-Brown 
Bovorl 480 Volt Type K-6008 It X-DON 6005 Circuit Breakers " 

No written response required 

O'REILLY. JP Region 2. Atlanta. Office of the Dlroctor 80/08/27 


3009120&71 Responds to IE Bulletin 80-19. Revision i re failures of 
■narcurg-wetted matrli relays in raactor protective sgs 
Identified relays are not used in facility Four manhours 
espended for review 

UHRIO. R E Florida Power ft Light Co 80/09/02 Ip 


9009110953 Submits response to IE Bulletin 80-04 Final response to 
bulletin will be submitted by 801001 
UHRIO, R E Florida Power ft Light Co 80/09/03 Ip 


0OQ924O4I2 Forwards response to IE Bulletin 80-19 re possible loss of 
emergency notification syt w/loss of offsite power. Onsite 
extensions powered by reliable power supply Thirty-three 
natihovrs eipended on rovlew b corrective action If/affldavlt 
UHRIO. R.E Florida Power b Light Co 80/09/04 4pp 


0009250209 Forwards response to NRC Itr re violation noted in IE Insp 
Repts 50-230/80-18 b 50-251/00-18 Corrective actions 
expansion anchors for listed supports will be rcinspected No 
proprietary info in rept 

UHRIO. R.E Florida Power ft Light Co 80/09/08 2pp 


— 8009170201 Monthly operating repts for Aug I960 

CHILSQN. V T Florida Power b Light Co 00/09/06 I5pp 


S Reportable occurrences. LERs f related correspondence 


8009120313 Forwards LEfi 80-01 1/03L-0 

SCHMIOT.A 0 Florida Power ft Light Co 80/09/02 Ip 


—8009120315 LER B0-O11/03L-0 on BOOB10, dur I ng surveillance testing. six 
loniiatlon detoctnrs in 4M electrical penetration room found 
inoperable Caused by Improper installation of upgrade to 
fire protection sys 

PACE.P L Florida Power b Light Co 80/09/02 2pp 


DOCKET 50-234 QUA0-CITIE8 STATION. UNIT 1 


F Security, medical, emergency b fire protection plans 


8009230288 Requests that all personnel be reminded of purpose of 
emergency notification sys b health physics network Sys 
Installed for govt use during emergency 

KEPPLEfl.J O Region 3. Chicago. Office of the Director 0O/OS/22 
3pp 


8009100376 Forwards review of util generating station emergency plan ft 
draft Itr requesting addl info b commitments from otil 
PAOANO. F 0 Emergency Preparedness Licensing Branch 00/08/23 
5pp 


0 Adjudicatory correspondence 


0009220015 Forwards order requiring info supporting environ 
quallf ication of safety-related electrical equipment. 
Raquests submittal of info by 601101 

IPPOLITO, T A Operating Reactors Branch 2 00/08/29 2pp 


— 6009220017 Order for mod of Licenses DPH-29 b DPR-30 to add info which 
fully responds to NRC request for info re environ 
qualification of safety-related electrical equ i pment. Info 
should be submitted by 801101 

EISENHUr. 0 0 Division of Licensing 80/09/2? 6pp 


8009300603 Forwards 800919 order revising 800829 order for mod of OLs. 
in entiretg 

EISENHUT, D 0 Division of Licensing 80/09/17 2pp 


— 8009300614 Order revising 800029 order for mod of OLs DPR-29 b DPR-30. 
published in 800?f2 FR> in entirety Info re IE Bulletin 
79-OIB shall be filed by 801101 Request for hearing will not 
stay order effective 800919 UC8 petitions discharged 
EISENHUT. D 0 Division of Licensing 80/09/17 6pp 


P Operating license stage documents b correspondence 


8009110354 Suppts NRC 800707 request for proposed Tech Specs changes re 
scram discharge vol vent b drain valves, b reactor 
protection sys ft control rod block limit switch surveillance 
requirements Class III license fee to be submitted w/change 
eiSENHUT, D 0 Division of Licensing 80/07/22 22pp 
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DOCKETED ITEMS 


8C(j90J0;?7 Siibnits interim criteria for ihirt ttaffmj to •» I J ^ 
licensee! > app I icants, jer P.HC 800507 Itr Discusses 
aJ-iinistrati/e pro/ision* for emergency 4. overtime uorli 
Development ti implementation to be reviewed ulthin 70 days 
eiSEt.HOT.DC Division of Licensing 80/07/31 7pp 


8000230463 Faruards proposed Tech Spec changes re imp 1 amenta t Ion oF THI 
Lessons Learnedi Cs begorg A r equ Irenentsi In response to NRC 
800702 request Dresden Unit 1 Tech Spec changes util be 
submitted 90 dags prior to scheduled startup 
JAN8CEK.R F Cammonuoalth Edisnn Co 00/09/18 3pp 


0009080030 Foruards draft t4UfiES-0696i "Functional Criteria for 
Emergencg Response Facilities ' Cor-ionts requested within 30 
dags Praposed inplemantat ion schedule for meeting criteria 
of r.UnEG-0696 end W /0 lJUHEO 

ElEEf.rf'JT. 0 0 Division of Licensing 60/08/01 119pp 


8009330052 Inform that eiemption from fee re licensing action 
associated u/THI-2 Lessons Learned is unjustified Previous 
deternlnation should he disregarded Requested submittal 
should include proposed class of amend 
eiSEMH'JT. D C Division of Licensing 80/08/07 60pp 


— 8009230466 Proposed Tech Spec changes re implementation of TMI-a 
Lessons Learned Categorg A items 
* Commonueal th Edison Co QO/O’f/lO 29pp 


Q Inspection reports. IE Dulletisls 8< correspondonce 


0009190166 Foruards IE Investigation Rept 50-254/79-31 on 791209- 
800115 Mo none amp 1 1 ance noted 

KEPPLER. JO Region 3. Chicago. Office of the Director 80/02/14 

app 


E0090204S4 Foruards evaluation of util response to NRC 800223 request 
for info re primary coolant sys pressure Isolation valves 
Two specific E.ent 5 valve cent igurations do not eiist at 
facilities 

CRUTCHFIELD. D Operating Reactors Branch 5 80/00/12 3pp 


—8009020473 "Prinary Coolant Sys Pressure Isolation Valves. " technical 
evaluation rept 

•'OELL. P H . STILNELL, T C Franklin Ins 1 1 tute/Frank 1 in Research 
Center tJRC- 03-79-1 16 00/07/21 4pp 


8009180252 Foruards NUREG-0661. "Mart I Containment Long-Term Program 
SEH Resolution of Generic Technical Activity A-7 " Rept 
discusses generic suppression pool hydrodynanic load 
definition U/o end 

IPPOLITO T A Operating Reactors Branch 2 80/08/20 2pp 


— a009170t71 IE Investigation Rept 50-294/79-31 on 791205-800115 No 
noncomp 1 lance noted Major areas investigated circumstances 
surrounding closure of two core spray suction valves to 
ECCS 

NORECIUS. C E . SPESSARD.L , MCCARTEN. J D Region 3, Chicago. 
Office of the Director 80/02/04 t3pp 


8009040517 Forwards IE Dulletin 80-07. Suppl 1. "OHR Jet Pomp Assembly 
Failure ■' Response required 

KEPPLER. J 0 Region 3r Chicago. Office of the Director 80/05/14 


8009040632 Provides addl response to IE Bulletin 80-17 Results of 
analysis of ATI4S lu/o recirculation pump trip end Analyses 
required no deratings to remain belou sve level C limit 
JANECEK. R F Commonwealth Edison Co 90/07/14 App 


8009020105 Forwards HUTECH Rept COn-0708-03. "Evaluation of la-Inch 
Containment Isolation Valves for Dresden Station. Units 2 6 3 
6 Quad Cities S tat ion. Uni ts 1 4 2." in response to NRC 
791022 h 23 Itrs re containment vent t purge valves 
JANECEK. R F Commonwealth Edison Co 80/08/22 Ip 


8009020109 Responds to IE Bulletin 79-03A, "Longitudinal Weld Defects 
in ASKE 9A-312. Type 304 Stainless Steel Pipe *’ 8A-312 pipe 
not present in operating plants Final confirmation from 
suppliers anticipated by 800916 re const plant piping igs 
NAUOHTON/W F Comoionueal th Edison Co 90/08/07 2pp 


’6009020111 "Evaluation of 18-Inch Containment Isolation Valves for 
Dresden Sta t i on. Uni ts 2636 Quad Cities Station. Uni ts 1 6 
2 •’ 

GERBER. D A . DEAROQRFF.P E . HARTIN.J B Nuclear Technology. Inc 
(Mutechl C0«-070a-03 80/05/14 U6pp 


8009170230 Forwards response to IE Bulletin 80-17. Suppl 1. "Failure of 
76 of 189 Contr-ol Rode to Fully Insert During Scram at BUR “ 

Scram discharge vol piping, scram instrument vol piping 6 
drain piping meet requirements re dounuard pitch 
PEOPLES. D L ComiEionuiealth Edison Co 80/08/07 4pp 


8009120404 Forwards Attachments 1-5 to util 800630 Itr re facility 
electric distribution sys voltage adequacy Ltr 
inadvertently transmitted u/o attachments 
JAIECEK.R F ConiiDnuealth Edison Co 80/09/28 6pp 


8008280.188 Forwards IE Insp Hepts 50-254/00-10 6 50-269/90-20 on 
000714-10 6 notice of violation Notice of violation withheld 
(ref 10CFR2 790) 

HIND. J A Region 3. Chicago. Safeguards Branch 80/08/12 2pp 


8009090338 Application for amend cf License DPR-29. Chang Ing Tech Specs 
to support review of future reloads Cycle 6 operation is 
ichcdulad to begin 801123 Class III fee end 
JAr'ECEK.fl F Commonucalth Edison Co 60/09/02 4pp 


0007030341 Proposed Tech Specs to support review of future reloads, 
including Tech Specs 1 1/2 1 re fuel cladding integrity. 1 2/ 

2 2 re safety limit. 3 1/4 1 re reactor protection sys 632/ 

4 2 through 3 5/4 9 re limiting conditions for operation 
a Conronwealth Edison Co BO/09/02 47pp 


8009090394 Forwards addl info re min critical configuration in support 
of 800515 application to amend Licenses DPR-19.25. 29 6 30. 
changing requirements for source range monitor count rates 
JANcCEK.R F Commonwealth Edison Co 80/09/03 5pp 


49,44.58 6 S3 to Licenses DPR-19, DPR-25, 
DFR-..9 6 BPfi-30. respectively, safety evaluation 6 notice of 
o availability 

IPPOLITO. T A Operating Reactors Branch 2 80/09/08 2pp 

Amend! 49.44.58 6 53 to Licenses DPR-19, DPR-2S, DPR-29 & 
D.R-30. respectively, revising Tech Specs to allow count rate 
on source range monitor channels below 3 counts per second 

1PPOLITo''t r* n"“ "s ‘"u >0 quadrant 

IFPOtlTO. T A Operating Reactors Branch 4 80/09/03 2app 


-8009160516 Safety evaluation supporting Amends 49,44,58 6 53 to 

^ 2fnc’. ori ^ respectively 

Office of Nuclear Reactor Regulation, Director 80/09/08 4p 


— 8008280495 IE Insp Ropts 50-254/80-18 6 50-265/80-20 on 800714-18 
Noncompt iance noted failure to establish compensatory 
measures for (ailed security-related equipment 6 to control 
access to vital areas Details withhold (ref 10CFR2 790) 

KIND, J A Region 3, Chicago, Safeguards Branch 00/08/11 2pp 


8009030231 Forwaids Revision 1 to IE Bulletin 80-19, "Failures of 
Kei cury-ldettod Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Urltten 
response required 

KEPPLER. JO Region 3, Chicago. Office of the Director 00/08/19 

tp 


8009110545 Responds to IE Bulletin 90-08, "Exam of Containment Liner 
Penetration Welds." supplementing S0D709 response Corrects 
lion rosponse re rings used for field circumferential butt 
weld Reviews accuracy of other statements 
ADEL, J 8 Commonwealth Edison Co 80/08/15 4 pp 


8009110562 Responds to Suppl 1 to IE Bulletin 00-17, "Failure of 76 
of 185 Control Rods to Fully Insert During Scram at BUR " 

Util will not have continuous 6DV water level monitoring sys 
installed 6 functional by 000901 

JAhECEK, R F Commonwealth Edison Co SO/OB/IS 2pp 


8009160681 Submits supplementary response to IE Bulletin 80-09, 
‘'Examination of Containment Liner Penetration Welds." 
correcting statement made in DL Peoples 800709 ltr Further 
review not necessary ' 

ABEL, J S Commonwealth Edison Co 00/08/15 4pp 


"800918DS36 Notice of issuance t availability of Amends 49,44,58 b 53 

IPPDU?0 *■ OPR-aO.reJpectw" ^ “ 

IPPOLITO. T A Operating Reactors Branch 2 BO/09/OB 2pp 


0009290123 Foruards Waste Packaging Insp Rept 15000046/80-65 on 
800927-30 4 notice of violation 

DAVIS, A B Region 3. Chicago, Fuel Facility 6 Materials Safety 
Branch BO/00/10 2pp 


--8009290126 Notice of violation from Insp on 800527-30 

* Region 3, Chicago, Office of the Director 80/07/23 Ip 
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— aoova^oioj Waste Packaging Insp Hept l500004<ii/aO-65 on 000527-30 
Non c amp 1 lance noted failure to oioet strong, tight package 
rsquiraraent contained in DOT regulation 

LOVENDALE.P C . THOMAS. R D Region 3. Chicago. Office of the 
Director BOOK. H E Region 3. Chicago. Fuel Facility (t Materials 
Safety Branch 80/07/23 2pp 


3009110732 Ack receipt of 800313 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0-S54/80-16 
HIHOiJ a Region 3. Chicago. Safeguards Branch BO/OB/20 Ip 


— 8009110737 Responds to NRC 000721 Itr re violations noted in IE Insp 
Rapt 50-254/80-16 Corrective actions uiithheld (ref 
10CFR2 790) 

ABEL. J 8 Commonueal th Edison Co 80/08/12 Ip 


8009150495 Foruards IE Info Notice 80-30. "Potential for Unacceptable 
Interaction Betuieen Control Rod Drive Scram Function (■ 

Nonesscntlal Control Air at Certain OE BUR Facilities ” No 
specific action or response requested 

KCPPLER.J o Region 3. Chicago. Office of the Director 80/00/20 
Ip 


8009120060 Foruards Suppl 3 to IE Bulletin 00-17. “Failure of Control 
Rods to Insert During Scram at BUR '' Written response 
r cqu trad 

KCPPLER.J 0 Region 3. Chicago. Office of the Director 00/08/22 
ip 


3009100531 Foruards IE Circular 80-18. "10CFR50 59 Safety Evaluations 
for Changes to Raduaste Treatment Sys " No urltten response 
required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 80/08/22 

Ip 


6009230(}94 Foruards IE Info Notice 80-31, "Maloperation of <}ould-Broun 
Doverl 4B0 Volt Type K-600S t. K-OON 600S Circuit Breakars ■■ 
flo urltten response required 

KEPPLER. JO Region 3. Chicago. Office of the Director 80/08/28 

Ip 


8009100659 Ack receipt of 800713 Itr informing NRC of steps taken to 
correct violation noted in 800620 IE insp rept 6 payment of 
civil penalty 

BTELLO. V Office of Inspection Ic Enforcement. Office of the 
Director 80/08/29 2pp 


B0091704I1 Foruards response to IE Bulletin 80-13 re possible loss of 
emorgency notification sys u/loss of offsite pouer Revieu 
revealed inoperability of Dresden sys Investigation being 
conducted Operating Order 26-80 changed 
JANACEK, R F Commonucal th Edison Co 80/09/29 4pp 


8009100466 Responds to IE Bulletin 90-19 re failures of morcury-uetted 
matrix relays in reactor protective sys Identified relays 
are not used In facility No action required Tuenty-four 
manhours expended on revieu 

RAUSCH. T 0, Cooimonuea 1 th Edison Co 80/09/29 Ip 


90O923047S Foruards Revision 1 to IE Bulletin 79-26, "Boron Loss From 
BWR Control Blades “ Written response required 

KEPPLER, d 0 Region 3, Chicago. Office of the Director 80/08/29 

Ip 


8009170421 Responds to IE Bulletin 80-17.Suppt l.re failure of control 
rods to fully Insert during scram at BNR Vent sys ul 1 1 
provide reliable source of air during draining Bys ultl be 
steadily purged until mods Installed 

dANECEK.R F Commonueal th Edison Co 80/09/02 2pp 


0009260109 Foruards response to IE Bulletin 00-17, 3uppl 3. “Failure of 
76 of las Control 'Rods to Fully Insert During Scram at DWR " 
Procedure at Dresden 263 changed to require immediate 
manual scram uhen air pressure reaches 60 psl 
RAUSCH. T J Commonuealth Edison Co 00/09/02 4pp 


Q009230S04 Responds to NRC 791213 request for addl info in response to 
tE Bulletin 79-02. "Pipe Support Base Plate Designs Using 
Concrete Expansion Anchor Bolts " Expansion anchor test 
reivlti shou installation of anchors acceptable 
dANECEK.R F Commonueal th Edison Co 80/09/05 17pp 


8009240133 Foruards IE Circular 00-21. “Regulation of Refueling Crews " 
Ho written response required 

KEPFLER.d 0 Region 3. Chicago, Office of the Director 80/09/10 

Ip 


8009300200 Foruards response to IE Bulletin 80-20 No Westinghouse 
Type U-2 control switches are used in safety-related sys at 
Oresden.Ouad Cities 6 LaSalle County Responses for Zion 6 
Byron are end 

RAUECH. T J Commonwealth Edison Co 80/09/15 6pp 


R Periodic operating reports 6 related correspondence 


8009030448 Forwards semiannual rept of radioactive effluent discharges 
6 solid raduaste. for Jan-dune 1980 

KALIVIANAKIS. N Comnionwca 1 1 h Edison Co 80/09/13 Ip 


—6009030453 Semiannual rept of radioactive effluent discharges 6 solid 
raduaste. for Jan-dune 1980 

* Com.nonuea I th Edison Co 60/08/13 20pp 


8009160272 Foruards monthly operating repts for Aug 1980 
KALtVl ANAKtS. N Commonuea 1 th Edison Co 80/09/02 Ip 


— B009160276 Monthly operating repts for Aug 1980 

BROUN. B . TUBBS. B Cemmnnuealth Edison Co 80/09/03 S2pp 


8009120253 Foruards changes. tests t experiments completed during Aug 
1980 

KALIVIANAKIS.N Commonwealth Edison Co 80/09/08 2pp 


8 Reportable occurrences. LERs 2 related correspondence 


8009020390 Forwards LER 80-01 //03L-0 

KALIVIANAKIS.N Commonwealth Edison Co 80/08/06 Ip 


— 8009020396 LER 80-017/03L-0 on 600716. alarm in control room indicated 
vacuum breaker valve A0-16O1-20D opened Valve position 
indicating lights inoperable Caused by coil burnup in air 
actuator solenoid Valve closed ( defective coil replaced 
5TEFFE8. C Commonwealth Cdison Co 80/08/06 2pp 


8009080422 Forwards LER BO-O10/O3L-O 

KALIVIANAKIS.N Commonwealth Edison Co 80/00/19 ipp 


— 8009080427 LER 80-018/03L-0 on 800905, main chimney offgas sample pomp 
tripped Backup pump tripped also, produc Ing low flow alarm 
Caused by excessive vane wear on pump rotors 
HAFERA. T Commonuealth Edison Co 80/OB/lS 2pp 


8009120391 Forwards LER 80-019/03L-0 

KALIVIANAKIS.N Commonuealth Edison Co 80/08/25 ip 


—8009120399 LER 80-019/03L-0 on 0OO917,uhilo operating at 400 MW.after 
performance of reactor core isolation cooling monthly pump 
operability surveillance test, flow controller uas left in 
manual Caused by operator failure to readjust to automatic 
KOPACZ.d Commonuealth Edison Co 80/08/25 2pp 


V Operator Examinations 


0009300287 Forwards preliminary topical outlines of proposed modules 
on thermal hydraulics 6 core damage mitigation to he 
included in revised reactor operator training program par 
800328 request 

NAUOHTON.W F Commonwealth Edison Co 00/09/15 7pp 
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F Security, medical, emergency 6 fire protection plans 


8009230295 Requests that all personnel be reminded of purpose of 
emergency notification sys 6 health physics netuork Sys 
installed for govt use during emergency 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 0O/OB/22 
3pp 


0009110426 Submits revised description of reactor coolant pump oil leak 
originally submitted in 800502 Itr Installation of oil teak 
collection sys has been completed Additions to correct 
design omissions will bo completed by 801101 
HOFFMAN. D P Consumers Power Co 00/09/09 2pp 


0 Adjudicatory correspondence 


8009090446 Provides status rept of discovery other prehearing matters 
re civil penalty proceeding per 800229 meiDoranduo) 6 order 
Addl info uas submitted to licensee on 800810, in response bo 
800722 memorandum 6 order 

MURPHV.P M [sham. Lincoln b Deale 80/09/03 2pp 
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S009110017 Serond round of i n t» r f oga tor ns i Te({uest for production of 
docv'snis direttrd to util Requests into re steps taken bg 
RD Storg uben niter uas replaced ti circumstances re 
locksl-open ealv# condition Certificate of Svc encJ 
0UnH3. S 0 Rulerating b Enforcenent Oiukiion 60/0?/'09 9pp 


B’^as (i02t0 Responst to CPC E0OB2O second round of inter r ogator i es 
Eipliitns seriousness of breacfi of containment integritg re 
protection of public b consequences of LOCfl Identifies 
penaltg factors U-^affidaviti resume b Certificate of Eve 
QRyAi‘l(6 £ Office of Inspection b Enforcenenti Office of tfie 
Direcior 90/07/24 20pp 


6009270224 Immediate action Itr reaffirms discussions t> agreements 
reached during 600703 meeting in Dethesda.MO re reactor 
pouer leveti steam generator level indicationjauilliarg 
feedwater flow rates b water hammer 

HEPPLER.J 0 Region 3i Chicagoi Office of the Director 60/09/01 

2pp 


6009270143 Notification of 60092& meeting u/utils b Kerr-McOse Chemte*! 
Corp in BethesdaiKO to discuss review b recommendations far 
site specific ground response spectra b program plan* for 
seismic functional qualification of Class IE equipment 
ALLlSONi D P Systematic Evaluation Program Branch 90/09/00 Clp p 


U Insurance b indemnity information 


9009160272 Eorwards eiecuted Endsrsenent 6S to NELIA Policy WF-179 
reflecting 30/ shutdown credit for facility from 790909- 
600522 

IHElAiJD* J H Cansuners Pouer Co 60/07/15 2pp 


P Operating license stage documents b correspondence 


60071 10575 Forwards Amend 59 to provisional DL DPH-20. saf e ty evaluation 
b notice of issuance b availability 

CfiOrCHFIELD D Operating Reactors Branch 5 60/07/29 9pp 


— 8009M0591 Amend 59 to provisional License CPR-20/ d e 1 e t Ing Tech Specs 
Table 4 12< Item 12-& requirement for quarterly stroling of 
valves associated w/eperateon of safety injection b 
refueling tank level switch interlocks 

CRUTCHFIELD. 0 Operating Reactors Branch 5 80707/29 4pp 

9O071I0S99 Safety evaluation supporting Amend 59 to provisional 
License DPR-20 

• Operating Reactors Branch 5 BO/07/29 3pp 

--8009110594 Notice of issuance b availability of Amend 59 to provlstocial 
License OPfi-20 

CRUTCHFIELD. D Operating Reactors Branch 5 60/07/29 2pp 


8007260022 Notification of second rescheduling until 801003 for meatin# 
U/5EP owners group b KMCi Inc to discuss NRC initial review 
of site-specific ground response spectra b util program 
for seismic functional qualification of Class IE equipment 
ALLISON. D P Systematic Evaluation Program Branch 00/09/10 3pp 


8009160500 Requests remittance of fee for 000425 request for relief 
from iniervlce pump testing requirements! per NRC 800724 Itr 
Fee due In IS days 

HlLLER(.|rI □ License Fee Management Branch 60/07/12 Ip 


3009230440 Advises that wide range steam generator level 
Instrumentation wilt be installed during 1961 refueling 
outageiPS a result of evaluation requested in MIREO-0/i33. 
Item X 6 3 3 410 

FROSTiS R Consumers Power Co 80/07/lB Ip 


6009230436 Responds to NRC 600611 b 0702 Tech Spec change requests 
providing for redundancy in decay heat removal capability b 
TMI Tech Spec changes Internal review b approval should be 
complete by 6D1 103 Changes will be submitted after approval 
HOFFMANi D P Consumers Power Co 80/09/19 Ip 


0009230456 Responds to NRC 000728 request for action plan to resolve 
questions re seismic design of cable trays Response bg 
RE Schaff stall of KMCi Inc on 800820 for SEP owners group 
constitutes util response 

HOFFMANiD P Consumers Power Co 80/09/19 Ip 


eC0?020297 Submit* interim criten* #or ihlrt to itM DL fc CP 

liceosets «f applicant** per NRC 800597 Itr Ciicusae* 
ad'nini*trat)vff provision* for emergenci; t overtime uorfc 
Development I implementation ko be revietjed within *?(> dau-s 
EISENHUTpD 0 Djviiion of Licenimj 80/07/31 7 pp 


8007270364 Forwards Class III fee payment per I0CFR170 22. In respanee 
to RRC 800912 request Amend fee applicable to updating 
fnservice pump testing program to 1977 edition of ABNE 
Boiler b Pressure Vessel Code Section XI W/o end 
HOFFMAN. D P Consumers Power Co 00/09/23 2pp 


9009060080 Forward, draft HVREG-06 96. “Functional Criteria for 
Enerjenev ^^e*pon»ft Facilitifc* “ Coffment* requetted within 30 
da^j* Propo*Btf imp Umentation schedule for meetinoi criteria 
Qf Nl/PEO-0676 end M/o NUREO 

ElSENHUTfP C Diviilnn oF Licensing 60/08/01 tl9pp 


6009230052 Informs that eiemptlon from fee re licensing actiot 
associated w/TMl-2 Lessons Learned Is unjustified Previous 
determination should be disregarded Requested submittal 
Should include propoied clan of amend 
ElSewHUTiO C Division of Licensing 80/08/07 60pp 


3 Inspection reports. IE Bulletins b correspondence 


8009050208 Forwards IE Insp Rapt 50-255/60-10 during June b notice of 
deviation 

HEIGHMAN.R F Region 3i Chicago. Reactor Operations Nuclear Bunport 
Branch. 60/07/17 2pp 


9007050211 Notice of deviation from insp during June. 

* Region 3. Chicago, Office of the Director 00/07/17 Ip 


r>KC initial review b recommendations for si te-speti f 1 c 

^ owners group program plans for 

LEVr^H A dIvu! Of Class IE equipment 

LtviN.H A Division of Engineering 80/03/26 Ip 


°“powtr?i'r*',*7‘' 7'“°" 9«nerator level indication 

Power level will not ,„,ed 55X full power until matter U 

continue only while both 
auailiary feed pumps are operable 

HEPPLEH.JO Region 3. Chicago, Office of the Director 00/03/26 


HOFFMAN. D P Consumers Power Co 60/08/29 4pp 
^'’«rno?anLn'’i‘oider°^e'’[7“tr77l/r'’l*"’ ‘e w/NRC 800523 


'T«usfut7?“;5u'm:n^”;of?mi:r&r“i - ^o 




-CUUTUOU^.O lb insp Rept 90-255/00-10 during June Noncomp 1 lance 
raiiurf to m^n control room u/tuo llcfntfld ptfTsonnol 
J0R5ENSEN, B L . HELLER. J K . BOVD, D C Region 3. Chicago, Office 
of the Director 00/07/17 9pp 


B009100132 Forwards IE Insp Rapt 50-255/80-09 on 800624-85 b notice of 
vioiat L Oh 

Brinch*”'B 0 % 7 / 2 i**°app' Operation* Nuclear Support 


--6007100134 Notice of violation 
* Region 3, Chicago, Reactor 
80/07/ IB ip 


from insp on 000624-25 
Operations Nuclear Support Branch 


BOOV100140 IE Insp Rept 50-255/00-09 on 0OO624-2S Noncomp Hance noted 
B f“‘low procedures for documentation b training 

Branri. qcuui*? ***i«*'”’ Operations Nuclear Support 

Branch SCHULZ, R D , SWANSON, E R Region 3, Chicago, Office of 
the Director 00/07/10 Spp 

^‘'n!nlom??iancr;;o?ef SO-293/80-11 on 000722-24 No 

60/00/ 0P"-tion. Nuclear Support 


-8009270110 IE Insp Rept 50-255/80-11 on 000722-24 No noncomp I lanc . 
noted Major araas inspected core thermal power evaluation, 

CHOUSES NV“cmST^ ** '>“>■'>" cpneentratlon 

‘^aTREE?FH 5 F ^ ,> Chicago, Office of the Director 

STREETER, J F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 80/08/11 3pp ('•■«»ions muciear 


1 


1 
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“-eOO‘?2901A'» Notice of proposed imposition of cavil penalti/ for Item of 
noncomp I lance noted In IE ansp or 300729 

■* Office of Inspection * Enforcement) Office of the Director 
00/09/16 ip 


R Periodic operatlnj reports 8 related correspondence 


Q0090302Z9 Forwards Revision 1 to IE Bulletin 80-19, "Failures of 
Kerc urq-Ketted Matrij Relavs an Reactor Protective Si/s of 
Operating Nuclear Power Plants Designed bg C-E " Uritten 
response reauired 

KEPPLERtJ 0 Region 3, Chicago, Office of the Director 80/08/15 

•p 


8009030115 Ack receipt of 800623 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-255/60-08 
HEISNMAHiR F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 80/08/19 Ip 


— 8009030117 Responds to NRC 800701 1 tr re violations noted in IE Insp 
Rept 50-253/80-08 Corrective actions shift supervisorg 
personnel instructed to verifg proper completion of turnover 
check sheets 

HOFFMAN) 0 P Consumers Power Co 80/07/23 3pp 


8009300217 Forwards IE Insp Rept 50-255/80-13 during Jul 1980 !< notice 
of violation 

MEtSHKAHiR F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch- 80/08/17 2pp 


— 8009300221 Notice of violation from insp during Jul 1760 

e Region 3, Chicago, Office of the Director 80/08/18 Ip 


—8009300224 IE Insp Rept 30-255/80-13 during Jul 1980 Noncomp Ilance 
noted failure to adhere to administrative procedures for 
equipment control 

DorO.D C . JOROENaEN.D L. , HELLER, J K Region 3, Chicago, Office 
of the Director 80/08/18 7pp 


80091 10727 Ack receipt of 600808 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-255/80-10 

HEIBHHAN.R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/09/20 Ip 


— 6009110730 Responds to NRC 800717 Itr re violations noted in IE Insp 
Rept 50-255/60-10 Corrective actions standing orders to 
maintain two operators in control room Issued 
HOFFMAN, D P Consumers Power Co 80/08/00 Ip 


8009170415 Forwards IE Circular 80-18, "lOCFfiSO 59 Safetg Evaluations 
for Changes to Radwaste Treatment 8gs " No written response 
raqulred 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/08/22 

ip 


800902D262 Requests eitension to 800923 for response to deficiencij 
noted in IE Insp Rept 50-255/80-09 
HOFFMAN, 0 P Consumers Power Co 80/08/25 ip 


6009030&24 Forwards final inservice insp rept covering 79090S-B0052B 
HOFFMAN, D P Consumers Power Co 80/08/27 Ip 


— 8009030627 Final inservice Insp rept covering 790908-800520 Includes 
data submitted bg Southwest Research Institute 

HARTIff, 8 E , CKERBA, R D , ADAMS, A, Consumers Fewer Co 80/08/ 18 
SOpp 


8009230093 Forwards IE Info Notice 80-31, "Maloperation of Oould-Qrown 
Bovsrl 480 Volt Tgpe K-600B & K-DON 6008 Circuit Breakers " 

No written response required 

KEPPLER. J 0 Region 3, Chicago. Office of the Director BO/08/aS, 

Ip 


SOO9O9O540 Responds to IE Bulletin B0-i5 Emergencg notification sgs 
powered from instrument bus Y-01, Breaker 42, from offsite 
power Si is automatical Ig powored bg 1 — 1 generator upon loss 
of offsite power 

FflOST, S R Consumers Power Co 90/09/04 4pp 


8009240096 Forwards IE Circular 00-21, "Regulation of Refueling Crews " 
No written response required 

KEPPLER, J-0 Region 3, Chicago, Office of the Director 80/09/10 

Ip 


6009290160 Discusses IE insp on 800729 S, forwards notice of violation 
S< notice of proposed Imposition of civil penaltg 
STELLO.M Office of Inspection 6 Enforcement, Office of the 
Oircctor 00/09/16 3pp 


—8009290162 Notice of violation from insp on 000729 Noncomp 1 lance noted 
planT <ip>r«ted high pow^r ui/tua high pretture 
injection pumps S, one low pressure pump inoperable 
e Office of Inspection S, Enforcement, Office of the Director 
BO/09/I6 2pp 


8009120457 Forwards month Ig operating rept for Aug 1980 
KENNEDY, D M Consumers Power Co BO/09/05 Ip 


--8009120462 Monthly operating rept for Aug 1980 

DODTKE, P J Consumers Power Co 90/09/05 3pp 


B009160370 Bimonthly status rept for Aug-9spt 1980 Bechtel Corp is 
preparing final design details for long-term cooling mods 
Mods scheduled for 1901 outage 

HOFFMAN, 0 P Consumers Power Co 80/09/12 Ip 


Q009230512 Forwards adcfltian Si corrections to summarg of radioactive 
effluents released from facility during 1970 
DICKSON, M 0 Consumers Power Co 80/09/19 5pp 


S Reportable occurrences, LEDs t< related c orre s pond c nco 


8009020132 Ack receipt of 000731 telcon re corrective action* taken as 
result of 800726 {< 27 event involving ECCS containment sump 
suction valve CV-3030 Discusses NRC unders tand Ing of 
corrective actions Immediate action Itr 

KEPPLER, J 0 Region 3, Chicago, Office of the Olrcctor 00/07/31 

app 


90090305B3 Forwards LER 00-027/011-0 

HOFFMAN, 0 P Corsuirors Power Co 90/09/27 ip 


— B009030594 LER eO-027/OlT-O on 900812, dur ing venting of quench tank to 
waste gas surge tan k, unp 1 anned gaseous release occurred 
w/ci aiin holdup Caused by broken pin which held diaphragm to 
operating shaft Pin replaced 
s Consumers Power Co 80/08/27 Ip 


9009000406 Forwards LER B0-029/01T-0 

HOFFMAN, D P Consumers Power Co 80/09/02 Ip 


— 8009000414 LER BO-0Z9/01T-0 on B00B19, during normal op ora t i on. CV-3031 
was stroked closed 6 Immediately reopened Caused by failure 
to follow procedural requirements related to plant 
conditions needed to perform tost 
a Consumers P ower Co 80/09/02 Ip 


80090B0410 Forwards LER 00-029/031,-0 

HOFFMAN, D P Consumers Power Ce 00/09/02 Ip 


— 8009090426 LER B0-02a/03i,“0 on 600807, dor i ng normal pausr operations, 
tow level alarm received from switch on 81 tank A <T 62 A> 
Apparently caused by slow leakage from bank Inaccuracy of 
analog channel attributed to liquid loss in ref leg 
a Consumer* Power Co 00/09/02 Ip 


9009000432 Forwards updated LER 0O-OS3/O3X-1 

HOFFMAN, D P Consumers Power Ct) 00/09/02 Ip 


— 8009090437 Updated LER a0-0Z3/O3X- 1 , on 000710, c onta ( nmsnt high 
radiation detectors RE 190S 4 1B07 determined inoperable No 
apparent cause for failure De tec tors disassembled, cleaned 4 
recoated t, are now functional 
* Consumer* Power Co 80/09/02 1 p 


8009120394 Forwards LER 80-030/03L-0 

HQFFHAM, D P Consumer j Power Co 90/09/06 Ip 


— QOO'7i203B8 LER BO-O3O/03U-O on 00061 1, d uring normal operatldn, 
discovered Indicating lamps for CV-0437D 6 CV-043eil (Iodine 
remeval sgs tanks outlet valves) were not lit Caused bg 
moisture in june tlon bo> resulting in blown fuses 
■» Consumers Power Co. 60/09/00 Ip 


6009190565 EN-80-040 on 8009 16, no t ice of violation tt notice of proposed 
imposition of civil penalties will be Issued to licensee, 
based upon alleged items of noncompi lane e re operation of 
reae tor plant sys 

DROCKETT, T M , THOMPSON* D Office of Inspection £< Enforcement, 

Office of the Director 60/09/12 Ip 


Q0092202B5 Forwards NPDES noncomp t lane a notification re turbine sump 
oil separator waste 

HOFFMAN, D P Consumers Power Co 80/09/16 Ip 
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— 0009220289 KPDES nnnt omp 1 lanca noH Pica t ion on 800818. ueeklij jrab 
sample in<litated 27 3 ng/1 oil Ic jraase Caused by oil 
separator sys Ineffectively rcrooviny conponent oil in floor 
drains Oil absorbent pads uill be placed throi/yhoot plant 
FOBES. R L Consumers Pniier Co 03/09/09 Ip 


0009280612 Foruards updated LEft 0O-O27/Ot\-1 

HQFF(fAM< D P Consumers Pouer Co 80/09/17 Ip 


— S00923061B Updated LEB 80-027/0131-1 on BOOS12i during venting of quench 
tank to uaste gas surge tankr gaseous release occurred u/o 
13 day min holdup Caused by leaking isolation valve (c 
valve pin disassembly Pin replaced 
■* Consumers Pouer Co 80/09/17 ip 


8009260408 Foruards LERs 00-031/017-0 t- eO-032/03L-0 
FROST. S R Consumers Pouier Co 80/09/23 Ip 


— 8009260492 LER 00-031/017-0 on 800826. group 1 control rods uithdreiu 
121 Inches uhich resulted in unplanned reactivity insertion 
Caused by loss of both primary it secondary data loggers 
Loggers restored & control rods reinserted 
e Consumers Pouer Co 60/09/23 Ip 


— 8009260496 LER aO-OOa/OGL-O on 800826. pr imary data logger ceased 
performing control rod scans L secondary data logger typer 
became stuck Cause unknown. Failure corrected by resetting 
e Consumers Pouier Co 80/09/23 Ip 


0009300404 Forwards LER 80-033/017-0 

HGFFKAM. D Consumers Pooler Co B0/09/2S Ip 


— 8009300487 LER 80-033/017-0 on 800911 during control rod eierc 1 S ing . Rod 
31 ues misaligned Caused by rod insertion length Procedures 
revised to lessen Insertion t. remain within Tech Spec 
requirements 

HOFFMAH.D P Consumers Power Co 80/07/25 Ip 


8009300492 Forwards LER 80-034/03L-0 

HQFFfiAN. D P Consumers Power Co 80/09/26 Ip 


— 8009300499 LER B0-034/03L-O on 800826. dur ing pretest review of check 
valve inservice insp surve i 1 lance. proc edures required 
closing & reopening of SIRII tank outlet valves Caused by 
inadequate procedures Procedures revised 
llOFFHAli.O P Consumers Poioor Co 80/09/26 Ip 


DQCKer 50-259 DROWNS FERRY NUCLEAR POWER STATION, ITMIT 1 


F Security, medical, emergency & fire protection plans 


8009120121 Forwards request for addl info re guard training & 
qualification End withheld (ref 10CFR2 7901 
IPPQLITQ. 7 A Operating Reactors Branch 2 80/03/22 2pp 


8009230267 Requests that all personnel be reminded of purpose of 
emergency notification sys t. health physics network Sys 
installed for govt use during emergency 

0''RE1LLY. J P Region 2, Atlanta, Office of the Director 0O/OB/22 

Ip 


8009250272 Discusses util 000509 response re responsibility matrii of 
safeguards contingency plan, includ Ing Interrelationships of 
contingency actions NRC cannot give formal approval until 
info Is specifically submitted for approval 
IPPOUITO, T A Operating Reactors Branch 2 80/09/09 2pp 


0 Adjudicatory correspondence 


8009220016 Forwards order requiring inro supporting environ 
qualification of saf ety-related electrical equipment 
Requests submittal of info by 801101 

IPPOLITO, T A Operating Reactors Branch 2 80/08/29 2pp 


-8009220019 Order for mod of Licenses DPR-33, BPR~52 tc 0PR-6B to add info 
which fully responds to NRC request for info re environ 
qualification of saf ety-related electrical equipment Info 
should be submitted by SOllOl 

ElSENHUr, D 0 Division of Licensing 80/08/29 6pp 


H General correspondence 


0009300316 Responds to 000808 Itr to JF Ahearne ro cheating on NRC OL 
exams while employed at facilities Allegation to be subj of 
inquiry headed by B Marsh 

STELLO. V Office of Inspection & Enforcement. Office of the 
Director 80/09/19 ip 


—6009300322 Alleges cheating on NRC OL exams at facility Ltr to HJ Oreen 
offering to eipose cheating end 
BHITH.O Affiliation Unknuiun 80/08/08 3pp 


— 8009300325 Questions safety design of facilities 
SMITH. 0 Affiliation Unknown 80/09/24 Ip 


. — 8009300327 Informs of unreported RO at facility re high radiation in 
offgas sys 

SMITH. 0 Affiliation Unknown 80/09/24 Ip 


I Financial information 


8009090543 Forwards Annual Financial Rept 1979 

CROSS. J L Tennessee Valley Authority 80/09/04 Ip 


— 0OO9O9OS63 Annual Financial Rept 1979 

• Tennessee Valley Authority 80/07/04 44pp 


P Operating license stage documents fc correspondettce 


0009110554 Suppls NRC 800707 request for proposed Tech Specs changes re 
scram discharge vol vent 5. drain valves, fc reactor 
protection sys ti control rod block limit switch surveillance 
requirements Class MI license fee to be submitted u/change 
EISENHUT.D G Division of Licensing 80/07/22 22pp 


8009020297 Submits interim criteria for shift staffing to all OL b CP 
licensees t< app 1 i cants, per hIRC 000S07 ltr Discusses 
administrative provisions for emergency It overtime work 
Development L implementation to be reviewed within 90 days 
EISENHUT.D G Division of Licensing 80/07/31 7pp 


8009080080 Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities '* Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end U/o NUREO 

EISENHUT.D 0 Division of Licensing 00/08/01 119pp 


8009230052 Informs that exemption from fee re licensing action 
associated i>i/TMI-2 Lessons Learned is unjustified Previous 
determination should he disregarded Requested submittal 
should Include proposed class of amend 
EISENHUT.D 0 Division of Licensing 00/00/07 60pp 


8009020318 Bubmits schedule for first 5 months of interim reliability 
evaluation program, annotated to highlight potential NRC 
participation Anticipated start date scheduled for 800915 
EISENHUT.D O Division of Licensing 80/08/15 4pp 


8009030406 Application to amend Licenses DPR-33, DPR-52 «< DPR-bS, 
changing Tech Specs re containment sys 
MILLS.L K Tennessee Valley Authority 80/08/19 2pp 


— 8009030411 Proposed Tech Specs 3 7 b 4 7 re limiting tondltions for 
operation b surveillance requirements for contalnmant sys 
a Tennessee Valley Authority 80/08/19 47pp 


8009190697 Forwards HOREO-O66I1 "Mark I Containment Long-Term Pragrara 
SER Resolution of Generic Technical Activity A-7 “ Rept 
discusses generic suppression pool hydrodynamic load 
definition M/o enc 1 

IPPOLITO. T A Operating Reactors Branch 2 80/08/20 2pp 


8-009090367 Forwards response to NRC 600425 ltr requesting that util 
confirm conclusions of analysis re min ECCS equipment 
availability w/dc power supply failure 
CROSS. J L Tennessee Valley Authority 80/09/03 2pp 


SD09090SSS Forwards corrected page to proposed Tech Specs 3 7 ti 4 7 re 
containment sys integrated leak testino. originally submitted 
on 800819 

CROSS, vl L Tennessee Valley Authority 60/09/03 3pp 


— 0OO9O9OS6O Corrected page to proposed Tech Specs 3 7 b 4 7 re 
containment sys integrated leak testi ng. orig Inal ly submitted 
on 0OOSI9 

• Tennessee Valley Authority 80/09/03 ip 


B0091602I9 Forwards changes to Tech Specs Section 6 0 for OL amend re 
administrative controls, in response to NRC 000702 ltr to all 
BUR licansoos Changes are based on model specs provided In 
Enel 1 to ltr Fee end 

MILLS.L li Tennessee Valley Authority 80/09/09 2pp 
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— S0091A0221 Proposed changes to Tech Spec Section i 0 re administrative 
controls! based on model specs in tlRC 800702 Itr to all BMR 
licensees 

• Tennessee Valleg Authority 00/09/09 9pp 


B00917020& Forwards comments re eitent of util participation in interim 
roliabllitq evaluation program Phase II study>in response to 
DO Eisenhut 600725 Itr to HO Parris Decision on util 
performance of risk assessment uill bo made by mid-Oct 1980 
HtLLSiL H Tennessee Valley Authority 00/09/09 3pp 


600924054S Ack receipt of response to NRC 791109 questions re ECC5 
evaluation models dealing u/fuel c ladd ingj sue 1 1 ing U 
Incidence of rupture Response is acceptable 
IPPOLITO. T A Operating Reactors Branch 2 SO/09/10 2pp 


ao09240£0i Confirms util commitment to NRC 791023 "Interim Position on 
Containment Purging t/ Venting Pending Resolution of 
Isolation Valve Operability " Util position uill remain in 
effect pending completion of NRC long-term revleu 
IPPDLITOiT A Operating Reactors Branch 2 80/09/10 2pp 


BOO922021O Notifies that 000731 application to amend Licenses OPR-SSi 
DPR-92 t< OPn-60 has not yet appeared as FR notice Info 
iraquested re schedule for licensing ti FR notice publication 

date 

HILLStU M Tennessee Valley Authority SO/09/lfi 2pp 


B00919048B Application to amend Licenses DPR-33 U OPR-52 Forwards 
proposed Tech Spec changes clarifying requirements for RHR 
4VC water sys U adding spec which allows standby coolant 
capability to be Inoperable for specified period 
MILLSiL K Tennessee Valley Authority 80/09/17 2pp 


0009020133 Forwards response to IE Sullctin 80-17iSuppl 1 re failure of 
control rods to insert during scram at BUR Item B 1 scram 
dischaige header sys will be modified to preclude necessity 
of level monitoring w/eicception of instrument vol 
KILLSi L II Tennessee Valley Authority 80/08/18 2pp 


60091fi0045 Forwards IE Info Notice B0-30i "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function tt. 

Nonessential Control Air at Certain GE BUR Facilities " No 
specific action or response requested 

O'REILLY. J P Region 2. Atlanta. Office of the Director BO/OB/19 

IP 


8009190603 Ack receipt of 800815 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/80-22. 
90-260/80-16 «. 50-296/80-17 

"ENNA. U D Region 2. Atlanta. Safeguards Branch SO/06/21 Ip 


— 8009190610 Forwards response to NRC 800717 Itr re violations noted in 
IE Insp Repts 50-259/80-22.90-260/80-16 8. 50-296/80-17 End 
withheld (ref 10CFR2 790) 

KILLSiL M Tennessee Valley Authority 80/08/15 tp 


— G009190617 Act receipt of 800710 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/80-22. 
90-260/80-16 6 50-296/30-17 Notes coraral tmenl to provide addl 
response within 20 days 

KENNAi U D Region 2. Atlanta. Safeguards Branch 80/07/17 Ip 


— 8009190643 Forwards response to NRC 600616 Itr re violations noted in 
IE Insp Repts 90-259/80-22.50-260/60-16 t 50-296/60-17 End 
withheld (ref 10CFR3 790) 

HILL8.L H Tennessee Valley Authority 80/07/10 ip 


— 8009190495 Proposed changes to Tech Specs clarifying requirements for 
RMA SVC water sys & adding spec which allows standby coolant 
capability to be Inoperable for period not to exceed 10 

days 

* Tennessee Valley Authority 80/09/17 lOpp 


B009300400 Forwards technical questions re Implementation of Interim 
policy on 10CFR50 t. 91 

MILLS. L H Tennessee Valley Authority 60/09/23 3pp 


8O'O730O147 Requests amend to DPR-33. DPR-92 fa DPR-601 consisting of 
Tech Spec changes re reactor protection sys 
MILL3. L H Tennessee Valley Authority 80/09/24 2pp 


— B009300156 Proposed Tech Specs 1 0.3 3 6 4 3 re reactor protection sys 
s Tennessee Valley Authority 60/09/24 ISpp 


8009300393 Reviles util 791106 schedule for shipment of motor generator 
sets to be Installed as part of LPCI sys power supply mods 
Sencrator sets will be installed during Fall 1980 Unit 3. 

Spring 1961 Unit 1 U Spring 1982 Unit 2 outages 
MILLS. L M Tennessee Valley Authority 80/09/24 tp 


— 8009190646 Forwards IE Insp Repts 30-259/60-22.50-260/00-16 6 
50-296/60-17 on 000519-23 «( notice of violation Notice of 
violation withheld (ref 10CFR2 790) 

HENNA. M B Region 2. Atlanta. Safeguards Branch 80/06/16 2pp 


— 6009190651 IE Insp Repts 50-259/80-22.50-260/60-16 h 50-296/B0-17 on 
600519-23 Noncompliance noted Incomplete vital area barrier. 
Inadequate lock installation 6 absence of portable radio in 
vehicle escort Details withheld (ref 10CFR2 7901 
TILLMAN. A . TODIN.W J . OILLEBPIE. F P Region 2. Atlanta. Office 
of the Director 60/06/16 ip 

8009120002 Forwards Suppl 3 to IE Bulletin 60-17. "Failure of Control 
Reds to Insert During Scram at BUR " Urltten response 
required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 60/00/22 
Ip 

0009160153 Forwards IE Circular 00-18 "10CFR50 59 Safety Evaluations 

for Changes to Radwaite Treatment Sys “ No written response 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/00/22 
Ip 


Q Inspection reports. IE Bulletins it correspondence 


qO(} 9090073 Forwards lE Bulletin 80-07. Suppl I. "BUR Jet Pump Assembly 
Failure “ No response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/05/13 

Ip 


0009020184 Submits response to IE Bulletin 79-03A No 6A-312 or A-312. 
Type 300 series fusion welded pipe Is in use or planned for 
use in safety-related sys 

HILLS. L K Tennessee Valley Authority 80/00/06 Ip 


8009250075 Responds to IE Dullotin 60-14. "Degradation of BUR Scram 
Discharge Vol Capability " Corrects error in 600728 
response re Item A 1 One Instance of broken rod on ball 
float also occurred 

KILLS. L M Tennessee Valley Authority 60/08/26 ip 

0009120340 Forwards IE Info Notice 80-31. "Ma loperat 1 on of Gould-Brown 
Boveri 480 Volt Type K-600S «< H-DON 600S Circuit Breakors " 

Mo written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/08/27 
Ip 


8009020222 Forwards IE Insp Repts 50-259/00-32.30-260/00-23 «. 
50-296/60-26 on 800628-0704 No noncompliance noted 

O'REILLY, 4 P Region 2. Atlanta. Office of the Director 80/08/08 

2pp 


8009160068 Submits response to IE Bulletin 60-19 No 
mercury-wetted matrix relays are in use In reactor 
protection sys 

HILLS. L H Tennessee Valley Authority 90/08/29 Ip 


— 6009020225 IE Insp Repts 50-839/80-32, 50-260/00-25 U 50-296/80-26 
on 800626-0704 No noncomp 1 lance noted Major areas Inspected 
licensee investigation of Unit 3 failure to fully Insert 
control rods after 600626 scam 

DANCE. H. C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/08/08 IBpp 


6009030146 Forwards Revision 1 to IE Bulletin 00-19, "Failures of 
Mercury-Netted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Uritten 
response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 60/08/15 
>P 


0009180087 Submits response to IE Bulletin 80-19 No 
mercury-wetted matrix relays are in use in reactor 
protection sys 

KILLS. L M Tennessee Valley Authority 00/00/29 


Ip 


8009230321 Forwards Revision I to IE Bulletin 79-26. “Doron Loss From 
BUR Control Blades " Uritten response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/08/29 
Ip 


6009240261 Forwards response to IE Bulletin 80-17 re failure of control 
rods to fully Insert during scram at BUR Plant instructions 
changed on 800827 to provide for manual scram L functional 
test Thilty-five manhours expended In bulletin review 
KILLS, L (1 Tennessee Valley Authority 00/08/29 3pp 
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aOOVSIOSBa Forwards responss to tE Bulletin 30-15 ra possilile loss of 
etnergency notification sys u/loss of ofrsita power Design 
change reguest lub-mitted Administrative pTOCedure issued to 
comply w/raguirements 

niLLS.t. H Tennessee Valley Authority BO/OQ/S? 4pp 


Q009240440 Forwards response to IE Bulletin 60-17 re failure of control 
rods to fully insert during scram at BMfl Vent nod telng 
coordinated w/overall scram discharge header ays review fc 
mod prograin Schedule estimates will be provided 
niLLSiL t1 Tennessee Valley Authority BO/OB/2? 3pp 


BOO'fSiOayS Forwards IE Circular B0-31r "Regulation of Refueling Crews 
No written response required 

O'RErLLV.J p Region 3. Atlanta, Office of the Director 80/07/10 
3pP 


8007300S29 Forwards Progress Rept 4 for IE Bulletin SD-06 re 
engineered safety features reset controls 

Tennessee Valley Authority B0/09/l(J 7pp 


BOOflaDOOiO Act receipt of BOOS 19 Ur inf arming NRC of steps taken to 
correct violation noted in IE Insp Bepts SO-3b9/30SAi 
30-2AO/BO-1B t 50-296/30-19 

LEHlSiR C Region 2> Atlanta. Reactor Bperations Nuclear Support 
Branch 80/09/11 Ip 


— B0073000&7 Foruirds response to NRC S00724 1 tr re vLolatlols noted in IE 
Insp Septs 50-259/B0-24, 50-260/90-10 i 50-296/80-19 
Corrective actions outdated surveillance itsstruction sheets 
replaced w/current revisions 

MILLS, L li Tennessee Valley Authority 60/09/19 2pp 


—8009300072 Forwards IE InsP Repti 50-259/00-24. 50-26 0/00- J B U 
50-296/00-19 on B00303-0601 (, notice of violation 
LEUISiR C Region S< Atlanta^ Reactor Operations Nucleai Support 
Branch- 00/07/24 2pp 


— 8009300075 Notice of violation from insp on BOOSOS-OhOl 

« Region 2, Atlanta, Reactor Operations Nucleai Support Branch 
80/07/15 Ip 


—0009300091 IE Insp Repta 50-259/00-24,50-260/00-10 & S0-296/B0-19 on 
000503-0601 Noncomp 1 lance noted failure to use latest 
revision of surveillance instruction data sheet 
SULLIVAN. R F . CHASE, J H Region 2, Atlanta, Office of the 
Director DANCE, H C Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch 60/07/15 7pp 


R Periodic operating reports L related correspondence 


8007110352 Forwards “Rad i o 1 oglcal Impact Asses sment, Browns Ferry 
Nuclear Plant, Uan-Uune I ?ao " 

KILL3,LM Tennessee Valley Authority 00/00/29 Ip 


— 6009110353 “Radiological Impact Assessment, Browns Ferry Nuclear Plant, 
Jail- June 19BO “ 

a Tennessee Valley Authority HH'B0-5-DF-3 BP/0&/a9 46pp 


0009170274 Forwards monthly operating repts for Aug 19S0 
ABERCflOHDIE.H Tennessee Valley Authority aO/09/17 ip 


— 6009170277 Hotithlg operating repts for Aug 1900 

ABERCROMBIE. H , THOM, T , CREEN, S Tennessee Valley Authority 
00/09/01 30pp 


S Reportable occurrences, LERs 4, related correspondence 


6009190765 PNQ-78-147 on 730910, one of six. air compressor# eiperieneed 
massive failure resulting In rapid loss oF control air 
pressure to all units Caused by large hole in cylinder head 
State of AL notified Media attention anticipated 

KLIN0ER,0 . NOLAN, F , SNIEIEK. J Office of Inspection {< Enforcement, 
Office of the Director 79/00/ |6 Ip 


0009190733 Provides Interim assessment of Pff0-78“147 re partial failure 
to scram event Margin of safety inherent In licensed design 
basis should he promptly restored Improved temporary measure 
acceptable pending permanent mods 
MICHELSON.C Olrecter's Office 80/06/16 3pp 


3009030480 Forwards LER e0-03e/03L-0 

CALHOUN, J R Tennessee Valley Authority 60/08/20 Ip 


— B009030496 LER eo-05B/03L“0 on 600728, during normal operation while 
performing SI 4 1 A-14. pres sure switches PS-1-01A 4' B, 
turbine first stage pressure perm isslve, setpoints found 
set above Tech Spec limit Caused by instrument drift 
» Tennessee Valley Authority BO/OS/20 2pp 


0007030559 Forwards LER BO-057/03L-0 

CALHOUN, J R Tennessee Valley Authority 00/06/30 Ip 


— 8009030566 LER 80-O57/O3L-0 on 000730, d ur 1 ng past two refueling 
outages, required Tech Spec 4606 testing was not 
parfarmed Caused by testing not being identified as outage 
work item Insp wiki be completed at neit refueling outage 
s Tennessee Valley Authority 00/06/27 2pp 


8009090557 Forwards LER 80-059/03L-0 

CALHOUN.J R Tennessee Valley Authority 80/09/04 Ip 


— 8009090565 LER 80-OS9/03L-0 on QOOfllO, during normal operation. 1 1 ghtnlng 
caused Athens 161 kV line to trip momentarily Coaling tower 
transformer tr ipped, causing loss of 4 kV tie board Cause of 
transformer trip unknown Athens line re-energiied 
* Tennessee Valley Authority 80/09/04 2pp 


B009190465 Forwards LER aO-060/03L~0 

CALHOUN.J R Tennessee Valley Authority 60/09/12 Ip 


—8009190524 LER ao-060/03L-0 on 800014, dur i ng normal operation, B core 
spray pump area cooler fan thermostat T8-64-73 setting was 
above Tech Spec limit, Caused by setpoint being moved 
Thermostat reset Caution signs posted to prevent recurrence 
a Tennessee Valley Authority 00/09/12 Ip 


9009190467 Forwards LER BO-061/O3L-O 

CALHOUN.J R Tennessee Valley Authority 80/09/12 Ip 


— B009190S19 LER e0-06i/03L-O on 000014, dur i ng normal operation, th ermal 
overload on lA residual heat removal area cooler fan breaker 
tripped Caused by thermal overload being improperly set 
Overload reset & properly adjusted 
» Tennessee Valley Authority 80/09/12 2pp 


0009230706 Forwards LER BO-063/03L-0 

CALHOUN.J R Tennessee Valley Authority 80/09/16 ip 


— 9009230714 LER eO-053/03L-0 on 000620, during normal operation. CAM-l-RH- 
90-251 for turbine bldg roof vent removed From *vc For 
period eiceedlng 1-h due to failure of Schwitser Series 325 
Model 145473 vacuum pump Pump replaced 
s Tennessee Valley Authority 00/09/16 2pp 


0OO91BO4OO LER 79-010 has been cancelled 

a Tennessee Valley Authority 60/09/17, Ip 


0OO91BO4O2 LER 79-014 has been cancelled 

a Tennessee Valley Authority 00/09/17 Ip 


6009230716 Forwards LER e0-064/03L-0 

CALHOUN, J R Tennessee Valley Authority 80/09/17 ip 


— 3009230720 LER fl0-064/O3L-0 on 800620, during normal operation, CAM-I~ 
RM-90-249 for turbine bldg roof vents removed from svc for 
period exceeding 1-h Caused by personnel error Personnel 
cautioned to observe time limit 
e Tennessee Valley Authority SO/09/17 2pp 


0009290345 Forwards LER 0O-O6S/O3L-O 

CALHOUN, JR Tennessee Valley Authority 80/09/22 Ip 


—6009290347 LER eo-065/03L-0 on 000820, during normal operation, wind 
direction Indication was lost at elevation 837 mln/sec 
Limiting condition For operation was entered Caused by noisy 
potentiometer Potentiometer was replaced 
e Tennessee Valley Authority 80/09/22 2pp 


90D9300SA2 Forwards LER eO-069/OtT-0 

CALHOUN.jn Tennessee Valley Authority 00/09/22. Ip 


—9009300567 LER ao-068/01T-0 on 800901, fire protection sys Insp not 
perFormed as required by Tech Spec Caused by failure to 
obtain consultant svcs within specified time interval, Insp 
to be performed at eafllett possible date 
CALHOUN.J R Tennessee Valley Authority 60/09/22 Ip 


8009300516 Forwards LER aO-O69/03L-O 

CALHOUN. J,R Tennessee Valley Authority 80/09/26 Ip 
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— a(XI?3005Sl LER ao-069/03L-0 on 800902. uh 1 1 b performing SI 4 3 A- 17, 
ChAnnBl B of refueling lono Isolation static pressure 
permissive fc static pressure logic sys damper O-PDCtl-G 
faded to close Contacts adjusted 
• Tennessee Valley Authority 80/09/26 2pp 


DOCKET 50-260 DROUNS FERRY NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency 6 fire protection plans 


8009120121 Poruards request for addl info re guard training t 
qualification End withheld (ref 10CFR2 790) 

IPPOLITO, r A Operating Reactors Branch 2 00/08/22 2pp 


B009230267 Requests that all personnel be reminded of purpose of 
emergency notification sys ii health physics netuort Sys 
inetolled for govt use during emergency 

O'REJLLV, J P Region 2, Atlanta, Office of the Director 80/0B/22 

Ip 


S009250272 Oiaeuisos util 800509 response re responsibility matni of 
safeguards contingency p Ian, me lod ing interrelationships of 
contingency actions NRC cannot give formal approval until 
info is specifically submitted for approval 
IPPDLlTDj T A Operating Reactors Branch 2 80/09/09 2pp 


D Adjudicatory correspondence 


B00922001G Foruiards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal pf info by 801101 

IPPOLITO, T A Operating Reactors Branch 2 80/08/29 2pp 


— 8009230019 Order for mod of Licenses DPR-33, DPR-52 fr DPR- 6 B to add info 
uhich fully responds to NRC request for info re environ 
qualification of safety-related electrical equipment Info 
should be submitted by 801101 

EIGENHVr, D 0 Division of Licensing BO/00/29 6 pp 


H Oeneral correspondence 


B009300316 Responds to 800808 Itr to JF Ahearne re cheating on NRC DL 
esams uihile employed at facilities Allegation to be subj of 
inquiry headed by D Marsh 

STELLO>V Office of Inspection 8 > Enforcement, Office of the 
Director BO/09/19 Ip 


— 9009300322 Alleges cheating on NRC QL ecams at facility Ltr to HJ Oroen 
offering to expose cheating end 
SMITH, 0 Affiliation Unknoiun 80/88/00 3pp 


— S0093C0325 Questions safety design of facilities 
SMITH, 0 Affiliation Untcnoiun 80/09/24 Ip 


— S009300327 Informs of unreported RO at facility re high radiation In 
offgas sgs. 

SMITH, 0 Affiliation Unknoun 80/09/94 ip 


I Financial information 


0009090543 Forwards Annual Financial Ropt 1979 

CROSStJ L Tennestee Valley Authority 80/09/04 Ip 


— 8009090563 Annual Financial Rept 1979 

• Tennessee Valley Authority BO/09/04 44pp 


P Operating license stage documents & correspondence 


S009I105S4 Suppls NRC 000707 request for proposed Tech Specs changes re 
scram discharge vol vent drain valves, It reactor 
protection sys «, control rod block limit sullch surveillance 
requirements Class III license fee to be submitted ui/change 
EIGENHUTiO 0 Division of Licensing 80/07/22 22pp 


8009020297 Submits interim criteria for shift staffing to all OL & CP 
licensees & app 1 icants, per NRC 800507 ltr Dlicussei 
admlnl s (1*9 1 1 vt pTDVltlons for smargtfncij 4 t overtioic work 
Development fe Implementation to be reviewed within 90 days 
EISENHifT.DO Division of Licensing 80/07/31 7pp 


8OO9OBO0BO Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requestsd within 30 
implementation schedule for meeting criteria 
of mjRE0-0&96 end W/o NUREO 

EISENHVTiDO Division of Licensing 00/08/01 U9pp 


8009230052 Informs that exemption from fee re licensing action 
associated w/TMI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EISENHUT, D 0 Division of Licensing 80/O0/O7 60pp 


0009030406 Application to amend Licenses DPR-33i DPR-52 8 , DPR- 6 S, 
changing Tech Specs re containment sys 
MILLS, L 11 Tennessee Valley Authority 80/08/19 2pp 

— B0090304U Proposed Tech Specs 3 7 6 4 7 re limiting conditions for 
operation 1 surveillance requirements for containment sys 
• Tennessee Valley Authority 80/08/19 47pp 


8009190697 Forwards NUREO-O 66 I 1 "Mark 1 Containment Long-Term Program 
SER Resolution of Oeneric Technical Activity A-7 " Rept 
discusses generic suppression pool hydrodynamic load 
definition W/o end 

IPPDLITG.T A Operating Reactors Branch 2 80/00/20 2pp 


8009030508 Application far amend to License DPR-S2, chang ing Tech Specs 
to reflect new primary containment atmospheric hydrogen 
instrumentation to be Installed during upcoming refueling 
outage Changes suppl 800714 changes 

MlLLSrL H Tennessee Valley Authority 80/00/29 8 pp 


— 0009030514 Proposed Tech Specs 3 7, 4 7 t. Table 3 2 F re containment 
sys Description of primary containment hydrogen monitoring 
sys end 

a Tennessee Valley Authority 00/09/29 5pp 


8009090367 Forwards response tu NRC 800425 ltr requesting that util 
confirm conclusions df analysis re min ECCS equipment 
availability w/dc power supply failure 
CROSS, J L Tennessee Valley Authority 80/09/03 2pp 


8009-090555 Forwards corrected page to proposed Tech Specs 3 7 t, 4 7 re 
containment sys Integrated leak test ing, or Ig inal ly submitted 
on 800819 

CROSS, J L Tennessee Valley Authority 6-0/09/03 3pp 


— 8009090560 Corrected page to proposed Tech Specs 3 7 t, 4 7 re 
containment sys integrated leak testing, or ig inal ly submitted 
on 000819 

* Tennessee (/alley Authority 80/09/03 Ip 


0009160219 Forwards changes to Tech Specs Section 6 0 for OL amen-d re 
administrative controls, in response to NRC 800702 ltr to all 
BifR licensees Changes are based on model specs provided in 
End 1 to ltr Fee end 

MlLLSiL M Tennessee Valley Authority 80/09/09 2 pp 


■0009160221 Proposed changes to Tech Spec Section 6 0 re administrative 
controls, based on model specs in NRC 600702 ltr to all BWR 
1 tc ensees 

a ^Tennessee Valley Authority 80/09/09 9pp 


8009240S45 Ack receipt of response to NRC 791109 questions re ECCS 
evaluation models dealing ui/fuel cladding, suel 1 ing (1 
incidence of rupture Response is acceptable 
IPPOLITO, T A Operating Reactors Branch 2 30/09/10 8 pp 


80-09240601 Confirms util commitment to NRC 791023 "Interim Position on 
Containment Purging t- Venting Pending Resolution of 
Isolation Valve Operability " Util position will remain in 
effect pending completion of NRC long-term review 
IPPOLITO, T A Operating Reactors Branch 2 80/09/10 2pp 


8009220210 Notifies that 60073t application to amend Licenses DPR-33, 
DPR-52 %. DPR“6a has not yet appeared as FR notice Info 
requested re schedule for licensing ft FR notice publication 
date 

MILLS.LM Tennessee Valley Authority 00/09/16 2pp 


8009190488 Application to amend Licenses DPn-33 6 DPn-52 Forwards 
proposed Tech Spec changes clarifying requirements for RHR 
SVC water sys 6 adding spec which allows standby coolant 
capability to be Inoperable for specified period 
MILLS, L H Tennessee Valley Authority 00/09/17 2pp 


— 8009190495 Proposed changes to Tech Specs clarifying requlreevents for 
RHR SVC water sys adding spec which allows standby coolant 
capability to be inoperable for period not to exceed 10 
days 

e Tennessee Valley Authority 80/09/17 lOpp 


8009300400 Forwards technical questions re implementation of interim 
policy on 10CFR50 V 51 

HILLS, L M Tennessee Valley Authority 80/09/23 3pp 
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0009300147 Requvsti amend to DPR-33i OPB-52 t DPB-60/ c onsl s 1 1 ng of 
Te<li Sp-ac elianges r« r-aactor protection sv> 

KILLSi L l-f Tennessee Valiev Authority BO/09/34 2pp 


— 8009300156 Proposed Tech Specs 1 0« 3 3 <■ 4 3 re reactor protection sys 
■* Tennessee Valley Authority 80/07/24 lOpp 


8009300353 Revises utsl 771106 schedule for shipment of motor generator 
sets to be snstaltod as part of LPCI sys pouer supply mods 
Generator sets ulll be Installed during Fall 1980 Unit 3/ 

Spring 1781 Unit I t Sprlnp 1982 Unit 2 outa8«> 

MILLSjI. M Tennessee Valley Authority 80/09/24 Ip 


Q Inspection reports' IE Bulletins l< corrospondence 


8009070073 Forwards IE Gulletin 80— 07i8uppl !■ "DWB Vet Pomp Assembly 
Failure " Mo response required 

O-ftElLLV.V P Region 2. Atlanta. Office of the Director BO/05/13 
Ip 


8009020184 Submits response to IE Dullettn 79-03A No 9A“3!a or A-313. 
Type 300 series fusion welded pipe is In use or planned for 
use in sarety-relate-d sifs 

HILLS. U M Tennessee Valley Authority 80/08/06 ip 


0009020222 Forwards IE Insp Repts 50-259/80-32.50-260/80-29 3. 
90-296/80-26 on 800628-0704 No nancohip 1 1 ance noted 

O'REILLV. JP Rejlon 2. Atlanta. Office of the Director 80/08/08 

2pp 


—8009020225 IE Itisp Repts 50-299/00-33.50-260/80-29 & 50-296/80-26 
on 800628-0704 Mo noncompliance noted Major areas inspected 
licensee investigation of Unit 3 failure to fully insert 
control rods after 800638 ecani 

OAMCE.H C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch BO/00/09 18pp 


8009038146 Forwards Revision I to IE Bulletin 80-19. "Failures nf 
Hercurij-k'etted Hatrlr Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Oeslyned by C-E " Uritben 
TospsniB Tcqvirad 

O'REILLV. V P Region 2. Atlanta. Office of the Director 80/08/19 
Ip 


8009020133 Forwards response to IE Bulletin 80-17. Suppl 1 re failure of 
control rods to insert during scran at BUR Item B I scram 
discharge header sys will be riodlfied to preclude necessity 
of level monitoring ui/eiceptlon of Instrument vol 
KILL8.L K Tennessee Valley Authority 90/06/10 3pp 


8009160049 Forwards IE Info Notice 00-30. "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function & 

Nonessentlal Control Air at Certain OE BUR Facilities " Mo 
specific action or response requested 

O'REILLV.V P Region 2. Atlanta. Office of the Director 80/08/19 

Ip 


800919-0603 Act receipt of 800015 Itr informing NRC of steps taken to 
correct violations noted' In IE Insp Repts 50-2S9/BO-22, 

50-360/80-16 6 50-296/80-17 

KENNA. W 3 Region 2. Atlanta. Safeguards Branch 60/08/21 Ip 


— -9009190610 Forwards response to h.RC 600717 Itr re violatio-ns noted sn 
IE Imp Repts 90-259/60-22,50-260/80-16 5 50-276/80-17 Enel 
withheld (ref 10CFR3 790) 

mills. L K Tennessee Valley Authority BOZ-OB/fS Ip 


— 6009190617 Act receipt of 800710 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/00-22. 

50-260/00-lb L 50-296/80-17 Motes coirmitment t-o provide addl 
response within 20 days 

KEh'MA.M 8 Region 2. Atlanta. Safeguards Branch 80/07/17 Ip 


— 0009190643 Forwards response to NRC 600616 Itr ra violations noted In 
IE Insp Repts 50-299/60-22.90-260/60-16 J- 50-296/80-17 Enel 
withheld (ref 10CFR2 7901 

MILLS. L M Tennessee Valley Authority 80/07/10 Ip 


-8007190646 Forwards IE Insp Repts 50-259/80-22.50-260/80-16 U 
90-296/60-17 on 600519-23 & notice of vlulatlen Notice of 
violation withheld fref 10CFR2 790> 

KFHMA. H 0 Region 2. Atlanta. Safeguards Branch 80/06/16- 2pp 


8009190651 IE Insp Repts 50-259/80-22,50-260/80-16 U 50-296/8-0-17 on 
800917-23 Non compl lance noted Incomplete vital area barrier, 
inadequate lock Installation A absence of portable radio in 
vehicle escort Details withheld Cref 10CFR2 790) 

TILLMAM, A . TOBIN, W J , OILLESPIE.F P Region 2. Atlanta, Office 
of the Director 80/06/16 Ip 


8009120082 Forwards Suppl 3 to IE Bulletin 80~17. "Failure of Control 
Rods to Insert During Scram at BWR " Written response 
required 

O'REILLV. J P Region 2. Atlanta. Office of the Director 80/00/22 
IP 


8009160153 Forwards IE Circular 00-18. "I0CFH50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 60/00/22 
ip 


3009230075 Responds to IE Bulletin 80-14. "Degradation of BWR Scran 
Discharge Vol Capability “ Corrects error In 800728 
respo-nie re Item A 1 One Instance of broken rod on hall 
float also occurred 

MILLS. L H Tennessee Valley Authority 60/08/26 Ip 


8009120340 Forwards IE Info Notice 80-31. “Ha loperat ion of Ooold-Brosrn 
Boveri 480 Volt Type K-6D0S A K-DOM 6008 Circuit Breakers “ 

Me written response required 

O'REILLV, J P Region 2. Atlanta. Office of the Director 80/00/27 
Ip 


SOD9230S2I Forwards Revision 1 to IE Bulletin 79-26. "Boron Lo-ss From 
BUR Control Blades " tfritten response required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/00/29 
Ip 


8(709240261 Forwards response to IE Qulletln 80-17 re failure of conirel 
rod! to fully Insert during scram at BWR Plant instructions 
changed on 800927 tu provide for manual scram & functional 
test Thirty-five manhours expended in bulletin review 
HILLS-iL M Tennessee Valley Authority 80/08/29 3pp 


6009240393 Forwards response to IE Bulletin 80-15 re possible lots of 
emergency notification sys w/loss of offsite power Design 
change request submitted Administrative procedure issued to 
comply w/requlrements 

HILLS. L Id Tennessee Valley Authority SO/08/29 4pp 


8009240446 Forwards response to IE Bulletin 00-17 re failure of control 
rods to fully insert during scram at BWR Vent mod being 
coo-rdinated w/ov«rall scram discharge header sys review 6 
mod program Schedule estimates will be provided 
KILLS. L M Tennessee Valley Authority 80/00/29 3pp 


8009260375 Forward* lE Circular 80-21. "Regulation of Refueling Crews * 
No written response required 

O'REILLY, J P Roglon 2. Atlanta. Office of tlic Director 80/09/10. 

Spp 


8D0930D929 Forwards Progress Rept 4 for IE Bulletin 00-06 re 
engineered safety features reset controls 
MILL3. L M Tennessee Valley Authority 00/09/10 7pp 


8009300060 Ack receipt of 800819 Itr informing NRC of steps taken to 
correct violation noted In IE Insp Repts 50-259/80-24. 
90-260/80-18 t< 50-296/80-19 

LEMIS.R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/09/11 Ip 


— 8009300067 Forwards response to NRC 800724 Itr re violation noted in II 
Insp Repts 50-259/80-24.50-260/80-18 t< 50-296/80-19 
Corrective actions, outda tod surveillance instruction sheets 
replaced w/current revisions 

KlLLS.L M Tennessee Valley Authority 80/08/19 2pp 


— 8009300072 Forwards IE Insp Repts 50-259/80-24,50-260/00-10 & 
50-296/S0-I9 on S00S03-O6O1 fc notice of violation 
LEurS.R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/07/24 2pp 


— 900930007S Notice of violation from insp on 800503-0601 

* Region 2. Atlanta. Reactor Operations Nuclear Support Brancli 
80/07/15 Ip 


"8009300081 IE Insp Repts 90-269/00-24,50-260/80-18 %■ 50-296/80-19 on 
800503-0601 Noncomp 1 lane e noted failure to use latest 
revision of surveillance instruction data sheet 
SULCfVAN.R F . CHASE. J. W Region 3. Atlanta. Office of the 
Director DANCE. H, C Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch 80/07/15 7pp 


R Periodic operating reports St related correspondence 


B0091 10352 Forwards “Rad i olog i cal Impact Assessment, Browns Ferry 
Nuclear Plant, Jan-June 1980 " 

KILLS. LH Tennessee Valley Authority 80/0S/S9 Ip 
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BOO? 1 10393 "Radiolosicdl Impact Asiaitmenta Broiuni Fvrry Nuclear Planti 
t/an-June 1930 " 

• Tentit««ee Vail tv Authority RH-eO'9-BF-3 30/08/29 4&pp 


SOO-VI/OSyA Foriuarils manthly operating repts for Aug 1980 
ASERCROMBie, H Teitneiiee Valley Authority 80/09/17 Ip 


— 8009170277 Monthly operating rapti for Aug 1900 

ABERCROMaiE.H t THOM, T . CREEN, D Tenneieee Valley Authority 
80/09/01 30pp 


--8009300S94 LER aO-036/03L-0 on 000829, wh I le performing S I 4 7 4, 
H2E7di-*39 hydrogen monitor for dryuell uould not calibr 
Cauted by sensor type 47E226428A2 failure Sys lulll be 
replaced 

■ Tennessee Valley Authority S0/O9/21> 2pp 


DOCKET 50-261 H D ROBINSON PLANT, UNIT 2 


F Security, medical, emergency V fire protection plans 


S Reportable occurrences, LERs S< related correspondence 


8009190765 PNa-78-147 on 70OB18, one of six air compressors experienced 
massive failure resulting In rapid loss of control air 
pressure to all units Caused by large hole in cylinder head 
State of AL notified Media attention anticipated 

KLINGER.® . NOLAN, F . SNIEZEK. J Office of Inspection b Enforcement, 
Office of the Director 70/08/10 Ip 


S009I90793 Provides interim assessment of PN0-78~147 re partial failure 
to scran event Margin of safety inherent in licensed design 
basis should be promptly restored Improved temporary measure 
acceptable pending permanent mods 
MICHELBOM.C Director's Office 80/00/10 3pp 


8009090467 Forwards LER 80-031/01T-0 

CALHOUN.J R Tennessee Valley Authoritu 00/03/29 ip 


— 8009090481 LER 0O-O31/O1T-O on 00081 1, during normal operat ion, tuo nodes 
in fuel assembly T2 396 exceeded upper boundary limits for 
max average planar linear heat generation rate Caused by 
failure to incorporate revised limits into Tech Specs 
a Tennessee Valley Authority 00/08/29 2pp 


8009090445 Forwards LER 80-030/03L-0 

CALHOUN, J R Tennessee Valley Authority 80/09/04 1 


— 8009090462 LER 80-030/03L-0 on 80081 1, dur Ing normal operation, 
performing Surveillance Instruction 4 2 B 69, pressure 
switches PS-3-204A 6 PS-3-204B found outside limits Caused 
by setpoint drift Switches recalibr t< tested 
a Tannassaa Valley Authority 60/09/04 2pp 


9009090490 Forwards LER aO-032/03L-0 

CALHOUN, J n. Tennessee Valley Authority 80/09/05 ip 


— 0009090509 LER 80-032/03L-0 on 800S12, w/unit at steady state 94Z. 
performing surveillance instruction 4 9 E 1 d (i e.HPCl 
turbine tripped Caused by failure of teflon sheet portion of 
rupture disc, resulting In Inadequate protection 
« Tennessee Valley Authority 80/09/05 2 pp 


8009160432 Forwards LER BO-033/03L-0 

CALHOUN, J R. Tennessee Valley Authority 80/09/00 Ip 


— 8009160440 LER BO-033/03L-0 on 8OO01Si w/unlt at 93X power in steady 
state operation. Indicated teat on RHR heat exchanger 2B 
found during TI-36A Probably cauied by leaking gasket, due to 
iDoie flange nuts as result of thermal cycling 6 vibration 
• Tennessee Valley Authority 80/09/08 2pp 


8009160454 Forwards LER aO-034/03L-0 

CALHOUN, vl R Tennessee Valley Authority 80/09/00 Ip 


— 6009160466 LER 80-034/03L~0 on 000015, w/unl t at 94X power In steady 
state opera tion, RHR heat exchange 2C found leaking during 
Tt-36A Caused by loose lock nuts 8> full nuts due to thermal 
cycling 6 vlbratloil resulting In gasket leak 
• Tennessee Valley Authority 80/09/00 2 PP 


8Q09190440 Forwards LER 80-Oa5/03L-0 

CALHOUN, J R Tsnnessae Valley Authority 80/09/12 Ip 


6009190454 LER 0O-O35/O3L-O on 000830, during normal operation while 
performing TI-36, Increase in pressure on shell side of RHR 
heat ecchanger 2D was detected Caused by leaking check valve 
between heat exchangers 

* Tennessee Valley Authority 80/07/12 3 pp 


8009160399 LER 79-020 has been cancelled 

* Tennessee Valley Authority 80/09/17 Ip 


Q009300S4B Forutards LER 60-036/03L-0 

CALHOUN, J.R Tennessee Valley Authority 80/09/26 Ip 


8009230252 Requests that all personnel be reminded of purpose of 
emergency nutificatlon sys t, health physics network Sys 
installed for govt use during emergency 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/00/22 

Ip 


0 Adjudicatory correspondence 


8009230124 Forwards order requiring Info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal of info by BOllOl 

VAROA, 3 A Operating Reactors Branch 1 80/08/2? 2pp 


— 8009230130 Order for mod of License DPR-23 to add Info which fully 
responds to NRC request for info re environ qualification 
of safety-related electrical equipment Info should be 
submitted by 801101 

EISENHUT.D 0 Division of Licensing 00/08/29 6pp 


H General correspondence 


8009120437 Advises of BUR owners group organiiatiohal changes t, that 
future correspondence be forwarded to OB Haters Future 
requests for util action should be addressed to Individual 
licensees 6 applicants 

UATERS.D B Carolina Power b Light Co 80/09/02 2pp 


8009120437 Advises of BUR owners group organliatlonal changes b that 
future correspondence be forwarded to OB Waters Future 
requests for util action should be addressed to Individual 
licensees b applicants 

UATERS.D 0 Carolina Power b Light Co 80/09/09 2pp 


P Operating license stage documents b correspondence 


8009020297 Submits Interim criteria for shift staffing to all QL i CP 
licensees b appl icants, per NRC 800507 Itr Discusses 
administrative provisions for emergency b overtime work 
Development b Implementation to bo reviewed within 90 days 
EISENHUT.D 0 Division of Licensing 80/07/31 7pp 


9009080080 Forwards draft NUREO-0696. "Functional Criteria (or 
Emergency Response Facilities “ Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end U/o NUREG 

EISENHUT.D 0 Division of Licensing 80/08/01 li9pp 


8009230052 Informs that exemption from fee re licensing action 
associated w/TKI~2 Lessons Learned is unjustified Prevlouc 
determination should be disregarded Requested submittal 
should include proposed class of amend. 

EISENHUT.D 0 Division of Licensing 80/08/07 60pp 


0008210180 Responds to 800709 ktr requesting interpretation of ANSI 
N45 2 10 ru longhand signature on certificates of 
conformance Recommends forwarding details to ASHE for 
official interpretation 

MAASS. W P Quality Assurance Branch 80/08/12 Ip 


8009190794 Forwards revised Uestlnghouse STS 3 9 8 2, 3 9 10 L Bases 
3/4 90b 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Urltben response required 
NOVAK, T H Assistant Director for Operating Reactors 60/06/15 
>P 


—8009190017 Revised Westinghouse STS 3 9 8 2, 3 9 10 tc Bases 3/4 9 8 b 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

e Assistant Director for Qperating Reactors 80/06/23 SIpp 


8009180107 Forwards Amend 48 to License DPR-23, safety evaluation b 
notice of issuance b availability 

VAROA, S A Operating Reactors Branch 1 80/08/2? 2pp 



— 8QQ9ieoil3 AratfiiJ to Liceiti# PPf!“23r revi ^ Ifl j T*eh 8p»c» T» eontroJ 
rod 90 >ltion indicitlgn tv* jnnint llmltit 

VAftCAi 8 A Optratlfij Rttctort Branch I GO/OB/S? 7pp. 


—0009100110 Safety avaloation lupportinfl Apiend 40 to Lleatiae DPFI-S3 
« Of/ic* 0 # Nuclear Rtactoc Ropulationf Dlrictor 60/0B/S9 Spp 


— 0OO9IGOI22 Mo tic* of iisoanct I aval lab ill tv of Aaiond 40 to Ligtntt 
CP 8 -23 

NGICHSORS. J 0 Optrattnj Rtactors Bran eh 1 80^00/29 Spp 


S0092902'&'2 Subailti application for amind raviainp util 791003 propoiad 
01. amani p* di^radad jrld voltaja Error In ittfl b a du* to 
ilFParancf in tatpolnt roundinp For Tach Spaca !e mod 
UTLEV.E £ Carolina Power i Lijht Co 00/09/19 Spp 


8009110271 Raiponda to IE aullotln 79-010, auppUmantlng B00707 
ratponaa Forwards 90-dav rapt ra anviron nual 1 flea t ton of 
alac trical atjuiptnant 

EURY,L W Carolina Power b Light Co 80/08/29 15pp, 


8009290287 Forward* IE Clreular 00-21, "Regulation of Refuel ina Craei • 
No written raaponta req,ulrad 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 00/09/10' 
Spp 


R Perladli operating report* 1 related correspondence 


800916-0255 Forwarda raonthlg operating rapt for Aug 1900 
STARKEY, R.D Carolina Power b Light Co 00/09/10 Ip 


Q Inipcctlon reports, IC fiullftinf b cerr > i pondctlo e 


0009100042 Forwird* IE Bulletin 00-18, "Malnt of Adaguate flln Flow 
Through Centrifugal Charging Punp* Following Sacondarg Side 
High Enirgg Line Rupture “ written reiponia renolraii 
O'REILLY, J P Region 2, Atlanta, Office o/ the Director 80/07/24 

•p 


- 8009160258 ftonthlg operating rept for Aug 1900 

WATFORD, M Carolina Power b Light Co 00/09/07 3pp 

occorrencei, LER* b related correspondence 

8009030459 Fopuards LER BO-017/03L-0 

STARKEY, R B Carolina Power b Light Co 80/00/29 Ip 


0009020190 Submits reiponie to IE Bulletin 79-03A re longitudinal weld 
defects in 3A-3i2 itainlen iteel pipe Required info will be 
provided by 800922 

FORR.B J Caroline Power b Light Co 80/00/06 Ip 


8009030307 Requeit* eitention until 800722 to respond to IE Bulletin 
79-03A, "Longitudinal Held Defecti in ASHE 8A-3I2. Tgpt 304 
Stalnlets Steal Pipe " Beckground info necelierg to perforai 
engineering evaluation we* only recently received 
FURR, B J Carolini Peuir b Light Co 00/08/06 Jp, 


8009030463 LER B0-017/03L-O on 000730, while performing air flow lllt> 
CFL-FT-24 0, PDS 1 tinner on Orad-U-Motor failed to function 
properly Caused by accumulation of moisture in air supply 
loner were removed from ivc 

STARKEY, R B Carolina Power b Light Co 00/00/29 Spp 


80091 S0S86 Forwards LER 8O-O10/O3L“O, 

STARKEYrB B Carolina Power b Light Co 80/09/10 Ip 


0009300061 Forwards IE Inip Rept 30-261/00-15 on G00624-0702 No 
none omp I lane r noted 

LEUIS, R C Region 2, Atlanta, Reactor Operation* Wuclear SuBoort 
Branch 00/08/14 2pp 


--80091S02B9 LER flO-OJ 0/O3L-O’ on 60001 1 > ui/uni t In refueling »hotdoviri 
while performing refueling period teit 
liVfllvfc PCV"*I7l6 failed to clots dijc to iiol^tion 
iuiltch being on Came not determined 
STARKEY, R 0 Carolina Power b Light Co 00/09/10 2pp 


—8009300063 IE I asp Rept 50-261/80-15 on B006Z4-0702 No noncamp 1 lance 
noted Magor areea intpected general plant operallone, 
follBwup ln*p of outstanding Itea* b review of plant safetu 
Coiemittee macSlhg minute* 

WITENER.H U , QUICK.DR Region 2, Atlanta, Office qf thfr 
Director 80/08/14 Opp 


0009030163 Forward* Revision 1 to IE Bulletin 00-19, "Failures of 
Hercory-Wetted Matrli Relays in Reactor Protective 8yi of 
Operating Kutlear power Plant* Designed by C~E " Written 
rttpontf rvqLTind 

O'REILLY, J p Region 2, Atlanta, Office of the Director 80/08/15 


0009190469 Forwards updated LER 60-01S/01T-1 

STARKEY, R B Carolina Power b Light Co 00/09/15 Ip 


' Updated LER G0-O16/0IT-1 on 800023, three Mestinghouse "Odi 

NBFu 315 relays used in reactor protection sys failed 
within 28 days Caused by open circuit b short circuit coil 
failures 

STARKEY. fl B Carolina Power b Light Co 00/09/13 Spp 


8009230301 Forward* LER 80-01 9/03L-0 

STARKEY, R B Cafolioa Power b Light Co. 60/09/19 ip 


®°^cSun;rnoUj^ - 800707-10 No 

Br^if;" ^D/Sa/Ir ^pp**'"*" SPPPort 


■8009250304 LER SO-0 1 9/03L-0 on 800822, during refuallhq outage ♦hukd-ct 
small pinhole leak* g. linear defects on canopy «sal welds 
dlicoverad Caused b<| weld -degradation Defect* repaired b 
nomdestruetlve eiaminatlon performed 

STARKEY. fl fl Cerotlna Power b Light Co. 80/09/19 4pp 


50-261/80-16 on 800707-10. No noncomplianc 
"uUetin'^*’^ «t*a* inspected operations, fol 1 bwup of LER* 4 


nuclear CENERATINO PLANT 

^ Beourity, medical, emergency 4 fire protection plan* 


inc^aJ? Bulletin 80-20 No W.stlnghau.a Type W-2 
fyRS.B d Carolina power 4 Light Co 80/09/21. jp 


6009160124 Fo-rward* JE Circular 80-10, » 
for Changes to ffadwaste Treatment 8us 
required ' 

O'REILLY, J P Region 2, Atlanta, offi 


‘IOCfrso 59 Safety Evaluations 
No written reipome 

ce of the Director, 80/08/22 




FttRR.B 0 Carolina Power 4 Light Co 00/00/26 i, 


9009120290 Forward t lE info ftotis* 00-31 "h.i... ... 

O'flElLLY, J P Region 2, Atlanta, Office of the Director 0D/OB/S 


0009035683 Forwards IE Health Physic* Appraisal Rept 50-263/00-11, 
notice of violation 4 significant appraisal finding* 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/08/07 

4 pp 


®^®^030i691^No 1 1 e a of violation from haalth physics appraisal on 
a Region 3, Chicago. Office of the Director 80/08/01 Ip, 


--8009,030695 IE Health Physics Appraisal Rept 50-263/Bo-ll None ompl lant 
ntftid irudffqvifc* ^rta ACc#ti cofitt<>lf fc inidvquat^ 

posting of ra-dlation araas 

miller, O.E , LOVENDALE.P C , FISHER, W L Region 3, Chicago. Office 
of the Director eO/OB/oi 26pp 

8009030381 Forwarda Revision 1 to safeguard* contlngancy plan Plan 
withheld Iref 10CFft2 790> 

MAYER, U.O Northern States Power Co 80/08/20 Ip 

G00B260337 Forward* draft upgraded emergency plan 
MAYER, L 0 Northern Statae Power Co 80/08/21, Ip 


■8008260-340 Draft upgraded emergency plan 

* Northern State* Power Co 80/00/15 ISOpp 
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800903032*1 RequeJts that completion dote for fire protection mod be 
extended to B01031 due to unanticipated probleinc in project 
deilp'ri 0 heav<} concultent % operating staff uork loads 
HAYCR.L a Northern States Power Co 00/08/22 Ip 


8009230303 Requests that all personnel be reminded of purpose of 
eaiergencv notification sys & health phgsics network Sgs 
installed for govt use during emergency 

KEPPLERi J 0 Region 3, Chicago* Office of the Director 00/06/22 
3pp. 


8009020053 Forwards 000410 "Emergency Preparedness - Evacuation Time 
Cstlna tee* “ Revision 1 Conforms to revised vehicle per hour 
capacity of state highway % country roads within 10 -mile 
radius of facility 

HAVER* L 0 Northern States Powei Co BO/OB/2S Ip 


— 80090200di0 Evacuation time estimatos form areas near facility 
• Northern States Power Co 00/08/31 IBpp 


8007020009' Forwards addl info re two fire protection mods planned for 
facility Complete failure of turbine lube oil reservoir 
unlikely During emergency* 12-inch drain line can be used 
to drain reservoir to outside underground tank 
HAYhR*L D Northern States Power Co 80/08/26 2 pp 


30D9240700 Notifies that facility security plan does not establish 
edsquate commitment to meet code requirements Amend 
incorporating encl change is required within 60 days 
IPPQLITO* T A Operating Reactors Branch 2 00/09/09 3pp 


BC07260017 Transmits emergency planning info to be made available to 
public at LPDR in Hlnneapol is* HN U/o end 
EDUBERtJ 1 * Division of Rules and Records 60/09/11 Ip 


8009020297 Submits interim criteria for shift staffing to all OL t CP 
licensees t ap p 1 1 c ant s * pei NRC 600507 Itr Discusses 
administrative provisions for emergency U overtime work 
Development 6 implementation to be reviewed within 90 days 
EISENHUT* D 0 Division of Licensing 60/07/31 /pp 


0OO9OBOO8O Forwards draft MIREG~0696* “Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUReO-0696 encl H/o NUREO 

EISENHUT* 0 0 Division of Licensing 00/00/01 119pp 


8009230052 Informs that eiemption from fee re licensing action 
associated tj/THI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EISEUHUT*D G Division of Licensing 80/00/07 60pp 


0009040125 Advises that two specific Event 5 valve configurations do 
not exist at facility per review of response to NRC B00223 
Hr "Primary Coolant Sys Pressure Isolation Valves*" 
technical evaluation rept end 

IPPQLITO* T A Operating Reactors Branch 2 00/08/08 3p p 


— B009040129 "Primary Coolant Sys Pressure Isolation Valves. Northern 
Btates Power Co* Kant led lo Unit 1*" technical evaluation 
rep t 

NOELLiP N * STINELL*T C Franklin Ins t Hute/Fran k 1 in Research 
Center NRC-03-79-1 10 00/07/21 5pp 


0OO923O243 Forwards NUREQ-06f)l* "Kark I Containment Long-Term Program 
8 ERi Resolution of Generic Technical Activity A-7 " Rop t 
describes NRC review results re generic suppression pool 
hydrodynamic load definition ll/o encl 

IPPQLITO* T A Operating Reactors Branch 2 60/00/20 2pp 


8009190473 Requests addl time for completion of work re ftro protection 
nods Problem w/reactor core Isolation cooling has becomo ono 
of qualify tug* procuring ti engineering new control logic sys 
Task shold be completed by May 19S1 

HAVER* L O Northern States Power Co 60/09/12 2pp 


8009090776 Advises that util response to NRC 791109 Hr re portions of 
ECCS evaluation medels dealing u/fuel cladding swelling 
incidence of rupture is acceptable No further action 
necessary 

IPPOLITOrT A Operating Reactors Branch 2 60/00/22 2pp 


O Adjudicatory correspondence 


8007240012 Responds to FOIA request for nine categories of documents re 
AEC amend to 10CFR50 57(c) proposed on 701028 h adopted on 
710314 Forwards documents listed In App A responding to 
Itvms t-5 Search li continuing for addl records 
FELTON. J H Division of Rules and Records 80/08/21 2 pp 


— 8009240123 Requests settlement of privilege controversy in proceeding 
re eubfnlsslon of rulings to ASLB Pending set 1 1 ement* ASLB 
cannot rule on util license for operation u/reactor vessel 
head In place fiefs encl 

GEVER*^. C a CREOLINOiE * DEALE* V B Atomic Safety and Licensing 
Board Panel, 70/10/06 IBpp 


600922Q09B Forwards order requiring Info supporting environ 
qualification of safety-related electrical equipment 
ftequiets submittal of Info by BOllOl 

IPPOLITO.T A Operating Reactors Branch 2 BO/00/29 2pp 


— 8009220101 Order for mod of License DPR-22 to add info which fully 
responds to NRC request for Info re environ qualification of 
safety-related electrical equipment Info should be submitted 
by 801101 

EI 8 CNHUT* D 0 Division of Licensing 80/00/29 6 pp 


OOO90805I8 Menibrandum I- order ALAB- 6 II 1 concurring w/A9LB conclusion 
that facility may continue to operate safely pending 
rmsolutlon of ATW3 issue NRC shall suppl record re 
unresolved generic safety Issues by 901013, 

BIBHOPiC v) Atomic Safety and Licensing Appeal Panel 00/09/03 

22pp. 


8007120403 Memorandum amending Footnote 11 on Pago 16 of ASLAB 000903 
maTtorandwin fr order ALAB-611 Publication printed copy will 
reflect amend 

BfS-HOP.C J Atomic Safety and Licensing Appeal Panel 80/09/10 

Jp. 


P Operating license stage documents ti correspondence 


8007110334 Buppls NRC 800707 request for proposed Tech Specs changes re 
scram discharge vol vent t< drain valves* & reactor 
protection sys h control rod block limit switch surveillance 
requirements Class til license fee to be submitted w/change 
EISENHUT, D (J Division of Licensing 80/07/22 22pp 


600709D375 Responds to NRC 600425 request for evaluation to consider 
loss of equipment due to water spillage No addl ECCS 
equipment would be affected by water spillage Util 800330 
list of equipment remains unchanged 

KAYER*L 0 Northern States Power Co BO/OB/28 Ip 


000912057? "Degraded Grid Protection for Class IE Power Sys for 
Montlcello Nuclear Generating Plant*" technical evaluation 
rept 

CLEVELAND, C J EGhO Idaho, Inc FIN A-6256 0009120379 60/00/31 

14pp 


8009260110 "Technical Evaluation Rept on Degraded Grid Protection for 
Class IE Power Bye for Honticello Nuclear Generating 
Plant* " Revision 2 

CLEVELAND* C J EOhG Idaho* Inc FIN A-62SA 0009260110 60/08/31 

14pp 


0009190084 Advises that commitments to NRC 791023 "Interim Position on 
Containment Purging U Venting Pending Resolution of 
Isolation Valve Operability*" are acceptable 1* will remain 
In effect pending completion of NRC long-term review 
IPPOLITO*T A Operating Reactors Branch 2 00/09/03 2pp 


6009190466 Notifies of delay until 601114 for submittal of proposed 
Tech Specs for Lessons Learned Category A requirements* 
requested by NRC 000702 Hr 

MAYER, L □ Northern States Power Co 80/09/12 2pp 


Q Inspection reports* IE Bulletins t correspondence 


8009090050 Forwards IE Bulletin 80-07* 8uppl 1, "BUR Jet Pump Assembly 
Failure " No response required 

KEPPLERiJ 0 Region 3. Chicago, Office of the Director 60/03/14 

Ip 


0009090000 "Response to IE Bulletin 79-OlB, " re environ qualification 
of Class IE equipment 

• ED 8 Nuclear* Inc 01-0910-1097 00/03/20 2IOpp 


8009030210 Forwards Revision 1 to IE Bulletin 80-19* "Failures of 
Mercury-Netted Matrix Relays In Reactor Protective Sys of 
Operating Nuclear power Plants Designed by C-E " HrlHen 
response required 

KEPPLER* J G Region 3* Chicago, Office of the Director 80/00/15 
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aOO?ll<JS34 Rcfponds to IE Bulletin 80-17p "Failure of 76 of 185 Control 
Hods to FuUv Insert Ourinj Scram at BMH " llatla presently 
on order to provide sys to continuously nonitur water level 
in scram discharge vols 

OlLBERTSiO E Morthern Status Power Co 80/'0Q/I5 2pp 


e00fll5a466 Forwards IE Info Motic* 80-30. "Potential for Unacceptahle 
Interaction Between Control Pod Orlve Scram Function tr 
NonesSential Control Air at Certain OE BWH Facilities •’ Mo 
specific action or response requested 

HEP P ten. J 0 (legion 3. Chicago. Office of the Director 80/08/20 

If 

800^120057 Forwards Suppl 3 to IE Bulletin 80-17. "Failure of Control 
Rods to' Insert During Scram at SWR " Written response 
required 

KEPPtER. J G Region 3. Chicago. Office of the Director 80/OU/22 

ip 


800^170433 Forwards JE Circular 80-13 "I0CFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " Mo written response 
required 

KEPPLCRiJO Region 3. Chicago. Office of the Director BO/08/22 
Ip 


80091 10499 Responds to IE Dulletin 80-19. Revision 1. "Failures of 
Hsrcuf y-lJetted Hatrit Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed iy C-E “ Mo morcury- 
wetted relays used In reactor protection sys at facility 
GILBERTS. D E Morthern States Power Co 80/08/26 Ip 


8009170441 Responds to IE Bulletin 80-17 re failure of control rods to 
fully Insert during scram at 3WR Potential design studies 
for laiprovepient of venting sys performed Required mods will 
be coaipleted during 1981 refueling outage, prior to startup 
GILBERTS. 0 E Northern States Power Co 80/08/28 2pp 


8009180007 Responds to IE Bulletin 00-17 re failure of control rods to 
ful ly insert during scram at BMR Procedure revisions 
incorporating requirements issued Scram rept revision 
Implerienting functional testing issued 

GILBERTS, D E Morthern States Power Co 80/00/28 2pp 


8009230066 Forwards IE Info Notice 80-31, "Haloppration of Gould-Brown 
Boveri 400 Volt Type K-600S t K-DON 600S Circuit Brealers “ 

No written response required 

KEPPLCR.J 0 Region 3. Chicago, Office of the Director 80/08/20 
Ip 


6G09I70413 Forwards response to IE Bulletin 79-OlB rc environ 
qual II ica tion of Class IE equlpnenl Substantial efforts in 
progress to obtain required data Complete response will be 
submitted by 801101 

GILBERTS. 0 E Northern States Power Co 80/08/2? 2pp 


009230483 Forwards Revision 1 to IE Bulletin 79—26. "Boron Loss From 
iUR Control Blades " Mritten response required 
rPPLER. J G Region 3. Chicago. Office of the Director 80/00/29 


ISO408ACI receipt of G0D827 Itr Informing NRC of steps taken to 
reel violations noted in IE Insp Rept 50-263/60-11 
^PLER. J C Region 3. Chicago. Of flee of the Director 80/09/D9 


0G92S04II Responds to NRC 800BG7 Itr re violations noted in IE Imp 
Rept 50-263/80-El Corrective actions addl health physics 
staff to be hired & oigt support reinforced 
GILBERTS. D E Northern States Power Co 80/08/27 9pp 


6009240112 Forwards IE Circular 00-21. "Regulation of Refueling Crews 
No written response required 

JfEPPLEfl.J C Region 3. Chicago. Office of the Director 80/09/10 

Ip 


rerlodic operating reports t related correspondence 


050348 Forwards "Effluent !< Haste Disposal Seoiiannoal Rept." 
n l9S0-June 1980 

VER. U 0 Northern States Power Co 80/00/27 Ip 


090S035S "Effluent St Uaste Disposal Semiannual Rept. “ 'Jan-June 1980 
a Northern States P"wor Co 80/08/29 i3pp 


7090282 Forwards isonthly operating rept for Aug 1980 
tvefl, L.O Northern States Power Co 30/09/05 Ip 


8009300234 Errata to "Environ Monitoring 6 Ecological Studies Pragrea 
Rept. 1979 " Figures 2 2-3 through -7 have drafting error In 
legend Solid line should be identified as Sector A t< dashed 
lino as Sector B 

UARD. E C Northern States Power Co 80/09/25 Ip 


S Reportable occurrences, LEfls *■ related correspondence 


8009030330 Forwards UER B0-025/03L-0 

MAYER. L 0 Northern States Power Co 00/08/28 Ip 


— 80-09030401 LER SO-02S/O3U~0 on 800729. during normal operati on, uh 1 le 
performing surveillance test. outboard HPCI steam supply 
valve operator failed Caused by breakdown of motor winding 
insulation Motor replaced w/upgraded Insulation 
OVERLID. T U Northern States Power Co 80/08/28 Ip 


0009230632 Forwards LER 80-026/03L-0 

MAYER. L 0 Northern States Power Co 80/09/16 Ip 


— 8009230641 LEft 80-026/03L-0 on 000917. while performing surveillance 
test o-n outboard KSIV. A0-2-86A, valve closed In 9-s Caused by 
binding of piston in 4-way assembly Replaced 4-way assembly 
MSIV actuating assemblies will be rebuilt 
OVERLID. T U Northern States Power Co 80/09/16 Ip 


8009230620 Forwards LER 80-02a/03L-0 

HAVER. L □ Northern States Power Co 60/09/19 Ip 


— 8009230630 LER B0-02B/03L-0 on 60082S. while performing surveillance 
test, operator observed steam leak in elbow in drain line to 
condenser Caused by pinhole failure due to erosion from high 
velocity steam Leaking elbow 6 proitoiate elbows replaced 
OVERLID. T U Northern States Power Co 00/09/19 Ip 


0009260626 Forwards LER aO-027/03L-0 

MAYER. L O Northern States Power Co 00/09/22 Ip 


—8009260640 LER B0-O27/O3L-O on 00023, during monthly survel I lance, 42-1* 
test control rod could not be withdrawn after partial 
insertion Caused by closed drive withdraw riser Isolation 
valve CRD-102 Valve opened S< rod was operable 
NIERODE, C F Northern States Power Co 80/09/22 Ip 


DOCKET 50-265 QVAD-CITIES STATION, UNIT 2 


F Security, medical, emergency 6 fire protection plans 


60098302BS Requests that all personnel be reminded of purpose of 
emergency notification sys b health physics network Sys 
Installed for govt use during emergency 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 80/09/23 

3pp 


0009100378 Forwards review of util generating station emergency plan & 
draft Itr requesting addl Info S. commitments from util 
PAOANO. F 0 Emergency Preparedness Licensing Branch 00/00/20 
Spp 


0 Adjudicatory correspondence 


6009220015 Forwards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal of info by BOltOl 

IPPOLITS. T A Operating Reactors Branch 2 00/00/29 2pp 


—8009220017 Order for mod of Licenses DPR-29 6 DPR-30 to add info which 
fully responds to NRC request for info re environ 
qua I i f icat ion of safety-related electrical equipment Info 
should be submitted by 801101 

EIGENKUT. D 0 Division of Licensing 00/00/29 6pp 

0009300603 Forwards 000919 order revising 000029 order for mod of OLl. 
in entirety 

EISENHUT. D 0 Division of Licensing 80/09/19 2pp 

— 0009300614 Order revising 800029 order for mod of OLs DPR-29 fe OPft-M. 
published in B00?i2 FR. in entirety Info re IE Bulletin 
79-OlB shall be filed by 801101 Request for hearing will not 
stay order effective 800919 UCS petitions discharged 
EISENHUT, D 0 Division of Licenting 80/09/19 6pp 


109090287 Monthly operating rept for Aug 1980 
WEGENER. D Northern States Power Co 00/09/05 4f p 
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P DpAratlng license stage documents & correspondence 


B009110S54 Suppls NRC B00707 request for proposed Toch Specs changes re 
scram discharge vol vent it drain vaives. U reactor 
protection sgs t< control rod block limit sviitch surveillance 
requirements Class III license fee to be submitted ui/change 
EIGENHUT. D 0 Division of Licensing 80/07/22 22pp 


8009020297 Submits interim criteria for shift staffing to all OL L CP 
licensees & app 1 i can ts< per NRC 800SO7 Itr Discusses 
administrative provisions for emergencg & overtime work 
Development ii imp 1 emen ta t i on to be rsvleued utthin 90 dags 
EISeiMHUT, D 0 Division of Licensing BO/07/31 7pp 


SOO9O0OOBO Forwards draft NUflEG-Ofifi. “Functional Criteria for 
Emergency Response Facilities “ Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of MURE0-'0696 end U/o NUREO 

EISENHUT. D 0 Division of Licensing 80/08/01 119pp 


8009230052 Informs that siemption from fee re licensing action 
associated (e/TKI~2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 

EISENHUTiD 0 Olvlslon of Licensing 80/08/07 hOpp 


8009020458 Forwards evaluation of util response to NRC 800223 request 
for info re prlmarg coolant sys pressure isolation valves 
Two specific Event 5 valve configurations do not eiist at 
facilities 

CRUTCHFIELD) D Operating Reactors Dranch S 80/08/12 3pp 


— B007020474 "Primary Coolant Sys Pressure Isolation ValvBS< " technical 
•valuation rept 

NOEUL.P N . STILWELL.T C Franklin Inst i tute/Frank 1 In Research 
Center NRC-03-79-1 18 80/07/31 4pp 


60Q91B0252 Forwards NURE0'0661> "Mark I Containment Long-Term Program 
8ER Resolution of Oeneric Technical Activity A-7 " Rept 
discusses generic suppression pool hydrodynamic load 
definition H/o end 

1PPDLIT0)T A Operating Reactors Branch 3 80/08/20 2pp 


8009020105 Forwards NUTECH Rept COM-0708-03. "Evaluation of 16-Inch 
Containment Isolation Valvos for Dresden 8tatlon> Units 2 3 

it Quad Cities Statloni Units 1 it 2t " in response to NRC 
791022 i 23 Itrs re containment vent it purge valves 
JANECEK.R F Commonwealth Edison Co 80/03/22 Ip 


— 6009020111 "Evaluation of 10-Inch Containment Isolation Valves for 
Dresden Statten< Uni ts 3 in 3 it Quad Cities Stat 1 oni Uni ts 1 t< 

2 ” 

OERBER.D a Nuclear Technology, Inc INutech) COM-0708-03 
60/03/14 H6pp 


8009120404 Forwerds Attachments 1-5 to util 800630 Itr re facility 
electric distribution sys voltage adequacy Ltr 
Inadvertently transmitted w/o attachments 
i/ANECEK,R F Commonwealth Edison Co 60/06/28 6pp 


B0O9090394 Forwards addl info re min critical configuration in support 
of 800S1S application to amend Licenses 0PR-I9i25i29 & 30, 
changing requirements for source range monitor count rates 
■JANECEK, R F Commonwealth Edison Co 80/09/03 5pp 


BDO91905O1 Forwards Amends 49, 44, SB tt 53 to Licenses DPR-19, DPR-25, 
DPR-29 ti OPR-30, respcc tlve ly, safety evaluation it notice of 
iesuance h availability 

IPPQUITO, T A Operating Reactors Branch 2 80/09/00, 2pp 


— 8009180506 Amends 49, '44, 58 tt 53 to Licensee OPR-19. DPR-25, DPR-29 «< 
DPR-30, respectively, revising Tech Specs to allow count rate 
on source range monitor channels below 3 counts per second 
when there are two or less fuel assemblies in quadrant 
IPPOLITO, T A Operating Reactors Branch 4 60/09/08 33pp 


— S0D91805I6 Safety evaluation supporting Amends 49,44,58 t< 53 to 
Licenses DPR-19, DPn-25, OPR-29 «i DPR-30, respec tivel y 
« Office of Nuclear Reactor Regulation, Director 80/09/00 4pp 


— 8009180536 Notice of Issuance L availability of Amends 49,44,58 l< 53 to 
Licenses DPR-19, DPR-23, DPR-29 «i DPR-30, respec ttvely 
IppOLITOr T A Operating Reactors Branch 3 BO/O9/O0 2pp 


8009230463 Forwards proposed Tech Spec changes re implementation of TMI 
Lessons Learned, Category A requirements, in response to NRC 
800702 request Dresden Unit 1 Tech Spec changes will be 
submitted 90 days prior to scheduled startup 
OANECCKiR F Commonwealth Edison Co 80/09/18 3pp 


— 0009230466 Proposed Tech Spec changes re implementation of THI-2 
Lessons Learned Category A items 
• Commonwealth Edison Co 80/09/10 29pp 


0 Inspection reports, IE Bulletins i correspondence 


8009040517 Forwards IE Bulletin 00-07, Suppl 1, "DWR Jet Pump Assembly 
Failure '■ Response required 

KEPPLER, J 0 Region 3, Chicago, Office or the Director 80/05/14 

ip 


9009040632 Provides addl response to IE Bulletin 80-17 Results of 
analysts of ATHS w/o recirculation pump trip end Analyses 
required no deratings to remain belou sve level C limit 
JANECEK, R F Commonwealth Edison Co 80/07/14 6pp 


0009020109 Responds to IE Bulletin 79-03A, "Longitudinal Ueld Defects 
in A3ME SA-312pType 304 Stainless Steel Pipe " SA-312 pipe 
not present in operating plants Final confirmation from 
suppliers anticipated by 800915 re const plant piping sgs 
NAWHTON, U F Commonwealth Edison Co 80/08/07 2pp 


6009170230 Forwards response to IE Bulletin 60-17, Suppl 1, "Failure of 
76 of 105 Control Rods to Fully Insert During Scram at BWR " 

Scram discharge vol piping, scram instrument vol piping i 
drain piping meet requirements re downward pitch 
PEOPLES, D L Commonwealth Edison Co 80/08/07 4pp 


8009030231 Forwards Revision 1 to IE Bulletin 80-19, "Failures of 
Mercury-Netted Matrli Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Hritten 
response required 

KEPPLER, J 0 Region 3, Chicago. Office of the Oireetpr 80/08/15 

ip 


6009110545 Responds to IE Bulletin 60-08, "Exam of Containment Liner 
Penetration Vlelds, " supp lemonting 800709 response Corrects 
Zion response re rings used for field circumferential butt 
weld Reviews accuracy of other statements 
ADEL, J S Commonwealth Edison Co 80/06/15 4pp 


8009110562 Responds to Suppl 1 to IE Bulletin 80-17, "Failure of 76 
of 185 Control Rods to Fully Insert During Scram at BUR " 

LItll will not have continuous SOV water level monitoring sys 
installed t functional by 800901 

JANECEK, R F Commonwealth Edison Co 80/08/15 2pp 


8009160681 Submits supplementary response to IE Bulletin 80-08, 
"Examinetion of Containment Liner Penetration Uelds, " 
correcting statement made in OL Peoples 800709 ltr Further 
review not necessary 

ABELiJ S Commonwealth Edison Co 60/08/15 4pp 


8009290123 Forwards Waste Packaging Insp Rept 15000046/80-65 or 
600527-30 it notice of violation 

DAVIS, A B Region 3, Chicago, Fuel Facility i Materials Si 
Branch SO/O0/1B 2pp 


— 8009290126 Notice of violation from insp on 800527-30 

• Region 3, Chicago. Office of the Director 80/07/33 


—6009290131 Waste Packaging Insp Rept 15000046/60-65 on 800 
Moncompliance noted failure to meet strong, tight packag' 
requirement contained in DOT regulation 
LOVENDALE.P G . THOMAS, R D Region 3, Chicago, Office 
Director BOOKiH E Region 3, Chicago, Fuel Facility 
Safety Branch 60/07/23 3pp 


8009150495 Forwards IE Info Notice 00-30, "Potential for 
Interaction Between Control Rod Drive Scram Function t. 
Nonessential Control Air at Certain GE BWR Facilities 
specific action or response requested 
KEPPLER, J 0 Region 3, Chicago, Office of the Dtrecto 
ip 

6009120060 Forwards Suppl 3 to IE Bullettn 80-17, “Falli 
Rods to Insert During Scram at BWR " Written response 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Direct 
Ip, 

8009180551 Forwards IE Circular 80-18, "10CFR50 59 S 
for Changes to Radwaste Treatment Sys " No written 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Dir 
ip 
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SO'jyjaOOl-l ForuirJs I£ Irfa Notice 60-31. "Miloperatio" ®oulii-BTOLm 
Bo.er, 4S3 VbU T,jp» *<-6005 !. K-d 0’1 400S Circuit Brpakars 
Na gritt*'! ruporiP raijuirei Sfi/naJSB 

PEPPLCR.J 5 Rapicn 3 Chicago. Otmcp of the Director 
Ip 


:OO9l00459 Act receipt of 600715 Itr inforning (.fiC of step* taken to 
cerreet violation noted in 000420 IE insp rept 1 payment or 
ci.tl penalty , 

STEOtO V Office of Irupection t, Enrorcenent. Office of cne 
Director 6O/O0f2? 2?p 


0OO9oeoiHS Forwards UER aO-036/03L-0 

KALIViANAKIS. N Caminonue a I th Edison Co 00/OQ/i3 2pp 


— 3009080417 UER BO-036/03L-0 on 8007S4i during testing/ presstire tultek 
PS-E-IASSB litas found to actuate at SO 3 rather than 13 B 
Inches of uiater Caused by setpoint drift Suiteh replaced 
STEFf ESi C CDcimonuiea I til Edison Co 00/08/12 ip 


8009220248 Foruards LER 80-010/017-0 

KALIVIAMAKtS/ N Coinmonwea 1 th Edison Co 80/09/11 ip 


S009170411 Fopieards response to IE Bulletin SO-lS re possible loss o 
e-ergency notification sgs u/loss of offsite power Review 
repealed inap arab i 1 i ty of Dresden sgs Investigation being 
conducted Operating Order 24-SD changed 
JAfiACE/.P F Coih'pr wealth Edison Co 00/08/29 4pp 


•8009220271 LEft 80-018/01 T-0 on S00B29, while performing HPCI opereblUlg 
testadiscovered that HPC I motor gear unit would not come off 
high speed stop Caused by failure of component in flow 
contra 1 1 eri FIC S-2340- 1 Controller replaced 
KODIi M Comrnonuieal th Edison Co 00/09/08 2pp 


8009190446 Responds to JE Bulletin 80-19 re failures of mercury-wetted 
natrir relays in reactor protective lys Identified relays 
are not used in facility fJo action reguifed Tuenty-four 
manhours eipended on revieu 

fiAU5C8. T J Cor-ioTiuea! th Edison Co 80/09/29 Ip 


8009230473 Forwards Revision 1 to IE Bulletin 79-26, "Boron Loss From 
BUR Control Blades ' Written response reguired 

WEPPLER.J 8 Region 3. Chicago Ofnee of the Director 80/08/29 
tp 


8009170421 Responds to IE Bulletin 80-17, Suppl I, re failure of control 
rods to fully insert during scran at BUR Vent sys will 
pro/sde reliable source of air during draining Sys will be 
steadily purged until nods installed 
JAMaCEH R F Coflinonuealth Edison Co 80/09/02 2pp 


0005240109 Forwards response to IE Bulletin eO-l7,8uppl 3, "Failure of 
74 of 163 Control Rods to Fully Insert During Scram at DWH '* 
Procedure at Dresden 2 t 3 changed to require irrhediote 
manual scram uhen air pressure reaches 40 psi 
RAUSCH T j Connonwea 1 th Edison Co 80/09/02 4pp 


V Operator Examinations 


80093002S7 Forwards preliminary topical outlines of proposed moduUi 
on thermal hydraulics it core damage mitigation to be 
Included in revised reactor operator training program per 
600328 request 

NAU0HT8td.l4 F Commonwealth Edison Co 80/09/15 7pp 


COCKET SO-264 POINT BEACH NUCLEAR PLANT. UNIT I 


F Security, meiflcal, emergency tt fire protection plans 


8009110619 Requests participation in study of peop 1 e-ralated pro.biens 
in nuclear safeguards Study involves collection of data on 
licensee security forces t practices 
EISENHUT.OO Division of Licensing 80/07/25 2pp 


3009030542 Forwards safeguards contingency plan Flan withheld (ref 
IOCFft2 790) 

BURS TE IN, 9 Hiscoitsin Electric Power Co 80/08/22 ip 


6009230504 Responds to hIRC 791213 request for addi info in response to 
IE Bulletin 79-02 "Pipe Support Base Plate Designs Using 
Concrete Eipansion Anchor Bolts " Eipansion anchor test 
results shcu installation sf anchors acceptable 
JALFCEK. R F Commonwealth Edison Co 00/09/05 17pp 


8009230314 Rei^uests that all personnel be reminded of purpose of 
emergency notification sys ti health physics network Sys 
installed for g O'Vt use during emergency 

KEPPLER, vl 0 Region 3, Chicago, Office of the Director 80/00/22 
3pp 


8009240133 Foruard s IE Circular 80-21. "Regulation of Refueling Crews 
Ho uritten response required 

KEFPLER JS Region 3, Chicago, Office of the Director 80/09/10 
ip 


8009260215 Responds to a0082S request for info re emergency 
notification sys U health physics network (t requests 
c larif ication of notification requirements 
FAV, C H Wisconsin Electric Power Co 80/09/05 3pp 


6009300300 Forwards response to IE Bulletin 80-20 No Uestinghouse 
Type W-2 control suitches are used in safety-related sys at 
Dresden, Quad Cities t. LaSalle County Responses for Zion b 
Syron are end 

RAUSCH T J Commonuealth Edison Co 80/09/15 6pp 


B Periodic operating reports i related correspondence 


0009030440 FoTuards semiannual rapt of radioactive effluent discharges 
i solid radwaste. for Jan-June 1960 

KALIVIANAKIS. N Commonwealth Edison Co 80/08/13 Ip 


6009290177 Forwards security measures for proposed sewage treatmen't 
plant Enel withheld (ref 19CFR2 790) 

OURSTEIN, 8 Iflsconsln Electric Power Co 60/09/1? Ip 


0 Adjudica tory c orrespondenc e 


6009080348 Discusses 000808 Itr authorizing restart t. alluding to 
informal under s tand ing between NRC & licensee re future 
insp Eipresses belief that action thwarts meaningful 
public par tic 1 pati on 

FALK, K M Wi scons in's Environmental Decade 80/08/26 2pp 


•8009030453 Ssniannual rept of radioactive eftluent discharges 4 solid 
rad.aste.for Jan-June 1980 
* Cornonwsalth Edison Co 80/08/13 20pp 


SCC9140272 Forwards monthly operating repts for Aug 1980 
KALIVIANAKIS. N Comsonuea 1 th Edison Co 80/09/02 ip 

—8009140276 Monthly operating repts for Aug 1980 

HHOHM. 8 , TUBBS, B Coiemonuea I th Edison Co 80/09/02 22pp 


8009190352 Forwards order requiring info supporting environ 
qual ification of safety -related electrical equipment 
Requests submittal of info by BOtlOl 

CLARK, R A aporotlng Reactors Branch 3 80/08/29 2pp 


■8009190357 Order for mod of Licenses DPR-24 «, DPR-87 to add info uhUt 
fully responds to NAC request for info re environ 
qual ification of safety -related electrical equipment Info 
should be submi tted by SOI 101 

ElSENHUr.D.O Division of Licensing 00/00/29 6pp 


Forwards Changes, tests t< eiperiments completed during Aug 
KALIVIANAKIS, H Coffnan’wea 1 th Edison Co 80/09/08 2pp 

correspondence 


80092302S5 Response to Ml Environ Decade 000826 Itr on acceptability of 
Certain test results re steam generator tube integrity 
Admits that NAC legal arguments against right to hearing are 
groundless Certificate of Sve ene 1 

CVR.K D Rulemaking 6 Enforcement Division 00/09/19 4pp 


9009080398 Forwards UER 0O-O16/O3L-O 

KALIVIANAKIS N Commonwealth Edison Co 80/08/11 2pp 


-0009080407 LER 80-016/03L-0 on 800723, d iscovered that pressure 
S 2-26i-30u ueuld trip at 841 psig, under limit of 850 osia 

^ 

KAN.S Cflmrorwealth Edison Co 80 / 08/11 Ip 


8009230447 Ack receipt of 000826 Itr re facility Since Itr deals w/ 
matters currently before ABLB, Commiss ion comments 
I nap propria te at th i a time 

MVRRAV, J P Rulemaking t, Enforcement Division 80/09/19 Ip 
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8009300410 Modifies that; util has been served u/tJ( Environ Decade> 
Inc 000008 Itr to Senator Proxmire U Congressman Zablocki 
Ltr alleges corrosion problem in steam generator tubes 
Hr end 

O'NEILUJ H Shau. Pittman. Potts U Troubridge BO/09/25 7pp 


H Oeperal correspondence 


GQO90S0424 Responds to League Against Nuclear Dangers 800715 Itr re 
relocating local PDR to Tteo Rivers. U1 Tuo Rivers librarg 
ulli hrouse documents re Uood Countg special repts NRC 1979 
Annual Rept encl 

SQUCERi J L Division of Rules and Records 80/08/15 22pp 


-8009050426 Requests submitted on behalf of League Against Nuclear 
Dangers* c oncerning relocation of local PDR to Manitowoc. Ml 
Lists tgpes of documents specific documents that should be 
retained at Unlv of Ml library 
DIXOM.S Affiliation Unknown 80/07/18 3pp 


8009110411 Requests establishment of LPDR in Mad Ison. MI. on behalf of 111 
Public Svc Commission State agency personnel will review 
replacement of steam generators at Point Deach Unit 1 in 
1981 or 82 Related correspondence 

VORKiB . PARSONS, E M , NUNNERY, W J Wisconsin. State of BO/00/26 

2p.p 


3009260187 Forwards PR notice of relocation of facility LPDR from Univ 
of Nt Library, Stevens Point to Joseph Mann Library. Two 
Rivers. MI 

FELTON,»f M Division of Roles and Records 80/09/09 2pp 


P Operating license stage documents ic correspondence 


8009020297 Submits interim criteria for shift staffing to alt OL b CP 
licensees h appl icants. per NRC 800507 Itr Discusses 
administrative provisions for emergency St overtime work 
Dcveiopment It implementation to bo reviewed within 90 days 
eiSENHUT. D O Division of Licensing 80/07/31 7pp 


80-09080000 Forwards draft NURE0-O696i "Functional Criteria for 
Energency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 encl W/o NUREO 

EISENHUT. D 0 Division of Licensing 80/08/01 119pp 


8009020497 Responds to NRC 800708 itr re weldments in Graver tanks 
Evaluations show that connections It penetrations would 
ulthstand design loading conditions assuming as-found 
conf igura 1 1 on 

RURSTEIN. B Wisconsin Electric Power Co 80/08/04 3pp 


S0O92300S2 Informs that exemption from fee re licensing action 
associated u/TMI-B Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EieENHUT, D 0 Division of Licensing 80/00/07 60pp 


8009040299 Forwards safety evaluation re facility steam generator tubs 
dagradation Based on review of util steam generator tube 
insp> unnecessary to place further restriction on resumption 
of facility operation 

CASE.E 0 Office of Nuclear Reactor Regulation. Director B0/O8/OS 

9pp 


— 8009040305 Safety evaluation re facility steam generator tube 
dagradation 

* Office of Nuclear Reactor Regulation. Director flO/OS/OB 7pp 


8009190794 Forwards revised Westinghouse STB 3 9 B 2, 3 9 10 I Bases 
3/4 9 0 l< 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Written response required 
NDVAK. T H Assistant Director for Operating Reactors 80/03/15 
Ip 


•B009190BI7 Revised Westinghouse STS 3 9 8 2,3 9 10 «< Bases 3/4 9 0 L 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

* Assistant Director for Operating Reactors 80/06/23 21pp 


8009030490 Requests permission to suppl WI Environ Decade previous 
filings supporting adjudicatory hearing re petitioner 
preJlmlnary contentions NRC 800803 Itr aothoriies facility 
restart w/o offer for adjudicatory hearing 
FALKi K M Mlieonsin's Environmental Decade 80/00/26 2pp 


“B00903050I Notifies that restrictions re facility operation resumption 
not necessary per review of util BOOSOS steam generator tube 
insp results Conditions of 791130 order 1 000103 mods to 
791130 order remain in effect Safety evaluation not end 
CASE. E 0 Office of Nuclear Reactor Regulation. Director 
0O/Oa/O8 IP 


8009120575 Forwards requests for addl info re adequacy of station 
electric distribution sys voltages to continue review 
Response requested within 45 days or Itr receipt 
CLARK, R A Operating Reactors Branch 3 80/09/00 6pp 


8009160442 Responds to NRC 800819 Itr re IAEA design infu questionnaire 
to be utilised in submittal of installation info by 
facilities Compiling data will require significant effort 
NRC should utilise existing info in files 
HUftSTElN, 8 Wisconsin Electric Power Co 00/09/11 Ip 


8009230660 Responds to BOO015 request for review of Tech Specs L 
procedures assuring that exposure or fuel assemblies U 
control rods cannot occur during transfer w/plant In 
refueling shutdown mode Changes to Tech Specs unnecessary 
FAY. C W Wisconsin Electric Power Co 80/09/15 2pp 


8009230666 Notifies NRC that util unable to comply w/a00714 lequest re 
Tech Specs applicable to implementation of THI-2 Lessons 
Learned Category A items Initial review of model Tech Specs 
comp leted 

FAY. C W Wisconsin Electric Power Co 00/09/18 3pp 


S009250249 Application to amend Licenses DPR-24 b DPR“27i c hang log 
Tech Specs 15 1. 15 3 ti IS 6. re limiting conditions for 
opera t ions, def in i ti ons of operability b administrative 
structure 

DURSTEIN. 8 Wisconsin Electric Power Co 80/09/19 3pp 


—0009250253 Tech Spec Change Request 64, eons is ting of proposed Tech 
Specs IS tits 3 6 15 6 re limiting conditions for 
operat i onsi def mi tion of operability U administrative 
structure 

* Wisconsin Electric Power Co 60/09/19 dpp 


0009290341 Proposed Change 45. modifying 770720 request to amend 
Licenses DPR-24 b DPR-27 to incorporate Tech Spec changes 
Changes modify trip b time delay setting for ondeivoltage 
protection circuitry 

BURBTEIN, S Wisconsin Electric Power Co 00/09/22 2pp 


— 0009290342 Tech Spec change for Item 7 of Table 15 3 5-1 b Item 3a of 
Table 15 3 5-3 re time I trip delay settings for 
undervoltage protection sys 

a Wisconsin Electric Power Co 00/09/22 2pp 


8009300461 Forwards comments on draft NJREG'0696. "Functional Criteria 
for Emergency Response Facilities " NUREO should include 
alternate methods of satisfying functional requirements 
FAViC W Wlaconsin Electric Power Co 00/09/22 6pp 


Q Inspection reports. IE Bulletins I correspondence 


8009290011 Forwards IE Insp Repts 50-266/00-10 b 50-301/80-10 on 
000604-27 b notices of violation. App A b B App B withheld 
(ref 10CFR2 7901 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 60/08/11 
3pp 


-8009290013 Notice of violation, App A. from insp on 000604-27 
a Rogloin 3, Chicago. Office of the Director 00/08/05 ip 


■8009290015 IE Insp Repts SO-266/SO-lO b 50-301/00-10 on 000604-27 t< 
0700 Noncomp I lane e noted RHR pumps operability impaired b 
engineered safety feature crossconnec ted Details withheld 
(ref 10CFR2 790) 

SMITH. J D , GULDEMONOiW 0 . WARWICK. R F Region 3. Chicago, Office 
of the Director 80/00/05 12pp 


8009030219 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Mercury-Wetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E “ Written 
response required 

KEPPLER. JC Region 3. Chicago, Office of the Dliector 00/08/15 

ip 


0009290017 Forwards IE Insp Repts 50-266/00-13 b SO-301/60-13 on 
000717 b 22 No noncompliance noted 

DAUIS.A B Region 3, Chicago, Fuel Facility I Materials Safety 
Branch 80/08/19 2 pp 
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-‘-^0092900 1 a IE Insp R«pts 50-266/00-13 t 50^303/83-13 or> 0007 17 & 22 
No ncrc ochp I idtic e noted Major ar4a«^ inspected c onf itcna torij 
naasvTcnents 

JANUSKA> A 0 < GSBUJjT H Rejion 3. Chicagor Office of the Director 
eo/08/15 4p(y 


8009180520 Foruerds IE Circular 80-18. “lOCFftSO 59 Sefetij Evaluations 
for Changes to Radoiaste Treeteicnt Sgs ' No uirltten response 
required 

HEPPLEft. J 0 Region 3. Chicago* Ofrice of the Director 80/08/22 

ip 


6009110557 Responds to IE Quilatin SO-ia* "Kaint of Adequate Hin Flou 
Thru Centrifugal Charging Pumps Following Sccendaru Side 
High Energy Line Rupture ” Corrective actions are not 
necessary 

FAV>C M Uisconsin Electric Power Co aO/O0/2i 3pp 


5009230089 Forwards IE tnfo Notice 80-31. "flaloperatlon of Gould-Brown 
Ooverl 400 Volt Type K-fiOOS S. H-CON iOOS Circuit Breakers ' 

No written response required 

KEPPlER. J G Region 3. Chicago* Office of the Director BO/08/29 
ip 


SOO9160IS6 Responds to IE Bulletin 80-19 re failures of mercury-wetted 
ciatr 1 1 relays in reactor protective sys Identified relays 
not used In facility 

FAY . C W Uisconsin Electric Power Co 00/08/29 Ip 


8009240124 Forwards IE Circular 80-21. "Regulation of Refueling Crews 
No written response required 

KEPPtER. J C Region 3* Chicago. Office of the Director 80/09/10 

If 


8009300305 Responds to IE DuileHn 80-20 Identifies safety-related 
equipment control circuits utiliilng Ifestlnghouse Type W-2 
switches u/sprlng-return-to-neutral position All hut four 
circuits have been modified to indicate switch closure 
BURBTEIN.S Niscnnsin Electric Power Co 80/09/16 2pp 


R Periodic operating reports 6 related correspondence 


8009090539 Forwards ''Semiannual tioiii ter ing Rept. Jan-Jun. 1900 
FAY, C W Uisconstn Electric Power Co 00/08/29 Ip 


--0OO9O9O543 "Semiannual Monitoring Rep t . Jan-Jun. 1900 
* Wisconsin Electric Power Co 90/00/29 tSpp 


6009160302 Forwards monthly operating repts for Aug 1960 
FAY.C W Ulsconsin Electric Power Co 80/09/09 Ip 


— 8009160304 Monthly operating repts for Aug 1930 

FAV»C il Hlsconsin Electric Power Co 80/09/04 9pp 


U Congress i ana 1 /Ececut 1 ve Correspondence 


8009020030 Eipresses concerns re potential consequences From steam 
generato-r tube degradation Full adjudicatory hearing needed 
Requests to be informed of continuing development 

STRGML.J . BERGER, 0 . K30DY. J Hisconsln. State of 80/08/22 Ip 


6009290002 Responds to 800822 Itr urging full adjudicatory hearings on 
piant safety issues Commission has referred similar HI 
Environ Decade request to A5UB for determination Further 
Commission comment is inappropriate pending ASLD decision 
MORRAY.J P Rulemaking 6 Enforcement Division 80/09/09 Ip 


—0009290004 Responds to 800922 Itr urging full adjudicatory hearings on 
plant safety issues Commission has referred similar lit 
En/iron Decade request to ASLD for determination Further 
Comailsslon comment Is inappropriate pending AELD decision 
IIURRAV, J P Rulemaking ft Enforcement Division 30/09/09 Ip 


— 8009290005 Responds to 800822 Itr urging full adjudicatory hearings on 
plant safety issues Commission has referred similar tfl 
Environ Decade request to A5LB for determination Further 
Comsilssicn comment Is inappropriate pending ASLG decision 
IWRHAVfJ P Rulemaking ^ Enforcenent Division 80/09/09 Ip 


'009240490 Urges NRC to order full-scale adjudicatory hearing on 
safety concerns re degradation of steam generatcir tubes 
Related correspondence 

nWIS. ML irisconsln, state of 80/09/16 Ip 


DOCKET 50-267 FORT ST VRAIN NUCLEAR GENERATING STATION 


F Security, nedteak. emergency 6 fire protection plans 


8009230731 Advises that list of 60 addl heavily populated areas has 
been included in- end revised guidance document. NUREC-0561 
Amend rule for physical protection of irradiated reactor 
fuel for transit will be affective 000029 W/o end 
MCC8RKLE. G H Physical Security Licensing Branch 80/07/QB Ip 


0009020-153 Invites participation in 800822 workshop in Atlanta. CA ta 
solicit comment re proposed functional criteria for 
emergeneg response facilltios In NUREO-0696 Discussion tu 
include location, si le it staffing of emergency ctr 

SEVfRIT, K V Region 4, Dallas. Ofrito of the Director 80/08/12 
IP 


G Adjudicatory correspondence 


800923DI27 Forwards order requiring info supporting environ 
qualification of sa f ety-r e la ted electrical equipment 
Requests submittal op info by 801101 

MILLER,,/ R Standardization 6 Special Projects Branch 80/08/29 

2pp 


--8009230129 Order for mod of License OPR-34 to add Info which fully 
responds to WRC request for Info ro environ qualification 
of safety-related electrical equipment Info should be 
submitted by 801101 

EI8ENKUT. D G Division of Licensing 80/06/29 6pp 


8009240194 Responds to NRC 800029 order modifying License DPR-34 to 
require info by 801101 re environ qualifications of IE 
electrical equipment In operation sys exposed to high energy 
line break ambience Hearing requested re ordel 
FULLER. J K Public Service Co of Colorado 80/09/17 3pp 


P Operati-ng license stage documents 6 correspondence 


8009020297 Submits interim criteria for shift staffing to all OL A CP 
licensees & app 1 icants , per NRC 800307 Itr Discusses 
administrative provisions for emergency A overtime work 
Development 6 implementation to be reviewed within 90 days 
E!8ENHUT,DO Division of Licensing 00/07/31 7pp 


0OO9QQOOBO Forteards draft NUREO-OA76r "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 enc 1 M/o NUREO 

EIBENHUT.OO Division of Licensing 80/08/01 H9pp 


8009230052 Informs that esomptlon from fos re licensing actlcin 
associated w/THI-2 Lessons Learned is unjustified Previous 
determination should bo disregarded Requested submittal 
should Include proposed class of amend 
EIBENHOTiD G Division of Licensing 80/08/07 60pp 


8009040506 Forwards Amend 22 to License DPR-34 A safety evaluation 
TE0E8C0. R L Assistant Director for Licensing 80/08/19 2pp 


—8009040509 Amend 82 to License DPR— 34, revis mg diesel fuel storage 
requ 1 remen ts. upda t i ng company reorgani latlon A altering 
fire protection Tech Specs 

TEDCSCO. R L Assistant Director for Licensing 80/08/19 9tpp 


— 8009040513 Safety evaluation supporting Amend 22 to License 
DPn-34 

» Office of Nuclear Fceactor Regulation. Director 80/08/19 
3Spp 


8009150427 Forwards safety evaluation A statement of NRC positions ra 
saf e ty-re 1 ated electrical equipment for licensee response 
Requests comparison w/current emergency power sys design A 
plant mods to muet NRC positions 

TEDE6CD.R L Assistant Director for Licensing 80/08/25 3pp 


— 6009150431 Safety evaluation A statement of NRC positions re emergency 
power sys for operating reactors 

a Assistant Director for Licensing 00/06/25 12pp 


8009030340 Responds to NRC 800802 Itr requesting addl info re thermal 
stresses in core support blocks, Net effect of analytical 
models A assumptions on stresses not clear at present Short- 
term efforts In progress Results to be reviewed 
FULLER.*/ K Public Service Co of Colorado 00/06/29 4pp 
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40344 Informf that immediate Amend S3 implementation not feasible 
due to time difference betieeen issuance t receipt Requests 
that amend provisions be made effective 801025 & amended 
SR S 4 I effective date be determined mutually u/MRC 
UAR£nllOURO> D Public Service Co of Colorado 00/09/00 4pp 

0009160364 Requests relief from LCO 4 3 10 for 60 daqsr after return to 

poutri to check tt readjust hangers {< snubbers for main steam 
tf cold b hot reheat lines Many hangers uill require neu 
position settings uhich must be made at full steam 
HASSMBOURO. B Public Service Co of Colorado 80/09/00 Spp 


S009260S86 Foruiards IE Info Notice 00-29. 'Broken Studs on Terry 
Turbine Steam Inlet Flange " No uritten response required 
SEVFRIT. >t V Region 4. Dallas. Office or the Director 00/00/07 
IP 


800925045B Forwards Revision I to IE Bulletin 00-19. "Failures of 
Mercury-Netted Matrls Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E ' tlntten 
response required 

SEVFRIT.M V Region 4. Dallas. Office of the Director 00/00/15 
Ip 


0009160314 Forwards "Fort St Vrain Initial App roach to Power Tests 
(B-3eri«t >1 ■■ Interim Rept 16 for period ending 800022 
UAREMBOURO. D Public Service Co of Colorado 80/09/09 Ip 


9009160316 "Fort St Vrain Initial Approach to Power Tests fD-Serics). 
Interim Rept 16 for period ending 800022 
• Public Service Co of Colorado 80/08/22 2pp 


8009300274 Foiwards IE Insp Rept 50-367/00-15 on B00701-30 6 notice of 
violation 

MADSEN. O L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 00/08/10 2pp 


—0009300279 Notice of violation from insp on 000701—30 

• Region 4. Dallas. Office of the Director 00/00/13 Ip 


0009230609 Comments on NUREO-0696 document late considering number of 
significant changes imposed to criteria of NUREO5-O570 6 
0654 which were utitiled by nuclear industry in planning 
energancy response facilities 

UAREHOaURO, D Public Service Co of Colorado 00/09/16 lOpp 


Q Inspectio.n reports. IE Bulletins i. correspondence 


0009220310 Discusses objectives U conclusions re helium circulator 
C-2102 insp Forwards OA Co rept. <}A-ClS047i re insp results 
Requests review of proposed inservice insp program in draft 
Tech Specs submitted 600331 

UAREHBOUROrD Public Service Co of Colorado 00/07/03 Spp 


-8009220381 "Eiam of Helium Circulator C-2102 " 

ROSENBERO.H General Atomic Co <subs of Gulf Oil Co ) 
OA-C 15847 00/04/30 75pp 


0009020221 Responds to IE Bulletin 80-11 re masonry walls in proilmlty 
to or that have attachments w/saf ety-re lated piping or 
cquipmiint Util completed investigation of all concrete 
masonry block walls In turbine (t reactor bldgs 
SUART.F e Public Service Co of Colorado 80/07/07 3pp 


0009030465 Forwards IE Insp Rept 50-267/00-14 on 000616-19 fc notice of 
vlolat 1 on 

MADSEN. 0 L Region 4, Dallas. Reactor Operations Nuclear Support 
Branch 00/07/14 2pp 


— 0009050467 Notice of violation from Insp on 800616-19 

« Region 4. Dallas, office of the Director 80/07/U Spp 


— 8009050477 IE Insp Rept SO-267/80-14 on 000616-19 None omp 1 lanc e noted 
failure to document qualif Icatlons of personnel performing 
callbrs on measuring tc test equipment b failure to provide 
record of test equipment 

OAOLTAROOivf E Region 4. Dallas. Reactor Operations Nuclear 
Support Branch YANDELL. L A , WE8TERMAN, T F Region 4. Dallas, 
Office of the Director 00/07/11 7pp 


8009100033 Forwards IE Insp Rept 50-267/00-12 on B00601-30 b notice 
of violation 

MADSEN. 0 L Region 4, Dallas. Reactor Operations Nuclear Support 
Branch 00/07/16 Spp 


— B009100057 Notice of violation from Insp on 000601-30 

• Region 4. Dallas, Office of the Director 80/07/12 Spp 


•0OO91OOOSS IE Insp Rept 50-267/00-12 on 900601-30 Noncomp I lance noted 
failure to follow phocedures. f al lure to implement equipment 
control procedure b failure to maintain records required by 
Tech Spec 4 2 9. 

OAGLIARDO. d E < UESTERMAN, T F , DICKERSON. M N Region 4. Dallas. 
Office of the Director 00/07/12 13pp 


60091B0140 Forwards IE Bulletin 00-20. "Failures of Uestlnghouse Type 
W-0 Spring Return to Neutral Control Switches " Uritten 
response required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 80/07/31 

Ip 


0009180152 Forwards IE Bulletin 80-19. “Failure of Ksreury-Uetted 
Hatrli Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by C-E “ Written response required 
SEYFRIT.K V Region 4, Dallas, Office of the Director, 80/07/31 
IP 


— 8D093002B2 IE Insp Rept 50-267/80-15 on 900701-30 Noncomp 1 1 an c c noted 
failure to comply w/requ i rements of radiation work permit 
DICKERBON, M M . COLLINS. R E , UESTERMAU. T F Region 4. Dallas. 
Office of the Dlroctov 80/00/13 0pp 


9009170403 Forwards IE Circular BO-IB. "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

SEYFRIT. K V Region 4. Dallas. Office of the Director 80/08/22 

Ip 


B009100B36 Act receipt of 000807 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Rept 50-267/00-14 
MADSEN. O L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 80/08/35 Ip 


— 6009100041 Responds to NRC 800714 Itr ro violations noted in IE Insp 
Rapt 50-267/90-14 Corrective actions review panel 
established to survey cases of suspected deficiencies by 
personnel Involved in tests 

LEE.O R Public Service Co of Colorado BO/OB/07 2pp 


9009130450 SpociFles followup actions re IE Info Notice 79-04 Util 
should review electric power sys to determine capacity of 
offsito power sys Background Info re event b guidelines for 
calculations end 

TEDEBCO. R L Assistant Director for Licensing 60/00/25 0pp 


80091P0433 Forwards IE Info Notice 00-31, "Ma lop srat ion of Gould-Brown 
Doveri 460 Volt Typo K-60O5 t K-DOM 6003 Circuit Breakers " 

No uritten response required 

SEVhRIT. K V Region 4. Dallas. Office of the Director 00/09/27 
tp 


80091701Q5 Ack receipt of 000806 Itr informing NRC of steps taken ta 
correct violations noted in IE Insp Rept 30-267/80-12 
MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 80/09/02 Ip 


— 9009170199 Responds to NRC 000716 Itr re violations noted In IE Insp 
Rept 50-267/90-12 Corrective actions seals Installed In 
three unsealed va Ives. def oc tlve pen repaired , status card 
replaced L use of log sheet implemented 

LEE.O R Public Service Co of Colorado 80/09/06 2pp 


R Periodic operating reports b related correspondence 


S009260227 Forwards "Environ Radiation Surveillance Program. Summary 
Rept for Jan-June 1900 " 

SMART, F E Public Service Co of Colorado 80/09/27 Ip 


— 8009260233 "Environ Radiation Surveillance Program. Summary Rept for 
Jan— -June 1990 " 

JOHNSON, J E Colorado State Univ SMART. F E Public Service Co 
of Colorado 00/08/29 132pp 


8009160290 Forwards monthly operating rept for June 1960 

WAREMHOURO.D Public Service Co or Colorado 00/09/03 4pp 


8009160292 Forwards monthly operating rept for Aug 1900 

WAREM3QURO, 0 Public Service Co of Colorado 00/09/00 Jp 


— 0099160299 Monthly operating rept for Aug i960 

OAHK. J U Southwestern Public Service Co 80/09/02 5pp 


9009160266 Forwards revised monthly operating rept for Aug 1980 
WAREMBOURO.D Public Service Co of Colorado 80/09/09 Ip 
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— BOOfllfcOSHfl Monthly operating rap I for Aug l<?80 

OAHM. J U Public Sen /ICO Co of Colorado e0/'0‘f/02- Spp 


8009230783 Faruarids month li| operating rcpt for Jul 1900 

HABEMBaURO. D Public Servica Co of Colorado 80/09/15 Ip 


B0092i0369 Foruardc Page I revision to month Ig operating repte for 
Mar t Apr 1900 

WAREMBQURO. D Public Service Co of Colorado 80/09/18 2pp 


— 6009260372 Revised Page 

\ for oionth 1 v 

operating 

rept 

f i>r 

Her 

1900 

s Public Service Co 

of Colorado 

00/09/18 

Ip 




— 6009260374 Revised Page 

1 for fflanihly 

op crating 

rep t 

for 

Apr 

1900 

s Public Service Co 

of Colorado 

00/09/18 

Ip 





8009260378 Foru/ards month Ig operating ropt tor Aug 1980 

HAREMOOOnOi 0 Public Service Co of Colorado 80/09/18 2pp 


— 8009260306 Monthly operating rapt for Aug 1980 

OAMK. J U Public Service Co of Colorado 80/09/02 IQpp 


6 Reportable occurrenceci LERi t< related correspondence 


0OO9O3O62S Foruards LER a0-0A3/03L-0 

UAREM30URO. D Public Service Co of Colorado 80/08/27 Spp 


—8009030640 LER 80~043/03L~0 on 800728i dur 1 ng plant rlee-to-pouierr 
out-gaiilng of oiidants from core resulted in degraded mode 
operation of LCO 4 2 10 Caused bg residual moisture from 
leakage past HO-21352 S primary coolant circulation trip 
0AHM.3 VI Public Service Co of Colarodo 80/08/27 Ip 


0009230598 Foruiards LER 80-04 5/03L-0 

L’AHEMOOUflO. D Public Service Co of Colorado 80/09/13 4pp 


—8009230604 LER 80~045/0'iL-0 on 800816. f 1 1 1 Ing on hydraulic oil line 
ruptured spraying oil on hot steam pipes t< producing heavy 
smoke Fitting ruptured duo to normal usage & uas replaced 
Valve group uas isolated to prevent addl oil loss 
* Public g»rvlcB Co of Colorado 80/09/15 Ip 


G00923060D Foruiards LER a0-044/03L-0 

KAREMDOURO. D Public Service Co of Colorado 80/09/15 4pp 


—0009230614 LER 80-044/03L-0 on 800816. uJh I le operating at 30'/. power, 
boiler feed pump A was removed from sve due to unstable 
governor controls Seiler feed pump B was out of sve also 
Caused by governor worm goar being loose on shaft 
» Public Service Co of Colorado 60/09/15 Ip 


8009230597 Foruards LER 80-046/03L-0 

UAREMBOURO. n Public Service Co of Colorado 80/09/19 4pp 


—8009230607 LER BO-046/03L-0 on 800B30. w/p lant operating at approc 25X 
thermal power. PCRV cooling water outlet temp exceeded 120 F 
limit Caused by Isolation of cooling water due to operation 
of wrong controllers Controllers reset to proper position 
OAKM.J U Public Bervlco Co of Colorado 80/09/19 Ip 


8009300556 Forwards LER 80-047 /03L-0 

UAREMBOURO, 0 Public Service Co or Colorado 80/09/24 7pp 


— 8009300563 LER SO-047/0-3L-0 on 60082 S. sever a I hydraulic snubbers were 
found inoperable Caused by improper hot position adjustment 
on constant support hangers Snubbers repaired or readjusted 
OtOSOIl. J Vf Public Service Co of Colorado 60/09/24 Ip 


DOCKET 50-268 MIDUEBT FUEL RECOVERV PLANT 


P Operating liconse stags documents & correspondence 


8009130049 Advises that list Of 60 addl heavily populated areas has 
been included in end revised guidance document, NUREO-OSAl , 
per MRC amend rule for physical protection of Irradiated 
reactor fuel in transi t. e f F pc t i ve 800703 U/o end 
liCCORKLE, 0 U Physical fiecurltg Licensing Branch eo/OT/O? Ip 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F Security, medical, emergency & fire protection plans 


8009230256 Requests that all personnel be reminded of purpose of 
emergency notification sye health physics network Sys 
installed for govt use during emergency 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/08/22 

Ip 


0 Adjudicatory correspondence 


8009260664 Forwards order requiring info supporting environ 
qualification of sa f ety-related electrical equipment 
Requests submittal of info by 801101 

RE1D,R M Operating Reactors Branch 4 00/00/29 2pp 


—0009260667 Order for mod of Licenses DPR— 30, DPR— 47 b DPR-55 to add info 
which fully responds to NRC request for info re environ 
qualification of safety-related electrical equipment Info 
should be submitted by 801101 

EISENHUT. 0 O Division of Licensing 80/06/2? 6pp 


J Insurance U indemnity information 


8009190424 Forwards Enifarseinent SB to NELIA Policy NF-la2 & Endorsement 
43 to MAELU Policy KF-Al 

SANDERS. F D Duke Power Co 00/08/25 3pp 


0009300426 Advises that invoices for facility Indemnity fees should be 
addressed to MO Parker, not AC Thies 
PARKER. UO Duke Power Co 60/09/24 ip 


P Operating license stage documents 6 correspondence 


8009150070 Responds to 800523 recommendations concerning lessons 
learned from 800226 transient at Crystal River Submits 
results of Investigations re use of atmospheric dump valve 
at Oconee Units 1-3, AR Unit 1, Davls-Besso Unit 1 li TMI-1 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
80/07/21 2pp. 


--8009150079 Discusses 600226 transient at facility Recommends 
investigation to determine whether atmospheric dump valve 
design deficiency is present in other B6U plants 
MICHELSON.C Director's Office 00/05/23 2pp 


8009090343 Discusses void formation in vessel head during 0006 1 1 
natural circulation cooldown event Requests opinion re 
potential fur voiding phenomenon in BbM designed N886 
CHECK. P 9 Assistant Director for Plant Systems 80/07/28 2pp 


8009020297 Eubmiti Interim criteria for shift staffing to all OL & CP 
licensees app I 1 cants, per NRC 000507 ttr Discusses 
administrative provisions for emergency & overtime work 
Develvpment (> implementation to be reviewed within 90 days 
EISENHUT.D 0 Division of Licensing 80/07/31 7pp 


6007060090 Foruards draft hlUREO-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end W /0 NUREO 

EI8ENH8T.D O Division of Licensing 80/08/01 119pp 


8009230052 Informs that esemption from fee re licensing action 
associated w/TMI-2 Lessons Learned is unjustified Previous 
determination should bo disregarded Requested submittal 
should include proposed class of amend 
EISENHUT.D 0 Division of Licensing 80/08/07 60pp 


8009040085 Requests written confirmation of appraisal of critical 
electrical power generation situation in region served by 
Duke Power Co 

NOVAK. T H Assistant Director for Operating Reactors 80/08/11 

2pp 


8009160501 Forwards Amends 86,66 6 63 to Licenses DPR-38i DPR~47 & 
DPR-S5. respec tivo ly, safety ovaluation S notice of issuance 
S' availability 

REID.R U Operating Reactors Branch 4 80/08/20 2pp 


— 80D9I60502 Amends 86,86 t, S3 to Licenses DPH-3a, DPR-47 t< DPR-55, 
respective 1 y, incorp orating test frequency requirements of 
lOCFRSDiApp J, into containment leak test program 
REI0,R M aperating Reactors Branch 4 80/00/20 7pp 
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— 600916<)50<i Safaty evaluaHoli supportingi Amends 8&t S6 ti 63 to Licenses 
0Pfl-3S. DPR-47 «i DPR-SSij-espectlvelij 

e Office of Not leer Reactor Reggletion. Director 80/06/20 Spp 


--SOOflAOSO? Ktotice of issuance 4i evai let 1 1 1 ty of Amends 66ii 66 6 83 to 
Licenses DPH-SB. DPR-47 «< 0Pft-S5, respect! velg 
AEID.R U Operating Reactors Branch 4 60/Oa/S0 2pp 


0009160005 Notification of 800703 meeting u/olil fc Franklin Research 
Ctr In aethesdaiMO to revleu NURE0~0S76' Items 2 17 AtiB 
FAIi^riLE. K B aper^ting Reactors Branch 4 60/08/21 tp 


0OO9D2OOS5 Foruiards Q&Vl repti ^'Evaluation of Ins trufrenta tion to Dotect 
Inadequate Core Cooling Prepared for 177 Quiners Oroup> " 
supplementing earlier util submittals re Lessons Learned 
Item 2 I 3 h No addl instrumentation needed W/o end 
PARKER, If a Oute Power Co 80/00/26 Ip 


6<J07I004&7 Informs NRC that revised radiological CTS “Offsite Dose 
Calculation Manual" tt proposed process control program for 
solid uatte sys uill be forwarded by S00730 
PARKER. U O Duke Power Co 80/07/03 Ip 


8007170154 Advises of NRC review of util 600326 submittal re standby 
Shutdown facility Pages 2-1, 5-1 , 5-2, 5-3. 6-3 & 7-1 should be 
withheld par 10CFR2 790 Util should resubmit document u/ 
deletions within 30 days 

REID.R U Operating Reactors Branch 4 BO/09/07 2pp 


8007250434 Informs of acceptability of response to NRC 771107 Hr re 
portions of ECCS evaluation models dealing «i/fuel cladding 
swelling b Incidence of rupture 

REID.R 11 Operating Reactors Branch 4 80/07/07 2pp 


6007230724 Disagrees u/NRC 600909 1 tr re classification of Standby 
Shutdown Facility licensing document Document should be 
withheld iref 10CFR2 770) No nonpropietary version uill be 
sutmltted 

PARKER. U 0 Duke Power Co 80/07/17 tp 


8007300496 Forwards response to NRC 8D061 1 request for change in 
facility Tech Sp ecs, provid ing for redundancy in decay heat 
removal capability No changes necessary to Tech Specs 
PARKER. II 0 Duke Power Co, 60/07/24 3pp 


0 Inspection reports, IE Bulletins U. correspondence 


80O9IOOOSB Forwards IE Bulletin 80-18, “Natnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Folloujing Secondary Side 
High Energy Line Rupture " Mrlttcn response required 
a 'REILLY. J P Region 2. Atlanta. Office of the Director SO/07/24 
IP 


B007040640 Responds to IE Bulletin 80-16 Rosemount Model 1151 7 HS2 
pressure transmitters u/output codes A or D are used for 
indicating reactor coolant pressure tt providing input to 
control steam generator level 
PARKER, U 0 Duke Power Co 80/07/30 Qpp 


£1009030175 Forwards Revision 1 to lE Bulletin 80-17, "Failures of 
Hercury-Uetted Hatrii Relays in Reactor Protective 8ys of 
Dparating Nuclear Power Plants Designed by C-E “ Ifritten 
response required 

O'HEILLy, J F Region 2, Atlanta, Office of the Director 0O/OB/15 

ip 


SQ07160i37 Forwards IE Circular 80-18, "I0CFR5O 57 Safety Evaluations 
for Changes to Radwaste Treatment Sys “ No written response 
requ Ired 

O’REILLY, d P Region 2. Atlanta, Office of the Director 80/08/22 
Ip 


8007170233 Responds to IE Bulletin 80-17, Revision 1, "Failures of 
ffer cury-Uetted Hatrii Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E “ Revleu 
indicates relays are not in use at facility 
PARKER, U 0 Duke Power Co 60/08/22 tp 


8007100901 Ack receipt of B00683 1 hr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-267/80- J7, 
80-270/80-18 & 80-207/80-11 

LEU 1 8, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/08/86 ip 


--8007100807 Responds to NRC 800523 Hr re violations noted in IE Insp 
AeptS 50-867/80-17,50-270/80-13 U 50-887/80-11 Corrective 
actions incidents Involving failure to perform surveillance 
are being reviewed b new procedures will be established 
PARKER, W O Duke Power Co 80/06/23 3pp 


—8007100811 Forwards TE Insp Repts 50-267/80-17.50-270/80-12 «• 
30-297/80-11 on 800401-30 5 notice of violation 

LEUI8.R C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 80/05/23 2pp 


— 8007100813 Notice of violation from insp on 000401-30 

e Region 3, Atlanta, Office of the Director 80/05/23 Ip 


—8007100816 IE Imp Repts 50-269/00-17.50-270/80-12 fc 50-207/80-11 on 
900401-30 None amp 1 1 anc e noted failure to subnlt 30-day 
repts when surveillance test frequency was missed 

MARTIN, R D Rogion 2, Atlanta, Reactor Operations Nuclear Support 
Branch JAPE, F Region 4, Dallas, Qftice Of the Director 
80/05/23 llpp 


3007030605 Submits Revision 3 to util 70-day response bo IE Bulletin 
77 OIQ re Class IE equipment environ qualification Raychem 
heat shrink tub i ng, scotc h Cast-7, transmitter 0-ring seals t 
lubricating grease to be replaced during refueling outage 
THIES A C Duke Power Co 80/08/27 2pp 


60071106S6 Responds to IE Bulletin 80-15 Emergency notification ays 
reviewed Sys i» powered by onsite power, but does not have 
backup onsite emergency power Emergency power supplied by 
telephone company 

PARKER, H O Duke Power Co 80/08/27 2pp 


9007120343 Forwards IE Info Notice 80-31. "Ma 1 opera t ion of Could-Drown 
Dover! ‘180 Volt Type K-600S t K~DOW 6008 Circuit Breakers " 

No written response required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 80/08/27 

Ip 


8009160533 Ack receipt of 800623 Itr I 0806 supplemental response 
informing NRC of steps taken to correct violations noted in 
IE Insp Repts 50-267/80-16 S> 50-270/80-10 

nURPHY.C E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 80/09/04 Ip 


’8007160540 Responds to NRC 000710 Hr requesting supplsnuntal response 
to IE Insp Rept 50-270/80-10 Corrective actions Block 40303 
will be modified to meet AShE requirements 
PARKER, U 0 Duke Power Co 80/08/06 Spp 


— 8009160,535 Ack receipt of 800623 Itr respond Ing to 800522 notice of 
violation Understands supplemental response will be provided 
by 800903 

HURPHV, C E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch BO/07/10 tp 


— 0OO716OS41 Responds to NRC 800522 Hr re violations noted in IE Insp 
Repts 50-267/80-15 t, 50-270/80-10 on 800415-17 b 21-23 
Corrective actions design of calibr blacks revlewod b will 
be modified to meet ASHE requirements 
PARKER. If 0 Duke Power Co 80/06/23 2pp 


—8009160537 Forwards IE Insp Repts 50-267/80-15 *< 50-370/80-10 on 
B0O41S-I7 t 21-23 (. notice of violation 

KURPHV’C E Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch 80/05/22 2pp 


—8007160550 Notice of violation from insp on 80&4t5-17 b 31-23 
• Region 3, Atlanta. Office of the Director 80/05/15 Ip 


—8007160552 IE Insp Repts 50-267/80-15 b 50-370/80-10 on 800415-17 t. 
21-23 Noncotnp I iance noted improperly designed Inservlce insp 
calibr blocks 

ECONOKOa.N Region 2. Atlanta, Office of the Director 80/05/15 
9pp 


8007270277 Forwards IE Circular 80-21, “Regulation of Refueling Crews 
No written response required 

O'REILLY, 0 P Region 2, Atlanta, Orfiec of the Director 80/07/10 
5pp 


8007300616 Ack receipt of 800825 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-267/B0-23, 
50-270/00-20 4 50-287/80-17 

LEUIS, R C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 80/09/16 Ip 


—8009300626 Forwards response to NRC 800730 Itr re violations noted in 
IE Insp Repts 50-267/80-23.50-270/80-20 6 50-387/80-17 
Corrective actions informed operations personnel that Use of 
correct ft verified piocadures must be ascertained 
PARKER. M 0 Duke Power Co 80/08/35 3pp 
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Q009300630 Fortijarrfs iE Irisp Rep 6s 50— 2A9/S0-23 50-270/80-20 I 

SO-2S7/BO-J7 Oh 000602—30 t notice of violation 

LEMIS>R C Region 2 j Atlantai Reactor Operations Nuclear Support 
Branch 80/07/30 2pp 


8009300631 Notice of violation from insp on 800602- JO 

• Region 2, /itlantai Reactor Doerations Nuclear Suppoi t Dranch 
80/07/23 Ip 


-aOORSOOSIO IE Insp Repts 50-249/80-23,50-270/80-20 b 5O-287/B0-17 
Nan C funp 3 lane e noted use of Unit I procedure tP perforin 
periodic test on Unit 2 

ORDERS, U , JAPE, F Region 2, Atlanta, Office of the Director 
NARTIH, R D Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/07/28 13pp 


R Periodic operating reports b related correspondence 


8009020044 Foruards "Radioactive Effluent Release Semiannual Rept, '* 
Jan-June 1980 

PARKER, H O Duke Pouer Co 00/08/25 Ip 

—0009020047 "Radioactive Effluent Release Semiannual Rept," Jan-June 
1900 

« Dute Pouar Co 80/08/25 6pp 


8009090577 Foruards revision to "Radioactive Effluent Release 
Semiannual Repfc, " Jan-June 1900 
PARKER, W 0 Duke Pouer Co 00/09/03 4pp 


•8009090502 Revision to "Radioactive Effluent Release Seanannual Rept," 
Jan-June 1980 

» Duke Power Co 80/09/03 Gpp 


800919046? Foruards monthlg operating rept* for Aug 1980 
PARKER. W 0 Duke Power Co 00/09/15 ip 


—8009190473 HantMg operating repts for Aug 1900 
REAVI6, J A Duke Power Co 80/09/15 17pp 


5 Reportable occurrences, LERs 4 related correspondence 


8009030445 Forwards LEft BO-024/O3L-O 

PARKER, H 0 Duke Pouer Co 00/08/29 3pp 


■8009030449 LER 80-024/03L-0 on BOO 731 , ca li 1 e cuntrolling automatic 
initiation of HP5W pumps was taken out of svi to continue 
eicavatlon of sve storage facility CB3F1 cable trench Caused 
bv conduit bank encased in concrete crossing trench route 
JONES, J C Duke Power Co 80/00/29 Ip 


0009120414 Forwards LEB aO-025/03L-O 

PARKERtN □ Duke Power Co 80/09/05 3pp 


—8009120436 L.ER 8O-0B5/03L-0 on 800007, keaiuee hydro unit 2 failed to 
clO’Se-tn automa t leal i y into overhead line Caused by dirty 
contacts on relay K3 Contacts cleared Replacement relays 
ord ersd, a 1 thoug h not required for safe operation 
JONES, J U Dute Power Co 8O/09/OS Ip 


G009160477 Foruards LEB SO-026/03L-0 

PARKER, U 0 Duke Power Co 00/09/ 10 3pp 


— 8009160490 L£R aO-026/03L-0 on 800011, HPSW pump B declared inoperable 6 
removed from »vc when water discovered leaking from cooler 
casing Caused by erosion created by constant water flow 
Cooler i/ housing replaced Solenoid valves added 
JONES, J L Duke Power Co 00/09/10 Ip 


DOCKET 50-270 OCONEE NUCLEAR STATION. UNIT 2 


F Security, medical, emergency 8. fire protection plans 


8009230256 Requests that all personnel be reminded of purpose of 
emergency notification ays b health physics network Sys 
installed for govt uis during emergency 

O'REILLV, d P Region 2, Atlanta, Office of the Director 80/00/22 

Ip 


6 Adfudicatory correspondence 


0009260664 Forwards order reRUiring info supporting environ 
qualification or safety-related electrical equlpnent 
Requests submittal of Info by SOliol 

REIOiR H Operating Reactors Branch 4 80/00/39 2pp 


— 0009260667 Order for mod of Licenses OPR-38, OPR-47 & DPR-55 to add info 
which fully responds to NRC request for info re environ 
qual if Icalion of safety -related electrical equipment Info 
should be submitted by 001101 

EISENHUT.D 0 Division of Licensing 00/00/29 6pp 


J Insurance b indemnity information 


6009190424 Forwards Endorsement 50 to NELIA Polity NF-IB2 b End on emenl 
43 to MAECU Policy NF-6J 

SANDERS, F D Duke Power Co 00/08/25 3pp 


0009300423 Advises that Invoices for facility indemnity foes should ho 
addressed to WO Parkennot AC Thies 
PARKER, NO Duke Power Co 00/09/24 Ip 


P Operating license stage documents 6 correspondence 


8009150070 Responds to 000523 recommendations concerning lessons 
learned from 600226 transient at Crystal River Submits 
results of investigations re use of atmospheric dump valve 
at Oconee Units 1-3. AR Unit 1 , Da vi s-8es so Unit 1 li TMI-I 
DENTON, M R Office of Nuclear Reactor Regulation, Director 
80/07/21 2pp 


0009030343 Discusses void formation in vessel head during 800611 
natural circulation cooldown event Requests opinion re 
potential for voiding phenomenon in B&N designed NS5S 
CHECK, P S Assistant Director for Plant Systems 80/07/28 Spp 


80D'9030397 Submits interim rritena for shift staffing to all OL ti CP 
licensees 6 app 1 i can t s , po r NRC 000507 Itr Discusses 
adnlnls trati ve provisions for emergency 6 overtime work 
Development P implementation to be reviewed within 90 days 
EISENHUr, D 0 Division of Licensing 00/07/31 7pp 


0009000080 Forwards draft MURE(J-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed Implementation schedule for meeting criteria 
of NUREO-0696 end W/o NUREO 

EIEEMHUT.DO Division df Licensing 80/08/01 I19pp 


8009230052 Informs that eiehiption from fee re licensing action 
associated ui/TMt-2 Lessons Learned is unjustified Previous 
determination shauld be disregarded Requested submittal 
should include proposed class of amend 
EISENHUT.D ff Division of Licensing 00/00/07 60pp 


0009040005 Requests written confirmation of appraisal of critical 
electrical pawar generation situation in region served by 
Duke Power Co 

H0VAK, T H Assistant Director for Operating Reactors BO/00/il 
!?PP 


800 9160501 Forwards Amends 86,06 b S3 to License* DPR-30, DPR-47 It 
DPR-55, respec tlve 1 y, sa fety svaluatlon t notice of issuance 
b availability 

REIDiR N Operating Reactors Branch 4 00/08/20 Spp 


—9009160503 Amends 86,06 & 03 to License* DPR-3S, DPR-47 i DPR-SS, 
r espec tl vel y , inc orpora t ing test frequency requirements of 
lOCFRSOiApp J, into containment leak test program 
REIDifi M Operating Reactors Branch 4 QD/OS/20 7pp. 


--8009160506 Safety evaluation supporting Amends 86,66 ti 83 to Licenses 
DPfi-38. DPR-47 Si DPH-55. re s p ec 1 1 ve 1 y 

•* Office of Nuclear Reactor Regulation, Director 00/00/20 3pp 


--0OO7I6OSO7 Notice of Issuance it availability of Amends 66,86 it &3 to 
License* DPR-3a, DPR-47 it DPR-SS, r e sp ec t Ive 1 y 
REIOiR U Operating Reactors Branch 4 00/00/20 2pp 


0009160505 Notification of 800903 meeting ui/util b Franklin Research 
Ctr in Bethesda.IlO to review NUREO~0578i Items 2 1 7 A&B 
FAIRTILE, M D Operating Reactor* Branch 4 80/00/31 Ip 


0009020025 Forwards DSN rept, "Evaluation of Instrumentation to Detect 
Inadequate Core Ceoii-ag Prepared for 177 Owners Group, “ 
supplementing earlier util submittals re Lessons Learned 
Item 3 1 3 b No add! i nstr umenta 1 1 on needed U/o end 
PARKER.1J 0 Duke Power Co 00/00/26. Ip 


80091-00409 rnforms NRC that revised radiological ETS ‘'Offsite Dote 
Caleulation Manual" & proposed process control program for 
solid Waste sys will be forwarded by 800930 
PARKER. U a Duke Power Co 80/09/03 Ip 
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S009iV0t5'4 Advises of NRC rovioto of util 600320 submittal re standby 
shutdou-n fasility Pages 2-li 5-1 ■ 5-2. 5-3» A-3 & 7-1 should be 
uithlield per 10CFfl2 790 Util should resubmit document u/ 
deletions ulthin 30 days 

flEID.P H Opsratlns Reactors Branch 4 BO/09/09 3pp 


0009110650 Raspor.ds to IE 
revieu.ed Sys is poiuet cd 
backup onsite emergency 
telephone company 
PARKER. M O Duke Power 


Bulletin 80-15 Emergency notification 
by onsite pouioi'but does not have 
power Emergency power supplied by 

Co eo/oa/27 2pp 


sys 


8009250434 Informs of acceptability of response to NRC 791109 Itr re 
portions of ECC6 evaluation models dealing u/fuel cladding 
suelling 1. incidence of rupture 

REIDiR If Operating Reactors Branch 4 80/09/09 2pp 


8009230724 Dlsagreos w/NRC B00909 Itr re classification of Standby 
Shutdown Facility licensing document Document should be 
withheld (ref 10CFH2 7901 No nonprop 1 etary version will be 
submi tted 

PARKER. U 0 Duke Power Co 80/09/17 Ip 


8009300486 Forwards response to NRC 800611 request for change in 
facility Tech Specs, provid ing for redundancy In decay heat 
removal capability No changes necessary to Tech Specs 
PARKER. If 0 Duke Power Co 80/09/24 3pp 


Q Inspection reports. IE Dullotins & correspondence 


BOO9I00OS8 Forwards IE Bulletin 00-18. "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ Written response required 
O'REILLV. U P Region 2. Atlanta. Office of the Director 80/07/24 
Ip 


D009040640 Responds to IE Bulletin 80-16 Rosemount Model 1151 ti 1152 
pressure transmitters w/output codes A or D are used for 
Indicating reactor coolant pressure tt providing Input to 
control steam generator level 
PARKER. U 0 Duke Power Co 80/07/30 3pp 


8009030175 Forwards Revision 1 to IE Bulletin 80-19. “Failures of 
Mercury-Wetted Matril Relays in Reactor Protective Bys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

G'REIULV.J P Region 2. Atlanta. Office of the Director 80/08/15 
If 


□009120343 Forwards IE info Notice 80-31. "Ma 1 opera tion of Oould-Drouin 
Ooserl 480 Volt Type K-600S 1 K-DON 6008 Circuit Breakers ” 

NO written response required 

O'REILLy. J P Roglon 2. Atlanta. Office of the Director 80/08/27 

Ip 


8009160533 Ac k leceipt of 800623 Itr & 0806 supplemental response 
informing NRC of steps taken to correct violations noted in 
IE Insp Repts 50-269/80-15 «■ 50-270/80-10 

ML/RPHV.C E Region 2. Atlanta. Reactor Construction t Engineering 
Support Branch 80/09/04 ip 


— 8009160540 Responds to NRC 600710 Itr requesting supplemental response 
to IE Insp Kept 50-270/80-10 Corrective actions Dlock 40303 
will be modified to meet ASMS requirements 
PARKER. M O Duke Power Co 80/08/06 2pp 


— 3009160535 Ac k receipt of 800623 Itr responding to 000522 notice of 
violation Understands supplementel response will be provided 
by 800803 

MURPHY. C E Region 2. Atlanta. Reactor Construction Englnoering 
Support Branch 00/07/10 Ip 


— 8009I60S41 Responds to NRC 800522 Itr re vlo'latlons noted in IE Insp 
Repts 50-269/80-15 t 50-270/80-10 on 000415-17 6 21-23 
Corrective actions design of calibr blocks rovieoiod ti will 
bo modified to meat AEME requirements 
PARKER. W O Duke Power Co 80/06/23 2pp 


— S009160S37 Forwards IE Insp Repts 50-269/80-15 «< 30-270/80-10 an 
800415-17 ?< 21-23 ft notice of violation 

MURPHY. C E Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch 80/05/22 2pp 


— 8009160550 Notice of violation from Insp on B00415-I7 t< 21-23 
» Region 2. Atlanta. Office of the Director 80/03/13 tp 


6009160137 Forwards IE Circular 00-18. "lOCFRSO 57 Safety Evaluations 
for Changes to Radweste Treatment Sys " No written response 
required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 80/08/22 

Ip 


— 0009160552 IE Insp Repts 50-269/80-15 «< 50-270/00-10 on 000415-17 *< 
21-23 Noncomp 1 lane e noted improperly designed Inservico insp 
calibr b I oc k t 

ECOUOKOS.il Region 2. Atlanta. Office of the Director 80/05/13 
9pp 


8009170233 Responds to IE Bulletin 80-19. Revision 1. “Failures of 
Kercury-tlatted Matrik Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E “ Revlsw 
Indicates relays are not in use at facility 
PARKER. H 0 Duke Power Co 80/08/22 Ip 


S009I00601 Ack receipt of 800623 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/80-17. 
50-270/80-12 b 50-287/80-11 

LEMISiR C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 00/08/26 Ip 


— 8009100807 Responds to NRC 000523 Itr re violations noted in IE Insp 
Repts 50-269/80-17.50-270/80-12 6 50-207/90-U Corrective 
actions Incidents involving failure to perform surveillance 
are being reviewed b new procedures will be established 
PARKER. MO Duke Power Co 00/06/23 3pp 


■B009I00811 Forwards IE Insp Repts 50-269/80-17.50-270/80-12 b 
50-287/80-11 on 000401-30 b notice of violation 

LEMISiR C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/05/23 2pp 


'300'91008J3 Notice of violation from insp on 000401-30 

■ Region 2. Atlanta. Office of the Director 80/05/23 Ip 


— 8009100916 IE Insp Repts 50-269/80-17.50-270/80-12 b 50-287/80-11 on 
800401-30 Noncomp 1 lance noted failure to submit 30-dav 
repts when surveillance tost frequency was missed 

HARTIN.R D Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch JAPE.F Region 4. Dallas. Office of the Director 
SO /OS/23. llpp 


3009030605 Submits Revision 3 to util 90— day response to IE Bulletin 
79-OIB re Class IE equipment environ qual if tcatlon Raychem 
heat shrink tubing, scotch Cast-9, transml tter Q-rlng seals & 
lubricating grease to he replaced during refueling outage 
THIE9. A C Duke Power Co 80/09/27 2pp 


8009290297 Forwards IE Circular 80-21. “Regulation of Refueling Crews 
No written response required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 80/09/10 
5pp 


0009300616 Ack receipt of 000825 Itr informing NRC of steps taken to 
correct Violations no-ted In IE Insp Repts S0-269/OO-a3. 
50-270/80-20 b 50-287/80-17 

LEMISiR C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/09/16 ip 


— 0009300626 Forwards response to NRC 000730 Itr re violations noted in 
IE Insp Repts 50-269/80-23.50-270/80-204 50-2B7/B0-17 
Corrective actions informed operations personnel that use of 
correct L verified procedures must be ascertained 
PARKER. H □ Duke Power Co 80/00/25 3pp 


— S009300630 Forwards IE Insp Repts 50-269/80-23 U 50-270/00-20 6 
50-287/80-17 On 000602-30 b notice of Violation 

LEWIS. R C Roglon 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/07/30 2pp 


— 8009300631 Notice of violation from insp on 800602-30 

» Region 2. Atlanta. Reactor Operations Nuclear Support Dranch 
80/07/28 ip 


—8009300640 IE Insp Repts 50-269/80-23.50-270/80-20 «< 50-207/80-17 
Noncompliance noted use of Unit 1 procedure to perform 
periodic tost on Unit 2 

ORDERS. U 1 JAPE.F Region 2. Atlanta) Office of the Director, 
HARTIN.R D Region 2. Atlanta. Reactor Operations Nuclear Support 
Dranch 80/07/28 I3pp 


R Periodic operating reports L related correspondence 


0009020044 Forwards “Radioactive Effluent Release Semiannual Rept. '' 
Jan -June 19dD 

PARKER. H O Duke Power Co 80/08/25 tp 
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— eOO'SOSCO'JT Ralioattw* Effluant Releais Seniannual fiept. Jan-June 
UtO 

4 D^»e Foyer Co 6PP 

aOC'JO^OS?? Forwardi revision to_ Pad i oat 1 1 ve Effluent Release 
Ceniani.ual Rep* " Jan-Jure 19S0 
PARiiEPi H 0 Duke Pojer Co 03/09/03 -Ipp 

— CO0tO 90S92 Revision to “Padioactive Effluent Release Semiannual Rept. 
Jan-June 1963 

« Cute Pouer Co 80/09/03 3pp 


cCCPlROasD Forwards oonthlii operating repts for Aug 1900 
PARSER H Q Duke Pouer Co 03/09/15 Ip 


— 8009220117 Order for mod of License DPR-Sa to add info which fully 
responds to KRC reciuest for Info re environ i^ual i f 1 cat ion of 
safety-related electrical eq.uipment Info should be submitted 
by 001101 

EISENHUTiD 0 Division of Lteensina 00/00/29 ipp 


0009300591 Forwards 800919 order revising 600029 order for mod of OUj In 
ent 1 rety 

EISENHUTiD 0 Division of Ltcansing 00/09/19 3pp 


— 8009300590 Order revising 800929 order for mod of QL DPR-20< pub U shed 
in S0O911 FR<in entirety Info responsive to IE Bulletin 79~ 

OIB shall be submitted by BOltOl Request for hearing wilt 
not stay order effective 800919 UC3 petitions discharged 
EISENHUT<D 0 Division of Licensing 80/09/19 6pp 


--6039193R73 Monthly operating repts for Aug 1980 
REAfIS J A Duke Pouer Co 60/09/15 I7pp 


S Reportable occurrences. LERs t related correspondence 


'009030449 Foruards LER 6O~012/0 jL- 0 
PARPER. WO Dote Pouer Co 00/03/29 3pp 


— 6009030474 LER 60-012/03L-0 on 800730. u/uni t at 59X full pouer. 
concentrated bone acid storage tank pu.rp failed to pump to 
letdown storage tank Cause unlnoun Pump uai repaired by 
adding oil t increasing stroke of purp 
uQfiES. J L Duke Pouer Co 80/00/29 Ip 


6009120410 Forwards LER 60-013/03L-0 

PAfiPER.W 0 Duke Pooer Co 60/09/04 3pp 


— 8009I2D431 LER B0-O13/O3L-O on S0090S. c one entra ted boric acid storage 
tank pu'*p failed to pump to letdown storage tank Cause due 
to suction strainer blockage Suction strainsr backwashed t 
pump vanfled opirable 

JOHES. d L Duke Power Co 80/07/04 Ip 


6009230496 Foruards LER 80-014/031-0 

PARPER.Wa Duke Pouer Co 80/09/18 Ip 


—3009230504 LER 60-014/031.-0 on 600022, c one entrated boric acid storage 
tank pump renoved from sve due to oil (> flange leaks Caused 
by torn oil seal.uorn uorn gear, bad flange gasket & stuck 
pressure relief valve Items replaced 
JONES J L Duke Power Co 39/09/19 3pp 


6009230509 Foruards LER SO-010/03L-0 

PARKER. W G Duke Pouer Co 90/09/10 Ip 


P Operat ing license stage doc umen t s 6. correspondence 


6009110554 Suppls NRC 000707 request for proposed Tech Specs change* re 
scram discharge vol vent ti drain valve*, t, reactor 
protection sys control rod block limit switch surveillance 
requirements Class III license fee to 6e submitted w/change 
ElSENHUTiD G Division of Licensing 80/07/22 22pp 


6009020297 Submits Interim criteria for shift staffing to all QL li CP 
licensees li appl ican ts> per NRC £00507 Itr Discusses 
administrative provisions for emergency b overtime work 
Development b implementation to be reviewed within 90 days 
EISEIJHUT, D D Division of Licensing 60/07/31 7pp ' 


0009030080 Forwards draft NUREO-OA96, “Functional Criteria for 
Emergency Response Facilities “ Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 enel.H/o NUREO 

EISENHUTiD 0 Division of Licensing 80/03/01 ll9pp 


6009330052 Informs that aieraptlon from fee re licensing action 
associated ui/TMI-2 Lesson* Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EibENKUTiD 0 Division of Licensing 00/00/07 60pp 


6009040532 Advises that two specific Event 5 valve configurations do 
not eiist at facility per review of response to NRC 800233 
Itr "Primary Coolant Sys Pressure Isolation Valves," 
technical evaluation rept end 

IPPOUITO, T A Operating Reactors Branch 2 80/00/00 3pp 


’8009040544 “Primary Coolant Ely s Pressure Isolation Valves," technical 
evaluation rept 

NnELL,P N , STILMELL.T C Franklin !ni t i to te/Frank Un Research 
Center NRC-03-79-1 IS 30/07/21 5pp 


8009190951 Forwards "Mark I Containment Long-Term Program SER, 
Resolution of Generic Technical Activity A-7, " NUREO-0661 
U/o enc I 

IPPDLlTDiT A Operating Reactors Branch 2 80/06/20 3pp 


—6009230517 LER 80-0I0/03L-0 on 900620,2 Lou Pressure Sve Water-19 valve 
failed to open from control room suitch after closing to 
perform operational valve functional test Caused by failure 
of torque switch preventing valve opening 
JONES, J L Duke Pouer Co 90/09/19 2pp 


T Hearing transcripts on non-ant i trust matters 


6009240313 Submittal of prepared testimony for first hearing session 
No attempts made to provide complete answers to ASLB 900908 
menorandun L order re physical separation of TMI units 
Certificate of Sve encl Related correspondence 
TROUSRIDOEiC F Metropolitan Edison Co TfiOWBRIDOEiO F Shau, 
Pittman, Potts i Trowbridge 00/09/15 7pp 


—0009260364 "Small Sreak Operating Guidelines “ Related correspondence 
» Babcock !. WiUoc Co 69-1106001-00 79/11/30 40pp 


8009110259 Forwards Amend 57 to License DPR-28, safety evaluation t: 
notice of issuance ti availability 

IPPGLITQ.T A Operating Reactors Branch 2 80/08/28 8pp 


— B009U02B5 Amend 57 to License DPR-38, incorporating limiting conditions 
for operation eipressing max average planar linear heat 
generation rate limits for fuel in Cycle 7 
IPPOLITQ, T A Operating Reactors Branch 2 80/03/22 9pp 


— 8009110287 Safety evaluation supporting Amend 57 to License 0PR-S6 
* Office of Nuclear Reactor Regulation, Director 00/08/22 App 


DQCKEr 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F Security, medltal. emergency it fire protection plans 


6009230199 Requests that all personnel be reminded of purpose of 
emergency netleteation sys k health physics network Sys 
installed for govt use during emergency 
GRIER. B H Region 1. Philadelphia, Office of the Director 

ao/ca/22 3 pp 


'8009110290 Notice of issuance & availability of Amend 37 to License 
DPR-2a 

IPPOLITO, r A Operating Reactors Branch 2 00/00/22 2pp 


8D090B037S Proposed Change 90 to amend App A to License DPR-28, deleting 
containment air sampling sys valves 109-75A-DI lti2 i l09-7<i,A 
0 from Tech Spec Table 4 7 3b & adding Valves VO-23, V0~24> 

109-76A it B to Table 4 7 3a Fee encl 

HEIDER, L H Vermont Yankee Nuclear Power Corp 00/00/28 App 


0 Adjudicatory correspondence 


— 0009080301 Proposed Change 90 to Tech Spec Tables 4 7 2. a it 4 7 2 b 
a Vermont Yankee Nuclear Power Corp 00/00/28 2pp 


8009220115 Forwards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Requests sulmittal of Info by 801IOI 

IPPQLITO, T A Dpirating Reactors Branch 2 80/08/29 3p 


8009090478 RaspO'nds to NRC B00318 request for addl info re adequacy oF 
station electrical distribution voltages Addl 60 days needed 
to provide info due to current in-house work schedule 
SMITH, ft L Vermont Yankee Nuclear Power Corp 80/08/29 Ip 
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E4091S0401 Application tor Suppl 1 to Propa^od Change 81 amending App A 
Tach Specs of License DPH-SS concerning reactor vessel 
pressure/temp limitations Class III fee end 

HEISEAiL H Vermont Yankee Nuclear Power Corp 90/09/OS 3pp 


— 8CMS9120405 Proposed mods to Tech Specs 3 & (i 4 6 re RCS pressure t> 
temp I mi tatlons &. coolant chemistry i’ Figure 3 A 1 
a Vermont Yankee Nuclear Power Corp 30/09/05 4pp 


flOC1924054a Confirms util commitment to NRC 791033 "Interim Position on 
Containment Purging ti Venting Pending Resolution of 
Itolitlon Valve Operability " Util position will remain in 
•ffect pending completion of NRC long-term review 
IPPOLITGiT A Operating Reactors Sranch 2 80/09/tO 3pp 


3009240577 Act response to NRC 791109 questions re ECCS evaluation 
aodsls dealing u/fuel cladding swelling ft incidence of 
rupture Response is acceptable 

[PPOLfTOiT A Operating Reactors Branch 3 80/09/10 3pp 


9009300973 Forwards reguest for addl info re RCS vents. needed within 60 
days, for completion of review re NUREO-0978 r B<iuirements 
WOVAK. T M Assistant Director for Operating Reactors 80/09/10 

4pp 


8OO91B0491 Application for Proposed Change 91 to Tech Specs in response 
to TiMI Lessons Learned Category A items Revises Tables 3 8 6 
6 4 2 41 to Incorporate Instrumentation monitoring 
Toy,ulrefflents (. Table 6 1 1 re shift technical advisor 
H£t3ERrL H Vermont Yankee Nuclear Power Corp 80/09/12 3pp 


—8009130452 Proposed Change 91 to Tech Specs in response to THl Lessons 
Learned Category A Items Revises Tables 3366436 to 
incorporate requirements for monitoring instrumentation 6 
Table 6 1. 1 re shift technical advisor 
* Vermont Yankee Nuclear Powat Corp 80/09/18 6pp 


Q00924030'7 Describes util alternative for reactor recirculation pump 
lubrication sys protection. in response to NRC 300320 Itr 
Proposed method Incorporates oil collection syS designed to 
ifithetand Category I seismic event 

CGtMAY.U F Vermont Yankee Nuclear Power Corp 80/09/19 3pp 


0OO92&O45S Forwards “Local Leak Test Program " Implementation of 
program will require piping mods Anticipated that compliance 
u/program wilt be achieved during Fall 1931 refueling 
outage 

KW1SQLAI8.L D Vermont Yankee Nuclear Power Corp 80/09/19 2pp 


--8009360461 "Local Leak Test Program " 

a Vermofib Yankee Nuclear Power Corp 80/09/19 13pp 


6009260881 Submits addl info supporting Proposed Change 79 re 
ri c tr culatton pump trlp/analog trip sys Info details 
equipment qualification for radiation eiposure 6 temp 6 
method of radiation dose calculation 

EtIlTH. R L Vermont Yankee Nuclear Power Corp 80/09/23 4pp 


<7 inspection reports. IE Bulletins 6 correspondence 


Bt>090'9010t Forwards IE Bulletin 80-07. Suppl 1. "BWR Jet Pump Assembly 
Failure " Response required 

CRIER. B H Region 1. Philadelphia. Office of the Director 
BO/OS/ia Ip 


B009tS0l30 Forwards IE Insp Rept 50-371/30-09 on Q00627 No 
noncompliance noted 

catER.B H Region 1. Philadelphia. Office of the Director 
80/07/10 3pp 


— 8009190137 IE Insp Rept 50-271/80-09 on 800627 No noncomp 1 lance noted. 
Major areas inspected systematic assessment of licensee 
parformanee program. radioactive mat I transport & 
surve 1 1 lane e 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch BORES. R J . COLLINS. 8 0 Region 1. Philadelphia. 
Office of the Director 80/07/16 7pp 


6009020113 Responds to IE Bulletin 80-17. "Failure of 76 of 185 Control 
Rods to Fully Insert During Seram at BMR " Mods made to 
eilsttng vent lines so that valve is effective regardless of 
compunent operability other than vent valve 

TRIBBLEiJ E Vermont Yankee Nuclear Power Corp 00/07/28 2pp 


B009190947 Forwards response to IE Bulletin 80-14 re degradation of BMR 
scram discharge vol capability No instances of level 
switches or vent 6 drain valve failure identified Bulletin 
required 10 manhours 

TRISSLEiJ E Vermont Yankee Nuclear Power Corp 80/07/30 3pp 


8009110467 Responds to IE Bulletin 79-03A. ‘'Longitudinal Meld Defects 
in ASKE 8A-312. Type 304 Stainless Steel Pipe " Facility has 
determine^ that none of subj pipe is used or planned for 
use in saf e ty— re la ted sys 

MARSOLAiSi L D Vermont Yankee Nuclear Power Corp 00/08/05 2pp 


8009330100 Responds to I£ Bulletin 30-17i Suppl 1 Continued analysis of 
scram discharge vols will identify changes necessary for 
improvement Operating procedure for control rod drive sys & 
standby liquid control sys revised 

HEIDER.L H Vermont Yankee Nuclear Power Corp 80/08/11 4pp 


8009030066 Forwards Revision 1 to IE Bulletin B0~19. “Failures of 
Mercury-Netted Matris Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E ” Written 
response required 

GRIER. S K Region 1. Ph i lade Iphia. Office or the Director 
80/08/ IS Ip 


8009100137 Responds to IE Bulletin SO-17. Suppl 1. "Failure of 76 of 105 
Control Rods to Fully Insert During Scram at DMA " 

Installation of water level monitoring sys by 800901 is not 
possible for listed reasons 

TRIDBLEi J E Vermont Yankee Nuclear Power Corp BO/08/1S 2pp 


8009130114 Forwards Suppl 3 to IE Bulletin 80-17. “Failure of Control 
Rods to Insert During Scram at BUR '' Written response 
required 

GRIER. B K Region 1. Phi ladelphla. Office of the Director 
80/08/38 1 p 


8009180055 Forwards IE Circular 80-18. "lOCFflSO 59 Safety Evaluations 
for Changes bo Radwaste Treatment Sys “ No written response 
required 

GRIER. B H Region 1. Ph i ladelphia. Office of the Director 
80/08/23 Ip 


8009120215 Forwards IE Info Notice 80-31. “Ha lop oration of Gould-Brown 
Dover i 480 Volt Type K~600S 6 K-DON 6008 Circuit Breakers '* 

No written response required 

GRIER. D H Region 1. Philadelphia. Office of the Director 
80/00/27 Ip 


8009230514 Forwards Revision 1 to IE Bulletin 79-36. "Doron Los* From 
BWR Control Dlades " Written response required 
GRIER. B H Region 1. Ph i ladelphia, Office of the Director 
00/08/29 1 p 


8009340027 Forwards IE Circular 80-31. ‘’Regulation of Refueling Crews 
No written response required 

GRIER. 0 H Region I. Philadelphia. Office of the Director 
80/09/10 Ip 


8009340337 Forwards IE Info Notice 80-32. "Clar i f Ication of Certain 
Requirements for Eic lus ive-Use Shipments of Radioactive 
Mails '• No written response required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
80/09/13 Ip 


R Periodic operating reports i related correspondence 


0009090535 Forwards “Effluent i Waste Disposal Semiannual Rept. 
Radiological Impact on Man. Jan- June 1980 “ 

SMITH. 8 L Vermont Yankee Nuclear Power Corp 00/09/04 Ip 


— 8009090540 "Effluent 6 Waste Disposal Semiannual Rep t. Rad lo log ica 1 
Impact on Man. Jan-June 1960 " 

a Vermont Yankee Nuclear Power Corp 00/09/04 SOpp 


S009160291 Forward* monthly operating rept for Aug 1900 

CONWAY, W F Vermont Yankee Nuclear Power Corp 90/09/00 Ip 


"8009160301 Monthly operating rept for Aug 1980 

BURGER. F J I BEERS. F C Vermont Yankee Nuclear Power Corp 
80/09/08 6pp 


S Reportable occurrences. LEfts i related correspondence 


8009050318 Forwards LER 80-01 9/OlT-l 

MURPHY. W P Vermont Yankee Nuclear Power Corp 80/09/02 Ip 


— 8009050322 LER ao-019/OlT-l on 800516. AEOO radiation monitors 17-iSO A 
4- B were made inoperative under controllrd conditions while 
evaluating low augmented off-gas sys recombiner temps 
Caused by hydrogen recombination upstream of recombiners 
MURPHY. W P Vermont Yankee Nuclear Power Corp 80/09/02 Spp 
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0009190575 PN3'I-bo-126 an 000900, p j c k et line tuas ^et op at station 
entrance Licensed operators are honorirg picket line Shift 
staffing plan prepared using supervisoru personnel 
fiAVMOMO.U J , MARrJN,T T - SRUHNER.E J Region J. Philadelphia, 
Ofrice of the Director 80/09/OB Opp 


U Congress i ona l/E le c uti ve Correspondence 


■80090‘)oa96 "Reactor Containment Internal Walls & Reactor Foundation 
Plan - Elevation 9>1 Ft,'* as-built Sheet 2 of IS 

» Public Service Electric t Cas Co of Neiii Jerseg 76/03/23 Ip 


— BOOVORO390 "Reactor Containment Internal Walls &< Reactor Foundation 
Plan - Elevation 104 Ft " Sheet 3 of 15 

* Public Sei vice Electric ( Oas Co of Neu vlerseg 74/08/00 Ip 


0009150020 Responds to Subcorrmttee on fluclear Regulation 760906 1 tr ra 
Senator Stafford regueat for hearing to discuss 1972 memo re 
pressure suppressing c an ta i nmen t s, UC5 criticisms re ATWS 
safetg problems & West Valley insp problems 
HENDRIE, J« Commission SO/Oe/ia 2pp 


— 3009150039 Discusses AEC 720801 affidavit on rod drop accident 
Upgrading of rod worth minimiier or acceptance of faster 
scrara tines is proposed fo-r ruture 0WR revleus Temporary 
basis recommended in enc 1 memo acceptable 

HtriDRIE>U 11 Atomic Energy CommiSEion, Deputy Director for 
Technical Revieu, iPrB-1975) 72/03/04 £p 


-'■0007150044 Advises that affidavit on facility rod drop accident allows 
temporary use of add) operator during startup Permanent 
flees uill be required beyond 12-nonth period 
0QVD, R S Atonic Energy Comnssloni Directorate of Licensing 
72/08/01 Ip 


DOCKET 50-272 SALEH WUCLEAB CENEHATIh'O STATIDti, UNIT 1 
F Security, medical, emergency b fire protection plant 


8009090QB2 Requests participation in NRC study of people-related 
problems in nuclear safeguards Request includes NRC visit to 
facility to Intervleu security mgt personnel Confidentiality 
of info ui 11 be maintained during all phases of study 
1/AROA, S A Operating Reactors Branch 1 80/03/14 3fp 


6008280311 Forwards addi Info re WUR:EC-0694 fire protection 
requirements that will not be met, as identified in util 
B00BO8 t 19 Itrs Addl justification in support of 
Implementation schedule tc oversjied drawings enci 
hlITTL,R L Public Service Electric L Gas Co of Neui Jersey 

80/08/22 12pp 


-6009040374 "Containment Sump Level Transml t ter, I n s ta 1 la 1 1 on Detail " 
Drawing Number 239086-B-963?- IR- IEC-0549-C2/0 

* Public Service Electric k Gas Co of New Jersey B0'/06/a4 tp 


8009040375 "Auiillary Dldg, Reactor Containment 6 Fuel Handling Area, 
Elevation 100 Ft " Sheet 1 of t 

* Public Service Electric 4 Gas Co of New Jersey 7B/D9/01 Ip 


—8009040370 "'Aoeillary Bl dg. Elevation 84 Ft^Reaefcor Containment 78 Ft & 
81 Ft k Fuel Handling Area Elevation 89 Ft 4c 89 Ft 6 
Inches “ Shoot 1 of 1 

e Public Service Electric 1 Oas Co of New Jersey 7S/09/05 Ip 

— B009040379 "Auilliary Dldg k Reactor Containment Elevation 64 Ft " 
Sheet 1 of f 

» Public Service Electric k Gas Co of Mew Jersey 73/06/31 ip 

8009040381 "Auilliary Bldg 4 Reactor Containment Elevation 45 Ft 4 
55 Ft " Sheet 1 of I 

e Public Service Electric L Gas Co of New Jersey 70/08/31 Ip 

60090403B4 "Ausiltary Bidg 4 Reactor Containment Section A-A " Sheet 1 
of 1 

« Public Service Electric 4 Gas Co of New Jersey 77/01/26 Ip 

8009040385 "Auilliary Bldg 4, Reactor Containment, Sec tlons B-B 4 C-C " 
Sheet 1 af 1 

• Public Service Electric & Oas Co of New Jersey 76/12/29 Ip 

8009040388 “Reactor Containment Slab at Elevatlbn 78 Ft & Elevation 
81 Ft " Sheet 1 of 5 

■» Public Service Electric t Gas Co or New Jersey 79/06/23 Ip 

8009040392 "Reactor Containment Slab at Elevation 70 Ft li 01 Ft, 
Sections " Sheet 4 of 5 v 

• Public Service Electric L Gas Co of New Jersey 70/12/01 Ip 

—8009040394 "Reactor Containment Internal Walls i Reactor Foundation 
Plan “ Elevation 90 Ft “ Sheet 1 of 15 

• Public Service Electric 4 Gas Co of New Jersey 71/07/06 Ip 


— 8009040399 "Reactor Containment Internal Walls tc Reactor Foundation, 
Sections," as-built Sheet 6 of IS 

a Public Service Electric 4 Gas Co of New Jersey 76/03/23 Ip 


--0009040402 "Reactor Containment Internal Walls 6 Reactor Foundatt'Oni 
Sections " Sheet 5 of 15 

» Public Service Electric 4 Gas Co of Now Jersey 73/06/24 ip 


8009040403 "Reactor Containment, Reactor Pit " Sheet i of 2 

a Public Service Electric 4 Gas Co, of New Jersey 76/01/26 Ip, 


— 6009040405 "Reactor Containment, Reac tor Pit," as-built Sheet 2 of 2 
* Public Service Electric 4 Gas Co of New Jersey 74/01/29 Ip 


— 6009040407 "Reactor Containment Internal Walls It Reactor Foundation, 
Sections ■' Sheet 7 of 15 

» Public Service Electric 4 Gas Co of New Jersey 71/03/10 Ip 


■6D'0704040S "Reactor Containment Internal Walls 6 Reactor Foundation, 
Reinforcement - Plans k Sections," as-bullt Sheet 13 of 15 
* Public Service Electric it Gas Co of New Jersey 76/03/22 Ip 


— 8009040410 "Reactor Containment Internal Walls ti Reactor Foundation^ 
Reinforcement - Plans A Sections " Sheet 14 of IS 

» Public Service Electric &■ Gas Co of New Jersey 74/03/06. ip 


--8009040411 "Reactor Containment Drain Trench Elevation 01 Ft «, 70 Ft - 
Bump Pit Elevation 54 FI 6 Inches 6 72 Ft 7 Inches ■' Sheet 
1 of t 

e Public Service Electric ti Gas Co of New Jersey 77/06/09 Ip 


6009230193 Requests that all personnel bo reminded of purpose of 
emergency notification syi 6 health physics network 8ys 
installed for govt use during emergent y 

GRIER.B H Region 1, Philadelphia, Office of the Director 

80/08/22 3pp 


G Adjudicatory correspondence 


8009190263 Forwards order requiring Info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal of info by 801101 

VARGA, fi A Operating Reactors Branch i 80/00/29 2pp 


—8009190269 Order for mod of License DPR-70 to add info which fully 
responds to NRC request for info re environ qualification of 
safety-related electrical equipment Info should be submitted 
by 601 I'D! 

EI9ENHUT,D G Division of Licensing 80/08/29 6p p 


P Operating License stage documents k correspondence 


8009090792 Advises that control rod guide thimble tub# wear liiue Is 
resolved for 17 i 17 Wostinghouse fuel assemblies at 
fac 1 1 1 ty, based on end evaluation 

VARGA, S A Operating Reactors Branch i. 60/07/22 4pp 


6009020297 Sabmi ts interim criteria for shift staffing to all OL 4, CP 
licensees «, appi t cants , par NRC 800507 Itr Discusses 
administrative provisions for emergency «, overtime work 
Development t> implementation to be reviewed within 90 days 
EISENHLIT,D 0 Division of Licensing 00/07/31 7pp 


6009000080 Forwards draft NUREG-0696, "Functional Criteria for 
Emergancy Response Facilities," Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 encJ.M/O NUREO 

EISEiJHUf, D G Division of Licensing 90/08/01 119pp 


0009230052 Informs that esemptlon from fee re lictnilng action 
associated u/TMi-a Lessons Learned is unjustified Previous 
deternlnat i on should be disregarded Requested submittal 
should include proposed class of amend. 

EISENMUT, D G Division of Licensing 00/00/07 60pp 
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8009190774 Forwards revised Uestinghousa STS 3 9 0 2i 3 9 10 i Bases 
3/4 9 9 & 3/4 9 10 to require S3 ft of water over top of 
reactor pressure vessel flange during fflovement of fuel 
assemblies or control rods Written response required 
NOVAK* T M Assistant Director for Operating Reactors 80/08/lS 
Ip 


— 8009190B17 Revised Westinghouso STS 3 9 0 3, 3 9 10 *■ Bases 3/4 9 8 t 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during movenient of fuel assemblies or 
control rods 

* Tksslstant Director for Operating Reactors 80/06/23 21pp 


9009130511 Forwards request for addl info re plant electric 
distribution sgs Details re capability of plant to operate 
lu/one power transformer out of sve needed to complete NRC 
reviotti 

VAROAiS A Operating Reactors Branch 1 80/08/16 3pp 


8009120313 Forwards questions pertaining to turtle specimen collected 
from intake structure at unit 

VAflOAiS A Operating Reactors Branch 1 80/08/26 3pp 


8009180S18 Requests compliance w/OA procedures for sampling fuel oil 
described In Reg Guide 1 137 Justification needed re 
position that diesel fuel oil need not be Included in QA 
program Response requested within 30 days 
VAROA* @ A Operating Reactors Branch 1 80/08/86 2pp 


8009160401 Requests that util response to NRC 800702 Itr be delayed 90 
days after formal issuance of Unit 2 Tech Specs Tech Spec 
amends per TKI Lessons Learned Category A requirements for 
Unit 1 will be Implemented after issuance of Unit 2 OL 
4.[BRtzZIiF P Public Service Electric 4- Oas Co of New Jersey 
a 0/09/09 Ip 


B0O9250260 Requests amend & analysis of change to License DPR-70 re 
end safety Tech Specs for refueling operations Class 111 
amend fee end 

LIBRTZZIiF P Public Service Electric U Oas Co of New Jersey 
80/09/ 19 6pp 


8009290361 Submits description of alternative proposal for providing 
assurance that Inadvertent failure of suction valve from 
auxiliary feedwater storage tank will not result in degraded 
condition of auxiliary feedwater sys 

NITTLtR L Public Service Electric b Oas Co of New Jersey 
80/09/23 2pp 


8009300503 Advises of util review 4 plans re Cycle 3 reload core 
Postulated events are within allowable limits Application 
for amend to license is not required Reload core design will 
be verified during startup physics testing program 
LIBRIZZI.F P Public Service Electric 4< Oas Co of New Jersog 
BO/09/24 3pp 


8009300SIZ Acic receipt of 800826 Itr requesting addl info re collection 
of loggerhead sea turtles 4t Kemp Ridley sea turtles 
Rosponsee end 

LtBRIZZIiF P Public Service Electric C< Oas Co of New Jersey 
BO/09/24 I p 


— 8009300518 Forwards list of questions re specimens of Atlantic 
loggerhead turtle 4i Kemp Ridley sea turtle Response 
requested within 30 days of receipt of itr 
VAROAi 8 A Operating Reactors Branch 1 80/08/86 19pp 


Q Inspection reports* IE Bulletins 4. correspondence 


80-09(780530 Responds to IE Bulletin BO~OS Per 800606 response* subsequent 
investigation revealed two addl tanks which could be 
subjocted to conditions' that might cause inward buckling 
SCHNEIBER.F W Public Service Electric 4 Oas Co of New Jersey 
00/07/29 ip. 


600909023(7 Forwards addl response to IE Bulletin 79-37 re lots on 
nonclasi IE Instrumentation Evaluation of feasibility of 
design nods completed 4i results end 

BCHNEloERiF U Public Service Electric 4c Oas Co of New Jersey 
00/07/31 9pp. 


0009030091 Forwards Revision 1 to IE Bulletin SO-I?* "Failures of 
Hercury-Hetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

ORIERtfi H Region 1* Philadelphia* Office of the Director 
80/08/ IS Ip 


8009180042 Forwards IE Circular 60-16* "tOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
requ ir ed 

ORIERtD H Region 1. Ph i ladelph la* Office of the Director 
80/00/22 Ip 


8009120206 Forwards IE Info Notice 00-31* "Maloperatl nn of Oould-Brown 
Dover i 400 Volt Typo K-600B 4 K-DON 6003 Circuit Breakers " 

No written response required 

GRIER* B H Region 1. Phi le del ph i a* Office of the Director 
00/08/27 Ip 


8009240045 Forwards IE Circular 80-21* "Regulation of Refueling Crews " 
No written response required 

GRIER. B H Region i. Ph i lade 1 ph la* Office of the Director 
80/09/10 ip 


8009240355 Forwards IE Info Notice 80-32. "C lar I f i cat i on of Certain 
Requirements for Eic I os ive-tlse Shipments of Radioactive 
Katls '' No written response required 

GRIER. B H Region 1, Ph i lade Iph ia. Office of the Director 
00/09/12 ip 


R Periodic operating reports 4 related correspondence 


0009050290 Forwards "Radioactive Effluent Release Rep t* vian-June 1960 " 
LlDRIZZl.F P Public Service Electric 4 Oas Co of New Jersey 
80/03/29 Ip 


-*-8009050594 "Radioactive Effluent Release Rep t* Jan-June 1980 " 
e Public Service Electric 4 Oas Co of New Jersey 00/09/31 
37pp 


8009160298 Forwards monthly operating rept for Aug 1980 

HIDURA.H J Public Service Electric 4 Oas Co of New Jersey 
00/09/10 ip 


— 8009160300 Monthly operating rept for Aug 1900 

KILLER,. L K Public Service Electric 4 Oas Co of New Jersey 
80/09/10 18pp 


3 Reportable occurrences. LERs 4 related correspondence 


3009110663 PNO-I-eO-tlO on 800725* I BEU union went on strike Unit 1 
operations are continuing w/licensed supervisory personnel 
All phone lines at facility have been disabled 

BRIOOS. L , KEIMIC.R . BRUNNER. E J Region 1* Philadelphia. Office of 
the Director 00/07/25 ip 


B009090S93 Forwards LER 80-043/03L-0 

LIBRIZZIiF P Public Service Electric 4 Gas Co of New Jersey 

80/08/28 2pp 


— 8009090595 LER aO-043/03L-0 on 800801* during routine surveillance of 
control console* water level in refueling water storage tank 
determined to be below min level (350.000 gallons) Cause due 
to addition of water to spent fuel pit Tank refilled 
NEUMANrR J Public Service Electric 4 Gas Co of Now Jersey 

ao/oe/2B 1 p 


0009090570 Forwards updated LER 79-004/03X-1 

LIDRIZZl.F P Public Service Electric 4 Oas Co of New Jersey 
80/07/02 3pp 


—8009090599 Updated LER 77-004/03X-1 on 790103* dur Ing normal operations, 
status alarm panel indicated loop 1 steam pressure kOO psl 
less than loop 4 Bteam pressure channels checked 4 loop 4 
Channel 4 read 100 psi high Caused by froien sensing line 
KAPPLE* A W Public Service Electric 4 Oas Co of New Jersey 
80/09/02 ip 


0009090587 Forwards updated LER 79-057/OlX-l 

LIBRIZZIiF P Public Service Electric 4 Oas Co of New Jersey 
80/09/04 ip 


—8009090591 Updated LER 79-057/01X-i on 790907, during IE Bulletin 79-14 
insp of pipe hangers on Seismic I sys* three hangers found to 
hve broken weld* bolt 4 pipe guide Caused by irregular 
pulsations of charging pump 13* stressing supports 
MEPPLER. A W Public Service Electric 4 Oas* Co of New Jersey 
00/09/04 2pp 


8009 J 20357 Forwards LER 00-044 /03L~0 

LIBRIZZI.F P Public Service Electric 4 Oas Co of New Jersey 
B0/O9/O4 2pp 
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-•*800? t2&372 LER 60-044/03L-0 on BOOBOSi dur Ini) routine containment entri)i 
conto I nment air lock became inoperable Caused by broken 
roller on outer door Roller replaced «- tested 
sat 1 1 rac tor 1 1 ^ 

H'JRPMV.H J Public Service Electric J. Oa* Co of Neu Jerseg 
80/09/04 Ip 


0OO9J2O375 Foruiards I Efi 80-045/031,-0 

LrOFllJZIiF P Public Service Electric V Oas Co of Heuj Jersey 
90/07/04 2pp 


9007120383 LEH 0Q-O45/O3L— 0 on SOOBOibi air particulate detector pump 
seited Apparently caused by equipment failure Pump replaced 
MUHPHVi H J Public Service Electric U Oas Co of Meu Jersey 
0O/C7/O4 3pp 


8009130424 Foruards LEfi 80-046/03l-~0 

LIDRIZZI-F P Public Service Electric ti Oas Co of Neu Jersey 
90/09/04 2pp 


--9009120428 LER 0O-O4A/O3L-O on SOOBIO^ during routine opera tloOf s team 
ycnerator level feed flour- steam flom mismatch circuit 12 
failed Caused by failure of comparator in circuit Unit 
replaced S tested satisfactorily 

KURP-HVi 11 J Public Service Electric 4 Oas Co of Neu Jersey 
80/09/04 Ip 


8009300A33 PNS-l-80-02] an G00910r po tent 1 a I act of sabotage may have 
occurred uhen hi gh chloride concentrations mere found In 
hydraiinc addition tank for auiiliary feed uater after 
anonymous caller gave notice of such problems 

DEVLitl. J. KARriN.U • KLEIHIO.R Region 1. Ph 1 1 ade 1 ph i ar Office of 
the Director 80/09/12 Ip 


V Operator Examinations 


80091206'69 Refers to SOOSOl discussion ux/J Zupko 4 800904 telcon 
(if/F Schneider re training <■ qualification for position of 
shift technical advisor Qualifications for position 
doc umeinted in 8uppl 4 to facility &ER 

CRIER 1 .D H Region 1» Phs lade 1 phlai Office of the Director 
ao/00/05 Ip 


B009t8030ih Summary of 800605 meeting u/appllcant in QethesdaaHD re 
operator etam results 

KERRIOAll.J Licensing Branch 3 60/08/21 4pp 


8009110323 notifies that all reactor operators & senior reactor 
operators received lost pouer test program training Lists 
operators not trained because unit taken to Mode 5 operation 
on 900805 due to control rod drive mechanism vent leakage 
ECKERftR M Public Service Electric L Gas Co of Neu Jersey 
80/09/05 Ip 


0009330368 Requests ualver of 6-(nonth erperlence requirement for 
three interim shift technical advisors Nalver ul 1 1 expedite 
licensed operator staffing plan Personnel info enc 1 
available In Central Files only 

LIDRIZZIiF P Public Service Electric 4 Oas Co ef Neu Jersey 
80/09/10 2pp 


OOCKCT 50-273 DEZNAU NUCLEAR STATION. UNIT 


0 Inspection reports. IE Dolletlns 4 correspondence 


8009150495 Foruiards IE Info Notice 30-30. "Potential for Unacceptable 
Interaction Detueen Control Rod Drive Scram Function 4 
Nonessential Control Air at Certain OE BUR Facilities " No 
specific action or t esponse requested 

HEPPLER. J 0 Region 3. Chicago, affice of the Director BO/08/20 

ip 


DOCKET 90-274 U S GEOLOGICAL SURVEV RESEARCH REACTOR 


0 Inspection reports. TE Bulletins 4 correspondence 


0009150495 Foruards IE Info Notice 60-30. "Potential for Unacceptable 
Interaction Detueen Control Rod Drive Scram Function & 

Nonessential Control Air at Certain OE QUR Facilities " No 
specific action or response requested 

KEPPLEfl.JO Region 3. Chicago, Office of the Director 80/08/20 
ip 


DOCKET 50-275 0IA8LQ CANTON NUCLEAR POWER PLANT. UNIT 1 


A Applicatlon/construction stage documents 4 correspondence 


8009020263 Fnruards response to questions re Category 1 concrete 
masonry ualls. sample calculation 4 pertinent location 
draulngs. In response to NRC 900421 Itr 
CRANE, P A Pacific Gas 4 Electric Co 80/08/27 32pp 


— 8009020265 "Plan 
X Pacific Gas 

Area A Elevation 107 Ft ” 
4 Electric Co 79/12/11 

If 

— 8009020269 "Plan 
X Pacific Gas 

Area H Elevation 100 Ft " 
4 Electric Co 78/02/84 

ip 

- -6009020269 "Plan 
X Pacific Gas 

Area A Elevation 119 Ft " 
4 Electric Co 80/07/15 

ip 

—8009020270 "Plan 
X Pacific Oas 

Area H Elevation 115 Ft " 
4 Electric Co 79/09/22 

ip 

— 8009020272 “Plan 
X Pacific Gas 

Area H Elevation 126 Ft “ 
4 Electric Co 78/10/30 

ip 

—8009020274 "Plan 
X Pacific Gas 

Area K Elevation 185 Ft " 
4 Electric Co 78/11/01 

ip 


— 8009020275 "Finish Schedule $< Interior Details 
* Pacific Gas 4. Electric Co 79/12/12 Ip 


— 8009020277 “Miscellaneous Concrete Block Details “ 
• Pacific Oas 4 Electric Co 78/09/87 Ip 


8009110707 Foruiards request for addl Info to continue rovioui 4 
evaluation for full pouer QL Info should be provided re loui 
pouer turbine discs 4 rotors 4 evaluation of turbine 
m 1 SS 1 1 es 

6CHWENCER, A Licensing Branch 3 80/08/27 7pp 


8009090544 Advises that habitability aspects of facility control raam 
comply ui/requlraments of Reg Guides 1 78 4 1 95 4 SRP. 

Sections 2 2 1-3 4 6 4 as specified in NUflEO-0660, per NRC 
800907 request Conclusion confirmed In Suppl 9 to SER 
CRANE. P A Pacific Oas 4 Electric Co 80/09/03 Ip 


8009100486 Forwards Revision 4 to "Description of Sys Interaction 
Program for Selsmlcally-Induced Events " Requests that 
receipt of rept be ack 

CRANE.P A Pacific Oas 4 Electric Co 80/09/16 ip 


— 8009160473 "Description of Sys Interaction Program for Selsmlcally- 
Induced Events.” Revision 4 

a Pacific Oas 4 Electric Co 80/08/89 92pp 


8009250288 Forteards response to NRC 800606 Itr requesting addl Info re 
shielding revieui. containment monitors 4 Iodine sampling at 
facilities Monitors are mutually redundant using separate 
power supplies From separate vital Instrument busses 
CRANE.P A Pacific Gas 4 Electric Co 80/07/82 6pp 


E NRC Safety Evatuation Report <SER), suppls 4 correspondence 


0009090195 Foruiards Suppl 10 to facility 8Eft covering TMI-2-reloted 
matters U/o encl 

SCHUENCER.A Licensing Branch 3 80/08/15 Spp 


F Security, medical, emergency 4 fire protection plans 


8009030337 Notifies of 800819,22 4 30 regional workshops re development 
of guidance for acceptable method for coping ui/emergenc ies 
at facility Requests that representative be sent Subj areas 
to be discussed include function of facilities 4 location 
ENOELKEN.R H Region 5. San Francisco. Office of the Director 

80/08/12 2pp 


8009230337 Requests that all personnel be reminded of purpose of 
emergency notification sys 4 health physics network Sys 
Installed fo-r govt use during emergency 

ENQELKEN. R H Region 5, San Francisco, Office of the Director 

80/08/ 28 3pp 


8009150565 Requests add! info 4 commitments re NRC evaluation of 
emergency preparedness program for conformance U/NUREG-06S4 
TEOESCOi R L Assistant Director for Licensing 80/09/26 9pp 
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0009090618 Requests £ laT 1 f ication of apparent omission of Itr of 
• grtament beturen util t< Field Ranth on Page 5-6 of Feb 1980 
£nargencq Plant Revision 2iApp 7 

SCHMENCERtA Licensing Branch 3 80/08/30 3pp 


6009290049 Foruards S Bchuiencer 000910 memo to HR Denton re alleged 
inaccuracie* in emergency plan teit Requests assistance in 
determination of substantiation of alleged inaccuracies 
lEOESCO.R L Division of Licensing 00/09/11 Ip 

S00922O220 Foruards lighting maps of protected area of facility in 
response to NRC request Haps uiithheld (ref 10CFR2 790) 

ROSEt 0 0 Les Alamos Scientific Laboratory 00/09/17 Ip 


<J Adjudicatory correspondence 


€009030157 Eiecuted amended affidavit of nondisclosure protecting 
licenses physical security plan Certificate of Svc end 
LEUIS. U L Affiliation Untnouin 80/00/20 6pp 


6009030689 Response in opposition to Governor of CA motion for revision 
of nondisclosure affidavit re security plan Takes exception 
to Governor of CA 000814 ti 19 Itrs submitted in response to 
ASLAB order Certificate of Svc enc 1 

NORTON.D . GEHR.A C , FURBUSHr M H Pacific Gas b Electric Co 
eO/OB/21 7pp 


8009020071 Motion for JE Luco ( HO Trifunac to provide testimony by 
800905 instead of 800902 Secretarial help unavailable 
NORDLINGER.H 8 Office of the General Counsel 00/00/27 Ip 


8009030112 Order scheduling Sept-Nov 1980 security plan hearings 
Parties may move for supplemental evidence re issues 
reopened (n seismic ALAB-39a, by 800919 State of CA motion to 
revise nondisclosure affidavit denied 

BIEKOP/C J Atomic Safety and Licensing Appeal Panel 80/00/20 
16pp 


Q009030699 Response to A3LB 000814 order re util motion to load fuel b 
■for 1 ou power tests Governor of CA b joint intervenors' 
replies should be stricken as failures to make substantive 
responses Certificate of Svc encl 

CRANE, P A , OEHRiA C . NORTON. 0 Pacific Gas b Electric Co 
00/09/20 7pp 


S009110019 Request for 800925 site insp visit Security plan w/maps. 
diagrams & safeguards contingeneg plan must be available for 
review by HH Broun. LC Lanpher/LO Oiuffrlda.RE Nhite b 
DR Sievers who uill undertake visit 

BRDIfN.R H . GEaRGlQU.B 8 . LANPHER.L C California. State of 
BO/ 09/ OS 2pp 


8-009190404 Response to ASLD 800B14 order re util 800804 motion for lou 
power tests Urges summary dismissal of motion Security b 
seismic Issues not yet resolved b are needed for lou pouer 
testing 

anaUM.H H . LAHPHER.L C California, State of DROWN. H H Hill 
Christopher b Phillips 80/09/11 4pp 


8009160234 Response to ASLB 800014 order re util motion for lou pouer 
testf-ng Urges dismissal of motion due to reopening of record 
on security plan b seismic design Late discovery of Hosgri 
fault warrants consideration of Class 9 accidents 
FLEISCHAKER, D Ban Luis Obispo Mothers for Peace. FLEI8CHAKER. D 
Fleischakar, D 8 80/09/11 5pp 


800916-0360 Forwards JF Devine b RF Yerkos combined testimony u/latter 
pro-f qual If Ications, per ASLB 000019 memorandum b order 
Eiplalns svc process re repts mentioned in testimony 
KETCHEN, E 0 Hearing Branch 4 00/09/12 2pp 


— B009I60363 Combined testimony in response to ASLB 800919 memorandum b 
order, on Question 9 re geology b seismology repts Neu data b 
conclusions re LNO repts have no impact on U309 position 
RF Yerkes prof qualifications encl 

DEVINE, U F . YERKE&. R F Int er ier, Dep t of, Geological Survey 

80/09/12 6pp 


6009190036 Foruards 800B19 FR notice re upgraded emergency plan 
regulations 

DAVia. L D Hearing Branch 4 80/09/15 19pp 


8009220406 Response In opposition to util b NRC objections re State -of 
CA 900902 statement of security plan issues upon which 
par tlclpatlan Is requested Challenged subjs are responsive 
to ASLB 800808 fourth prehearing conference order 
BROWN, H H , LANPHER.L. C , GEOROIOU, D S California, State of 
60/07/15 4pp 


0009220262 Foruards p lainti f f . San Luis Obispo Mothers for Peace, 
complaint for declaratory judgement, injunc tive relief b 
mandamus, d isqua 1 1 fy ing JM Hendrie from further participation 
in DL proceedings 

FLEI3CHAWER, D Fleischaker, D 8 FLEISCHAKER. 9 San Lui s Ob i spo 
Mothers for Peace 00/09/16 20pp 


8009230616 Correction to State of CA 800908 interrogatories directed to 
NRC re security plan proceeding Certificate of Svc encl 
Related correspondence 

BRQWK.H H , LANPHER.L C . OEOROIQU.B 8 California, State of 
80/09/16 4pp 


0009240544 Foruards RD Hubbard affidavit re need for Class 9 accident 
analysis to accompany joint intorvenors' reply to ASLB 
800914 order Related carrespondence 
FLEISCHAKER, D Fleischaker, D 5 00/09/19 Ip 


— 8009240546 Affidavit re need for Class 9 accident b sys reliability 
analyses of facility by util Analysis needed duo to effect 
of reactor contamination on economic cost b health risks 
CEO 600320 Itr encl Related correspondence 
HUBBARD, R D MHB Technical Associates 00/09/17 IBpp 


--6009240550 Submits conclusion of study on NRC regulations b policy re 
environ analysis of possible nuclear accidents under NEPA 
Typical EI5 does not consider or analyie possibility of 
•major accident in Class 9 category 

GPETHi G Council on Environmental Quality 80/03/20 4pp 


8009260469 Notice of 801020 evidentiary hearings in San Luis Obispo. CA 
re ASLAB 800624 dec 1 s 1 on. ALAD-598, uh ich reopened seismic 
issues 

BISHOP. C J Agamic Safety and Licensing Appeal Panel 90/09/23 

ip 


H General correspondence 


8009090534 Urges use of influence for speedy b successful approval 
of facility Industrial b agricultural production could be 
jeopard 1 led 

SLDTT.N Affiliation Unknown 80/07/23 Ip 


8009110302 Urges opening of facility as necessary enterprise in area 
Newspaper articles encl 

BRADBURY, V A Affiliation Unknoun 80/00/05 4pp 


8009170200 Responds to 800326 Itr to President Carter re delays 
in licensing process Delays attributed to seismic 
re— evaloat ion of f ac i 1 i ty. 1 essons learned from THI accident 
b public hearings re safety 1 security 
SCHWENCER.A Licensing Branch 3 00/00/22 5pp 


8009030581 Requests that facilities be certified For startup operations 
b plans for flY01-02 be devloped u/o delay. CA could face 
serious pouer shortages Electronics industry b economy could 
be adversely affected 

OARCIA.K California. State of 00/08/25 Ip 


0009050342 Urges denial of licensing Diablo Nuclear pouer plant b 
any other plants 

SCHUMACHER, J Affiliation Unknown 80/00/27 Ip 


0007100457 Actc receipt of 000705 Hr b foruards Friends of the Earth 
Class 9 petition b Director's decision on petition W/o end 
5CHUENCER.A Licensing Branch 2 00/08/27 2pp 


— 0009100463 Requests Director's decision on Friends of the Earth 
petition to consider Class 9 accidents in supplemental EIS 
FRIESEMA.H P Northwestern Untv B0/07/OS Ip 


8007220042 Responds to 900319 Itr opposing licensing of facilities 
NRC has reacted positively in light of TMI accident to 
improve safety at all nuclear plants in operation b under 
const 

SCHMENCCH.A Licensing Branch 3 00/09/03 Ip 


8007130248 Responds to 000422 Itr to President Cater re potontial 
radiological risks at facility NRC has re-examined plant for 
conformance to fuel loading b low power testing 
requirements 

8CHUENCER.A Licensing Branch 3 00/09/09 Spp 


8009290054 Forwards 000030 Itr to util requested by C Neiburger of 
Telegram Tribune on 800909 re alleged Inaccuracies in 
emergency plan text Matter must be resolved prior to 
Issuance of full power OL 

EISEMHUT. DO Division of Licensing 00/09/10 Igp 
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-80092900S7 R»*pond* to 800721 Itr eipressing conter!^i re util e'nergpncH 
pUi Aareeflont betue«n Fi«U Ranth t utH r» 
evaluation route hai bnen renuoited from util pfatter uiU be 
reealvrtf before WfiC issues full power OL 

DSHTOIii H R Office of fiuclear Reactor Regulation) Director 
00/09/05 Ip 


0009300295 Respondi to 790920 Itr to Pretiden's Carter re cancorn over 
effect of lo '4 level radiationi storage i transportation of 
High ie.el raduaite 4. abilitv of plant to witbstand seisnic 
acitivltv Fact ibeets addressing concerns end 
HIRACHA. F ticenlinj Branch 3 90/09/19 6pp 


— 0QQ93QO3Oi Forwards misdirected T Goner 790920 Itr to President Carter 
re effects of lou level radiation Requests response 
RATHXOPF-C L Enerjv. Dept of 00/01/22 3pP 


H Utility Final Safety Anelysii Report (F8AR) t amends 


S009090/»52 Tastsmony in response to ASLAB 900S07 orderi ALAD-i04 

TRIFUPfAC-M Southern CaUFornla. Univ of NOROLINGER.H B Offti* 
of the General Counsel B0/09/OS 102pp 


— B009090656 "Preliminary Empirical Models for Scaling Absolut* 
Acceleration Spectra " 

TRIFUNAC,« D . ANDERSON. J 0 Southern California, Unlv of 
77-03 77/00/31 I43pp 


— 8009090464 “Dependence of Peuedo Relative Velocity Spectra of Strong 
Motion Acceleration on Depth of Sedimentary Deposits," 

TRIFUNAC.M D , LEE, V N Southern California, Univ of CE-79-02 
79/03/28 RSpp 


'"6009090473 ''Dependence of Fourier Amplitude Spectra of Strong Motion 
Acceleration on Depth of Sedimentary Deposits " Supporting 
documentation encl 

TRIFUNAC.M D , LEE, V W Southern California, Univ of CE-7e-U 
70/12/31 I30pp 


8009090514 Forwards Amend 05 to GL appl tea t ion, inc ludiflg matl for 
Chapters 4,13,14 I, 17 of FSAR 

CRANE. P A Parifie Gas 4 Electric Co BO/09/03 2pp 


— 8009090520 Amend 85 to OL app 1 ication. me 1 ud 1 ng matl for FSAR Chapters 
4, 13, 14 4 |7 

SCHU/LEB.JO Pacific Gas 4 Electric Co 60/08/20 7pp 


— BC09090526 Revis|qi» to FSAR. inc lud ing matl re OA 4 conduct of 
operations for Chapters 4. 13. 14 4 17 
« Pacific Oas 4 Electric Co 80/00/31 403pp 


S009i40340 Forwards JF Devine 4, RF Yerkes combined testimony lu/latter 
prof quail f 1 c at i onsa p er ASLD 800619 meidorandum 4 order 
Esplains SVC process re repts mentioned in testimony 
KETCHENiE 0 Hearing Branch 4 00/09/lS, 3pp 


— 8009140363 Combined testimO’ny In response to ASLB SOO019 memorandum 4 
order, on Question 9 re geology 4 seismology repts New data ft 
conclusions re lNO repts have no impact on USDS position 
RF Yerkes pro'f qualifications end 

DEVINE.J F, . VERKES.R F, Inter i or, Oep t of, Geological Survey 

aO/09/ia 4pp 


P Operating license stage documents 4 correspondence 


0OO9O8GOSO Forwards draft M)RE5-0694, “Functional Criteria for 
emiTysncy Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUtlEG-0494 encl Vl/o llUREG 

EISENHur.D G Division of Licensing 00/00/01 I 19pp 


0 Inspection reports. IE Bulletins 4 correspondence 


6009240399 Forwerds IE Info Notice 80~29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No written response required 
EKCELXEH. R H Region S, San Francisco, Office of the Director 
60/09/07 Ip 


6009230312 Forwards IE tnsp Rept 50-275/00-15 on 900701-31 No 
noncenpl lance noted 

CREUg, J L Region 5, San Francisco, Reactor Qperationi Nuclear 
Support Branch 60/0B/12 2pp 


U Congress ional/Ekecvt i ve Correspondence 


8009110514 Retponde to B0OS3O Itr re facility litenslng status Maior 
const completion delays result of seismic re-evaluotion (< of 
Tm-8 Lessons Learned Task Force recommendations Facility 
will not be authoriied to load fuel until appro 1981 
DIRCK8.W j Office of the Eiecotive Director for Operations. 

80/00/21 2pp 


—8009110920 Urges prompt completion of necessary requirements for 
granting facility license Delays result in increase in 
const! tuent util bills Requests licensing status 
SHyMWAY.N 0 House of Rep 80/05/30, Ip 


0009330259 Provides status of HRC efforts re final licensing of 
facility Further actions mill be required by ASLAB, ABLE & 
Commission 

DIRCKS. W d Office of the Eceeutlve Director for Operations 
60/09/17 2pp 


—8009230219 JE Insp Rept 50-275/80-15 on S00701-3I No none ompl lance 
noted Major areas inspected preoperatienel testing, plant 
tour. fire pretectien/preventlon 4 operator training 
STERNBERG, D |i Region 3, San Francisco, Reactor Operations Nuclear 
Support Branch VOUNO, T . BAGAOLIO.H Region 5, San Francisco, 
Office of thi Director GO/OB/ll 4pp 


B00903027S Forwards Revision 1 to IE Bulletin 00-19, "Failures of 
Kercury-Hetted Matris Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

ENGELKEN.R H Region S, San Francisco, Office of the Director 
80/00/15 Ip 


8009290305 Forwards IE Info Notice 00-27, "Degradation of Reactor 
Coolant Pump Studs " No written response required 

^ Region S, San Francisco, Office of the Director 
00/00/10 4pp 


0009140181 Forwards IE Circular 00 - 19 , ''lOCFfiSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

on ** Region S, San Francisco, Office of the Director 

Q(FfVQ/22 Ip 


Info Notice 80-31, "Maloperatlon of Gould-Brouin 
Boveri 400 Volt Type K' 60 GS i. K-DON 400S Circuit Breakers " 

HQ ^ritt»n rupofite rtqgirfd 

lo/oe/l? '' ?p Pranclsco, Office of the Director 


DOCKET 50-377 PEACH ROTTOM ATOMIC POWER STATION, UNIT 2 
E NRC Safety Evaluation Report (6ER>, supple 4 correspondence 


0009030053 Forwards draft commente on SER Items 3 3 SlD-lAliQ 2 9i 
3 2 13-15 4324 from fire protection review Final Item 
3 1 0(31 will be sent shortly 

HALL, RE Drookhaven Nati ona 1 Laboratory 60/00/21 5pp 


F Security, medical, emergency 4 fire protection plans 


8O093SO274 Requests permission to record conversations on dedicated 
telephone connection installed between facilities (t NRC 
Be th esda, MD headquarters 

dDONEY.II d Philadelphia Electric Co 00/04/16 ip 


0009090344 Forwards amended fire protection review, Item 3 1 i re Area 
4, cable spreading room fire detection sys 
MALL, n E Argonne Nationat Laboratory 60/07/15 2pp 


0009040079 Forwards Suppl I to SER re fire protection program 
Evaluation approves certain proposed mods 4 resolves certain 
issues identified in NRC 790523 evaluation 
REID<R W Operating Reactors Branch 4 00/06/14 3pp 


—0009040083 Suppl 1 to SER re facility fire protection program 
• Operating Reactor s Branch 4 60/06/14 4pp 


transcripts on non-ent i true t matters 


1009090779 Testimony in r 
LVCC], E , NORDLINOER.M 8 


espons* to ASLAB 800807 
Luco.d E 80/09/04 


order, ALAB-40q 

71pp 


0009090342 Forwards comments on fire protection review Items 3 3 3(1>» 
C2)> C3), (4), a 2 9,3 3 13,3 2 14, *3 2 15 4 3 2 4 re fire 
detection sys 4 ventilation, duets Final Item 3 1 6<Sl 
comments will he sent shortly 

HALLiR E Brookhaven National Laboratory 00/00/21 4pp 
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8009&30I91 Rmuejts that ali parsonnal bs reminded of purpose of 
emerjonew notification sgs & health phgsie* network Sys 
Installed foe jovt use during emerjencv 

CRTER.B H Region !• Philadelphia! Office of the Director 

BO/oB/'sa app 


0009290430 
portions 
sue 1 1 tng 
REtO.R U 


Informs of acc eptab 1 1 1 tg of response to NHC 791109 Itr re 
of ECCS evaluation models dealing u/f us 1 cladding 
b incidence of fupture 

Operating Reactors Branch 4 80/09/09 2pp 


8'00'9'090-4'24 Forwards info on Item 3 2 Bill b (2) re fire barrier 
penetration seals for fire protection review 
MALL I R C Drookhaven National Laboratory 80/08/26 2pp 


0009180304 Forwards application for amend of Licenses DPR-44 b OPR-56 
changing Tech Specs In response to NflC 800702 Itr re TMI 
Lessons Learned Category A requirements Class III fee enc I 
BRADLEY. e J Philadelphia Electric Co 00/09/15 Ip 


8049150473 Forwards revised plant security personnel training b 
qualification plan Plan withheld (ref 10CFR2 790) 

BRAPLEYiE J Philadelphia Electric Co BO/09/11 3pp 


8009300230 Forwards Suppl 2 to safety evaluation re fire protection 
program in which mod schedule is in accordance u/Amends 53 b 
53 to DPR-44 I DPR-'56. respectively 

RE10>R li Operating Reactors Branch 4 80/09/15 2pp 

— 8009300239 Suppl 2 to safety evaluation supporting fire protection 
program 

Operating Reactors Branch 4 80/07/19 4pp 

C Adjudicatory correspondence 


S009190362 Forwards order requiring info supporting onviron 
qualification of safety-related electrical equipment 
Requests submittal of info by 601101 

REID. R H Opsrattng Reactors Branch 4 30/08/29 2pp 


— 8009190369 Order for mod of Licenses DPR-44 b DPR-56 to add Info which 
fully respO’nds to NRC request for info re environ 
qualification of safety-related electrical equipment Info 
should be submitted by 801101 

EISCNHOT.D 0 Division of Licensing 80/08/29 6pp 


P Operating license stage documents b correspondence 


5009110954 Suppis NRC 800707 request for proposed Tech Specs changes re 
scram discharge vol vent b drain valves, b reactor 
pratectlon sys b control rod block limit switch surveillance 
requlrenonte Class III license fee to be submitted w/change 
ElBENHOr. D 0 Division of Licensing 80/07/22 22pp 


8009020297 Submits interim criteria for shift staffing to all OL b CP 
llcentees (. appi icants. per NRC 600507 Itr Discusses 
adnlnlstratlve provisions for emergency b overtime work 
Development & Implementation to be reviewed within 90 days 
CISEHHIir. D 0. Division of Licensing 80/07/31 7pp 


5009080080 Forwards draft NUREO-0696, "Functional Criteria for 
Entergency Response Facilities “ Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of HUfiEO-0696 end U/o KUREO 

EISENHVT. D 0 Division of Licensing 80/08/01 119pp 


5009230052 Informs that exemption from fee re licensing action 
associated w/TIII-2 Lessons Learned Is unjustified Previous 
determination should be disregarded Requested submittal 
should Include proposed class of amend 
EISENHUTi 0 0 Division of Licensing 80/00/07 60pp 


600902'0194 Approves Class III fee refund for 000730 license amend 
re 800728 application for mas permissible water temp in 
containment suppression pool 

niLLERiU D License Fee Kanagement Branch 80/08/13 Ip 


S0O9030392 Advises that high range noble gas monitors described in 
util 800102 ( 0604 Itrs satisfy Lessons Learned 
Short-Term Item 2 1 B b b TMI Action Plan Item HI D 2 1 
HEIO..R 11 Operating Reactors Branch 4 80/00/14 2pp 


— 8009180316 Application for amend of Licenses DPH-44 ft 96 changing 
Tech Specs 3 2 F. 4 2 F. 6 2-2.6 3-6 9.6 14 b 6 15 in response 
to till Lessons Learned Task Force Category A requirements 
Certificate or Sve end 

8AUER.E 0 > BRADLEY. E J Philadelphia Electric Co 80/09/15 

Bpp 


—8009180335 Proposed Tech Specs 3 2 F. 4 2 F, 6 9-2.6 3-6 5.6 14 b 6 19 r 
water level instrumentation b safety relief valve position 
indication Revision made in response to TKI Lessons Learned 
Task Force Category A requirements 
• Philadelphia Electric Co 00/09/19 7pp 


8009300367 Forwards comments on NUREG-0696. "Functional Criteria for 
Emergency Response Facilities " Delay of implementation of 
data transmission requirements recommended until specific 
transmission requirements issued 

DOVER. V S Philadelphia Electric Co 80/09/23 6pp 


Q Inspection reports. IE Bulletins b correspondence 


8009090105 Forwards IE Bulletin 80-07. Suppl I. "BUR Jet Pump Assembly 
Failure " Response required 

ORtER. B H Region I. Philadelphia. Office of the Director 
80/05/13 Ip 


8009160225 Forwards IE Insp Repts 50-277/80-22 t 50-270/80-16. 
consisting of 800619 meeting in Ph i lade Iph la. PA 
OillER.B H Region 1. Philadelphia. Office of the Director 
60/07/21 Ip 


—8009160229 IE Insp Repts 90-277/80-22 b 50-270/80-16, consisting of 
000619 meeting Major arses addressed plant operations, 
radiation protection. refuel ing I radwaste aperatlons. 
security b safeguards. serve i 1 lance t preoperational testing 
CQWOIUL, C J . MCCADE.E C Region 1. Philadelphia, Office of the 
Director BRUNNER.E J Region t, Phi ladelphla. Reactor Operations 
Nuclear Support Branch 80/07/17 7pp 


3009190180 Forwards IE Insp Repts 50-277/80-21 b SO-270/8O-I5 on 
800630-0703 No none omp 1 lance noted 

DRUNNERiE J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/07/24 2pp 


—8009160104 IE Insp Repts 90-277/80-21 b 90-278/00-15 on B00630-0703 
No noncomp I lanca noted Major areas inspected containment 
integrated leak rate procedure, containment Icalc rate test 
activities t suTvslllance of pipe supports b restraints 
REKITOiU A . UIOOINS.J T , CAPHT0.N, D L Region I, Ph 1 ladelph ia. 
Reactor Operations Nuclear Support Branch 80/07/22 ilpp 


B009100B57 Forwards IE Insp Ropt 50-277/80-20 on 800623-25 No 
noncompliance noted 

BRUNNER. E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/07/29 2pp 


— 8009100861 IE Insp Rept 50-277/80-20 on 800623-25 No noncompliance 
noted Major areas Inspected fuel handling activities 
including removal of fuel bundles from spent fuel peel b 
installation into reactor core 

DETTENHAU&EN. L . PETRONE.C D Region 1, Philadelphia, Office of 
the Director CAPHTON. D L Region l> Phi ladelphla. Reactor 
Operations Nuclear Support Branch 60/07/24 4pp 


B009I90953 Forwards "Mark I Containment Long-Term Program 8ER 
Rosalutlon of Qeneric Technical Activity A-7. *' NUREO-0661. 
U/o and 

REIDfR U Operating Reactors Branch 4 80/0B/20 2pp 


0009220376 Responds to IE Bulletin 80-16 re potential misapp t ication of 
pressure transmitters Rosemount 1191 b 1152 are util lied 
In facility Morst case analyses revealed that anomalous 
transmitter output would not violate design 
DALTROFF.S L Philadelphia Electric Co 80/07/30 5pp 


8009130033 Forwards request for add I info 
NRC review of application to amend Tech 
second level of undervoltage protection 
safety-related loads 

REID.RN Operating Reactors Branch 4 


on degraded grid voltage 
Specs to provide 
u/tlme delay for 

80/08/21 3pp 


re 


0009080533 Responds to IE Bulletin 79-14 Need Identified for mod to. or 
addition of 24 supports to correct overitressed conditions 
in piping or supports or overloading of concrete espansien 
bolts Nine of 24 items exceeded operability criteria 
DALTROFF.S L Philadelphia Electric Co 80/08/01 2pp 


8Q092SD3B4 Requests addl fees re 800808 application proposing seismic 
monitoring Tech Specs Application requires Classes III b I 
fees rather than submitted Classes It b I fees 
DtCO'SrR K. License Fee Management Branch BO/OB/26 ip 


0009150502 Responds to IE Bulletin 79-03A. "Longitudinal Weld Defects 
id ASKE SA-312 Type 304 Stainless Steel Pipe " Three piping 
component spools In reactor core isolation coollny pump sys 
do not exceed BS'A of code allowable stresses 
DALTROFF.S t Philadelphia Electric Co 80/08/0 1 2pp 
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aa09SSdl6S ResfyondiS ta IE Bulletin 80-17 fr Supp 1 re letlure of 
control rods to -fully insert during scram Kods added to 
provide positive venting capability for vent valves Design 
changes to scram sys may be warranted 

eALLACHERpJ U Philadelphia Electric Co 80/08/07 7pp 


800910-0121 Provides addi info re Item 6 c of uti) B007I7 response to 
IE OulLotin 90-l7> "Failure of 76 of 188 Control Rods to 
Fully Insert During Scram at DHR “ Operation of tuo standby 
liciuid control sys pumps is unrevicued safety (Question 
DAUTR0FF.8L Phi 1 ad e Ipfi i a Elec tr ic Co 80/08/06 3pp 


S009ll!i0/il9 Act receipt of 800806 itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-377/80-13 & 
30-378/30-13 Otl 1 Itr to be withheld (ref 10CFR3 790) 

KARTIN. Id O Region !• Philadelphia, Safeguards Dranch 80/03/13 

Ip 


— 8009160621 Forwards I£ Insp Repts 50-377/00-15 In 50-27B/BO-13 on 
80051-9-23 5 29 t< notice of vio 1 a t (on, Apps A b 8 App A 
withheld {ref 10CFR2 790) 

DRIER, E H Region i, Philadelphia, Office of the Director 
30/07/14 2pp 


— 600'?160633 Notice of vi olat i on, App B, from insp on 800519—23 ff 2? 

« Region 1, Ph i 1 ade 1 p hia, Office of the Director 30/06/27 Ip 


"8009160625 IE Imp Repts 50-277/B0-I5 & 50-278/30-13 on 800519-23 & 29 
Noncomp 1 1 ancc noted lack of lighting access control, physical 
barriers response Details withheld (ref I0CFR2 790) 

DEVLItl, J Region 1, Phi lade Iph ia. Safeguards Branch GlilTR, 0 C 
Region 1, Philadelphia, Office of the Director 80/86/37. Ip 


8009030076 Forwards Revision I to IE Bulletin 80-19, "Failures df 
Kercury-t-tetted KatrCc Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E ” Nritten 
response required 

GRIER, B 11 Regio-n 1, Philadelphia, Dfflce of the Director 
30/03/13 Ip 


3009100070 Responds to IE Bulletin 30— 17, Suppl 1, "Failure of 76 of 185 
Control Rods to Fully Insert During Scram at BUR " Program 
for monitoring scram discharge vol established until 
instrumentation mod Is completed 

DAUTROFF, S L Philadelphia Electric Co 80/08/19 3pp 


8007110351 Updates environ gual if I cation rapt for Class IE electrical 
((lulpmsnt, in reiponse to IE Bulletin 77-OIB Forwards revised 
sys component evaluation work sheets, revised refs 6 revised 
environ eyuivalsnt - room tabulation 

DALTROFF.SL Philadelphia Electric Co 80/08/19 136pp 


8009130103 Forwards Suppl 3 to IE Bulletin 80-17, "Failure of Control 
Rods to Insert During Scram at BUR “ Urltten response 
T*q,0ired 

CRIER'S H Region 1, Phi ladel pA ia. Office of the Director 
88/08/22 Ip 


B009130030 Forwards IE Circular 80-1B. "10CFR50 59 Gafety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

ORIERiD N Region 1, Ph 1 lade 1 pit la, Offlct of the Director 
80/08/22 Ip 


8009120237 Forwards IE Info Notice 80-31, "llaloperation of Oould-Browis 
Boverl 490 Volt Type K-600S 6 R-DON 6008 Circuit Breakers " 

No written response required 

ORIEft.B H Region 1, Philadelphia. Office of the Direttor 
90/08/27 I p 


8009330498 Forwards Revision. 1 to IE Bulletin 79-36, "Boron Loss From 
BUS Control Blades “ Uritten reiponse required 
CRIER, B H Region 1, Philadelphia. Office of the Director 
80/08/29 Ip 


8009240043 For-uards IE Circular 00-21. "Regulation of Refueling Crews “ 
Ho written reiponse required 

CRIER, D H Region I, Philadelphia, Office of the Director 
80/09/10 Ip 


8009240325 Forwards IE Info Notice BO-32, "Clar I f 1 cati en of Certain 
flequsrements for Eic I us i vc-Us e Shipments of Radioactive 
Hatls " No written response required 

CRIER, D H Region 1. pli i lade Iph ie. Office of the Director 
30/09/13 ip 


R Periodic operating reports ti related correspondence 


3OO9O2024S Forwards "Peach Bottom Atomic Power Station Thermal Happing 
Rept 80-3 for 800715,23 «» 31 " 

MILLSEV, N B Philadelphia Electric Co 80/08/26 Ip 


— 8009020246 "Peach B-ottooi Atomic Power Station Thermal Happing Rept 80-3 
for 300715,23 h 31 " 

« Philadelphia Electric Co 80/00/26 6pp 


8009080340 Forwards "Semiannual Effluent Releases Rept 9, Jan-June 
1980 " 

ALDEM.W H Philadelphia Electric Co 80/00/29 Ip 


— 8009080342 "Semiannual Effluent Releases Rept 9, Jan-June 1980 
ULLRICH.U r Philadelphia Electric Co 80/08/29 7pp 


8009160294 Forwards monthly operating repts for Aug 1980 
COONEY, H J Philadelphia Electric Co 80/09/10 Spp 


— 8009160296 Monthly operating repts for Aug 1980 

AUDEN, U H Philadelphia Electric Co 80/09/10 Spp 


800916043? Forwards "Thermal Happing Rept 80-4 for 800807" & "Thermal 
liunttorlng Rept 80-3 for 800816 " 

MILLSEY.U B Philadelphia Electric Co BO/09/10 ip 


— 8009160431 "Thermal Mapping Rept 80-4 for 800807 
•» Philadelphia Electric Co 80/09/10 4pp 


— 6O09160435 "Thermal Happing Rapt 80-5 for 800816 “ 
< Philadelphia Electric Co 80/09/10 App 


6009180439 Forwards revised pages for monthly operating rept for Aug 
19B0 

CaONEY.K J Philadelphia Electric Co 80/09/13 Ip 


— 3009180443 Revised pages to monthly operating rept for Aug 1930 re 
"Cause & Corrective Action " 

« Philadelphia Electric Co. 80/09/12 2pp 


600923056? Forwards "Thermal Happing Rept 80-6 for 800831 6 25 for 
Thermal Monitoring Requirements " 

MILLBEV.M B Philadelphia Electric Co 80/09/18 Ip 


— B009230576 "Thermal flapping Rept 80-6 for 800831 for Thermal Monitoring 
Requirements " 

• Philadelphia Electric Co 80/09/18 Spp 


S Repoi table occurrences, LERs t. related correspondence 


8009020501 PN0-I-8D-IS2 on 800315, unp lanned release of gaseous 
radioactivity from Unit 3 reactor bldg vent occurred Release 
rata was 33X of Tech Spec limit Caused by malfunction of 
Unit 2 offgas sys during mods 

OREENKAN'E, ORUNNER.E j Region 1, Philadelphia, Office of tha 
Director 80/08/15 Spp 


3009030633 LER B0-013/03L-0 on GOOBOt, dur ing refueling outage, 
surveillance leak test results exceeded Tech Spec limits due 
to leakage failure of eight HSIVs Caused by improper seat 
contact due to damege to seats, plugs & guides 

COONEV.M J . WERGARD, A J Philadelphia Electric Co 80/08/29 Ip 


DOCKET 30-370 PEACH OOTTOH ATOMIC POWER STATION, UNIT 3 


E NRC Safety Evaluation Report (SER), suppls L correspondence 


BOD9030053 Forwards draft cammenls on SER Items 3 2 3(l)-(4)r3 2 9. 
3 3 13-IS tc 3 2 4 from fire protection review Final Item 
3 I 8(2) Will be sent shortly 

HALL) R E Drookhavon National Laboratory 00/08/21 Spp 


F Security, medical, emergency t, fire protection plant 


80092SO274 Requests permission to record conversations on dedicated 
telephone connection installed between facilities lit NRC 
Bethesda,HD headquarters 

CDaNGY,K J Philadelphia Electric Co 80/04/18 Ip 


8009090364 Forwards amended fire protection rovleu, Item 3 1 1 re Area 
6 cable spreading room fire detection sys 
HALLrR E Arganne National Laboratory 60/07/13 Spp 
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0009040079 Farudrds Suppl 1 to SER re fire protection program 
Evaluation approves certain proposed mods h resolves certain 
issues Identified in KRC 790523 evaluation 
REID>R 11 Operating Reactors Branch 4 0O/OS/14 2pp 


— ‘B0090400&3 Suppl 1 to SER re facllitg fire protection program 
• Operating Reactors Branch 4 80/03/14 dipp 


60490903d>2 Foruards comments on fire protection revleui Items 3 S 3Il)i 
f2>j, 13). 14). 3 2 9.3 2 13.3 2 14.3 2 15 it 3 2 4 re fire 
detection sgs tc ventilation ducts Final Item 3 1 B(S) 
comments ulll be sent shortly 

HALL.R E Broo.khaven National Laboratory B0/0B/2t tpp 


8049230191 Requests that all personnal be reminded of purpose of 
cacrgencg notification sys U health physics netuork Sgs 
Installed for govt usa during emergency 

CRIER.B HI Region t. Phi lade Iph la. Office of the Director 
84/00/22 3pp 


8049090424 Forwards Info on Item 3 2 Bill i> (21 re fire barrier 
penetration seals for fire protection review 
HALL.R £ Brookhaven National Laboratory 30/08/24 2pp 


B04915047B Forwards revised plant security personnel training 4 
qualification plan Plan withheld (ref 10CFR2 790) 

BRADLEY. E J Philadelphia Electric Co 80/09/11 3pp 


8009300330 Forwards Suppl 2 to safety evaluation re fire protection 
program in which mod schedule Is in accordance u/Amends 33 t< 

53 to DPR-44 S' 0PR-3&. respec tl vely 

REID.R tl Operating Reactors Branch 4 80/09/15 2pp 


— 8409300335 Suppl 2 to safety evaluation supporting fire protection 
program 

a Operating Reactors Branch 4 80/09/15 4pp 


0 Adjudicatory correspondence 


60491903*2 Forwards order requiring info supporting environ 
qualification of safety-related electrical equipment. 
Requests submittal of info by 801101 

REID.R M Operating Reactors Branch 4 BO/OB/29 Hpp 


—80091903*9 Order for mod of Licenses DPft-44 fc DPR-36 to add info which 
fully responds to NRC request for info re environ 
qualification of safety-related electrical equipment Info 
should be submitted by 801101 

EISEHHUr.D 0 Division of Licensing 80/08/29 ipp 


P. Operating license stags documents it correspondence 


8009110554 Suppls NRC 800707 request for proposed Tech Specs changes re 
scram discharge vol vent 4< drain valves. & reactor 
pratection sys b control rod block limit switch surveillance 
requirements Class 111 license fee to be submitted w/change 
EISENHUr.D 0 Division of Licensing 30/07/22 23pp 


8009020297 Submits interim criteria for shift staffing to all OL & CP 
licensees U app 1 Icants. per NRC 800507 Itr Discusses 
adminis trativa provisions for emergency it overtime work 
Development & Implementation to be reviewed within 90 days 
ElSENHUTiO Q Division of Licensing 80/07/31 7pp 


3009030080 Forwards draft NUREO-0696. “Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
day* Proposed Implementation schedule for meeting criteria 
of NURE0-049& end N/o NUREO 

ECSENHUTtD (} Division of Licensing 80/08/01 119pp 


0009230052 Informs that esemption from tee re licensing action 
associated u/TIII-2 Lessons Learnsd is unjustified Previous 
determination should be disregarded. Requested submittal 
should Include proposed class of amend 
EfSEKKUT. D 0 Division* of Licensing 80/08/07 60pp 


8009020154 Approves Class III fee refund for 800730 license amend 
re 300728 application for ma« permissible water temp in 
containment suppression pool 

mt-LER'W O License Fee Kanagsment Branch 80/08/13 Ip 


8009030352 Advises that high range noble gat monitors described In 
util 800102 4 0*04 Itrs satisfy Lessons Learned 
Short-Term Item 2 l.B b ti TMI Action Plan Item HI D. 2 i 
REIDtR H. Operating Reactors Branch 4 80/00/14 2pp 


8009050210 Forwards Amend 71 to License DPR-56, safety evaluation i 
notice of issuance & availability 

REID.R U Operating Reacters Branch 4 80/08/14 2pp 


— 8009050217 Amend 71 to License DPR-5*. Povls Ing Tech Spec 3 ll D 2 to 
permit inoperability of snubber on RHR sys lines for 
000717-26 for repairs 

REID.R W Operating Reactors Branch 4 80/00/14 4pp 


— 0009050219 Safety evaluation supporting Amend 71 to License DPR-5* 

* Office of Nuclear Reactor Regulation. Director 80/00/14 2pp 


— 6009050221 Notice of issuance A. availability of Amend 71 to License 
DPn-56 

REID.R U Operating Reactors Branch 4 80/08/14 2pp 


80091909S3 Forwards "Hark I Containment Long-Term Program SER 
Resolution of Generic Technical Activity A-7, '' NUREO-0661 
U/o end 

REID.R W Operating Reactors Branch 4 80/00/20 2pp 


6009150033 Forwards request for addl info on degraded grid voltage re 
NRC review of application to amend Tech Specs to provide 
second level of undervoltage protection u/time delay for 
saf ety-rela ted loads 

REID.R N Operating Reactors Branch 4 80/08/21 3pp 


8009220384 Requests addl fees re 800808 application proposing seismic 
monitoring Tech Specs Application requires Classes III & I 
fees rather than submitted Classes II L 1 fees 
DIOOS. R II License Fee Management Branch 00/08/2* Ip 


8009180304 Forwards application for amend of Licenses DPR-44 b DPR-56 
changing Tech Specs In response to NRC 800702 Itr re THE 
Lessons Learned Category A requirements Class III fee end 
DRADLEY.6 J Philadelphia Electric Co 80/09/15 Ip 


— 6009180316 Application for amend of Licenses DPR-44 t< 56 changing 
Tech Specs 3 2 F. 4 2 F.6 2-2.6 3-6 5.6 14 & 6 15 In response 
to THI Lessons Learned Task Force Category A requirements 
Certificate of Sve end 

BAUER. £ O . BRADLEY.E U Philadelphia Electric Co 80/09/15 

8pp 


—8009180335 Proposed Tech Specs 3 2 F, 4 2 F. 6 2-2.6 3-6 5.6 14 b 6 15 re 
wate> level Instruoientation t< safety relief valve position 
indication Revision made In response to TKI Lessons Learned 
Task Force Category A requi roments 
» Philadelphia Electric Co 80/09/15 7pp 


8009300367 Forwards comments on NUREC-0696. "Functional Criteria for 
Emergency Response Facilities '* Delay of implementation of 
data transmission requirements recommended until specific 
transmission requirements issued 

DOVER. V S Philadelphia Electric Co 80/09/23 6pp 


Q Inspection reports. IE Bulletins i correspondence 


8009300131 "Response to IE Uulletin 79-OlD " 

« Philadelphia Electric Co BO/04/iS 350pp 


8009090105 Forwards IE Bulletin 80-07. Supp 1 1. "DNR vIet Pump Assembly 
Failure “ Response required 

GRIER. 8 H Region 1. Ph 1 lade 1 ph la. Office of the Director 
80/05/13 Ip 


8009160225 Forwards IE Insp Rep ts 50-277/80-22 b 50-278/80-16, 
consisting of 800619 meeting in Ph 1 ladelph ia. PA 
GRIER, 8 H Region 1. Philadelphia, Office of the Director 
80/07/21 I p 


—8009160229 IE Insp Repts 50-277/80-22 V 50-278/80-16. consisting of 
800619 meeting Major areas addressed plant operations, 
radiation protection, refuel ing t radwaste operations, 
security S- safeguards, survel liance b pr eoperatlonal testing 
COWOILL.C J , MCCABE, E C Region I. Philadelphia, Office of the 
Director BRUNNER, E J Region 1. Philadelphia. Reactor Operations 
Nuclear Support Branch 80/07/17 7pp 


8009150100 Forwards IE Insp Repts 50-277/80-21 b 50-278/80-15 on 
800630-0703 Mo noncamp 1 lance noted 

BRUNNER, E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/07/24 Spp 
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— a009150l8-} IE In»p Repts 30-877/80-21 fc 50-278/80-15 on 0004.30-0703 
No noncomp 1 lane e not«.l Major area* inspected containment 
integrated leak rate procedure, con te i naient leak rate test 
activities U surveillance a# pipe supports & restraint* 

REKiro. M A , tllCOINS.J T , OAPHTON. J} L Region i. Philadelphia, 
Reactor Operations Nuclear Support Branch 80/07/22 llpp 


8007220376 Responds to IE Bulletin 80-16 re potential irii tapp 1 1 cat ion of 
pressure transmitters Rosemount 1131 & 1152 are utilised 
in facilitg Horst case analyses revealed that anomalous 
transmitter output uould not violate design 
DALTROFF, 8 L Philadelphia Electric Co 80/07/30 5pp 


8007080533 Responds to IE Bulletin 77“1<* Need identified for mod to, or 
addition of 24 support* to correct overstreised condition* 
in piping or supports or overloading of concrete expansion 
bolts Nine of 24 items exceeded operabljltg criteria 
DALTRQFF, 8 L PM lade 1 ph ia El ectr Ic Co 80/08/01 2pp 


8009150502 Responds to IE Bulletin 79-03A. '-Long i tud i nal Held Defects 
in ASME SA-312 Type 304 Stainless Steel Pipe “ Three piping 
component spools in reactor cure isolation cooling pump sgs 
do not exceed B5X of code alloualile stresses 
DALTROFF. S L PhlladelpMa Electric Co 80/08/01 2pp 


8ao?12016S Responds to IE Bulletin 80-17 t Supp I re failure of 
control rods to fully insert during scram Mods added to 
provide positive venting capability for vent valves Design 
changes to scram sys may be warranted 

OALLAOHEH. J W Philadelphia Electric Co 80/08/07 7pp 


6009100121 Provides addl info re Item 6 e of util 800717 response to 
IE Bulletin 60-17, ‘Failure of 76 of 18S Control Rods to 
Fully Insert During Bcram at BUR " Operation of tuo standby 
liquid control sys pumps is unrevieued safety question 
DALTROFF, S t. Philadelphia Electric Co. 80/00/08 app 


B009160619 Ack receipt of 000606 1 tr inforifllng NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/00-19 U 
50-278/80-13 Util Itr to be withheld Iref 10CFR2. 790J. 

HARTINtU 0 Region 1. Phi lade 1 phia, Safeguards Branch 80/0B/(3 
ip 


—B0D91 60621 Forwards IE Insp Repts 50-277/80-15 5 5fr-27S/eo-13 on 
600519-23 t< 29 ic notice of violation.! Apps A & 6 App A 
withheld (ref I0CFR2 790) 

ORIERiB H Region 1. Philadelphia. Office of the Director 
00/07/14 2pp 


— 8009160623 Notice of vlo la ti on. App Brfrom insp on 600519-23 ti 29 

e Region 1, Ph i 1 adelph ia. Office of the Director. 00/06/27 Ip 


—8009160625 IE Insp Repts 50-277/00-15 tc 50-870/00-13 on 800519-23 tc 29 
Noncoinpliance noted lack of lighting access con troi, phys i cat 
barriers tt response Details withheld Iref I0CFR2 790) 

DEVLIN, J Region 1. Philadelphia, Safeguards Branch SMITH. 0 C 
Region Ir Philadelphia, Office of the Director 00/06/27 Ip. 


8009090015 Responds to IE Bulletin 80-17, "Faiiure of 76 of ISS Control 
Rods to Fully Insert During Scram at BHR. " Scram tests for 
facility successfully completed on BOO0OS & (b9 
DALTROFF. 6 L Philadelphia Electric Co 00/08/14 6pp 


8009030076 Forwards Revision I to IE Bulletin 80-19. "Failure* of 
Mercury-Netted Matrix Relay* in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Urltten 
response required 

DRIER. 6 H Region 1. Philadelphia, Office of the Director 
00/08/15 ip 


0009100090 Responds to IE Bulletin 60-i7,Suppl 1, "Failure of 76 of 185 
Control Rods to Fully Insert During 8crarrk at BUR " Program 
for monitoring scram discharge vol established until 
instrumentation mod is completed 

DALTROFF. 8 L Philadelphia Electric Co 00/00/19 3pp 


8009110251 Updates environ qua 1 1 fleet iois rept for Class IE electrical 
equipment. In response to IE Bulletin 79-OJS Forwards revised 
*y* component evaluation work sheets, revised reft U revised 
environ equivalent - room tabulation 

DALTROFF, S L Philadelphia Electric Co 60/08/19 I36pp 


8009120103 Forwards Suppl 3 to IE Bulletin 80-17, “Failure of Control 
Rods to Insert During 8eram at BHR " Hritten response 
requ ired 

ORIER.S H Region 1. Ph i iedalph la, Office of the Director 
80/08/22 Ip 


8009180030 Forwards IE Circular 80-18, "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaite Treatment Sys " No written response 
requ ired 

DRIER, 0 H Region 1, Philadelphia, Office of the Director 
60/08/22 Ip 


8009120237 Forwards IE Info Notice 00-31, "Ha loperat Ion of Oould-Breub 
Boveri 480 Volt Type K-600S t K-DON 6008 Circuit Breakers " 

Ho written response required 

CRIER. B H Region 1, Philadelphia, Office of the Director 
00/08/27 Ip 


0009230498 Forwards Revision 1 to IE Bulletin 79-26, “Boron Loss Fron 
BHR Control Blades " Hritten response required 
GRIER.BM Region I, Philadelphia, Office of the Director 
80/08/29 Ip 


9009240043 Forwards I£ Circular 80-21, "Regulation of Refueling Crews * 
No written response required 

ORIER.B M Region 1, Ph 1 lade 1 ph ia , Office of the Director 
80/09/10 Ip 


0009240335 Forwards IE Info Notice 80-32. "Clarification of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Matls " No written response required 

DRIER, □ H Region 1, Philadelphia, Office of the Director 
80/09/13 Ip 


R Periodic operating reports 6 related correspondence 


8009020245 Forwards "Peach Bottom Atomic Power Station Thermal Happing 
Rept SO-3 for 800715,23 i 31 " 

UILLSEY.U B Philadelphia Electric Co 00/08/26 Ip 


— 8009020246 "Peach Bottom Atomic Power Station Thermal Mapping Rept 00*3 
for 800715,23 J- 31 " 

< Philadelphia Electric Co 60/08/26 6pp 


3009080340 Forwards "Semiannual Effluent Releases Rept 9ivfan-Juna 
1900 " 

ALDEN, H K Philadelphia Electric Co 80/08/29 Ip 


— 8009000342 "SefTii ann ua I Effluent Releases Rept 9iJan-June 1980 " 
ULLRICH, H T Philadelphia Electric Co 00/08/29 7pp 


8009160294 Forwards monthly operating repts for Aug 1900 
COONEY, M J Philadelphia Electric Co 80/09/10 Spp 


— 0009 I 60 296 Monthly operating repts for Aug 1980 

ALDEN, MM Philadelphia Electric Co, 00/09/10 Spp 


8009160427 Forwards "Thermal Mapping Rept 00-4 for 000007" tt "Thermal 
Menltorlng Rept 80-S for 800016 " 

WILLSEV.MB Philadelphia Electric Co 80/09/10 Ip 


— B009160431 "Thermal Mapping Rept 80-4 for 800007 
a Philadelphia Electric Co 80/09/10 App 


— 8009160435 "Thermal Mapping Rept 60-5 for 800816 
a Philadelphia Electric Co 80/09/10 4pp 


8009180439 Forwards revised pages for monthly operating rapt for Aug 
1980 

COONEY, M J Philadelphia Electric Co 80/09/12 Ip 


— 8009100442 Revised pages to monthly operating rept for Aug 19BO re 
"Cause ti Corrective Action " 

* Philadelphia Electric Co 80/09/12 2pp 


0009230569 Forwards "Thermal Mapping Rept 80-6 for 800821 6 25 fo-r 
Thermal Monitoring Requirements " 

HlLLSEY.iJ B Philadelphia Electric Co 80/09/18 ip 

— 8009830576 "Thermal Mapping Rep 6 80-6 for 800321 for Thermal Monitorial 
Requirements, " 

» Philadelphia Electric Co 60/09/13, Spp 


S Reportable occurrences. LERs ti related correspondence 


80 09020501 PNO-I-60-1 22* on BOOB 15. unplanned release of gaseous 
radioactivity from Unit 3 reactor bldg vent occurred Release 
rate was 33X of Tech Spec limit Caused by malfunction of 
Unit 2 offgas sys during mods 

OREENMAN.E , BRUNNER, E J Region 1, Philadelphia. Office of the 
Director 00/09/13 2pp, 
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30091S0330 L£R 80-017/031.-0 on 800802. during surveillance test an PCI8 
normally op-en va Ives. dri|ue 1 1 2- inch valve A0-3S07 failed to 
close Causeif bv bight packing on valve Packing & proper 
operation verified 

COO.'IEV.K J Philadelphia Electric Co 80/09/01 Ip 


a009ia0369 LER 80-O1B/03L-0 on 000802, during surveillance teat on PCI3 
noreiallg open valves ui/unit at full pobior. reactor uater 
cleanup ays return isolation valve Ma-3-12-60 failed to 
close using control suiitch Cause not determined 
COONCV.K J Philadelphia Electric Co 90/09/01 Ip 


&009IA0439 LER B0-O19/O3L-0 on 60080h. uh 1 1 e performing surveillance 
tost on RHR sys u/unlt at pouer, I10-3-10-2SA LPCl injection 
valva failed to open Caused bg multiple full penetration 
cracks on drive sleeve of type SKB-4 Llmltar.iue operator 
COONeV.H ^ Phi ladelphia Electric Co 60/09/05 Ip 


8009160441 LER 80-021 /03L-0 on 80081 B, dor I ng PC 13 logic sgs functional 
tO'Sting u/plant shutdown, primarg containment ventilation 
valv-e AO-3506 failed to close Caused bg A3CQ model 856756 
solenoid valve stuck in energized position Valve cleaned 
CQONEVrK ■J Philadelphia Electric Co 80/09/09 Ip 


8009260621 LER a0-a2l/03)(-l on 800818, during PCIS logic sys functional 
letting w/plant shutdown, primary containment valve AO-3506 
failed to close Caused by ASCO Kodel S367S6 solenoid valve 
stuck in ancrglied position Solenoid valve cleaned 
COOMEYrK J Philadelphia Electric Co 80/09/09 Ip 


8009190482 LER 80-020/03L-0 on 800815. while performing leak test, 
ccntainment ventilation valve A0-3521B was found leaking 
sscetslvcly Caused by valve T-ring inflating before 
closure Air valves adjusted L valva tested 
COONEY.H J Philadelphia Electric Co 80/09/12 Ip 


BOD9260616 LER 80-022/031.-0 on 800829, dur log core spray logic sys test, 
38 pump started 0 3-s below Tech Spec time range Caused by 
agaitat time delay relay setpoint drift Relay adjusted ti 
testing resumed satisfactorily 

C5WNEV.M J Philadelphia Electric Co 00/09/19 ip 


l>OC«ET 50-280 8URRV POWER STATION. UNIT 1 


F. Security, medical, emergency ft fire protection plans 


8007030164 Forwards revised emergency plan Plan Is based on eilsting 
neteoroJog i cal capabilities t reflects criteria of NUREO- 
0654 York County, VA emergency plan cncl 
GAUM, E A Virginia Electric L Pouer Co 80/06/30 2pp 


— 8007030202 Draft York County, VA radiological emergency response plan - 
peacetime Plan withheld per Privacy Act 
* Virginia, State of 80/06/30 51pp 


— 8007030207 Revised emergency plan 

• Virginia Electric ft Power Co 80/06/16 SOOpp 


8009190739 Re<iueBts participation in NRC study of people-related 
pr-ofalems In nuclear safeguards Reguest includes NRC visit to 
Interview security personnel Confidentiality of info will be 
maiintained during ell phases of study 

VAROA, S A Operating Reactors Branch 1 80/08/14 2pp 


8009230273 Requests that all personnel be reminded of purpose of 
•nergency notification sys It health physics network 8ys 
iessballed for govt use during emergency 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/08/22 

If 


8009090274 Notifies that ezecution of util emergency drill has been 
deferred until 801231 NRC has not approved of revised 
radiuloglcal response plan It corporate emergency drill plan 
Estenilon will enable proper personnel training period 
BAUH, E A Virginia Electric It Power Co 80/09/04 2pp 


S0092&'0043 Forwards facility emergency planning Info W/o end 
SOUDER, J L Division of Rules and Records 80/09/12 Ip 


QOO?230'343 Forwards revised nuclear security personnel training It 
^ual if teat Ions program Program withheld (ref I0CFR2 7901 
OYLVlAiB, R Virginia Electric 4, Power Co 80/09/19 ip 


0 Adjudicatory correspondence 


B009230121 Forwards order requiring info supporting environ 
qual 1 f 1 ca t ion of safety-related electrical equipment 
Requests submittal of Info by 801101 

VARGA, S A Operating Reactors Branch 1 80/09/29 2pp 


— 8009230132 Order for mod of License DPR-32 1. DPR-37 to add info which 
fully responds to NRC request for info re environ 
qualification of safety-related electrical equipment Info 
should be submitted by 80II01 

EISENHUT.D O Division of Licensing 80/08/29 6pp 


8009230013 tlotion for stay of effectiveness of Amen.d 47 to OL, 
authorizing replacement of steam genera tors, pend 1 ng appeal 
before US Court of Appeals for DC Circuit In which FES Is 
challenged U/ClvJl pleadings 1. eicerpts of NUREO— 0523 
DOUGHERTY. VB Potomac Alliance DOUOHERTY. J D Cltliens Energy 
Forum DOUOHERTY, J D Dougherty, J B 80/09/10 Itlpp 


H General correspondence 


8009090436 Responds to encl Botetourt County Chamber of Commerce 800626 
request to FERC for Info re when facilities will be 
operational Lists status of plant operating schedules 
DENIQN, H R Office of Nuclear Reactor Regulation, Director 
00/09/05 3p p 


J Insurance l< Indemnity information 


8009090384 Forwards Endorsement 1 to UELIA Binder ED-70 

ANDREWS, C L Marsh It McLennan, Inc > M l< (1 Nuclear Consultants, Inc 
Div 80/09/03 2pp 


P Operating license stage documents 6 correspondence 


8009020297 Submits interim criteria for shift staffing to all OL 1. CP 
licensees 1. app 1 1 c ants, per NRC 600507 Itr Discusses 
administrative provisions fur emergency I, overtime work 
Development I implementation to be reviewed within 90 days 
EISENMUT, 0 0 Division of Licensing 80/07/31 7pp 


8009100673 Forwards FEB for facility I, notice of availability W/o FEB 
VARGA, 8 A Operating Reactors Branch 1 80/07/31 2pp 


— 8009100675 Notice of availability of FES for facility 

VAROA. S A Operating Reactors Branch 1 00/07/31 2pp 


8009080080 Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities “ Comments requested within 30 
days Proposed Imp I cmontatlon schedule for moetlng criteria 
of NUREO-0696 enc I W/o NUREO 

eiSENHUT.DO Division of Licensing 80/08/01 tl9pp 


8009230052 Informs that ezemptlon from fee re licensing action 
associated w/TMt-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should Include proposed class of amend 
EISENMUT. DO Division of Licensing 80/08/07 60pp 


8009090785 Approves util 600806 request to return facility to power 
operation in accordance u/provlslons of Amend 59 Forwards 
safety evaluation re leaks In steam generator C, findings 
of subsequent insp L corrective actions 
VARGA, S A Operating Reactors Branch 1 60/08/08 2pp 

— 8009090766 Safety evaluation supporting continued operation of facility 
steam generators 

a Operating Reactors Branch 1 60/08/08 3pp 

8009190794 Forwards revised Westinghouse STS 3 9 B 2, 3 9 10 4> Oases 
3/4 9 8 It 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flanga during muvement of fuel 
assemblies or control rods Written response required 
NOVAK, r M Assistant Director for Operating Reactors 80/08/15 
ip 


— 8009190817 Revised Westinghouse STS 3 9. 0 2. 3 9 10 l> Bases 3/4 9 8 1. 
3/4 9 lO requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

« Assistant Director for Operating Reactors 80/06/23 21pp 


8009020437 Application to amend Tech Specs in Liconses DPR-32 ti DPR-37 
Proposed changes will transfer Independent review l< audit 
responsibilities Amend fee onci 

FEROUBail, J H Virginia Electric tc Power Co 80/08/28 Spp 
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— 0OO9O2O44J Proposed changes to Tech Specs 6 1-1 through 6 3-1 for 
odministrot I ve controls oF organ] la 1 1 on> safe ty 6 operation 
reviBu Tech Specs mil] transfer indep endent reyiew U audit 
responsib i 1 i tl es 

* Virginia Electric \ Pouer Co 80/0a/'2a 12pp 


fiCO'?10O53B Foruards Amends 60 & 60 to Ulcensos DPfi-32 *i DPH-37i 
respectively flotice of issuance h availability 
VARCA/S A Operating Reactors Branch I 90/08/29 3pp 


— 8009180545 Amende 60 ti 60 to Licenses DPR-32 6 DPR~37t respect Ively, 
revising Oct 1*774 amends to allou possession of byproduct 
nati 

VARCAi S A Operating Reactors Branch 1 60/08/29 4p p 


— 8009180552 Notice of Issuance 6 availability of Amends 60 t> 60 to 
Licenses DPR-33 DPR-37< respec 1 1 Ve I y 

h!£I0H80RS> J D Operating Reactors Branch 1 80/06/2? 2pp 


--8009020220 IE In»p Ropta 30-280/60-23 & 50-231/80-26 on 800609-0703 
None ojnp t i ance noted failure to follouj plant maint t* mod 
procedures 

8URKE(D J Region Z, Atlanta- Office of the Director 

KELLOGO. P J Region 2i Atlanta- Reactor Operatlans Nuclear Support 

Branch 80/00/08 7pp 


8007020242 Submits response to IE Bulletin 79-03A For North Anna- no 
SA-312 or A-312-Type 300 series fusion uieldad pipe In use 
at greater than 85X design stress For Surry- eight fittings 
determined in eicess of B5X design stress 

SYLVIA- 8 R Virginia Electric U Pouer Co 80/00/09 2pp 


0009030141 Forwards Revision 1 to IE Bulletin 80-19. “Failures of 
Her e ury-Het ted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Pouer Plants Designed by C-E '* Nrltten 
response required 

O'REtLLV.J P Region 2, Atlanta- Office of the Director OO/OH/IS 

Ip 


8009290461 Forwards Amend 61 (- 61 to Licenses DPR-32 t- DPR-37> 
respectively. U notice of Issuance 6 availability 
VARGA- S A Operating Reactors Branch 1 60/09/05 2pp 


— 8OO9S90464 Amends 61 k 61 to Licenses DPR-32 t DPR-37i r aspect i ve ly - to 
require implementation of safeguards contingancy plan uithin 
30 days of Commission approval 

VARCA- S A Operating Reactors Branch 1 00/09/05 4pp 


— 8009290468 Notice of issuance 6 availability of Amends 61 1-61 to 
Licenses DPR-32 tt DPR-37i respec ti vet y 

VAHOA-S A Operating Reactors Branch 1 00/09/05 2p p 


0009180251 Forwards addi Info re annual U feed requirements for range 
of discharge burnups to support proposed Tech Specs Change 
85 to Licenses DPB-32 Zi DPH-37 Feed tf SWU requirements shown 
In end table considered conservative 

SVLVIA,B R Virginia Electric b Pouer Co 80/09/15 2pp 


8009190525 Submits info re maintaining min of 23 ft of water over 
reactor vessel flange during fuel movement, in response to 
NRC 000815 Itr Changes to Tech Specs to include RHR sys 
requirements Identified in NRC 900611 Itr being revieued 
SYLVIA.8 R Virginia Electric Jt Power Co 90/09/16 2pp 


0009220134 Forwards comments on NllREO-0696 in, response to MRC B0080I 
request Implementation of requirements according to time 
schedule not considered feasible Requests meeting to discuss 
pr e 1 iftiinary plan re effective emergency response facilities 
FEBCUSOH.J H Virginia Electric b Power Co 80/09/19 16pp 


8009260278 Submits addl info re proposed Tech Spec Change Request 95 
Util will provide general evaluation of reactor operation to 
extended fuel burnups possible u/hlghor fuel enrlchimnt by 
910101 

SYLVIA. a R Virginia Electric b Power Co 80/09/23 Ip 


0 Inspection reports. TE Bulletins b correspondence 


9009100056 Forwards IE Bulletin 80-18. "Malnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ Idrltten response required 
D'REILLY.J P Region 2. Atlanta- Office of the Director 60/07/24 


9D091B014B Forwards IE Insp Repts 50-280/00-26 b 50-281/00-29 on 
800709—10 No none bmp 1 Ian c e noted 

MURPHY. C E Region B. Atlanta, Reactor Construction b Engineering 
Support Branch 00/08/05 2pp 


800905042a Act receipt of 800001 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-200/80-10 b 
SO-a 81/60- 11 

O'REILLY.J P Region 2, Atlanta. Office of the Director SO/OB/SS 

Ip 


—8009050431 Forwards IE Insp Repts 30-2B0/BO-I0 b SO-BBl/SO-U on 
800505-0?- lS-16 b 20-23 b notice of violation 
O'REILLY-J P Region 2. Atlanta. Office of the Director 
80/07/03 2pp 


— 0009050436 Notice of violation from insp on 000505-09. 12-16 & 20-23 
a Region S- Atlanta. Office of the Director 80/07/03 Spp 


— 8009050441 IE Insp Repts 50-280/80-10 U 50-201/80-H on 000505-09. 
12-16 if 20-33 Noncomp 1 iancB noted, fai lore to follow Tech 
Spec procedures, perform corrective action s. contro 1 vendor 
manuals b perform b document safety evaluation 

UPRIGHT. C M Region 2. Atlanta, fteactor Operations Nuclear Support 
Branch RUHLHAN, U A . BELISLE. 0 A Region 2, Atlanta. Office of 
the Director 00/07/03 32pp 


0009160172 Faruards IE Circular 00-18- "lOCFRSO 59 Bafety Evaluations 
For Changes to Raduaste Treatment Sys “ No written response 
required 

O'REILLY.*/ P Region 2- Atlenta, Office of the Director 00/08/22 
IP 


8009160473 Act receipt of 800804 Ur Informing NRC of steps taken to 
correct violation noted In IE Insp Repts 50-200/80-21 b 
50-201/00-22 

STOHH.J P Region 2. Atlanta. Fuel Facility ti Materials Safety 
Branch 00/08/22 Ip 


■0009160467 Forwards IE Insp Repts 50-200/00-21 b 30-281/00-22 on 
800603-06 b notice of violation 

STOMR. J P Region 2. Atlanta. Fuel Facility b Materials Bafety 
Branch. 60/07/07 2pp 


■8009160490 Notice of violation from insp on 800603-06 

STOHR. d P Region 2. Atlenta, Fuel Facility b Materials Bafety 
Branch 80/07/07 Ip 


•8009160497 IE Insp Repts 50-280/80-21 b 30-281/80-22 on 800603-06 
Noneompl lance noted failure to have written procedures for 
preparation of efficiency calibr stds for OE detectors 
TROUP, 5 L Region 2, Atlanta, Fuel Facility b Materials Safety 
Branch MQMTOOMERV, D H Region 2, Atlanta. Office of the 
Director 90/07/07 9pp 


-0009190162 IE Insp Repts 50-200/00-26 b 50-281/80-29 on 800709-10 
Mo noncomp I lance noted Major areas inspected IE Dulletins 
79-02 b 79-14 b licensee actions on previous insp findings 
COHPTON.r m Region 2. Atlanta- Office of the Director 
HERDT-Afi Region 2. Atlanta, Reactor Construction it Engi'nesrii 
Support Branch 00/09/04. 4pp 


Repts 50-280/80-23 b 50-201/80-26 on 
fl00£fl)^-0703 ^ of violation 

LEWIS. R C Region 2. Atlanta. Reactor Operations Kuclear Support 
Sranen 60/08/03 Spp 


^009240180 ftetpondi to NRC B0072B rvfioeit for continuing action ro IE 
Bulletin 79-02i "Pipe Support Base Plate Designs Using 
Concrete Expansion Anchor Bolts '* Estimated anchor bolt 
insp b tasting schedule enc 1 

SPENCER, M C Virginia Electric b Power Co 00/08/26 2pp 


0009120031 Responds to IE Bulletin 60-19 Surry Units 1 b 2 do not us# 
mercury-wetted relays in reactor protection sys No response 
for North Anna Units 1 b 2 

SYlVIA. B. R Virginia Electric b Power Co 30/03/27, 2 pp 


■8009020216 Notice of violation 
* Region 2, Atlanta, Office 


from insp on 800609-0703 
of the Director 00/08/09 


0009120314 Forwards IE Info Notice 00—31. “Haloparetion of Gould- Drown 
Boveri 490 Volt Type K-600S b R-DON 6000 Circuit Breakers " 

No written response required 

□ 'REILLY, U P Region 2- Atlanta, Office of the Director 80/09/27. 
Ip 


DOCKETED ITEMS 


Foruards retponje to NRC 800808 t tr re violation noted in 
IE Imp Rtpti 30-280/00-23 It 50-281/80-26 Corrective oction 
cleared trays U installed cable tray covers required by 
electrical maint procedures 

SVLViArB R Virginia Electric & Pouer Co 80/09/05 2pp 


B<309240399 Fortiiards response to IE Bulletin BO-IS re possible loss of 
tnergency notification sys u/loss of offsite pouer Design 
change initiated to change pouer supply to vital bus 
Adnlnlstrative Procedure 29 6 revised Affidavit end 
SVLViA. B R Virginia Electric <> Pouer Co 80/09/05 3pp 


8049240693 Act receipt of BOOBll Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-280/60-20 if 
50-281/80-21 

LEMISiR C Region 2 j Atlanta< Reactor Operations Nuclear Support 
Branch 80/09/08 Ip 


— SOOTSdO^Oi Responds to NRC 800715 Itr re violation noted in IE Insp 
Repts 50-260/80-20 8- 50-281/00-21 Corrective actions trash 
TiAoved from containment recirculation sump screens & 
proposed Tech Spec change submitted to NRC 
SYLVIA.B R Virginia Electric t Pouer Co 80/08/11 3pp 


— 8409244706 Foruardi IE Insp Repts 50-200/80-20 «. 50-201/30-21 on 
BOOSOS— 0606 tt notice of violation 

lEMiSiR C Region 2> Atlantai Reactor Operations Nuclear Support 
Branch 80/07/15 2 pp 


— 8009240709 Notice of violation from insp on 900503-0606 

s Region 2r Atlanta, Office of the Director 80/07/16 2pp 


•8009240713 IE Insp Repts 50-280/00-20 & 50-201/80-21 on (800503-0606 
■Noncomp 1 lance noted failure to follou operating procedures 
to maintain recirculating sump screensi 5 inadequate 
inplementation of design control measures For mods 
KELLOOO, P J t BURKEi D J Region 2, Atlanta, Office of the 
Director 80/07/15 6pp 


8009250357 Forwards IE Insp Repts 50-280/80-33 <- 30-281/00-36 on 
800820-22 No noncompliance noted Insp summary only enc 1 
iref 10CFR2 790) 

KENNArld fi Region 2, Atlanta, Safeguards Branch 80/09/08 2pp 


■8009250360 IE Insp Repts 50-280/80-33 &■ 50-281/80-36 on 800020-22 
Ha noncompHance noted Major areas inspected access control, 
lighting 5 power supply Details withheld (ref 10CFR2 790) 

HOOREfD E Region 2, Atlanta, Office of the Director 

MCGUIRE, D R Region 2, Atlanta, Safeguards Branch 80/09/00 £p 


0009100252 F-orwards LFR QO-042/03L-0 

UILSOIi, J L Virginia Electric *, Pouer Co 80/09/05 Ip 


— B009100262 LEH eO~042/03L-0 on 900905, pump for drawing ladlation 
samples fiom process vent sys froie t< triggered low Flow 
alarm Caused by moisture condensation in pump area Pump 
pulled t, replaced 

MIC,Satl. J L Virginia Elecl;ric f. Power Co 80/09/05 2pp 


8009150274 Forwards LER 0O-O46/O3L-O 

WILSON, J L Virginia Electric S- Power Co 80/09/08 Ip 


-—9009150278 LER G0-046/O3L-0 on BQO0O9, dur i ng startup opordiions, 
c onta intnenl vacuum sys stoam ejector was pieced In sve u/i> 
obtaining containment gaseous release form Caused by 
personnel error 

MIL80W, J L Virginia Electric «■ Power Co 80/09/00 2pp 


0009220253 Foiwnrds LERs G0-451/03L-O, a0-054/O3L-O 6 00-OD2/03L-0 
WILSON, J L Virginia Electric t> Power Co 00/09/12 ip 


— 0009230230 LER 00-051 /OSL-O On QOOBl 3, d i sc bar ge iunnol radiallnn 
monitor found out of sve during reloase of liquid waste 
test tank A Caused by defective circuit card noplacod 
defective card 

WILSON, J L Virginia Electric 5 Power Co 00/09/12 app 


—0009220260 LEH SO-054/03L-0 on 90091 5, dur Ing perloflic I ed t ing , mO lor 
oporated valve SW-IOPB failed to cycle Volvo requlrod to 
close on loss of offsite power coincident w/loss of coolant 
Caused by previous eiposuie of motor windings to water 
WILSON, J L Virginia Electric «> Power Co 00/09/12 2pp 


■8009220263 LEH 00-092/03L-0 on 000912, low flow alarm sounded on RM-QW 
lOl 6 102 Process vent sys k RH-GH-IOl «< 102 were found to 
be full of water Caused by flooding of gas stripper Bys 
flushed 5 dried Pump k filler replaced 

WILSON, J L Virginia Electric J, Power Co 90/09/12 2pp 


0009190533 Forwards LCJls aO-055/03L-0 k BO-Ot 4 /03L-0 

WILSON, J L Virginia Electric k Power Co 90/09/15 Ip 


—0009190357 LER 0O-O39/O3L-O on 900816, dur 1 ng porformanco of PT 15 2, 
I1QV-FN-151A Failed to Indicato in closed position 
Investigation showed valve in open position Probably caused 
by mschanical failure of valve operator 

iltL80M,J L Virginia Electric 4 Pourr Co 00/09/15 2pp 


S009260517 Forwards IE Circular 80-21, "Regualtion of Refueling Crews “ 
hfo written response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 00/09/10 
5pp 


8009300116 Forwards response to IE Bulletin 80-20 Uestlnghouse Type M-a 
control switch applications found Subj switches have been 
tisted' satisfactorily 

SYLVIA.B R Virginia Electric k Pouer Co 80/09/15 3pp 


R Periodic operating reports S< related correspondence 


eOO9190-437 Forwards monthly operating repts for Aug 1900 
SYLVIA.B R Virginia Electric k Power Co 80/09/15 Ip 


- 8009190444 Monthly operating repts for Aug 1900 

HIL60II, U , DUNN, 8 D Virginia Electric t> Power Co 00/09/08 


S Reportable occurrences, LERs i, related correspondence 

6009030525 Forwards LER 80-040/03L-0 

HILSON.U. L Virginia Electric *, Power Co 80/08/28 ip 


•8009190566 LER 00-014/03L— 0 on 000016, w/reoc tor ci'ibical, discovered 
level in refueling water storage lanl, % CAT below oiin set by 
Tech Specs Caused by eicesslve makeup to II 81 accomulotor 
ui/o refilling 

MIL80N.J L Virginia Electric k Powe, Co 80/07/13 2pp 


0009230645 Forwards LERs 00-036/03L-0 t ao-057/03L-0 

WILSON, J L Virginia Electric t Powor Co 00/09/17 (p 


—8009230661 LER BO-0D6/O3L-0 on OOOOlO.at Or/. power, per 1 od Ic lost 271) 
revealed low amperage for circuit 7.panol 9 Caused by 
damage to heat tracing tape duiing mechanical uorlt nearby 
Defective tape replaced k VBlIficd uperoblo 
WILSON, J L Virginia Electric 6 Power Co 00/09/17 2pp 


—0009230673 LER 00— 037/03L-0 on 0009 10, at 09 X powor, p or i ad Ic tost 2/0 
revealed low amperage reading for circuit 13A boron 
injection recirculation to boric acid tanks. panel 9 Caused 
by failure of heat tracing tape Design change Inillaled 
WILSON, JL Virginia Electric «< Power Co 00/09/1/ app 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 
F Security, medical, emergency & fire protociion plans 


— S009030535 LER B0-(MO/03L-0 on 800731. in steady state operation, 
found that primary to secondary leakage through 1C steam 
generator was 0 33 gpm Caused by primary to secondary 
laakaga through four steam generator tubes 
* Virginia Electric h Power Co 80/00/28 2pp 


S009020344 Forwards LER 80-0S8/0iT-0 

MILSON,J. L Virginia Electric k Power Co 


80/08/29 I p 


“®®?IoraaeM:nk 800819, w/uni t at 90)(. ref ueling water 

tank vol found different than assumed in 700629 
av2lla^?!i >>9 failure to specify number of 

WILBON ‘i r® OPT'fect vol calculated 

WILSQII.J T Virginia Electric k Power Co 00/08/29 2 pp 


0007030184 FoTu.irdo revised emorgoocy plan Plan Is based on eilsllnq 
capahilltlos t reflects criteria of NUnCG- 
0654 York County, VA emergency plan end 

DAUMi E A Virginia Electric & Power Co 80/06/30 2pp 


8007030207 Revised emergency plan 
• Virginia Electric k Power Co 


00/06/16 SOOpp 


8009190739 Requests participation in NRC study of people-related 
problems In nuclear safeguards Request Inclutfee NRC vlelt to 
Interview security personnel Coiif Identla Illy of info will be 
^4lntalneQ during alt phatei of atudg 

VAROA, 8 A Oporatlng Reactors Branch I 80/08/14 3pp 


82 


DOCKETED ITEMS 


eCOTOSOPTS RciiU'estt that all personnel be reminded o# purpose of 
emergeneg notification sys t health physics netuiork 6||s 
installed for govt oss during emergency 

3'fiEILLYiJ p Region S> Atlantoi Office of the Director 0O/OB/22 
Ip 


0009090274 Notifies that eiecutlon or util emergency drill has been 
defeirpd until 801231 NRC has not approved of revised 
radlologlca 1 response plan & corporate emergency drill plan 
Extension sjill enable pi oper personnel training period 
BAU.Mr E A Virginia Electric i Pouier Co 80/09704 2pp 


0OO93ibOO43 Poruards facility emergency planning Info U/o anc 1 
SOUOCRi J L Division of Rules and Records 80/09/12 ip 


0009230343 Faruards revised nuclear security personnel training b 
qualifications program Program iitithheld (ref 1-0CFR2 790> 

SVlVIA. H R Virginia Electric «. Pouier Co 80/09/19 Ip 


O Ad judlca tory correspondence 


8009230121 Foruards order requiring info supporting environ 
qua 1 I f teat I on of saf ety — rela ted electrical equipment 
Requests submittal of info by 801101 

VARCA. B A Operating Reactors Branch 1 80/08/29 2pp 


— 8009230132 Order for mod of License DPR-32 U DPR-37 to add info uhlch 
fully responds to NRC request for info re environ 
qualification of safety-related electrical equipment Info 
should be submitted by 601101 

EISENHUTiD 0 Division of Licensing 80/00/29 bpp 


8009230013 Motion for stay of effectiveness of Amend 47 to 0L< 
authoriiing replacement nf steam genrraterst pend 1 ng appeal 
before US Court of Appeals for DC Circuit in lohlch FES is 
challenged U/Clvll pleadings t. escerpts of tlUREO-OS23 
DOUOHERTV. J D Potomac Alliance DOUGHERTY. J D Cl t liens Energy 
Forum DaUOKERTY. J 0 Dougherty. J B 80/09/18 lllpp 


M General correspondence 


8009090436 Responds to encl Botetourt County Chamber of Commerce 600626 
request to FERC for info re uhen facilities mill be 
operational Lists status of plant operating schedules 
OENIDNiH R OftIcB of Nuclear Reactor Regulation. Director 
80/09/05 3pp 


J Insurance b indemnity i nf ormatian 


8009090384 Foruards Endorsement I to McLiA Binder £B-70 

ANDRCUS.C L Marsh b McLennan. Inc .HIM Nuclear Consul tants. Inc 
Dlv 80/09/03 2pp 


8009160324 Submits payment of Invoice 1077-60. extend Ing indemnity 
agreement for facility License DPR-32 to 810910 
BYLVIA.Q R Virginia Electric & Pouer Co 80/09/12 tp 


P Operating license stage documents A correspondence 


8009020297 Submits interim criteria for shift staffing to all OL b CP 
licensees 6 app 1 1 c ants . p ar NRC 600S07 Itr Discusses 
administrative provisions for emergency A overtime uork 
Development b implementation to he revleued uithin 90 days 
EiSENHUT. D 0 Division of Licensing 80/07/31 7pp 


8009050505 Forwards Amend 59 to License DPR-37i safety evaluation 6 
notice of issuance L availability 

VARGA. 8 A Operating Reactors Blanch 1 80/08/01 2pp 


— 6009050510 Amend 59 to License DPR-37> revising Tech Specs to reflect 
changes as result of nods made to alleviate NPBH problems 
u/Idw head safety Iniection t reclrculati on spray pumps 
VAHOA.S A Operating Reactors Branch 1 80/08/01 27pp 


—0009050516 Safety evaluation supporting Amend 5? to License DPR-37 
• Office of Nuclear Reactor Regulation. Director 80/08/01 
i3pp 


— 8009050519 Notice of issuance & availability of Amend 39 to License 
DPR-37 

VARGA. S A Operating Reactors Branch i BO/OB/Ol 2pp 


0009080080 Forwards draft NUREO-0696. "Functional Criteria for 
Emergency Response Facilities " Coirnents requested uithin 30 
days Proposed implementation schedule for meeting criteria 
of NUflEO-0696 encl U/o NVREG 

EI6ENHUT.8 G Division of Licensing BO/08/01 IlGpp 


8009230092 Informs that exemption from fee re licensing action 
associated u/TKI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested subpiittal 
should include proposed class of amend 
EISENHUT. D O Division of Licensing 80/08/07 60pp 


8009190794 Foruards revised Uestinghousa STB 3 9 8 2.3 9 10 ti Bases 
3/4 986 3/4 9 10 to require 23 ft of uater over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Urltten response required 
NOVAK. T it Assistant Director for Operating Reactors BO/OB/19 
Ip 


— 80'09190B17 Revised Uestinghouse STS 3 9 8 2.3 9 10 b Bases 3/4 9 8 b 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

» Assistant Director for Operating Reactors 80/06/23 21pp 


8009020437 Application to amend Tech Specs in Licenses DPR— 32 k DPR-37 
Proposed changes will transfer independent review b audit 
responsibilities Amend fee end 

FEROUSGM. ol H Virginia Electric b Pouier Co 80/08/26 Spp 


— 9009020441 Proposed changes to Tech Specs 6 1-1 through 6 3-1 for 
admlnl s trat i ve controls of organl i ation. saf sty b operation 
review Tech Specs will transfer independent review b audit 
responsibilities 

a Virginia Electric b Power Co 60/08/28 t2pp 


8009180530 Foruards Amends 60 4. 60 te Licenses DPR-32 b DPR-37. 
respectively Notice of issuance b availability 
VARGA. 5 A Operating Reactors Branch 1 80/08/29 Gpp 


--8009180545 Amends 60 b 60 to Licenses DPR-32 b DPR-37< respective ly. 
revising Oct 1974 amends to allow possession of byproduct 
mat I 

VARGA. S A Operating Reactors Branch 1 80708/29 4pp 


— 80D9160SS2 Notice of issuance b availability of Amends 60 b 60 to 
Licenses DPR-32 b DPR-37. respec t ively 

NFICHBORS. J 0 Operating Reactors Branch 1 80/08/29 2pp 


8009290461 Foruards Amend 61 b 61 to Licenses OPR-32 & DPR-37. 
respectively, b notice of issuance b availability 
VAROA. 3 A Operating Reactors Branch 1 80/09/05 2pp 


— 8009290464 Amends 61 b 6i to Licenses DPH-32 b DPR-37. respective ly. t 
require Implementation of safeguards contingency plan uithin 
30 days of Commission approval 

VAROA. S A Operating Reactors Branch 1 80/09/05 4pp 


— 8009290468 Notice of issuance b availability of Amends 61 b 61 to 
Licenses DPR-32 b DPR-37. respectively 

VAR0A.6 A Operating Reactors Branch I 80/09/05 2pp 


8009160251 Foruards addl info re annual U feed requirements for range 
of discharge burnups to support proposed Tech Specs Change 
85 to Licenses DPR-32 & DPR-37 Feed k SUU requirements shown 
In encl table considered conservative 

SYLVIA. D R Virginia Electric b Power Co B0/09/1S 2pp 


8009170321 Foruards "Reactor Containment Bldg Integrated Leak Rate 
Test. Types A. 9 b C. Survei 1 lance Test " 

9VLVIA.D B Virginia Electric b Power Co 80/09/16 Ip 


— 8009170323 "Reactor Containment Bldg Integrated Leak Rate Test. Types 
A. 0 t C. Burve i 1 lance Test " 

* Virginia Electric b Power Co 80/05/31 4Bpp 


8009190523 Submits info re maintaining min of 23 ft of water over 
reactor vessel flange during fuel movement. in response to 
NRC 80081S Itr Changes to Tech Specs to Include RHR sys 
requirements identified In NRC 800611 Itr being reviewed 
SYLVIA. B R Virginia Electric b Power Co 80/09/16 2pp 


8009220134 Forwards comments on NURE0~0696 in response to NRC QOOBOl 
request Imp lamenta t ion of requirements according to tine 
schedule not considered feasible Requests meeting to discuss 
preliminary plan re effective emergency response facilities 
FEROOBON.J H Virginia Electric b Power Co 80/09/10 i6pp 


8009260278 Submits sddl info re proposed Tech Spec Change Request 63 
iftll will provide general evaluation of reactor operation to 
extended fuel burnups possible w/hlgher fuel enrichment by 
BkOlOl 

3VLV1A. fl R Virginia Electric fc Power Co 80/09/23 Ip 



DOCKETED ITEMS 


S3 


Q Iniptction report*! IE Bulletins ti correspondence 


E!009-10005t Foruards IE Bulletin 90-lB. "Kalnt of Adequate Mtn Floui 
Through Centrifugal Charging Pumps Foltouing Secondarg Side 
High Energy Line fioptore " Written response required 
O'REILL/i^I P Region 2> Atlanta< Office of the Director B0/07/2A 

«P 


6009050096 Submits final response to IE Bulletin 7?»02i '^Pipe Support 
Base Plate Designs Using Concrete Erpansion Anchors “ All 
anchor bolt design loads meet safety factors Base plates b 
bolts ttfhlch do not meet criteria modified 

SPENCERtW C Virginia Electric b Pouter Co 00/08/04 9pp 


0009180148 Foruiards IE Insp Repts 50-380/00-26 b 90-281/80-29 on 
600709-10 No noncomp 1 iance noted 

NURPHYfC E. Region 2i Atlantai Reactor Construction U Engineering 
Support Branch 00/08/09 2pp 


— 8009180162 IE Insp Repts 50-280/80-26 b 50-281/80-29 on 800709-10 
No nencomp llanc* noted Kajor areas inspected IE Bulletins 
79-02 b 79-14 b licensee actions on previous insp findings 
COHPTOWi R H Region 2< Atlantar Office of the Director 
HERDTiA R Region 2t Atlanta- Reactor Construction b Engineering 
Support Branch B0/C8/04 4pp 


B009020209 Forwards IE Insp Repts 50-280/00-23 b 50-281/00-26 on 
800609-0703 b notice of violation 

LEUtSfR C Region 2i Atlanta- Reactor Operations Nuclear Support 
Branch 60/06/08 2pp 


— 6009020216 Notice of violation from insp on 000609-0703 

« Region 2- Atlanta- Office of the Director 80/OB/00 Ip 


— €009020220 IE Insp Repts 90-280/80-23 b 30-281/80-26 on 800609-0703 
Monconip I iance noted failure to follotu plant malnt b mod 
procedures 

BURKE. D J Region 2. Atlanta. Office of the Director 

KELLOOOt P J Region 2. Atlanta- Reactor Operations Nuclear Support 

Branch 80/00 /OB 7pp 


6009020242 Submits response to IE Bulletin 79-03A For North Anna- no 
SA— 312 or A-312< Type 300 series fusion welded pipe in use 
at greater than 85X design stress For Surry, eight fittings 
determined In eicess of B9X design stress 

Si/LVIA.B R Virginia Electric b Power Co 80/08/08 2pp 


6009030141 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Hcrcury-Netted Hatrii Relays in Reactor Protective 9ya of 
Operatlnjf Nuclear Power Plants Designed by C-E " Written 
rasponsc required 

O'REILLY. V P Region 2. Atlanta. Office of the Director B0/08/1S 

Ip 


S009050422 Aek receipt of 800301 Itr Informing MRC of steps taken to 
correct violations noted in IE Insp Repts S0-2BO/8O-1O b 
30-381/00- it 

O'REILLV.V P Region 2, Atlanta. Office of the Director BO/03/22 

Ip 


— 8009090431 Forwards IE Insp Repts 50-280/80-10 b 90-281/80-11 on 
600503-09.12-16 b 20-23 b notice of violation 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
80/07/03 2pp 


— 0009050436 Notice of violation Prom insp on B00505-09, 12-16 b 20-23 
a Region 2, Atlanta, Office of the Director 80/07/03 9pp 


— 0009050441 IE Insp Repts 50-280/00-10 b 5O-?01/0O-U on 800505-09. 
12-16 & 20-23 Noncompliance noted failure to follow Tech 
Spec procedures, perform corrective ac t ions, control vendor 
manuals b perform b document safety evaluation 

UPRIOHTiC N Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch flUHLMAN.W A . BELISLE.O A Region 2, Atlanta, Office of 
the Director 80/07/03 32pp 


8009160172 Forwards IE Circular BO-18. ''lOCFRDO 59 Safety Evaluations 
Per Changes te Radsiaste Treatment 8ys. " No written response 
required 

O 'REILLY, J.P Region 2, Atlanta. OPfice of the Director 00/08/22 

tp 


6009160473 Ack receipt oP 600804 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Repts 30-280/80-21 b 
50-28 i/80'-22 

STOHftjJ P- ftegion 2, Atlanta, Fuel Facility b Materials Safety 
E ranch ao/'OS/22. ip. 


—8039160407 Forwards IE Insp Repts 50-2B0/S0-2I t 50-2B1/80-22 on 
0OO6O3-O6 b notice of violation 

STOHR, J P Region 2, Atlanta. Fuel Facility i Materials Safety 
Branch BO/07/07 2pp 


— 0009160490 Notice of violation from insp on 900^08’,06 

8T0HR. J P Region 2. Atlanta, Fuel Facility 6 liaterlals Safety 
Branch 00/07/07 Ip 


— S009160497 IE Insp Repts 30-200/00-21 t 50-281/00-22 on B00603-06 
Noncomp 1 1 anc e noted failure to have written procedures for 
preparation of efficiency calibr stds for OE detectors 
TROUP, C L Region 2- Atlanta. Fuel Facility U Materials Safety 
Branch KONTOOKERY. D H Region 2. Atlanta. Office of the 
Director 80/07/07 9pp 


8009120031 Responds to IE Bulletin 80-19 Surry Units 1 b 2 do not use 
mercury-wetted relays in reactor protection sys No response 
for North Anna Units 1 b 2 

SYLVIA. 0 R Virginia Electric b Power Co 80/03/27 2pp 


6009120314 Forwards IE Info Notice 80-31, "Kaloperation of Oould-Brown 
Soverl 480 Volt Type K-600S b K-DON 6003 Circuit Breakors ” 

No written response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director BO/09/27 
IP 


8009090328 Forwards response to NRC B0OSO8 Itr re violation noted in 
IE Insp Repts 50-200/60-23 b 50-281/80-26 Corrective action 
cleared trays & installed cable tray covers reqoired by 
electrical maint procedures 

SYLVIA, D R Virginia Electric b Power Co 90/07/09 2pp 


8009240399 Forwards response to IE Dulletin 00—15 re possible loss of 
emergency notification sys w/loss of offsite power Design 
change initiated to change power supply to vital bus 
Administrative Procedure 29 6 revised Affidavit end 
SYLVIA.D R Virginia Electric b Power Co 80/09/03 3pp 


8009240652 Ack receipt of 800821 itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-281/80-24 
LEWtS.R C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 80/09/08 Ip 


— 8009240661 Responds to NRC 800723 Itr re violations noted in IE Insp 
Rept 50-281/80-24 Corrective actions startup time for 
auiltiary steam generator feed pumps brought into compliance 
u/acceptance criteria 

SYLVIA, a R Virginia Electric b Power Co 80/08/21 3pp 

— 8009240669 Forwards IE Insp Rept 30-281/80-24 on B00623~27 b notice of 
violation 

lewis. R C Region 2, Atlanta. Office of the Director 00/07/25 
2pp 


— 8009240675 Notice of violation from insp on 800623-27 

« Region 2. Atlanta, Office of the Director 80/07/25 ip 


— 8009240684 IE Insp Rept 50-281/80-24 on 000623-27 Noncomp 1 iance noted 
failure to adequately review test results 

HELLOOO.P J . 9AUER,R C Region 2, Atlanta, Office of the 
Director 00/07/25 6pp 


0009240693 Ack receipt of 800811 Itr informing NRC of stops taken to 
correct violations noted in IE insp Repts 9O-2BO/0O-2O t 
30-281/00-21 

LEWIS, R C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 80/09/08 Ip 


— 8009240701 Responds to NRC 800715 Itr re violation noted in IE Insp 
Repts 30-280/00-20 t 50-281/00-21 Corrective actions trash 
removed from containment recirculation sump screens b 
proposed Tech Spec change submitted to NRC 
SYLVIA. B R Virginia Electric b Power Co BO/08/il 3pp 


— 8007240706 Foriaards IE Insp Repts 50-260/80-20 b 50-281/80-21 on 
800505-0606 b notice of violation 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/07/15 2pp 


— 8009240709 Notice of violation from insp on 800505-0606 

a Region 2, Atlanta, Office of the Director 00/07/15 2pp 


"8009240713 IE Insp Repts 50-200/80-20 b 50-281/80-21 on 800505-0606 
Noncompliance noted failure to follow operating procedures 
to maintain recirculating sump screens, b inadequate 
implementation of design control measures for mods 
KELLOOS, P J , BURKE. D J Region 2, Atlanta. Office of the 
Director 80/07/19 6pp 
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eOO'JSSOSST Foruarijj IE I nip Repts 5i)-£SO/eo-33 h 50-231/00-36 on 
B0C820-22 Ha no n c oip 1 lanc s notEd Insp iu/r-arv only end 
(ref IOCFR3 7?0) 

i‘E/«f<A.W3 Bepion 2, Atlanta, Safeguardi Brandv 60/09/09 2pp 


— 8007a40'l70 LER aO-01//03L-0 on 600020 . dur £ ng Unit ^ startup at lOX 
pouer. control room survot 1 lance revealed J®''® 
main iteam flow transmitter Caused bg partially closed 
equalidna value Bistables tripped 8 . 


'-B00?25u3‘>0 IE Imp Hepts SO-2S0/80-53 «• 50-281/00-36 on 000820-22 
No nonconp I larce noted Major areaj inspected access control, 
lighting t pouer supply Details oithheld (ref 10CFR2 7901 
raaR£. D E Region 2, Atlanta, Orfice of the Oirector 
NC&'JIfic, D R Region 2, Atlanta, Safeguards Branch 90/09/00 Ip 


—0009240471 LER e0-019/03L-0 on 000822 . d ur i tig operation trip valve 
SS-2068 mould not stay closed mhen actuated from control 
room Caused by mlsadjusted limit smitch Valve isolated & 
position limit smltch readjusted 








0OC92iO5)7 Forwards lE Circular 80-21. "Regua I t i on of Refueling Crews " 
fco written response required 

O SEILLf. J P Region 2 Atlanta, Otnce of the Director 00/09/10 
5pp 


8009300116 forwards response to IE Bulletin 80-20 Wes t mgho use Type H-2 
Control suited d p p 1 1 c 1 1 ont found fuitches have b«en 

te^taij satisrac tor Ug 

SYLVIA. 9 9 Virginia Electric ^ Poi^er Co 30/09/35 3pp 


— 0009240473 LER BO-020/03L-0 on 000022 after boric acid batch inj. cliemls* 
r^port^rf c Ofic en tra 1 1 on abovd Tech Spec r o i ^ em^n ts CaK*Oo 
bg transfer of batch tank to inservice bast Mani/al «hut<Jowit 
initiated 4- boric acid diluted to Tech Spec limits 
IJlUSOll. J L Virginia Electric ?t Power Co B0/D9/1V 2pp 


0009300498 Forwards LEfis 0O'O22/O3L-O t 80-021/03L-0 

UlLSOIJ. JL Virginia Electric 4 Power Co 00/09/25 ip 


ft Periodic operating reports 4 related correspondence 


8009190437 Forwards monthlij operating repts tor Aug 19B0 
SVLVIA 3 R Virginia Electric !< Power Co 00/09/15 Ip 


— 8009190444 Monthly operating repts for Aug 1980 

UlLEDtl, J , DOflM, S D Virginia Electric t- Power Co 00/09/00 
48pp 


S Reportable occurrences. LERs 4 related correspondence 


— 0009300504 LER 0O-O92/O3L-O on 000026, w/uni t operating at steady state. 
Channel III flow computer, for steam generator steam flow 
FC 2474. failed Caused by loose printed circuit board & cold 
solder joint on filter cap ac I tor. Board ti Capacitor rapalred 
WILSON. J L Virginia Electric h Power Co 00/09/25 2pp 


— 8009300508 LER BO-021/03L-0 on 800026. wh 1 1 e attempting to pressurUe 
Accumulator B using normal nitrogen supp 1 y> pressure fell 
belou allowable limits Caused by leak tt low pressure In 
nitrogen fill header Added pressure to sys 4. repaired leak 
WlLSOfl, J L Virginia Electric I, Power Co 00/09/25 app 


800902003B Forwards updated LER 79-00B/O3X-1 

WILSCfl.J L Virginia Electric V Power Co 00/03/25 ip 


--8009020070 Updated LER 79-00B/O3X-I on 790207. dur i ng surveillance 
check. found deterioration of piping on low portion of 
rec tre.j) at ion spray subsystems Caused by chloride stress 
corrosion Piping replaced u/nonsensi t t led piping 
UILSOIJ.J L Virginia Electric t Power Co 80/08/25 3pp 


0009030351 Forwards LER BO-Oll/OlT-0 

UlLSDIl. J L Virginia Electric t Power Co 80/09/02 Ip 


—8009000366 LER 0O-O11/OIT— 0 on 800819. at 127. power, steam flow 
transmitters lFI-474, 475, 484, 485. 494 4 4951 isolated 
contrary to Tech Spec-3 7 B Caused by transmitters being 
Isolated following containment integrated leak rate test 
UIL0ON. J L Virginia Electric 6 Power Co 00/09/02 2pp 


0009220248 Forwards LERs Q0-012/03L . B0-013/03L- 0 4 aO-015/03L-0 
WILSON. JL Virginia Electric t Power Co 80/09/12 Ip 


DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, emergency 4 fire protoction plans 


0009240239 Forwards Health Physics Appraisal Repts 50-203/80-00 «* 
50-306/80-09 on 900505-1 5, no 1 1 c e of violation 4 significant 
appraisal findings 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/00/13 
4pp 


--8009240246 Notice of violation from health physics appraisal on 
800505-15 

a Region 3, Chicago, Office of the Director 80/00/11 Ip 


“0009240255 Health Physics Appraisal Repts 50-203/00-08 «( 50-306/00-09 
on 600505-15 None omp 1 i anc e noted inadequate radiation survey 
Instrument use in high radiation area 4 inadequate offshift 
chemistry 4 radiation protection coverage 

FISHER, D L Region 3. Chicago. Fuel Facility & Materials Bafeiy 
Branch ORECEfi.L R , JANUS K A, A 0, Region 3. Chicago, Office of 
the Director 60/08/11 30pp 


•8009220309 LER 80-OI12/O3L-O on 90081 5. revi ew of Unit 2 pipe support 
shoued that seismic support for charging pump 2-CH-P-lB had 
not been installed Caused by adm i n i s tra ti ve error Support 
iiNstalled 

HIL50H.J L Virginia Electric & Pouer Co 60/09/12 2pp 


8006200282 Forwards final draft of upgraded emergency p Ian. cons i s t i ntg 
of corporate nuclear 4 plant emergency plans Delay In 
submittal due to incorporation of ndu 10CFR50 rules 
MAYER, L 0 Northern States Power Co 00/00/15 Ip 


--0OO922O393 LER 80-013/03L-0 on 80DS1 5. during startup t e s 1 1 ng . bar i c acid 
concentration of 13 8 '/L luas reported in 1-CH-TK-lC 4 2-BI-TK- 
2 Caused by pumping boric acid from boron evaporatoir bottoms 
tank to boric acid storage tank u/o sanpliijg 
WlLSOtl.J L Virginia Electric & Power Co 80/09/I2 2pp 


— 600-9220402 LER 80-0 1 5/03 L-0 on 800816. after p r essur i ration of 
accumulator tanks, level indicator for ' B" SI accumulator 
indicated 617, level, above Tech Spec mar of 50 3'/. Caused by 
condensation 4 high pressure In nitrogen feed line 
WILSON. J U Virginia Electric 4 Power Co 60/09/12 2pp 


8009190553 Forwards LERs 80-0S5/03L-O 4 e0-014/05L-0 
UILSDlf. J L Virginia Electric 4 Power Co 80/09/15 


--0009190566 LER BO-014/03L-0 on B008I6. w/reac tor cr i t ica 1 . d i s c overed 
level in refueling water storage tank 4 CAT below min set by 
T^eeh Specs Caused by eiceisivs makeup to B Sr accumulator 
w/o refilling 

MIL50N. J L Virginia Electric 4 Power Co 90/09/15 2pp 


Forwards LERe 80-01 7/03L-0, 80-019/03L-O 4 e0-O20/03L-0 
HILSDN. J L Virginia Electric 4 Power Co 60/09/19 Ip 


--8009200264 Final draft of upgraded emergency p Ian, cons i s ting of 
corporate nuclear 4 plant eieei gency plans 
* Northern States Power Co 80/08/15 225pp 


6009230305 Requests that all personnel be reminded of purpose of 
e-iTtergency notification sys 4 health physics network 8 ys 
installed for govt use during emergency 

KEPPLER, J G Region 3, Chicago. Office of the Director 00/00/22 
3pp 


0009020072 Forwards “Evacuation Time Estimates From Areas Near Prairie 
Island Nuclear Oenerating Plant," Revision 1 
MAYER, L a Northern States Power Co 00/08/25 Ip 


8009020076 "Evacuation Time Estimates From Areas Near Prairie Island 
Nuclear Generating Plant," Revision 1 
* Northern States Power Co 00/09/31, I0pp 


6009100930 Transmits emergency planning info te be made available to- 
public at LPDR in Minnaapol is. MN M/o end 
BOUDER, J L Public Document Branch 80/09/04 Ip 


8009260016 Transmits emergency planning info to be made available to 
public at LPDR in Minneapolis, MN W/o end 

SOUDER, J U Division of Rules and Records 80/09/11 Ip 
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<3 Ad jucKcdtfi'ry correspondence 


800703072& Kotion to hold proceedings In obegance until 800933. lehen 
KH Pollution Control Agencg <i)ilt act on settlement 
Sett lement. I P adopted, uould result in uithdraual of hearing 
request 

SENECHAUH S . OLSON, J F . SPANNAUS. U Minnesota. State of 
30/«afS8 3pp 


— 8409030728 Affidavit stating that proposed settlement uill be placed on 
nei't KN Pollution Control Agencg monthlg meeting agenda or 
considered at special meeting for affirmative majoritg vote 
of board members 

BR lENHUftST, L J lilnnesota. State of 60/00/28 2pp 


8009190295 Foruards order requiring info supporting environ 
qualification of saf etyrelated electrical equipment 
Requests submittal of info bg 801101 

CLARKiR A Operating Reactors Branch 3 80/00/29 2pp 


— B009I9030A Order for mod of Licenses DPB-42 8. DPfl-AO to add info luhich 
fullg responds to NRC request for info re environ 
qualification of safety-related electrical equipment Info 
should be submitted by 801101 

EI6ENKUT, & 0 Division of Licensing BO/OB/2? App 


6009100429 Response In opposition to State of HN B00B28 motion to hold 
spent fuel pool mod proceeding in abeyance pending KN 
Pollution Control Agency Board 800923 meeting Accepting 
settlement during meeting very remote W/Certlf icate of Sve 
S1L8ER9,J E . BERNSTEIN. 0 L Northern States Pouer Co SILBERO, J E 
Shaid, Pittman. Potts Troiebrtdge 80/09/04 7pp 


8009110023 Response in support of State of MN motion to defer ASLB 
action until 800923 Settlement. if accepted during MN 
Pollution Control Agency 800923 meeting, uould obviate 
proceeding Certificate of Sve end 
EARTH.C A Hearing Branch 3 80/09/08 2pp 


8009230i&2S Memorandum ti order granting MN Pollution Control Agency 
B00326 notion in lehich deferral of action was requested 
pending Agency Board B0D923 meeting Petitioner shall file 
reply to util objections by 801001 if settlement rejected 
LAZO.R H Atomic Safety and Licensing Board Panel 80/09/18 3pp 


®0<59300039 Joint notipn to terminate proceeding re BL amend application 
for spent fuel pool storage eipanslon Agreement 
incsrpoTS t Ing certain language in OL amend has been reached 
belueen parties Contentions withdrawn 

SILBERO.O E Northern States Power Co OLSON. J F Minnesota. State 
of BARTH. C Hearing Branch 3 80/09/23 3pp 


8009170082 Forwards Amends 42 & 36 to Licenses DPR-48 t DPR-AO- 
r espec 1 1 /e I y • El A b notice of issuance & availability 
CLARK. R A Operating Reactors Branch 3 80/00/27 3pp 


— 8009170089 Amends 42 b 36 to Licenses DPR-42 6 DPR-60. respec 1 1 vely. 
changing Tech Specs. App Q. to pernit addition of chlorination 
program for circulating water sys in order to destroy 
parasitic amoeba in sys 

CLARK, R A Operating Reactors Branch 3 90/08/27 6pp 


— 6009170089 CIA supporting Amends 42 ■1' 36 to Licenses DPR-42 b DPH-60, 
respective ly 

* Office of Nuclear fleacter Regulation. Director BO/OB/27 4pp 


— 6009170092 Notice of issuance b availability of Amends 42 b 36 to 
Licenses DPR-42 i DPR-60. re spec t ive ty 
a Operating Reactors Branch 3 00/06/27 Ip 


9009290421 Advises that 791109 response acceptable re ECCB evaluation 
models dealing w/fuel cladding swelling b Incidence of 
rupture No further action necessary 

CLARK, R A Operating Reactors Branch 3 80/09/10 2pp 


8007170341 Submits further response to NRC S0080S Inquiries re proposed 
fuel sorveillance program for refueling outage Fabrication 
methods used for gadol inia-bearlng rods were typical of 
production-type fuel 

MAYER. L 0 Northern States Power Co 80/09/12 3pp 


8009190401 Notifies of delay until 801114 for submittal of proposed 
Tech Specs for Lessons Learned Category A requirements, 
requested by NRC 000702 Itr 

MAYER, L 0 Northern States Power Co 80/09/12 2pp 


8009300334 Forwards JC Lehr 600826 memo documenting El A re 800826 
issuance of Amends 42 b 36 to Licenses OPB-42 b DPH-60, 
respec t ive ly 

MARTIN, R Operating Reactors Branch 3 80/09/12 Ip 


— 8009300340 Forwards compilation of telcons re 800B21 license amend 
request Correspondence w/MN Pollution Control Agency b MM 
Dept of Matl Resources end 

LEHR, J C Assistant Director for Environmental Technology 
80/03/26 7pp 


8D092S0244 Submits supplemental info to 800506 request for amend to 
Licenses DPR-42 b DPR-60 re 81 actuation 4- pouer 
distribution limits Lists detailed responses to NRC 
questions 

MAVfcR, U 0 Northern States Power Co 30/09/19 3pp 


P. Operating license stage documents b correspondence 


0 Inspection reports, IE Bulletins 1 correspondence 


9009020397 Submits interim criteria for shift staffing to all OL b CP 
ticensees b appl Icants, per NRC 800507 Itr Discusses 
administrative provisions for emergency & overtime work 
Development U Implementation to be reviewed within 70 days 
CTBENHUT.D O Division of Licensing 80/07/31 7pp 


9009080080 Forwards draft NUREO-0696. “Functional Criteria for 
Emergency Response Facilities “ Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
»f NUREO-0696 end W/o NUREO 

EfSEftHOr. 0 0 Division of Licensing 80/08/01 li9pp 


6009230092 Informs that exemption from fee re licensing action 
associated w/TMI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
ElSEHHUTiD. O Division of Licensing 80/08/07 60pp 


8009110620 Forwards IE Insp Rapt 50-282/80-11 on 800710 No 
noncomp I lance noted 

FIORELLI.O Region 3, Chicago. Reactor Construction b Engineering 
Support Branch 00/07/22 2pp 


—8009110627 TE Insp Rep t 50-282/80-11 on 800710 No noncompliance noted 
Major areas inspected QA/QC program implementing procedures, 
work activities 4c records re steam generator tube 
nondestructive eiamlnations 

DANIELSON. 0 H Region 3. Chicago. Reactor Construction b 
Engineering Support Branch HARD. K D Region 3, Chicago. Office 
of the Director 80/07/21 4pp 


8009130076 Advises that response to Item 6 of IE Bulletin 79-17. 
Revision I, was satisFactority completed on Unit 1 in vlul 
1980 Ho corrective actions necessary 

GILBERTS. D E Northern States Power Co 80/08/14 Ip 


0009190794 Forwards revised Mostinghouse STS 3 9 B 2, 3 9 tO b Bases 
3/4 9. 0 b 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Written response required 
ffOVAK. T M Assistant Director for Operating Reactors 80/08/lS 
Ip 


— 0009190817 Revised Westinghouse STS 3 9 8 2, 3 9 10 b Bases 3/4 9 B b 
3/4 9.10 requiring 23 ft of water over top of reactor 
prescure vcseol flange during movement of fuel assemblies or 
control rods 

Assistant Director for Operating Reactors 80/06/23 21pp 


6009190745 Discusses review of util 800611 response to NRC 800507 Itr 
irftnlifylng five new TMI-2 requirements Review based on HR 
Denton 800329 Hr re qualifications of reactor operators 
Iteai (1) A la does not satisfy criteria 
CDd,LIMS.P F. Operator Licensing Branch 80/08/25 2pp 


8009150218 Responds to IE Bulletin 80-19 re failure of mercury-wetted 
matrix relays No relays of type described are used in 
reactor protection sys at facility 

OILBERT6. D E Northern States Power Co 00/09/14 Ip 


8009260263 Forwards IE Insp flepts 50-282/80-13 b 50-306/00-13 on 
800601-0731 No noncompliance noted 

HEISHMANi R F Region 3, Chicago. Reactor Construction i Engineering 
Support Branch SO/08/14 2pp 


—8009260271 IE Insp Repts 50-282/80-13 b 50-306/00-13 on 800601-0731 
No noncomp 1 1 ance noted Major areas Inspocted operation, 
na tnt. Burve i 1 lane e. secur 1 ty 1 radiation protection 
FEIERABENDrC D , BUR0E83. B L . LITTLE. M 8 Region 3. Chicago. 
Office of the Director 80/08/11 8pp 
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eOO^OSOaiO Forwards Rerision I to I£ Hulletin BO-l?/. "FailuTPj of 
Kercur'j-l/^tted Matrii Relays in Reactor Protective of 

Operating Nuclear Power Plants Designed bg C-E " IJritten 
response rei^uired 

KEPPLERiJ 0 Region 3. Chicago. Office of the Director aO/Oa/15 
If 


— 8009230741 LER BO-029/01T-0 on 800904. during refueling shutdown, 
ultrasbnic eiain of steam generator support bolts revealed 
crack Indications Unit 2 also Inspected Caused bg environ 
assisted cracking All Unit 1 bolts will be replaced 
e Northern States Power Co 80/09/10 ip 


G009110SJ9 Responds to IE Bulletin 80-18. Possible Disconnect Mode 4 
Aotanatlon Indus tries. Inc Model 200-009 Sealed Source b 
Pigtail Assenblg " High injection pumps assured nln cooling 
OH-BERTS, » E Morthern States Power Co 00/OB/lS Ip 


9009090019 Submits add I response to IE Bulletin 30-08. "Ecam of 
Containment Liner Penetration Welds " Facility does have 
containment penetration connections of tgpe described 
Facilitg <->as built to ANSI 081 1. I9ii7 Sumrarg rept encl 
OILBERT6 .de Northern States Power Co 60/08/21 Ifpp 


8009230743 Forwards LER ao-023/03L-0 

MATER.L O Northern States Power Co 80/09/19 IP 


— 8009230750 LER aO-023/03L-0 on 800820. dur i ng review of surveillance 
program annual testiSPUaS for control room special 
ventilation flow verification found omitted for 197B-190O 
Caused bg personnel error Personnel will review rept 
HUNSTAD.A A Northern States Power Co 00/09/19 Ip 


8009300551 Forwards updated LER 80-025/OlT-l 

MAYER. L 0 Northern States Power Co 80/09/25 Ip 


0009170433 Forwards IE Circular 00-10. "10CFR50 59 Safetg Evaluations 
for Changes to Radwaste Treatment 5g s " No written response 
required 

KEPPLER.U O Region 3. Chicago. Of rice of the Director 80/00/22 

Ip 


0009170405 Responds to IE Bulletin 00-15 re passible loss of emergeneg 
notification sgs w/less of offsite power New sgs will be 
installed in Oct 1930 Test will be conducted upon 
completion of power supplg sgs Notification made o.n 800b2S 
GILBERTS. D E Northern States Power Co 00/08/20 2pp 


60092300h6 Forwards IE Info Notice 80-31. "Malopera t i on of Oould-firoun 
Boveri 480 Volt Tgpe K-6005 S. K-DON &009 Circuit Breakers " 

No written response required 

HEPPLERi J O Region 3. Chicago. Office of the Director 80/00/28 

Ip 


— 8009300558 Updated LER 60-025/OIT-1 on 800904. ul trasonlc eiaminatlon of 
steam generator support bolts revealed that most hod crack 
Indications Prel iminarg cause suggests environmental Ig 
assisted cracking 

HUNSTAD.A A Northern States Power Co 80/09/25 Ip 


8009300573 Environ Event Rept 80-03 on. 000020. during special 
chlorination program, certain levels of chlorine found 
outside circulating water sgs that exceeded concentration 
limits in Tech Specs 2 4 1 

HARD.P C Northern States Power Co 80/09/28 4pp 


DOCKET 50-285 FORT CALHOUN 8TATIQN. UNIT I 


F Security, medical, emergency i. fire protection plans 


000910050D Forwards Revision 5 to "ASME Code Section XI Inservlce Imp 
t- Testing Program *. Info Required for NflC Review of Requests 
for Relief from ASME Code Section XI Requirements " 

HAVER. LO Northern States Power Co BO/09/03 2pp 


8009040076 Informs of need for revisions t addl infq re 000017 training 
I. qu a 1 i f ica 1 1 on plan Encl withheld iref 10CFR2 790) 

NOVAK. T M Assistant Director for Operating Reactors 80/03/11 

2pp. 


— 800910050S Revision 5 to "ASME Code Section XI Inservlce Insp & Testing 
Program Info Required for NRC Review of Requests for 
Relief from ASME Code Section XI Requirements “ 
e Northern States Power Co 80/09/03 lOpp 


8009240112 Forwards IE Circular 00-21. "Regulation of Refueling Crews " 
No written response required 

HEPPLER.J Q Region 3. Chicago. Office of the Director 00/09/10 

Ip 


R Periodic operating reports 1. related correspondence 


8009090297 Forwards “Effluent t Haste Disposal Semiannual Rept for Jan- 
Uune 19B0 “ , 

MAYER. L D Northern States Power Co 00/08/20 Ip 


— 8009090302 "Ef fluent & Haste Disposal Semiannual Rept for Jan-June 
1900 “ 

4 Northern States Power Co 6D/08/2B 9pp 


8009160279 Forwards monthly operating repts for Aug I960 
MAYER. L O Northern States Power Co BO/09/08 Ip 


“8009160202 Monthly operating repts for Aug 1980 

HUNSTAD.A A Northern States Power Co 00/09/01 0pp 


8 Reportable occurrences. LERs 6 related correspondence 


8009090356 Forwards LER BO-084/03L-0 

MAVtR. L 0 Northern States Power Co 00/09/05 Ip 


— 6OO9O9O3E0 LER BO-024/03L-0 on 000829. fat 1 ure to perform Inservlce insp 
of safety norile to shell weld of both reactor vessels was 
noted Cause due to equipment unavailability Rescheduling 
requested for 1903 b 1964 outages 

KRUMPQS. P J Northern States Power Co 80/09/05 Ip 


8009180422 RO BO-25 on 800904. w/un 1 1 In refueling shut down. u 1 trasonlc 
araminatlon of steam generator support bolts revealed most 
bolts had crack indications Several bolts failed when 
detensloning was attempted Cause no-t determined 
TIERNEY.F P Northern States Power Co 00/09/05 app 


0009230730 Forwards LER OO-OaS/OIT-O 

MAVER, L □ Northern States Power Co BO/09/iB Ip 


9009020149 Invites participation in 800022 workshop in Atlanta. OA to 
solicit comment re proposed functional criteria for 
emergency response facilities in NUREO-0696 Discussion to 
Include location. s 1 t e b staffing of emergency ctrs 
0EVr-RIT.K V Region 4. Dallas. Office of the Director 00/00/12 
Ip 


B009120I07 Confirms telcon re vital area analysis team b dispoiltlon of 
info In plant drawings Encl Identifying info for team 
members withheld per Privacy Act Plant drawings will be 
withheld (ref I0CFR2 790) 

CLARK. R A Operating Reactors Branch 3 80/08/lS 2pp 


6009090564 Forwards input on fire protection review. Items 3 1 15/3 2 4. 
3 1 16.3 1 20 3 2 2 re cable s e par a 1 1 on. f 1 re water supply, 

protection for stairways b open hatch b testing fire 
detec tors 

HALL. R E Brookhaven National Laboratory. 00/08/29 3pp 


O Adjudicatory correspondence 


8009190336 Forwards order requiring info supporting environ 
qual 1 f leatlon of safety-related electrical equipment 
Requests submittal of Info by 001101 

CLARK. R A Operating Reactors Branch 3 00/08/29 2pp 


— B009190343 Order for mod of License DPR-40 to add info which fully 
responds to NRC request for info re environ qualification 
of safety-rela t ed electrical equipment Info should be 
submitted by BOltOl 

EISENHUr.D 0 Division of Licensing 00/08/29 6pp 


O Advisory Committee on Reactor Safeguards reports b correspondence 


6009030347 Forwards ACR6 800811 memo advising that ACR6 does not object 
to NRC licensing facility to operate at power levels up to 
1.500 MWt NRC is preparing related license amend 
HAONER.R C Operating Reactors Branch 3 00/08/13 2pp 


P Operating license stage documents b correspondence 


8009020297 Submits Interim criteria for shift staffing to all OL U CP 
licensees t ap p 1 Icants. per NRC 000507 Itr Discusses 
administrative provisions for emergency b overtime work 
Development b Implementation to be reviewed within 90 days 
EISENhOTi 0 0 Division of Licensing 00/07/31 7pp 
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aOWOSOOBO Forwards draft NUREO-0696. "Functional Criteria for 
Eirergencij Response Facilities " Comments renuested within 30 
dags Proposed implementation schedule for meeting criteria 
of NUftE0-O6?6 end H/o NUREC 

EtSENHUT. 0 0 Division of Licensing 00/08/01 119pp 


8009230052 Informs that exemption from fee re licensing action 
associated w/THI-2 Lessons Learned is unjustified Previous 
d etermina t Ion should be disregarded Reg.uestsd submittal 
should include proposed class of amend 
ErSEHHUTi D 0 Division of Licensing 80/00/07 60pp 


8009190175 Forwards Amend 51 to License DPR-dOtEIA U negative 
declaration 

CLARKi R A Operating Reactors Branch 3 BO/OS/20 2pp 


-8049190179 Amend 51 to License DPR-dO» revi s ing App B Tech Specs to 
delete certain environ monitoring ti reporting requirements & 
Increasing mat I differential condenser cooling water 
discharge temp limits 

CLARKi R A Operating Reactors Branch 3 00/00/20 lOpp 


--8049190182 Safetg evaluation supporting Amend 51 to License DPR-40 
t Office of Nuclear Reactor Rogulationi Director 60/00/29 2pp 


-0009190105 Negative declaration re issuance af Amend 5i to License 
BPft-40 

CLARK. R A Operating Reactors Branch 3 00/00/20 2pp 


8009090581 Advises that Amend 51 to License DPn-40 became effective on 
8o0B2a uhen NPDE8 permit covering same subj was approved bg 
tie. Dept of Environ Control 

JONES. VI C Omaha Public Power District 90/09/02 Ip 


8009150444 Informs of evaluation of current Tech Specs compared to 5T8 
re iodine splUng i primary 1< secondary coolant activity 
level requirements in response to NRC 800722 1 tr OL amend 
ulll be forwarded by 801114 

■JONES. M C Omaha Public Power District 00/09/05 Ip 


9009290467 Advises that util response re ECC& evaluation models, 
dealing w/fuel cladding swelling t. incidence of rupture, is 
acceptable 

CLARK. R L Operating Reactors Branch 3 00/09/10 2pp 


Q Inspection reports. IE Bulletins L correspondence 


9009080106 Responds to IE Bulletin 80-12 re decay heat removal sys 
operability Facility fundamental design differences would 
prevent cimllar event at Fort Calhoun Shutdown cooling sys 
reviewed fr decay boat removal sys operability ensured 
JONES. VI C Omaha Public Power District 80/06/26 6pp 


B0091B0147 Forwards IE Bulletin 80-18. "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Written response required 
eEYFRIT.K V Region 4, Dallas, Office of the Director 00/07/24 

Ip. 


B009180105 Forwards IE Bulletin 80-20. "Failures of Wcstlnghousc Type 
H-2 Spring Return to Neutral Control Switches " Written 
rotponse required 

SSYFRIT, K V. Region 4, Dallas. Office of the Director 80/07/31 

Ip 


GOO910O154 Forwards IE Bulletin 80-19. "Failure of Mercury-Wetted 
Matrti Relays in Reactor Protective Sys of Operating Nuclear 
Power Plante Designed by C-E " Written response required 
9EVFRIT.K V Region 4, Dallas. Office of the Director 80/07/31 

Ip 


8009260283 Forwards IE Info Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No written response required 
SEYFRITiR V Region 4. Dallas, Office of the Director 00/00/07 
Ip. 


8009260S26 Forwards Revision i to IE Bulletin 80-19. "Failures of 
Mercury-Wetted Metrl* Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
reeponsa required 

SSYFRIT.K V Region 4, Dallas, Office of the Director 00/00/15, 

Ip 


8009170401 Forwards IE Circular 80-18, "10CFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
r equired 

SEYFRIT. K V Region 4, Dallas. Office of the Director 80/08/22 

Ip- 


8009120432 Forwards IE Info Notice 80-31, "Mai operation of Gould-Brown 
Hover 1 490 Volt Type K-600S S K-DON 6008 Circuit Breakers " 

No written response required 

SEVFRIT. K V Region 4< Dallas. Office of the Director 60/09/27 

Ip 


0009190577 Forwards IE Insp Rspt 50-285/60-14 on 800611-15 No 
none omp 1 lance noted Cover I tr only end (ref I0CFR2 7901 
KELLY, J A F Region 4, Dallas, Office of the Director 60/09/05 
Ip 


--8009190594 IE Insp Rept SO-205/80-14 on 00061 1-15 No noncompl lance 
noted Major areas inspected security p Ian, s ecur ity progiam 
aud I t . sBcur i t y organiiation t access control Details 
withheld (ref 10CFR2 7901 

EVANS, A ■ KELLY, J A F Region 4, Dallas, Office of the Director 
80/09/04 ip 


R Periodic operating reports b related correspondence 


B009030479 Forwards "Semiannual Rept for Tech Spec 5 9 4 5 App B, “ Jan- 
June 1930 

JONFS.W C Omaha Public Power District 60/08/29 Ip 


— 8009030486 "Semiannual Rept for Tech Spec 5 9 4 5 App B. " Jan-Junc 
1980 

STEVENS, S C Omaha Public Power District 80/08/29 190pp 


6009230349 Forwards monthly operating rept for Aug 1900 
JDNPS.W C Omaha Public Power District 80/09/00 Ip 


■8009230351 Monthly operating rept for Aug 19S0 

HICKLEiB J Omaha Public Power District 80/09/08 9pp 


8009230721 Responds to NRC 800825 Itr requesting verification of draft 
summary of radioactive effluent releases Requires 
corrections for liquid effluents of Sr-09 b Sr-90 for second 
quarter continuous b batch modes 

J0NI-8,W C Omaha Public Power District BO/09/iB tp 


8 Reportable occurrences, LERs b related correspondence 


6009090525 Forwards LER 80-017/03L-0 

STEVENS. S C Omaha Public Power District 80/08/27 tp 


•0009090536 LER B0~017/03L-0 on 000004, dur ing normal power operation, 
personnel discovered setpoint selector suitchee for RMD-61, 
particulate radiation monitor, in wrong position Caused by 
personnel error while performing test on radiation monitors 
CDRE.ri R Omaha Public Power District S0/0S/2S 4pp 


0009090305 Forwards LER S0-018/O3L-0 

8TEVEN8.8 C Omaha Public Power District 00/09/05 tp 


■0009090519 LER 80-013/03L-0 on BOOeOSp while attempting to monitor gas 
space on VCT, inadvertent release of radioactive matl bo 
auxiliary bldg environ occurred Caused by deter i orated 
surgical tubing on gas analyier Tubing replaced 
HYOE.K C Omaha Public Power District 60/09/05 4pp 


8009300532 Forwards LER 80-021/03L-0 

STEVCNS.a C Omaha Public Power District 00/09/17 tp 


—8009300339 LER BO-Oai/OOU-O on 800910, transformer T4 of DO-1 failed 
Transformer feeds diesel oil immersion heater & alarm 
relays Caused by moveable armature Ipcated on Immersion 
heater contractor Armature repaired 

MUELLER, R J Omaha Public Power District 80/09/11 4pp 


DOCKET 50-286 INDIAN POINT STATION, UNIT 3 


F, Security I medical, emergency b fire protection plans 


8009020252 Requests 30-day extension for providing comments to NRC due 
on 600905 re security guard force training at facility 
MALTESE, M J Power Authority of the State of New York 80/00/21 
Ip 


0009230105 Requests thet all personnel be reminded of purpose of 
emergency notification sys b health physics network By* 
installed for govt use during emergency 

QRIER.B V'l Region 1, Phi ledelph la. Office of the Director 
80/08/22 3pp 
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DOCKETED ITEMS 


8009090773 Approves 800915 renuest for eitenslon to torrplete 
instollAtlan of aidl pipe sprinklers in cable tonnel 

Sarety evaluation enc 1 

VASOAi S A Licensing Branch 1 30/08/S7 2pp 


— 80-0909077S Safety evaluation supporting eftension for completion of 
installation of add! dry pipe sprinklers In cable tunnel 
e Office of Nuclear Reactor Regulation) Director SO/Ofi/27 3pp 


B Ad JudicatO'ry correspondence 


0OO9l9OaS5 Forwards order requiring info supporting environ 
qualification of safety-related electrical eguipment 
Requests submittal of info 6y BOISOI 

VARGA. S A Operating Reactors Branch 1 00/00/29 3pp 


--B009190260 Order for mod of License DPR-A4 to add Info which fully 
responds to KflC request for info re environ qual i f Icat i on 
of s a f ety-'r el a ted electrical equipment Info should be 
submitted by 801101 

EISENHUr. D G Division of Licensing 80/03/29 6pp 


0009180394 Order granting e» tens ion until 90092i for Commission to 
irevlati) ALAB-436 relevant portions of ALAB-5bl 

CKlLKrS J Office of the Secretary of the Commission BO/09/10 
JP 


0OO93GO32O Order granting eetension until 801024 for Commission to 
review ALAB-A3A 4. ALAB-561 

CHILK. S J Office of the Secretary of the Commission 80/09/26 
39p 


H General correspondence 


80091804<I8 Responds to 600319 Itr requesting public debate re issues 
appropriate to evacuation of large population ctrs near 
plants 

OENIQHi H fi Office of Nuclear Reactor Regulation. Director 
ao/04/21 Opp 


— 8009180463 Requests public debate re issues appropriate to evacuation 
of large population ctrs near plants Eipresses confidence in 
attempts by Commissioners to represent public concerns 
EMORV.R Af fi 1 iatlon Unknown 80/03/19 tp 


60091IG518 Forwards response to 800728 Itr requesting assistance in 
aniieenng constituent questions re nuclear pouer h effects 
of radiation 

DIRCKSi U J Office of the Eiecuilve Director for Operations 
80/03/28 4pp 


I Financial information 


6009120396 Forwards estimated cash flow 4 audited financial statements 
for 1979 

BERRY. G T Power Authority of the State of Meu York 80/09/03 

lapp 


P Operating license stage documents 6 correspondence 


0009300169 "Hept of Zioh/lndian Point Study Vol 2." informal rept 
8TEVENSQIJ. ff 0 Los Alamos Scientific Laboratory FIN A~701S 
NUREC/Ca-Hll V2 60/04/30 l6Spp Available at NTIS 


8009050343 Discusses void formation in vessel head during 800611 
natural circulation coo.ldoun event Requests opinion re 
potential for voiding phenomenon in BW designed KSSS 
CHECK. P S Assistant Director for Plant Systems 80/07/28 2pp 


8009030297 Submits Interim criteria for shift staffing to all OL 6 CP 
licensees it app 1 leant s. per NRC 800507 itr Discusses 
administrative provisiens for emergency 4 overtime work 
Dsvelopraant & Imp I ementa 1 1 on to be revleuied within 90 days 
ElSENHUr.D 0 Division of Licensing 80/07/31 7pp 


8009080080 Forwards draft HOREG-0696. ‘'Functional Criteria for 
Emergency Response Facilities ■■ Comments requested within 30 
days Proposed Impl enen tat 1 on schedule for meeting criteria 
Of NWREG-0696 end H/o NUREG 

ElSEllHDTiD G Division of Licensing 80/08/01 119pp 


9009090794 Forwards request for add! info re fracture toughness design 
of steam generator & reactor coolant pump supports Facility 
has been classified as Group I plant in accordance 
i/lWnSO-0577 

QVAK.T fl Assistant Director for Operating Reactors 80/08/04 

•»pp 


8009230052 Informs that eiemption from fee re licensing action 
associated w/mi-3 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should Include proposed class of amend 

ElSEflHJT.D G Division of Licensing 80/08/07 60pp 


8009190794 Forwards revised Wostlnghousa STS 398 2.3 9 10 4 Daset 
3/4 984 3/4 9 10 to require 23 fl of water over top of 
reactor pressure vessel flange during riDvement of fuel 
assemblies or control rods Urltten response required 
NOVAK. T t1 Assistant Director for Operating Reactors BO/O0/1S 
IP 


— 9009190817 Revised Westinghouse STS 398 2.3 9 10 & Bases 3/4 984 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

« Assistant Director for Operating Reactor* 80/06/23 21pp 


B0091505I3 Requests long-term solution to correct electrical override/ 
bypass problem NRC review found that manual sys—level 
actuation features for containment isolation V spray will 
not function after automatic safety signals reset 
VARGA. S A Operating Reactors Branch 1 80/08/20 3pp 


8009220388 Advises that Ofc of Controller has been authorllod to refund 
Class III amend fee sent w/utll 800325 application Refund 
authoriied due to exemption re certain fire protection Tech 
Spec changes authoriied by law 4 in public interest 
MILLER. W 0 License Fee Management Branch 00/08/25 Ip 


9009040420 Forwards details of proposed steam generator Insp to be 
performed during mid-cycle outage as required by Amend 31 
to QL Mu 1 1 1 -f requen cy insp will be performed on BOO tubes in 
32 steam generator hot teg (inlet) 

BAYNE. J P Power Authority of the State of New York aO/OB/88 
3pp 


80090S0273 Forwards Info in response to NRC 800731 request re 
combination of SB6 4 LOCA responses for RC8 Strain 
components of SSE 4 LOCA loads were combined since B8E 
responses were calculated elastically 4 LOCA inelasticai ly 
BAYNE. J P Power Authority of the State of New York 80/06/29 
3pp 


6009090383 Forwards "Rept on Evaluation of Thermal Plume Studies of 
Indian Point Nuclear Generating Station " Objectives of 
thermal plume program have been fulfilled Rept available in 
Central Files only 

ZARAKAS. P Consolidated Edison Co of New York 60/00/29 tp 


8009090771 Confirms utll commitments to NRC 791023 interim position on 
cantalnmont purging 4 venting Util position to remain in 
effect pending completion of long-term review 
VARGAiS A Operating Reactors Branch 1 60/08/29 3pp 


8009120181 Forwards request for addl info to complete review of 
electrical override/bypass aspects of engineered safety 
features 

VARGA.S A Operating Reactors Branch 1 60/08/29 3pp 


9009120SD2 "Rept of Zion/Indian Point Study." Vol 1 

MURFIM.M B Sandla Laboratories FIN A“iai8 NUREO/CR-1410 VU 
80/08/31 400pp 


80(39120626 "Task Force Rept on Interim Operation of Indian Point " 
BERNERO.R H . BLOND. R M , PRITCHARD, W C Office of Policy 
Evaluations NUHEO-0715 80/00/31 78pp Available at NTIS 
♦3 73 


SO0912019I Forwards review 4 comments of dose calculation methods in 
offsite dose calculation manual {(}OCM) Requests revised OBCM 
within 60 days 

VARGA, S A Operating Reactors Branch 1 80/09/02 7pp 


80D9090S06 Forwards table outlining effects of combining 8BE 4 LOCA 
responses in analysis of Unit S RCS for postulated LOCAs> in 
response to NRC 000731 Itr 

ZARAKAS, F Consoiidatsd Edison Co of New York 80/09/03 3pp 


8009230230 Notification of 800910 meeting w/util in Bethesda.MD to 
discuss sys interactions study 
QLSHAN, L N Licensing Branch I 80/09/05 2pp 


0009290439 Forwards Amends 32 4 50 to Licenses DPR-64 4 OPR-59. 
respectively, safety evaluation i notice of issuance 4 
aval labl 1 i ty 

VARGA. S A Operating Reactors Branch i 90/09/05 3pp 



DOCKETED ITEMS 


'0O'(}VZ?O4M6 Amend* 32 Ik 50 to Uicsnses OPR-64 tf DPR -59< res p ec 1 1 ve I k < 
changing organxation chart* i' position titles (<. increasing 
neeitarih ip of safety revieui committee for both units 
VAROAi B A Operating Reactors Branch 1 00/09/05 26pp 


--0009290451 Safety evaluation supporting Amends 32 t< 50 to License* 
BPH-M i DPR-S^i respec t i VB ly 

♦ Office of Nuclear Reactor Regulationi Director 30/09/05 3pp 


'SOO'92'90454 Notice of issuance It availability of Amends 32 &. 50 to 
Cicensas DPR~i4 !< DPR-59i respect ive 1 y 

VAROAi S A Operating Reactors Branch 1 00/09/05 3pp 


6009130294 Foruards "Cycle 3i Startup Physics Test Rept " fiept available 
In Central File* only 

BAVNEiJ R Pouer Authority op the State of Neu York 80/09/1 i Ip 


6009170325 Respond* to NRC 800820 request for proposed long-term 
solution to correct blocking of manual sys-level actuation 
fiaturcs for containment Isolation tt containment spray 
Foruards slcetchee of actuation schemes % proposed solution 
BAYNE. J P Poiuar Authority of the State of Neui York 80/09/11 
4pp 


B0091B0144 Discusses tuo risk studies currently underway Preliminary 
aiiessment of indlan Point risk profile contained in BECY 
BO-B03 Zion risk profile assessment will combine accident 
seqirenct evaluation & containment failure analysis 
ERNST. M L Assistant Director for Technology Review 60/09/11 
5PF 


8009260337 Forwards Amend 33 to License DPR-A4. notice of issuance & 

aval lability 

VAROA. 8 A Operating Reactors Branch I BO/09/12 4pp 


— 0009260541 Amend 33 to License DPR-64. requiring safeguards contingency 
plan be fully implemented within 30 days of Commlssien 
approval 

IfAROA. 0 A Operating Reactors Branch 1 00/09/12 2pp 


'8009260543 Notice of issuance 6 availability of Amend 33 to License 
DPR-64 

VAROA.a A Operating Reactors Branch I 00/09/12 2pp 


8009180304 Request* 6-month eitenslon of due date for response to NRC 
600804 Itr re (racture-teughness design of steam generator & 
reactor coolant pump supports Addl time needed to obtain 
orglnal support matl from original suppliers 

BAYNE. d P Power Authority of the State of Nfw York 00/09/15 Ip 


B0092304S1 Forward* corrected response to Question 4 to 000720 Itr 
re bactfittlng of severe accident mitigation features 
BAYNE, Jp Power Authority of the State of New York ZARAKA3, P 
Consolidated Edison Co of New York 00/09/16 3pp 


8009250266 Forwar d s current training course outlines re heat transfer. 
Fluid flow ta th ermodynamlcsi in response to NRC 000320 Itr 
ZARAKAS.P Consolidated Edison Co of New York 00/09/19 30pp 


8009260442 Advises that staffing requirement to have three persons on- 
shift during all scheduled outages when unit is in cold 
shutdown mode will be deleted.due to reduced potential for 
emergency during such periods 

BAYNE, JP Power Authority of the State of Now York 80/09/23 Ip 


O Inspection reports. IE Bulletins 6 correspondence 


8009090537 Responds to IE Bulletin 00-16, "Potential Misapplication of 
Ros mount, Inc Models 1151 t 1152 Pressure Transmitters W/ 

Either A or D Output Codas " Models specified not used at 
fac 1 1 i tg 

ZtlCLAi 6 8 Power Authority of the State of New York 00/07/25 Ip 


8009190936 Advises that response to IE Bulletin 80-14 util be 
consolidated u/reply to IE Bulletin BO-17 due to similarity 
Qf action Items 

PASTERNAK, R J Power Authority of the State of Now York 00/07/28 

Ip 


8009220379 Forwards response to IE Bulletin 79-03A re longitudinal weld 
defects in ASME SA-312 Type 304 stainless steel pipe. All A- 
313 pip* used has seamless const SA-31B Is not used in 
xafetif-rctated piping No action required 

SAVNE. JP Power Authority of the State of New York 00/07/29 

3pp 


0009220030 Responds to IE Bulletin BO-19, "Failures of Mercury-Wetted 
Mafcrii Relays in Reactor Protection Sy* of Operating Nuclear 
Plants Designed by C-E " Relays are not used at facility 
ZUlLA, S 5 Power Authority of the Slate of New York 80/00/00 tp 


0009030039 Forwards Revision 1 to IE Bulletin 00-19. "Failures of 
M 0 r c ur y-We tt ed Matrl* Relays in Reactor Protective Sys of 
Oparating Nuclear Power Plants Designed by C-E " Written 
response required 

DRIER. D M Region 1. Philadelphia. Office of the Director 
00/00/15 Ip 


6009150303 Discusses IE insp on 000624-26 L forwards notice of 
violation 6 notice of proposed imposition of civil penalty 
STELLO.V Office of Inspection 8< Enforcement. Office of the 
Director 80/08/22 2pp 


— 8009150306 Notice of violation from inSp on 000624-26 Noncompliance 
noted failure to implement appropriate procedures for incore 
flu« monitoring sys repair 6 neutron detector replacement g 
radiation overeiposure to personnel 

-> Office of Inspection !< Enforcement, Office of the Director 
80/00/22 3pp 


■8009150300 Notice of proposed imposition of civil penalties in amount 
of 412,000 00 for items of noncompliance noted in IE insp on 
000624-26 

a Office of Inspection g, Enforcement, Office of the Director 
00/00/22 Ip 


0009100025 Forwards IE Circular 80-10, "lOCFRSO 59 Safety Evaluations 
for Changes to Raduiasto Treatment Sys " No written response 
requli Gd 

OFtlER, B H Region 1, Fhi iadelph ia, Office of the Director 

eO/00/22 Ip 


0009120196 Forwards IE Info Notice 00-31. "Ma loporat i on of Oould-Drown 
Bovori 480 Yo 1 1 Type K-600S I K-OON 600S Circuit Breakers “ 

No written response required 

GRIER. B H Region i, Ph 1 lad e i p h la. Office of the Director 
00/00/27 Ip 


0009230793 Forwards IE Circular 00-21, "Regulation of Refueling Crews " 
No written response required 

GRIER, D M Region 1, Ph 1 lad e 1 p h la, Office of the Director 
80/09/10 Ip 


8009240349 Forward* IE Info Notice 80-32, "C lari f Icati on of Certain 
Requirements for Ex c 1 us I vo-tfs e Shipments of Radioactive 
Matls " No written response required 

ORIERiO H Region I, Philadelphia, Office of the Director 
00/09/12 Ip 


R Periodic operating reports 6 related correspondence 


6009030302 Forwai ds "Effluent g Waste Disposal Semiannual Rept, Dan-June 
1980 " 

ZARAKAS.P Consolidated Edison Co of New York 00/00/29 ip 


— 0009030306 "Effluent g. Waste Disposal Semiannual Rept, Jan-Uune 1980 " 
■n Consolidated Edison Co of New York 00/08/29 43pp 


0009000323 Forwards "Effluent gi Waste Disposal Semiannual Rept.Jan- 
June 1960 " 

ZULLA, 9 8 Power Authority of the State of New York 00/00/27 ip 


■0009000325 "Effluent g, Waste Disposal Semiannual Rept, Uan-June 1980 
a Power Authority of the State of New York 80/08/29 44pp 


8009190442 Forwards monthly operating rept for Aug 1900 

ZULLA, S 8 Power Authority of the Otate of New York 00/09/15 tp 


— 0009190451 Monthly operating rept for Aug 1900 

CONNELL, C Power Authority of the State of Hew York 00/09/02 

6pp 


0009230432 Forwards daily record of fish collectiuns for Aug 1900, 
including daily species breakdown It total weight Unit 2 it 3 
circulators were run for entire month Unit 1 circulators 
were run on 800006, 10, 13, 17, 19,21,23,30 tt 31 

ZARAKAS, P Consolidated Edison Co of New York 00/09/18 Ip 


■0009230433 Daily record of fish collections from intake screens for 
Aug 1900 

a Consolidated Edison Co of New York 00/07/15 5pp 
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DOCKETED ITEMS 


800*?240452 For(i;.4r<Js qu^rt?ri^ rept on "SFionic Konitor in<]i Network in 
Vtcinikv ol' Jndian Point NV> Cotiso 1 1 dated Edison Proj»ct< 

Mar -Hay 1980 " 

ZARAKAS-P Consolidated Edison Co of New Vort BO/09/I5 tp 


0OO924O45S "Seiimic Monitoring Network In Vicinity of Indian Point<NV> 
Consolidated Edison Pro jet t. Har-tlay 1980 " 

» Uoodward-C 1 yde Consultants) Inc 8-0/08/15 44pp 


S Reportable occurrences. LERs 4. related correapo-ndence 


0009020510 EN-a0-O38 on 000022. notic « of violation fc notice of 
proposed imposition of civil penalties of >12>OOOutlil be 
issued Action based upon alleyed noncompliance re 
overerposure of two individuals 

□RCCKEIT.T W , THGMPSOri. D Office of Inspection i. Enforcement. 
Office of the Director 00/09/20 tp 


8009030£il0 RO on 000804. c i rculat 1 ng caber sys discharge temp 
esceeded Tech Specs linlt Caused by high ambient river 
temps, high discharge temps h broken circulating tirater pump 
Demand load t discharge temp reduced 

ZARAKAS.P Consolidated Edison Co of New Vork 80/00/28 2pp 


DOCKET 50-2B7 OCONEE NUCLEAR STAriON. UNIT 3 


F Security, medical, emergency tc fire protection plans 


8009230256 Retiuests that all personnel be reminded of purpose of 
emergency notification sys health physics netuiort Sys 
installed for govt use during emergency 

O-'REILLY. J P Region 2. Atlanta. Office of the Director aD/'0B/22 

Ip 


O Adjudicatory correspondence 


0009260664 Forwards order requiring info supporting environ 
quel 1 1 1 cat i on of sa f ety— r e I ated electrical equipment 
Requests submittal of info by 801101 

REIDi P W Operating Reactors Oranch 4 80/08/29 2pp 


—0009260667 Order for mod of Licenses DPH-3B, OPR-47 fc DPR-S5 to add info 
which fully resp-onds to NRC request for info re environ 
qualification of safety-related electrical equipment Info- 
should be lubmitted by SOI 101 

EISENKUr. D 0 Division ef Licensing 80/09/29 6pp 


J Insurance 1 indemnity in f orrnat ion 


8-009190424 Forwards Endersemen-t 50 to NELIA Policy NF-182 ti Endorsement 
43 to MAELU Policy MF-6I 

SANDERS. F D Duke Power Co 80/09/25 3pp 


0007300428 Advises that invoices for facility indemnity fees should be 
addressed to L’D Parker, not AC Thies 
PARKER. M 0 Duie Power Co BO/09/24 Ip 


P Operating license stage docu)nents tc correspondence 


8009150070- Responds to 600523 recommendations concerning lessons 
learned t-rem 000-226 transient at Crystal River Submits 
results ef investigations re use of atmospheric dump valve 
at Oconee Units 1-3. AR Unit 1 . Davi s-0esse Unit 1 & THI~1 
DENTON.H R Office of Nuclear Reader Regulation) Director 
80/07/21 2pp 


80D9020297 Submits interim criteria for shift staffing t-e ell OL t< CP 
licensees & appl icants. per NRC 800S07 Itr Discusses 
administrative provisions for emergency & overtime work 
Development & imp 1 emen tat f on to be reviewed within 90 days 
e EI-BENHUT. D 0 Division o-f Licensing 80/07/31 7pp 


0009080080 Forwards draft KURE&-D696> "Functional Criteria for 
Emergency Response Facilities " Car.-nents requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO'0676 end U/o NUREC 

EISENKUT.D 0 Division -of Licensing 80/08/01 119pp 


8009230032 Informs that eiemptlon from fee re licensing action 
associated w/THI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should Incl-ude proposed class of amend 

EI5ENHUT. D 0 Division of Licensing 80/00/07 60pp 


8009040085 Requests written confirmation o^ appraisal of critical 
electrical power generation situation in region served by 
Duke Power Co 

NOVAK. T H Assistant Director for Operating Reactors 80/08/11 

2pp 


8009160501 Forwards Amends 86,86 *• 83 to Licenses DPR-30, DPR-47 & 
DPR-55, respec ti vely, sa f ety evaluation 6 notice of Issuance 
h aval labll 1 ty 

REID.R U Operating Reactors Oranch 4 80/06/20 2pp 


— 8009160502 Amends 86.86 t- 83 to Licenses DPR-38, DPR-47 ». DPn-55. 
respec tive 1 y, incorporat ing test frequency requiremeilts of 
lOCFRSO.App Ji into containment leak test program 
REID.R U Operating Reactors Branch 4 80/08/20 7pp. 


—8009160506 Safety evaluation supporting Amends 86.66 b 83 to Licenses 
DPR-30, DPft-47 «. DPR-53, respectively 

* Office of Nuclear Reactor Regulation. Director 80/08/20 2pp 


— 8009160507 Notice of issuance A availability of Amends 36.66 1* 83 to 
Licenses DPR-3B, DPR-47 & DPR-33, respec t ivo 1 y 
REID.R U Operating Reactors Branch 4 60/00/20 2pp 


800916030S Notification of 000903 meeting w/util 4. Franklin Research 
Ctr in Dethesda, HD to review NUREO-OS7a> Items 2 t 7 AhO 
FAIRTILE.H 8 Operating Reactors Branch 4 80/08/21 ip 


S009030507 Forwards proposed revision to Tech Specs to support Unit 3 
at full rated power during Cycle 6 &- 0444 rept. "□conee Ifnit 
S.Cyclc 6 Reload Rept. ” 

PARKER. U O Duke Power Co 80/08/25 3pp 


--8009030513 Proposed Tech Bpecs revision for Cycle 6 
* Duke Power Co 80/03/25 23pp 


— 8009030519 “Oconee Unit 3. Cycle 6 Reload Rept " 

* Dabceck & Nllcex Co BAU-1634 80/08/31 38pp 


8009020025 Forwards BLU rept. "Evaluation of Instrumentation to Detect 
Inadequate Core Cooling Prepared for 177 Owners Oroup. ” 
supplementing earlier utlt submittals re Lessons Learned 
Item 213b No addl instrumentation needed U/o encl 
PARKER. U 0 Duke Power Co 80/08/26 ip 


B0091004B9 Informs NRC that revised radiological ETB "Offsite Dose 
Calculation Manual" 4, proposed process control program for 
solid waste sys will be forwarded by 800930 
PARKER. N □ Duke Power Co 80/09/03 Ip 


8-009190134 Advises of NRC review of util 800320 submittal re standby 
shutdown facility Pages 2-1, 5-1. 5-2. 3-3. 6-3 & 7-1 should be 
withheld per 10CFR2 790 Util should resubmit document w/ 
deletions ulthin 30 days 

REID.R 11 Operating Reactors Branch 4 00/09/09 2pp 


8009250434 Informs of acceptability of response to NRC 791109 Itr re 
portions of ECCS evaluation models dealing w/fuel cladding 
suelllng L incidence of rupture 

REID.R H Operating Reactors Branch 4 80/09/09 2pp 

6009230707 Eubmits corrections to 800711 Itr re cracked steam 
generator manway studs at Oconee 3 
TAVLDR. J H Babcock *, Hi Icoc Co 80/09/13 ip 

8009230724 Disagrees <u/NRC 800909 Itr re classification of Standby 
Shutdown Facility licensing document Document should be 
withheld <ref 10CFR2 790) No nonpropletaru version will he 
submitted 

PARKER, W 0 Duke Power Co 90/09/17 ip. 


8009300486 Forwards response to- NRC 800611 request for change In 
facility Tech Sp ecs. p roviding for redundancy in decay heat 
remuval capability Mo changes necessary to Tech Specs 
PARKER. M O Duke Power Co 80/09/34 3PP 


Q Inspection reports. IE Bulletins ti correspondence 


0009100058 Forwards IE eullettn 80-18. “Maint of Adequate Kin Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture ■’ Written response required 
O'REILLY, J,P Region 2, Atlanta, Office of the Director BO/07/24 
Ip 
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&0O9040&40 Re«pond« to IF Bulletin 80-1& Roisamount Hodul 1151 V 1153 
P'riiiure tronsml tter« ui/output codas A or D used for 
indicating reactor coolant pressure «. providing input to 
control staoo generator level 
PARHERpW Q Dule Pouer Co 80/07/30 3pp 


®00<W30175 Forwards Revision 1 to IE Bulletin 0O-1<?. "Failures of 
Mercurg-Uetted Hatrli Ralags in Reactor Protective Sys of 
□porating Nuclear Pouer Plants Designed by C'E " Written 
response reiiuired 

O'REILLVp J P Region 2i Atlanta/ Office of the Director 80/06/15 

IP 

©*>09140137 Forwards IE Circular 80-18. "10CFR8O 59 Safety Evaluations 
for Changes to Raduastc Treatment 3ys " No written response 
required 

0'REH.LV. J P Region 3. Atlanta. Office of the Director 8O/0B/33 

If 

8039170333 Responds to IE Bulletin 60-19. Rovi s ion I. "Failures of 
JiPPCury-lle tted Matrii Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E “ Review 
indicates relays are not in us« at facility 
PARKER. U 0 Dule Power Co 80/03/33 Ip 


6009100801 Acfc receipt of 800423 Itr informing NRC of steps talen to 
correct violations noted in IE Inap Repts S0-269/S0-17. 
50-870/00-13 6 50-387/80-11 

I^EHIB/R C Region 2/ Atlanta. Reactor Operations Nuclear Support 
Branch 80/09/26 Ip 


— 8009100807 Responds to NRC 800533 Itr re violations noted in IE Insp 
flspts 50-249/80-17,50-870/80-13 «< 50-387/00-11 Corrective 
actions incidents Involving failure to perform surveillance 
ars being reviewed << new procedures will be established 
PARKER/ N Q Duke Power Co 60/04/33 3pp, 


— aoO9I00eii Forwards IE Insp Repts 50-369/80-17.50-270/60-12 t* 
50-287/80-11 on 800401-30 Si notice of violation 

LENIRrR C Region 2. Atlanta. Reactor Operations Nuclear Support 
eraneb 60/05/23 2pp 


—6009100813 Notice of violation from insp on 800401-30 

• Region 2. Atlanta. Office of the Director 80/05/23 Ip 


— e009100B16 IE Insp Repts 90-369/00-17,50-270/00-18 ti 90-287/80-11 on 
600401-30 Noncomp 1 lance noted failure to submit SO-day 
ropts when surveillance test frequency was missed 
KARriN,R D Region 3, Atlanta, Reactor Operations Nuclear Support 
Kraneh JAPE, F Region 4, Dallas, Office of the Director 
80/0S/23 llpp 


&>O90'304QS Submits Revision 3 to util 90'day response to IE Bulletin 
79 016 re Class IE equipment environ qualification Raychem 
A«at shrink tubing, scotch Cait-9, transml ttcr O-rlng seals ?< 
lubricating greaso to be replaced during refueling outage 
THIES. AC Duke Power Co 80/08/27 2pp 


BO-C}9l 10453 Responds to IE Bulletin 60-15 Emergency notification sys 
ravlcved Sys is powered by onsite power, but does not have 
backup onsite emergency power Emergency power supplied by 
t* I ephone company 

PARKER, If 0 Duke Power Co 60/00/27 2pp 


SiCi<l'9 120343 Forwards IE Info Notice 90-31, "Kal operation of Oould-Broun 
Boverl 480 Volt Type K-400S %. K-DOH 600G Circuit Breakers 
Ho uritten response required 

O'REILLY. J P Region 3. Atlanta, Office of the Director 60/08/37 
*F- 


0f>O929O297 Forwards IE Circular 80-31, "Regulation of Refueling Crewe " 
Ho seritten response rsquired 

O'flEfLLY, J F Region 3, Atlanta, Office of the Director 60/09/10 

Spp 


gOO'9300414 Act receipt of 600825 Itr informing NRC of steps taken to 
correct vlnlations noted in IE Insp Repts 50-369/80-33, 
50-270/80-20 t 80-287/60-17 

t,CVrl8,R C Region S, Atlanta, Reactor Operations Nuclear Support 
Branch aO/O?/!* Ip 


—0009300626 Forwards response to NRC 600730 ttr re violations noted In 
le Imp Repts 90-369/80-33,50-270/80-20 1, 30-287/80-17 
Cdrrectlve actions informed operations personnel that use of 
correct b verified procedures most be ascertained 
PARKER, H O Duke Power Co 80/00/25 3pp 


— 0009300630 Forwards IE Insp Repts 50-269/60-23 L 50-270/80-20 & 
S(?-267/B0-l 7 on B00602-30 t< notice of Violation 
I.EUI8 jR.C Region 2, Atlanta, Reactor Operations Nuclear 9upport 
branch 80/07/30 2pp 


— 8009300631 Notice of violation from insp on 000602-30 

• Region 2, Atlanta, Reactor Operations Nuclear Support Branch 
60/07/28 ip 


—8009300640 IE Insp Repts 50-269/80-23, 50-2/0/80-20 6 50-287/80-17 
Noncomp 1 ianc e noted use of Unit 1 procedure to perform 
periodic test on Unit 2 

ORDERS, if . JAPE. F Region 2, Atlanta, Office of the Director 
liARTtN, R I) Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 00/07/28 13pp 


R Periodic opetating reports 1 related correspondence 


8009020044 Forwards “Rad ioai;ti ve Effluent Release Semiannual Rept. " 
Jan- Jure 1900 

PARKER. N 0 Duke Power Co 80/08/25 Ip 


— 8009020047 "Radioactive Effluent Release Semiannual Rept." Jan-June 
1980 

•» Duke Power Co 80/08/25 6pp 


8009090577 Forwards revision to "Radioactive Erfluent Release 
Seniannual Rept," Jan-June 19S0 
PARKER, U 0 Duke Power Co 80/09/03 4pp 


--8009090582 Revision to "Radioactive Effluent Release Semiannual Rept, 
Jan-June 1980 

• Dole Power Co 80/09/03 3pp 


B009190462 Forwards monthly operating repts for Aug 1980 
PARKER. H 0 Duke Power Co 80/09/15 Ip 


—8009190473 Honthly operating repts for Aug 1980 
REAVJB, JA Duke Power Co 80/09/15 I7pp 


S Reportable occurrences, LERs I related correspondence 


8009150383 Update* RO-287/80-11 re cracked studs on once-through steam 
generator manway 8VW has completed esami nat Ion of three 
cracked studs Final results will be documented In rept for 
util by mld-Sept 

PARKER, W 0 Duke Power Co 00/09/06 5pp 


8009160395 Forwards LER 80-009/017-2 

PARKER. H 0 Duke Power Co 00/09/12 6pp 


— 0009130409 LER 0O-OO9/OIT-2 on 800710. after reactor trip, relay in A 
phase of normal source voltage monitor circuit of emergency 
power switching logic failed Caused by reactor trip U 
auxiliary powar transfer Relay replaced 6 returned to sve 
PHILPOTT.F T Duke Pouer Co 80/09/12 Ip 


8009260430 Forwards LER 60-0 1 3/0 1 T-0 

PARKER, M 0 Duke Power Co 80/09/22 3pp 


— 8009260455 LER 80-012/017-0 on 900909, d i seovered boron analysis on 
concentrated boric acid storage tank was not conducted as 
required Caused by personnel error Min concentration 
verified L appropriate disciplinary action taken 
JONES, J L Duke Fowpr Co 00/09/22 Ip 


7 Hearing transcripts on non-anti trust matters 


8009260313 Submsttal of prepared testimony for first hearing session 
No attempts made to provide complete answers to A8L0 800908 
memorandum % ordar r* physical separation of TMI units 
Certificate of Sve end Rolated correspondence 

TRDW6RID0E, 6 F Metropolitan Edison Co TROUBRIOOE, O F Shaw, 
Pittman. Potts A Trowbridge 80/09/15 7pp 


— 8009260366 "Small Break Operating Ouidrlines " Related correspcndonce 
4 Babcock t Nitcoi Co 69-1 1D6001-00 79/11/30 48pp 


DOCKET 30-289 THREE MILE ISLAND NUCLEAR STATION. UNIT I 


F Security, medical, emergency 4* fire protection plan* 


Q00923017S Requests that all personnel be reminded of purpose of 
emergency notification sys & health physics network Sys 
Installed for govt use during emergency 

ORIER.B H Region 1, Ph i lade Iphla. Office of the Director 
QO/08/28 3pp 
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BOOTO^OO?? Foruardi commants on emsrjencv plan indicating need far addl 
info t/ ciD''(ni tfflent to complato reviou Revision noeting NUREO- 
OiSd evaluation C ri ter lar mo* t bo provided uitbin 45 dav* 

REID'R ll Operating Roacters^ Qrancti 4 90/09/09 /ipp 


0 i&d judicatorg coi respondence 


30092<&030l Menopandinn laglng oot grouping i!i teguence of hearing issue! 
anaigsla t, nod of plant design £ proc edures ■ separation of 
Units I £c 2i emergency planning £ pr eparednessi mg t capability 
£ financial qualifications Comments uelcomed 

TROUBRtDOE'O F Metropolitan Edison Co TROMDR lOCE^ C F Shau. 
Pittmani Potts £ Troiubridge 30/07/18 llpp 


6009160590 Requests that testimony re emergency preparedness for TMI''! 
restart hearings be submitted as soon as possible 

GRlMESi 3 It Emergency Preparedness Program Office 80/07/39 Spp 


8009020273 Notifies that matl re util B00729 filing u/PA Public Util 
Commi s s 1 on« p e t 1 t J on for e i traord i nary rate rellef4 
transcripts of interim hearings fe brief will be foruardedi 
per tJRC 790921 U 1109 requests 

KETNER.rS K Metropolitan Edison Co 81>/08/2a Ip 


8009110528 Foru/ards NUREC-OSTa. NUREO-OSBa. K!UREO-ObgO h NUREC-0&94 
Represents V Tautic Co of America. peti tioners in TMl-1 
restart proceeding U/o ends 

SauOER.JL Division of Rules and Records 80/08/21 Ip 


8009020421 Foru/ards Eshibits JC-G> JC-H & indec of eihibits filed on 
800920 £ 21 to keep NRC informed of signiiicant regulatory 
dsvslopm'nts affecting General Public Utils companies 
SUEENEV.L E Jersey Central Pouer £ Light Co 80/00/22 19pp 


8009020052 Suppl response in opposition to Victaulic Company of America 
late intervention Ravieu of second prehearing conference 
transcript £ enc I 800923 Harrisburg Evening Hsus article 
indicates prior auareness of problem U/Cer t i f ica te of Svc 
SHCLLr.S C Aff 1 1 iatlon Unknourn e:>/09/23 Spp 


9009020407 Revision of Contention 5 per A5LD S00B20 order Specifies 
aspects demonstrating that licensee is not technically 
qualified to operate facility re safe ty-re la ted maint £■ 
repair Certificate of Svc end 

WIOOFF.tl P Three (11 1» Island Alert WtDOFF. M P Wldoff. Reager. 
Seiko site £ Adler 80/08/26 3pp 


8009080332 Foruards info re costs of purchasing energy. in response to 
HBC 790921 £ 1109 requests for info re significant 
developments affecting General Public Util companies in 
restart proceeding 

SHEENEViL E Jersey Central Power £ Light Co 60/08/26 66pp 


8009050427 Motion for supplemental interrogatories t request for 
documents directed to licensee £ based on new info revealed 
in Met Ed publication ‘’TMI Teday. '■ Aug 1980 Issue.Page 2 
Certificate of Svc enc 1 

SHC'LLVrS C Affiliation Untnocun SO/08/27 8pp 


8009040278 Response to licensee interrogatories re Revlslois 2 of 
emergency plan Addresses evacuation condl t i ons. s tag (ng area 
provl slons. I ecelvl ng points for patients £ participation of 
surrounding counties Certificate of Svc end 

CUf'NlMCHAH. J D Keiuberry Township. York Haven. PA CUNNIMGHAM.J D 
Foil Farr £ Cunningham 90/08/28 9pp 


6009050425 Motion for correction of record to include failures of 
1 nstrumeiits £ equipment outside c onta inment that contributed 
to TMI— 2 accident Focuses on TM(— 2 fuel pool which may 
endanger TMI-I operation 

LEHIS.M I Afflliatio-n Unknown 90/08/28 3pp 


8009040358 Response to ASLB 600920 order re UC9 motions for summaTy 
disposition Suggests 800910 for response to motion on 
Contentten 5 T 001001 for responses to niotlan on Contention 
13 Certificate of Svc end 

tIEISS.E ft Union of Concerned Scientists UEiSS. E R Sheldon. 
Harmon £ lleiss 80/08/29 3pp 


8009040361 Inquires whether Subparagraph d to Antinuclear Group 
Representing hork Contention 4 was filed u/ASLB.re licensee 
diagnostic £ analysis work Transcript of 791110 prehearing 
conference Inllcated addition at Pages S95-597 

KORAH.DM Atomic Safety and Licensing Board Panel 80/00/29 fp 


9009110450 Notifies of delay in Sept 1980 hearing re restart 
proceedings NftC is not prepared on first five items in NRC 
790807 order Requests cooperation in assuring that further 
delays are obviated 

SHAPAR, H K Office of the Eiecutive Legal Director 90/08/29 2pp 


6009160169 Suppl to 800004 response to licensee Intorroga torCes re 
emergency plan in local counties Plans do not address 
evacuation during significant population changes Certiflcalie 
of Svc end 

SH0LLY.6C Affiliation Unknown 90/00/29 Spp 


8009260-592 Forwards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal of info by BOItOl 

REID. R 14 Operablng Reactors Branch 4 00/08/29 4pp 


— 8009260597 Order for mod of License DPR-SO to add info which fully 
responds to NRC request for info re environ qualification of 
safety-related electrical equipment info should be submitted 
by eOllOl 

EISENHUr.D G Division of Licensing 80/08/29 6pp 


6009040227 Motion for c 1 ar i f i cat 1 on of A5L& questions at 000812—13 
prehearing conference Addresses Hfl sys pump operation to 
dissipate decay heat £ feedwater sys vulnerability to 
nonsaf ety-grade sys b>/Certi f Icate of Svc 
SINGER. L N Hearing Branch 2 00/09/03 4pp 


9009040365 Response to UC8 800019 Itr seeking reconsideration of ASUB 
800912—13 prehearing conference ruling which denied UC8 
motion for summary disposition Discusses UC8 facts which do 
not entitle UCS to favorable decision 14/Certlf icate of Svc 
TRDNCRIDOE. G F Metropolitan Edison Co TROHORIOOE. 0 F Shau. 
Pittman. Potts £ Trowbridge 80/09/02 9pp 


8009050420 Memorandum £i order denying Victaulic Company of America 
800813 petition to intervene on grounds of lateness £ lack 
of standing 

SMITH. I 11 Atomic Safety and Licensing Board Panel 80/09/02 
llpp 


8009100431 Memorandum advising that SC Sholly will inspect licensee 
control room mock-op in lieu of 800827 request to suppl 
discovery re new Info in Till Today 800826 article Sholly 
900827 request withdrawn Certificate of Svc ent 1 

TROUBRIDOE. 0 F Metropolitan Edison Co TROUBRIDOE. 0 F Shau. 
Pittman. Potts £ Trowbridge 80/09/03 5pp 


8009130226 Response to licensee interrogatories re emergency plan. 
Revision 2 Testimony re Midas radiological assessment sys 
must be provided by licensee Supporting documentation t< 
Certificate of Svc end Related correspondence 
PELL. D M Anti-Nuclear Group Representing York PELL. D. M 
Pell.D II B0/09/03 12pp 


8009120232 Application for subpoena duces tecum directed to AL Curry of 
York County Emergency Mgt Agency to give 800917 deposition 
£ to bring log of 800716 test eeerciss Affidavit £ 

Certificate -of Svc encl Related correspondence, 

PELL.D M Anti-Nuclear Group Representing York PELL.D H. 

Pell.D M 80/09/03 7pp 


8009090249 Respo-nse stating no objection to TMI Alert 80080B motion 
seeking free copy of -hearing transcript ASLB 800915 
menorandum £ order authorlied such supply Certificate of Svc 
en-C 1 

SINGER. L N Hearing Branch 3 80/09/04 4pp 


8009110394 Forwards responses to NRC 790921 fc H09 requests for Info 
re significant regulatory developments affecting General 
Public Utils companies in restart proceeding Federal 
executive agencies £ rate counsel data requests end 
SHcENEY.L E Jersey Central Power £ Light Co 80/09/05 29pp 


8009110020 Notice advising that beginning 800915. di scovery reading rooa 
will he open upon 24-h advance notice Room will be 
permanently dosed on 8-01015 Hearing documents will be 
eialntalneil in vicinity U/Certif 1 cate of Svc 
BLAME. E L Metropolitan Edison Co 80/09/08 Spp 


800-9110799 Memorandum t order forwarding contentions £ ASLB questions 
to be heard at 801015 evidentiary hearing per ASLB 800815 
memorandum £ or-der. Directs parties to report corrections to 
contentions by 800915 Courtesy notification encl 
SMITH. I 14 Atomic Safety and Licensing Board Panel 90/09/08. 

40pp 


9009160030 Revised emergency planning Contention 0. Incorpora ting 
significant developments re York County 800827 revised 
emergency plan Ci release of FEMA 800312 rept to US 
President Certificate of Svc encl 

SHOULV.S C Affiliation Unknown 80/09/09 20pp 
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8'aO‘9IA0371 Foruards Public Advocates Ofc B00903 data r e<tuesti Dept of 
ATmy 800021 Itr to State of NJ Qoard of Public IftllsiJD 
Kirsten OOOB2i Itr to Judge Marshall fc third info request of 
Fedaral £tecutlve Agencies re TMl-1 restart proceeding 
SUCtEHEYi L E Jersey Central Pooier b Light Co 80/09/08 llpp 


eC0916043b Second final amended contentions re utlliYorh & Dauphin 
Counties' emergency plans York plan evacuation routes not 
u ird^dependen t Util plan unacceptable due to lack of siren 
warning sys Certificate of 8vc end 

CUNNllYOMAIIt J D Neuberry Toeinship TMI Steering Committee 80/09/08 
30pp 


8009110768 Response stating no objection to Ml Leijis 600826 request for 
hearing transcr lpt< 1 f limited to portions dealing u/Leivis 
contention Objects to request re reconsideration of status 
as Intervener. 

SIK&EHrL M Hearing Branch 2 80/09/10 7pp 


S0091E0791 Response stating no objection to Environ Coalition on 
Nuclear Power 800822 request for free transcripts, if limitod 
to 1-yr period starting 800725 ASLO not empowered to provide 
sane for other than stated period H/Certif icate of 8vc 
SIMSER.L N Hearing Branch 2 60/09/10 5pp 


SC0915DO<il Request for eitenslon until 10 days after responses to 0C8 
800805 motion re summary judgment* for UCS to file direct 
testimony on Contention S Contention docs not relate to 
safety Issues ti has no hearing Impact H/Cer ti f icate of Gve 
HEfSSiE R. Union of Concerned Scientists UEISStE R Sheldon, 
Harmon ti Heiss. 80/09/10 3pp 


8009170291 Responds to NRC 800921 & 1109 data requests re restart 
prO'ceeding Forwards Administrative Law Judge recommended 
dec tslon, Commission 800628 final order t PA Public l/til 
Com^ilfslon 800729 order initiating investigation 
KETNEHiM H Metropolitan Edison Co 60/09/10 2Spp 


8009180131 Advises of Issuance of Amend 57 to OL, revising ECC8 design St 
surveillance requirements Hods to ECCS design involve 
matters re restart proceeding 

COTCHm, J K Hearing Branch 3 80/09/10 2pp 


8009160534 Kemorandum it order requesting normal sve of urittan 
testimony t< eihlbits per ASLB 800815 order Extra copies of 
cross-eiaminat ion mati must be brought to hearing Free 
transcripts dented for prehearing 6 granted for hearing 
SHITH, I M Atomic Safety and Licensing Board Panel 80/09/ti 3pp 


8009170219 Request for extension until 801015 to respond to ASLB 800900 
atmoraniiun & order re UCS Contentions 6, 8 (P 12 Certificate 
of Bve enci 

TROHBRIDOE, 0 F Metropolitan Edison Co TROUBRIDOEiO F 8hau, 
Pittman, Potts << Trowbridge 80/09/11 Spp 


8009170302 Response In opposition to UC9 800910 request for extension 
to file direct teettmony re Contention S Info needed to 
prepare testimony already filed by applicant t- HHC Basis for 
eitenslon obviated Certificate of Bve end 

TRCWSRIDOE.O F Metropolitan Edison Co TROUBRIDGE. 0 F Shaw. 
Pittman, Potts fa Trowbridge 80/09/11 5pp 


80091B057S Second amended final addl Contentions 12, 13, 16, 17, 18 fa 19 re 
Dauphin County emergency plan Plan deficient due to lack of 
long-term mgt plenning Affidavit fa Certificate of Sve end 
CUMNINGHAH, J D. Newberry Township TMI Steering Committee 80/09/11 
App 


BOO91&0i|39 Response in support of licensee 800825 request to dismiss 
Environ Coalition on Nuclear Power Contentions 2-4, 2-7, 2-1 1, 
2-13,2-20/2-30,2-26 & 2-28 doe to failure to respond to 
applicant 800729 interrogatories, Certl ficato of 8vc end 
C-RAVrJR Hearing Brarich I 80/09/12 Spp 


8009170137 Memorandum fa order granting licensee motion to compel 
Environ Coalition on Nuclear Power response to 800729 
interrogator I as re emergency p Ian, Revl s Ion 2 Licensee may 
asovt for dltmlssal if answers arc not filed in 10 days 
SMITH, I IJ Atomic Safety and Licensing Board Panel 80/09/12 2pp 


0009170182 Memorandum fa order granting extension until 10 days after 
SVC of NRC or licensee testimony, for UCS to file written 
testimony re Contention 5 Licensee fa NRC written testimony 
isay be fried by SOlOiS Addl extensions will be considered 
SMfTM. I 14 Atomic Safety and Licensing Board Panel 00/09/12 2pp 


0009170198 Memorandum specifying ASLB questions to be addressed by NRC 
fa licensee prior to fa at hearing Questions of ASLB 800908 
aeeiorandtin fa order will he heard at first hearing segment 
Other parties may respond to questions If interest affected 
SMITH, I 11 Atomic Safety and Licensing Board Panel 80/09/12 9pp 


8009170122 Forwards safety evaluation t Amend 58 to License DPR-50. 
revising Tech Specs on mgt rsorgan i iqt ion in shutdown 
status Changes may be modified by ASLO U/o ends 
SUAN50N, 0 T Hearing Branch 1 80/09/13 ip 


8009170165 Response in support of Antinuclear Croup Representing York 
B00703 application for issuance Of subpoena for RL Curry 
deposition Urges reasonable date for examination after 
S0D917 Certificate of Sve end 
GRAY, / B Hearing Branch i 00/09/15 7pp 


8009170254 Request for addl time to file testimony Info must be 
coordinated among witnesses Affected parties except Environ 
Coalition on Nuclear Power will not file testimony prior to 
NRC filing 

TOURTELLOTTE, J Hearing Branch 4 30/09/15 Ip 


— B009170256 Affidavit forwarding schedule for NRC testimony which will 
be filed on 0OO92S ra core cooling fa during Sept-Oct 1980 re 
equipment design fa mods Certificate of Sve end 

NOVAA, T H Assistant Director for Operating Reactors 60/09/13 
Spp 


8009100557 Memorandum fa order granting State of PA extension until 
801006 to present position on emergency planning 
contentions 

SMITH, I H Atomic Safety and Licensing Board Panel 00/09/15 ip 


S009230639 Request for 43-day extension to file direct testimony on 
Contention U<D> re emergency filtration of containment, due 
to change of counsel fa involvement in answering 
interrogator ies 

PELL, D H Anti-Nuclear Croup Representing York 60/09/15 2pp 


8009230628 Advises that York, PA LPDR will be closed on 800929 York TMI- 
1 fa 2 documents will be available at restart hearing NRC 
most be informed by 000924 if parties object to course of 
ac t ion 

9NARTZ, L L Antitrust Division 80/09/16 3pp 


8009260175 Forwards info containing significant regulatory developments 
affecting General Public Util companies re restart 
proceeding Info consists of responses to Rate Counsel, FEA fa 
DQD requests 

SMEbNEY, L E Jersey Central Power fa Light Co 80/09/16 31pp 


9009220406 Memorandum fa order granting indefinite extension for NRC fa 
iixtervenors to file testimony on UCS Contention 7,5holly 
6(bl fa 15 fa. Antinuclear Group Representing York V(B) fa V(C) 

Util response to emergency planning may be filed on 800919 

SMITH, I U Atomic Safety and Licensing Board Panel BO/09/17 2pp 


0009220411 Memorandum supplementing ASLB 000820 memorandum fa order in 
which UCS motion for summary disposition of Contentions 5 fa 
13 Was denied Cites fa discusses authorities in support of 
A8LB discretionary action questioned by UCS 

SMITH, I U Atomic Safety and Licensing Board Panel 80/09/17 Spp 


8009230024 Memorandum fa o-rdcr directing NRC to report suggested 
schedule for remainder of proceeding NRC written testimony 
on contentions fa Issues must be filed by 000925 fa 1002 Hept 
re Failure to file timely testimony, may be made on BOlOlO 
SMITH, I U Atomic Safety and Licensing Board Panel 80/09/17 7pp 


8009230449 Informs NRC of significant regulatory developments 
affecting Ganeral Public Utils companies Administrative 
Law Judge S Marshall initial decision end 

SUEENEV.L E Jersey Central Power fa Light Co 80/09/17 Spp 


8009230434 Forwards Exhibits JC-600 fa JC-601 filed in restart 
proceeding Includes LS Reis testimony fa "Certain Data Used 
in Determf na tion of Fair Bale of ftetorn, “ prepared by Reis fa 
Chandler, (nc 

BUEENEYiL E Jersey Central Power fa Light Co BO/09/16 44pp 


8009250017 Response to contentions re emergency plan. Revision 2 
Antinuclear Oroup Representing York Contention IIIA(L) 
untimely No new info presented in Newberry fa SC Sholly 
contentions Certificate of Sve one 1 

ZAHLERi R E Metropolitan Edison Co ZAHLER, R E, Shaw, Pittman, 
Potts fa Trowbridge 00/09/18 13pp 


800924053S Submits list of people to be subpoenaed re Contention 5 & 
identifies work reques ts, ma int log books t< payroll register 
to be subpoenaed Brief justifying subpoenas end Related 
correspondenc e 

ADLER, T A Hi doff, Reagei . Selkowiti fa Adler 80/09/19 2pp 


— 8009240336 Outlines planned DJ Donetti testimony re Contention 5 % work 
request sununaries Related correspondence 
d Wldoff, Keagfr, Selkowltc fa Adler 00/09/19 2pp 
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•80092‘10538 One# justifying si'bgcena; re Contention 5 Work request logs 
4 CertlficatB of Svt end Related correspondence 
ADLEfli T A Metropolitan Edison Co ADLEfii T A Widoffi Heageri 
Selkowiti t Adler e0/^09/l<f 70pp 


S0O924O531 Forwards NRC subpoena for s\c upon RL Curry Cites appearance 
time discrepancy betuieen recipient request 4 subpoena 
Related correspondence 

SMITHr I tJ Atomic Safety and Licensing Board Panel 00/07/22 Ip 


— 6009240532 Subpoena requiring appearance of RL Curry for 601002 oral 
eraai Related correspondence 

SMlTlIiI U Atomic Safety and Licensing Board Panel 60/07/22 
3pp 


G0072&0fi&6 Request for eitensicn until mid-Oct to respond to licensee 
interrogatories per A9 lD 9007)2 order to compel Issues of 
emergency planning 1/ evacuation plans ulll ndt be subj of 
hearing until substantially later If/Cer 1 1 f lea t e of Sve 
JOHNSRODi J H Environmental Coalition on Nuclear Pouar 60/07/22 
ip 


8007300010 Motion for 2-Luk eitension to reply to licensee emergency 
planning interrogatories in response to ASLD B00912 order to 
compol Intervenor representative unreachable due to absence 
tor personal matter Certificate of Sve encl 

PERKINSi J Environmental Coatltion on huclear Poioer 30/07/22 
3pp 


8007300011 roruards util 60071f> inter-efc memo organising A5LD 801014 
tour to facilities Sve list encl Related correspondence 
BLAKEi-E L Shau. Pittisani Potts t* Trouibrldge 00/07/22 7pp 


8007300629 Motion far appointment of independent eiperts to determine 
questions of sa f ety^'r e lated maint Oases request on Kemeny 
CoiMnlsslon repttVol TV. Page 106 % on NRC practices not 
assuring proper maint prcicedure Certificate of Bve end 
ADLER. T A Three Mile Island Alert ADLER. T A Hidaff. Reaper. 
Belko'jjiti L Adler 80/07/22 3pp 


•8007300632 Motion for right to submit surrebuttal testimony TMI Alert 
case must be presented out of sequence prior to (IRC safety 
evaluation on maint issue.per ASLD previous ruling 
Certificate of Sve encl 

ADLER. T A . ADLER. T A Three Mile Island Alert 30/07/22 3pp 


8007260003 Response In opposition to portions of Ncuberry tounshlp TMI 
Steering Committee Contentions 13 6 1 5 t. ail of Contentions 
12. . 13 h 27 Does not object to 900708 tl contentions 
Requests status of prior cuntentions re emergency planning 
ORAV.J R Hearing Branch 1 60/07/23 App 


— 6007260004 Response in opposition to Environ Coalition on Nuclear Pimier 
800708 revised emergency planning Contentions 2-'2 t 2-4 
Intervener should bo permitted to adopt 8C Oholly revised 
Contention B-1 H due to similarity L adequate specificity 
ORAV. J R Hearing Branch I 80/07/23 6pp 


— 3007260006 Response stating no objection to BC Sholly 800700 revised 
emergency planning contention Opposes admission of Portions 
B I B(4).8 I (}(14)-C23}.8 I L b 8 III A Certificate of Sve 
enc 1 

GRAY. J R Hearing Branch I 80/07/23 lipp 


8-009260645 Memorandum tn order granting eetenslon until B01003 for 
Antinuclear Group Representing York to file J Oeyea 
testimony NRC t licensee may file c ross-e lamina tl on by 
001015 Requests for Tellef ulll be consid er ed. l f prejudiced 
SMITH. I tJ Atomic Safety and Licensing Board Panel 60/07/23 2pp 


6007300022 Response in opposition to Environ Coalition on Nuclear Power 
800917 motion for addl time ta respond to licensee 
interrogatories re emergency planning Good cause not shown 
Certificate of 8vc encl 

ZAHLER.R E Metropolitan Edison Co ZAHLER.R E Shau. Pittman, 
potts ?< Troyfiridge 80/07/23 5pp 


8009300617 Response in opposition to licensee 800718 objections to 
portions of revised emergency plan Contention S Contention 
arose from discovery on Contention 4 uh leh reveale-d neu 
problems re radiation dose readings M/Certlf 1 cate of Sve 
SHOLLY. B C Affiliation Untnoun 80/07/23 14pp 


8009300003 Memorandum b order re TMI Alert Contention 5 Intervenor plan 
to offer 1.100 uork orders unrealistic Burden of proof re 
pattern of deferred maint falls on 1 Icensee, FI f ty work 
orders must be designated by 801003 Sets testlnony filings 
SMITH.! W Atomic Safety and Licensing Board Pane] 80/09/24 4pp 


0009300006 Memorandum t ordor diroettng Environ Coalition on Nuclear 
Power to respond to util interrogatories re emergency plan, 
by 601016 Interveiiors ' responses to util 1< NRC objeetions to 
emergency planning contentions shall he filed by 801016 
SMITH. I H Atomic Safety and Licensing Board Panel 00/09/24 2pp 


8007300015 Foruards 18 subpoenas directed to util employees for 
evidentiary hearing appearance pei 800723 tolcon ti 
ASLD B00924 memorandum t order 

SMITH, 1 If Atomic Safety and Licensing Board Panel 00/09/24 Ip, 


8007300020 Request far eitonsipn until 801030 to file eras s-e lam Inat lor 
plans per A6L0 BOOBIS inemarandum 6 ordor Urges further 
eitension until 801103 for hand-delivery filing Certificate 
of Sve encl 

TROHBRIDOE. C F Metropolitan Edison Co TROWBRIDGE. 0 F Bhau. 
Pittman. Potts l« Trowbridge 60/07/24 4pp 


8007300417 forwards UC8 direct testimony on Contontions 3 fr 10 re 
restart hearing Alsu forwards UC8 Intorrogalorles to NRC 
based on new info Testimony an Contention 5 will be provided 
pending receipt of NRC tesbitnony 

WEISS, E R Sheldon, Harmon V Weiss 8<l/07/2S Ip 


— 0007300420 Direct testimony of RD Pollard on behalf of UCS re UC8 
Contention 3 

POLLARD. R D Union of Concerned Scientists 00/09/25 10pp. 


■8009300422 Direct testlraony of RD Pollard on behalf of UCS re UC8 
Contention 10 

POLLARD. R D Union of Concerned Scientists 80/09/25 25pp 


'8009300423 UCS interrogatories requesting clarification of NUREO-0573 
based on new Info, 

WEtBB.E R Union of Concarned Scientists WEISS, E R Shelrf-a-n. 
Harmon {< Weiss G0/07/SS IDpp 


0009300315 Question 11 directing licensee t. NRC to present evlden-ce 
that Page A'45 requirements of NURE0-O57S are met ASLD ndt 
satisfied w/NRC findings in SER re Recommendation 2 1 9 C on 
transients (. accidents 

SMITH. I W Atomic Safety and Licensing Board Panel 80/07/26 Ip 


H General correspondence 


8009110642 Responds to Jenke 000218 Itr to President Carter axpresslng 
concerns re delay In TMI-1 return to sve ?< rate structure 
NRC has ordered that public hearings be conducted to 
determine whether facility should he operated 
REID. R W Operating Roactors Branch 4 80/07/10 3pp 


6009220205 Responds te LF Wlrth 000323 Hr to President Carter 
etpreislng concerns re delay in TMI-l return to sve 8i rate 
structure NRC has ordered that public prahearlngs be 
conducted to determine whether facility should be operated 
REIDrR W Operating Reactors Branch 4 00/07/10 2pp 


6009090212 Responds to 800527 postcard re delay in returning facility 
to operation Public hearing to address Issues appropriate to 
public health ti safety scheduled for Fall 1900 
REID. R W Operating Reactors Branch 4 00/07/15 Ip 


•6009070216 Eijiresses concern for delay in returning facility to 
operation Nuclear power essential to economic health of 
country Ci s bate 

DDLAN.U R Affiliation Unknown 00/05/27 Ip 


8009110637 Responds to CP Cola 800214 Itr to President Carter 
eipresslng concerns re rate structure NRC has ordered that 
public hearings be conducted to determine whether facility 
should be operated 

REID, R W Operating Reactors Branch 4 80/07/25 4pp 


0009220108 Responds to LE Adam 800502 Itrs expressing concerns re delay 
in THi-1 return to sve NRC has ordersd that public hearings 
be conducted to determine whether facility should be 
operated 

REID. R W Operating Reactors Branch 4 80/07/25 2pp 


— 0009220190 Expresses concerns re delay in plating TMI-1 back into svt 
tl rate structure prescribed for Met Ed 
ADAM.L E Affiliation Unknown 80/05/02 2pp 


8009220-190 Responds to J Folk 8C0520 Itr expressing concern* re delay 
in TKI-1 return to sve NRC has ordered that public hearings 
be conducted to determine whether facility should be 
opera ted 

REID. R U Operating Reactors Branch 4 00/07/25 2pp 
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9B 


— ^007220200 Etpreftes concern* re deloij tn placing TMI-I back into svc 
FOLK) J Affiliation Unknoiun 80/OS/20 3pp 


— 8009020304 Eipreises concerns re 
radioactive gases release of 
ROOERSf L Affiliation Unknown 


nuclear enorgu Opposes 
contaminated mater 
80/03/29 3pp 


venting 


of 


8009220201 Responds to O Albert BOOStO Itr expressing concerns re delay 
in Tnl'l return to sve NRC has ordered that public hearings 
be conduCtEd to determine mhether facility should be 
eptrated 

11EII><R W Operating Reactors Branch 4 BO/07/25 2pp 


— 800-9220209 Expresses concerns re delay in placing TMI-i back Into sve 
ALBERT, 0 Affiliation Unknown 80/05/10 2pp 


8099220202 Responds to L Lesh 800725 Itr expressing concerns re delay 
In TMI-I return to sve t rate structure prescribed far Met 
Ed NRC has ordered that public hearings be conducted to 
determine uhether facility should be operated 
REID<R W Operating Reactors Branch 4 80/07/25 2pp 


8009090330 Urges that period for common I of EIS bo 
not less than 90 days 

WALTERS. P W . WALTERS. H D Affiliation Unknown 


oxtsnded for pel lot) 
00/00/ 1 4 Ip 


8009100068 Responds to 790816 Itr to President Carter re roloaso of 
radloactlvo raatl from facility Only louf or nond e toe t I b la 
levels currently permitted to lie released Disposal of uator 
processed by EPICOR-11 to be discussed in programmatic C10 
BMVDER.D J TMI Program Office 00/08/14 3pp 


— 8009100074 Forwards C Whitney 790816 Itr t newspaper article for 
proper handling 

RATHHOPF. C L Energy. Dept of 79/09/21 4pp 


— 8509225211 Expresses concerns re delay In placing TMI-1 back into sve K. 
fete structure prescribed for Met Ed 
LESHiL Affiliation Unknown 80/03/25 2pp 


3009220203 Responds to E Knausman 000331 Itrs to Presldont b NRC 
fipreislng concerns re delay in TMI— 1 return to sve NRC has 
ordered that public hearings be conducted to determine 
uhether facility should be operated 

REIDiR U Operating Reactors Branch 4 80/07/25 4pp 


— 80092202-07 Expresses concerns re delay in placing TMI-1 back Into sve 
KNAU3MAN. E Affiliation Unknown 80/03/31 2pp 


8509020465 Responds to postcards re release of Kr-03 Potential public 
health Impact from using any proposed strategies for 
reaoving Kr-B5 is negligible Purging method Is quickest b 
lafcst far workers to accomplish 
SfiVDER.B J TMI Program Office 80/08/11 2pp 


--8009020472 Expresses concern re rslease of Kr-B5 from facility OL 
should be revoked Health of local people being damaged 
PETROSX.Y.J A Affiliation Unknown 80/08/26 2pp 


8059030678 Responds to 800213 Itr urging revocation of util OL b 
permanent shutdown of facility Commission has ordered public 
hearing to determine If facility should be operated Forwards 
order outlining Issues re public health b safety W/o end 
SNVOER.B.J TMI Program Office BO/OS/ll ip 


— B009030680 Urges revocation of util QL b permanent shutdown of facility 
due lo threat posed to public health b safety 
ALimUBE, V Affiliation Unknown 60/02/15 tp 


80090306BI Responds to 800215 Itr urging revocation of util OL b 
permanent shutdown of Fac 1 1 1 ty . Commi st Ion has ordered public 
beering to determine facility operation Forwards order 
outlining lesues re public health b safety W/o end 
SHVDER,B J. TMI Program Office 80/08/ 11 Ip 


— 8009035681 Urges rsvocation of util OL b permanent shutdown of facility 
duo to threat posed to public health b safety 
SWEENEY, A A Affiliation Unknown 80/02/15 3pp 


8009020488 Responds to end U Go ttys 800321 telegram to President 
Carter re health effects of radiation from THI Taam of 
investigators has concluded that health effects from THI 
accident represonts minimal risk tn offsite population 
SMYOER. B J TMI Program Office 80/00/13 2pp 


8009050366 Responds to 000223 Itr to Flist Lady re continuing oparaliori 
of facilities Public baarlng to bo held to determine If 
facilities should bo operated b condittone of restart 
W/o Commission 790809 order 

SNVOER.n J TMI Program Office ao/OB/15 2pp 


O00922C049 Responds to end 900305 Itr to President Carter urging 
revocation of facility OLs Public hoaring will bo held re 
future operation of Unit 1 Licensee has not yet eubmllted 
proposal for overall recovery of Unit S 
SMVDER. D J TMI Program Office BO/OO/iS 4pp 


0009030432 Forwards dW Toiler 800010 Itr urging that NRC return 
facility ta operation as soon as possible after roaionable 
safety insps 

OQODLINO, D Pennsylvania. State of 80/00/10 Ip 


8009090022 Responds to 800815 Itr urging axptdlllous reopening of 
facility Commission has directed that facility be kept In 
shutdown condition ponding further order Evidentiary phatu 
of public hearing re facility has not yot started 
INGRAM. F Office of Public Affairs (10/00/20 Ip 


— 0007090024 Urges expeditious restarting of facility Cost of buying 
electricity by util (s being passed on to ratepayers 
ITSCHNER.LC APf 1 1 lot I on Unknown 80/08/13 Ip 


8009150-324 Responds to 790701 Itr to Miir lo THI accident Cummlteion 
has ordered public hearing to determine whether TMt-l should 
be operated Communication difficulties attributed to 
Impairment of Info from control room to offsite groups 
3NVDER.0 J TMI Program Office 00/00/22 4pp 


— 8009150327 Expresses concern ro TMI accident Util deliberately deceived 
public 111 crucial days following accident b should not be 
allowed to reopen THI-I 

WOODLEr.aE Affiliation Unknown 79/07/01 4pp 


800910-0062 Responds to 791206 Itr re TMI cleanup operations Commission 
issued order on S00612 for temporary mod of license, 
authorlilng controlled purging of Kr-85 from reactor bldg 
atoospkere 

SNVDERiB J THI Program Office 80/08/11 2pp 


8-009230143 Responds to B00B06 Itr urging expeditious restarting of 
facility No action will be taken until completion of public 
hearing re facility • 

INGRAH,F Office of Public Affairs 30/00/13 ip 


'G00923514B Urges restarting of facility NRC is being unfair to util t< 
ratapa-yers by delay 

FRANC 18, G P. Affiliation Unknown BO/OB/06 Ip 


8009020293 Responds to 800212 telegram to President Carter requesting 
a-ction to prevent mejor disaster at nuclear station Studies 
have resulted In add! licensee requirements 
SNYDER, B J TMI Program Office 80/09/14 3pp 


8O09C20299 Responds to 800329 Itr expressing concerns re nuclear energy 
-li opposing venting of radioactive gases ii release of 
eontaaiinated water Forwards summary of NURE0-09S9, re 
population dose i health Impact, 4i other notl W/o end 
SNYDER, e J TMI Program Office BO/OB/ia" 4pp 


80O91S0330 Roeponds to 800326 Itr re leopenlng of TMI licensee has not 
submitted proposal for overall rocovery of Unit 2 -HtIC 
790702 order directed Unit 1 to remain In cold ehuldoun, 
pending outcome of restart hearing 
SNYDER, D J THI Program Office 80/00/22 2pp 


— S009150336 Requests clea-nup (< roopsnlng of TMI 

RABUCK.a Affiliation Unknown 80/03/26 4pp 


0009150343 Ros ponds to I br to NRC ro T'ooponing of TMI facilities Public 
hearing will be held ro TMI-1 restart i iceneoe hot not 
submitted proposal for overall recovery of TKI-2 
SNYDER. D J TMI Program Office 00/00/22 app 


— 8(S09150346 Expresses deslro for TMI restart, Util follouted all 
notification procedures on 790320 NRC t util should bo 
supported in cleanup opoiatlan 

SMITH, JK Affiliation Unknown 80/00/22 2pp 


8009160101 Responds to one 1 791031 Hr to President Carter re actions 
taken at TMI Llcenseui of all operating plants utlltilng 
PWRs have been Instructed to take actions re status of 
equipment procedures 4i facility dosigne 
BNVDER.B J TMl Program Office 00/00/22 4pp 
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0009170297 R» 6 p 0 iii)s to B0O3I& Itf urging revocation of util DL (WC has 
oriJered putlic hearing re TMI**l restart Util has not 
submitted proposal for overall recovery of Unit 3 
SNVOeH-SJ TrtI Program Office 00/08/22 Ip 


—8009170263 Urges revocation of util OL for TMI 

COUHEV.J Affiliation Unknown BO/02/16 2pp 


8009170271 Responds to end 800411 Ur to President Carter re safety of 
TMI vicinity WftC, EPA k HEM investigations have shown offsite 
dose associated w/rad 1 oac 1 1 ve isatl released from 790328”0429 
represents minimal risk 

SHTDER^ D J TMI Program Office 00/08/22 3pp 


8009230194 Responds to Itr urging revocation of util CL HRC has ordered 
public hearing to determine Unit 1 operation feasablHty & 
possible restart conditions Licensee has not submitted 
proposal for overall recovery of Unit 2 
SNYDER, 0 J THI Program Office eO/Oa/22 Ip 


-'8009230202 Urges revocation of util OL 

ORISCOE.O A Affiliation Unknown 80/00/22 Ip 


6009190331 Responds to postcard re safe decomAiSslon 1 ng of nuclear 
reactors 9 studies nf reactor health effects Specific NRC 
actions include employment of full-time inspectors at TMIi 
licensee Instruction k emergency preparedness planning 
SNYDER, B J TMI Program Office 80/08/25 2pp 


— 8009150335 Re«iuests safe d Bcommi ss i onlng of all commercial nuclear 
reactors t performance of health impact studies te 
determine effects of nuclear energy 
KELLY, K Affiliation Unknown 80/08/35 2pp 


0009170004 Responds to 790810 1 tr re accident at TMI NRC has ordered 
public hearing to determine whether TMI-l should be operated 
k under what conditions restart would tale place Licensee 
has not get submitted proposal for overall recovery 
SNVCER B J TMI Program Office BO/08/26 3pp 


--&0091700H Urges NRC to restore feeling of normalcy to community around 
TMI Recommends that NRC wait until all investigations are 
completed before reopening Tfit’-I Any premature opening 
would suggest that economics come before public safety 
HPIVLY.D J Affiliation Unknown 79/08/10 Ppp 


6009360200 Responds bo 600311 Itr to President Carter re delay in 
placing TKt-i back Into svc k rate structure prescribed for 
util Public hearing on restart scheduled to begin In Fall 
1980 to determine whether facility should be operated 
REIOiR II Operating Reactors Branch 4 80/09/09 4pp 


3009390386 Responds to 600805 Itr re delay In placing TMI— 1 back into 
SVC Commission orders of 800703 directed unit remain 
shutdown & restart hearing conducted on 601015 
DEN10N>H R Office of Nuclear Reactor Regulation! Director 
30/09/10 ip 


•0009290389 Renueats TMI-I be allowed to return to svc 
TREAT. EH Af f 1 U a t C on Un known 80/OS/OS Ip 


8009300IS9 Responds to Itr re eccessive electric bill NRC does not 
set rates that utils charge for electricity Accident at 
Unit S also caused Unit 1 to be shut down Eieerpt from D3E 
rept end 

DENIONiH R Office of Nuclear Reactor Regulation) Director 
80/09/15 6pp 


— 8009300163 Ecpresses concern re high util bills People on fired Incomes 
cannot afford cost of energy 
FA8I0)F Affiliation Unknown 80/09/15 Ip 


B009230441 Responds to Itr re J Zeller request for prompt return of 
facility operation Public hearing ordered to determine 
facility operability Based on proceeding s taius. deve lopment 
of reC'Ord for restart decision not ecpectetf before 1981 
KAHMERER.C Office of Congressional Affairs 80/09/10 2pp 


■8009230443 Requests response to end J Zoller Itr requesting prompt 
return of facility operation 
ODDDLINO. a House of Rep 80/09/18 2pp 


Financial Information 


1009030301 Ack receipt of 790931 i 1206 financial info k forwards 
request for addl ijtfo to account for subsequent developments 
re financial plan 4, cost estimates 

NOVAK, T M Assistant Director for Operating Reactors 80/03/11 
<PP 


800902043S Forwards State of NJ Rate Counsel latest data request to 
keep NRC Info^rmed of significant regulatory developments 
affecting Ccneral Public Utils companies Kirsten, Friadman & 

Cherln 600818 forwarding Itr also end 

SMEENEV, L E Jersey Central Power ti Light Co 80/08/80 7pp 


8009090603 Summary of 800814 meeting u/Het Ed t. General Public Utils 
(CPU) at NRC re GPU financing plan over nect 10 yrs Basts 
for plani "Fi'nancial Forecast Reflecting Revised Estimate 
of THI-2 Clean-up 4, Recovery’' end 

SILVER, H Operating Reactors Branch 4 60/08/26 Spp 


— 8009090603 "Financial Forecast Reflecting Revised Estimate of TMI-3 
Clean-up k Recovery Util 800808 press release end 
♦ General Public Utilities - OPU Service Corp 00/00/14 4lpp 


8009110394 Forwards responses to NRC 790921 k 1109 requests for info 
re significant regulatory developments affecting Oencral 
Public Utils companies in restart proceeding Federal 
executive agencies k rate counsel data requests end 
SWEENEY, L E Jersey Central Power k Light Co 80/09/05 aSpp, 

8009290357 Forwards util 0OO9OB Itr to 8 Marshall re matter of petition 
for increase in leveliied energy cost adjustment charge, per 
NRC 790921 request for ongoing info re significant 
r egula tory d eve lop men ts 

SWEENEY, L E Jersey Central Power k Light Co 80/09/10 tlpp 

8009180370 Forwards Citibank, N A 000905 Itr notifying General Public 
Utils Corp of reduction in util credit ava 1 lab i 1 ity, per 
600910 telcon request 

CARRQLL.D General Public Utilities - OPU Service Corp B0/09/U 
4pp 


8009260175 Forwards info containing significant regulatory developments 
affecting Genera I Pub 1 ic Util companies re restart 
proceeding Info consists of responses te Rate Counsel, FEA L 
OOD requests 

BWEENEY, L E Jersey Central Power k Light Co 00/09/16 3lpp 


6009230434 Forwards Exhibits JC-600 k JC-601 filed in restart 
proceeding Includes LS Reis testimony 4i "Certain Data Use-d 
in De termina t i on of Fair Rate of Return," prepared by Rejs k 
Chandler, Inc 

SMSeNEY,L E Jersey Central Power k Light Co 60/09/18 44pp 


P Operating license stage documents & correspondence 


8009150070 Responds to B00523 recommendations concerning lessons 
learned from 000226 transient at Crystal River Submits 
results of investigations re use of atmospheric dump valve 
at Oconee Units 1-3, AR Unit 1 , Davls-Besse Unit 1 k TMI-1 
DENIONiH R Office of Nuclear Reactor Regulation, Director 
80/07/31 2pp 


0009020297 Submits interim criteria for shift staffing to all OL & CP 
licensees (i app 1 i can ts, p er NRC 800507 Itr Discusses 
administrative provisions for emergency L overtime work 
Development k Implementation to be reviewed within 90 days 
EISENKUT,DO Division of Licensing 00/07/31 7pp 


8009080080 Forwards draft NUiREO-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days. Proposed implementation schedule for meeting criteria 
of NUBE0-0696 end H/o NUREO 

EISENMUT,D0 DIvIbIoti of Licensing 00/08/01 119pp 


8009230052 Informs that exemption from fee re licencing action 
associated w/TMI-2 Lesson* Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should Include proposed class of amend 
EIEENMUT.DO Division of Licensing 80/00/07 60pp 

6009030472 Forwards Revision 1 to 000521 "Process Control Program “ 
Changes are based on discusslans w/NRC 
HERBEIN.J 0 Metropolitan Edison Co 00/08/21 ip 

— 8009030470 Revision 1 to "Process Control Program" re incontainer 
sol idl f ication. 

e Hittman Nuclear k Development Corp (subs Hittman Corp I 
80/00/31 13pp 


8009050273 Forwards Tech Spec Pages 4-41 ti 4-43 re ECCS, inadvertently 
omitted from 800723 Amend 56 to License DPfi-50 
REIDi R N Operating Reactors Branch 4 80/08/22 4pp 


— 8009050281 Tech Spec Pages 4-41 & 4-42 re ECCS, inadvertent 1 y omitted 
from 800720 Amend 56 to License DPH-50 
» Operating Reactor* Branch 4 80/00/22 Spp 
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>0 Forw»ri}» commitmant dates, at requested during 000723 ejlt 
•ifting re near-tern OL mgt revleu insp 
KERBEIH.J Q Ketrdpolitan Edison Co 80/08/35 2pp 


B009030d2t Requests dS-daq eitension to eomnent period for programtna t id 
EIS re TKl dleanup process Public bearing should be 
conducted prior to drafting of final version 

ShOLCV.S C Three Mile Island Public Interest Resource Center 
80/08/27 2pp 


eoowjaodei Forwards changed pages to B0OB07 Tech Spec Change Request 
93 for License OPR-50 

HERBEIN.J 0 Metropolitan Edison Co 80/00/20 ip 


'B0090304B7 Changed pages to 0OOBO7 Tech Spec Change Request 93 re mgt 
reorgani lation 

a Metropolitan Edison Co B0/08/2B 6 pp 


— 8009100899 IE Insp Rept 50-289/80-13 On 000309-OA19 No noticompl 
noted Majo^r areas inspected licensee response tO' IE Ouiletin 
79-02. high pressure injected crossconnect mod 6 
identification of safety-related sgs t components 
C H AUDIT AR Y, S . IKOREARTY. R Region 1. Ph 1 la d el p h la< Office of 
Director ERITETER. S Region 1. Philadelphia. Reactor ConsiT 
J Engineering Support Branch 80/07/11 Dpp 


0009090237 Ac k receipt of 000716 Itr informing NRC of steps taken 
correct violations noted in IE Insp Rept &0-289/B'0-05 
BRUNNER. £ U Region 1. Ph 1 t a de 1 p h i a . Hoac tor Operations Nuc lea 
Support Branch 80/07/31 Ip 


— 3009090244 Forwards IE Insp Rept 50~2a9/Q'0-05 on 800227-29 Mo 
noncompl lance noted 

BRUNNER. E J Region 1. Philadelphia. Roactcr Operatians Nucl 
Support Branch 80/06/12 2pp 


0CO9O9O369 Informs NRC that Tech Spec Change Request 93 does not alter 
Tesponsibllity that util has for operation of unit 
HERBEIN.J 0 Metropolitan Edison Co 80/09/02 Ip 

0009120643 Forwards Amend 57 to License DPR-50, sa f ety evaluation J< 
notice of issuance t availability 

REID.R R Opeiating Reactors Branch 4 80/09/02 4pp 


.0009120648 Amend 57 to License DPR-SO, revl s mg Tech Specs to include 
surveillance requirements for high ii low pressure safety 
Injection sys 

REID.R U Operating Reactors Branch 4 80/09/02 5pp 


— 3009090250 JE Imp Rept 50-209/00-05 on 800227-29 No noncomplia 
noted Deviation noted failuie to Incorporate recommended 
restart requirements into established engineering dept 
proced ores 

0REENE1AN. E Region 1. Ph i 1 a d e 1 p h ia . Reactor Operations Nucle 
Support Branch NAPUDA. 0 , PrtOLINO.R Region I, Philadolplil 
Office of the Director 00/06/04 7pp 


8009030044 Forwards Revision 1 to IE Bulletin H0-19< "Failures of 
Merc u ry-lfe 1 1 ed Matrii Relays in Reactor, Protective 0ys of 
Operating Nuclear Power Plants Designed' tiy C-E " Written 
response required 

GRIER. B H Region 1. Philadelphia, afftcc of the Director 
00/08/15 Ip 


8009120650 Safety evaluation supporting Amend 57 to License DPR-30 
• Office of Nuclear Reactor Regulation. Director 80/09/02 Gpp 

~~^°DPR-50^^ *^'**^*'^* Issuance {< availability of Amend 57 to License 
REID.R H Operating Reactors Branch 4 80/09/02 2pp 


0009170037 Requests Class III fi« for review of 000807 application for 
amend to License DPR-50 Organl latlonal changes were 
considered to be of safety significance 

MILLER, 14 0 License Fee Management Branch 00/09/02 Ip 


B0091S0013 Forwards IE Circular 80-10. "lOCFRSO 59 Safety Evaluat 
for Changes to Radwaste Treatment Sys " No written rosponie 
r equi r ad 

CRIERiQ H Region 1. Ph i I ad o I p h i a . Office of the Director 
eO/08/22 Ip 


S009020013 Modifies B00814 response to IE Bulletin 00-16 re poton 
misapplication of certian Rosemount Models IISI V 1132 
pressure transmitters Four 1152 OP transmitters used u/A 
output code 

HERBEIN. J O Motropolllan Edison Co 00/00/25 3pp 


8009290242 Requests response schedule to coordinate review 
since issuance of NUREO~O 6 B 0 
REID.R M Operating Reactors Branch 4 80/09/04 4pp 


of open 


rnjdrm* utU that r««pQn«e to NRC 791 L09 Ur ro portioi 
*r fcCCB tvalvation modoU dealinsi w/fuol cladding iwollino it 
Incidanci of rupturt i% accoptabU \Jtil has adocuatalu 
confirmsd r»pre$ontatior\* made by fuel supplier. 

REID.R N Operating Reactors Branch 4 80/09/09 4pp 


0009120184 Forwardi IE Info Notice BO-31. "Ma 1 operal i on of Could- 
Dover 1 400 Vn 1 1 Typo K-600a & K-DCN 6008 Circuit Breakers ” 

No written response required 

GRIER . 8 H Region I. Ph ( 1 ade I phla. Office of the Director 
80/08/27 Ip 


8009230790 Forwardi IE Circular 80-21. "Regulation of Refueling C 
Nq luribbaii response req.ulT«d 

GRIER, D H Region 1. Philadelphia, Office of the Director 
00/09/ 10 J p 


6009160329 Forwards response to 
holddown springs No failed or 
ddcnttflid BLU investigations 
concerns 


800701 Itr re TMI-1 fuel assembly 
damaged holddown springs 
revealed no significant safety 


HUKILLrH D Metropolitan Edison Co 80/09/10 lOpp 


0009240316 Forwards IE Info Notice 00-32, "C I art f i cat I on of Cerla 
RequIremanLs for Eic lus i ve-Llse Shlptnonts of Radioactive 
Metis " No written response required 

GRIER, D H Region 1 . Philadelphia, Office of the Director 


B009170292 Forwards response to NRC 790921 U 1109 requests for info 
developments affecting General Public * 
Uttts companies in restart proceeding 

SHEENEY.L E Jersey Central Power & Light Co 00/09/10 3pp 


a^iSnl r«uU?n ‘J ® Pfwer plants re followup 

Lessons ^ review of implementation of THl-2 

i!!?- ^eerhed Task Force short-term requirements 
Implementation schedule «i enhibits end 

EIBENHUT.D 0 Division of Operating Reactors 80/09/13 79 pp 

‘"J”® reviewed found applleab 

IffIcL Of TMI-1 to withstand 

e-fftets Of asvmtnetric LOCA loads 

HUXILL, H D Metropolitan Edison Co 80/09/11 2pp 


R Periodic operating reports «< related correspondence 


0009090776 Forwards status rept for uk of BOO01O-16 
CDLLINS.J T TMl Program Office 00/08/10 bpp 


S0091 10316 Forwards supp I amot, tal info to "Cffluont & Naete Dlspos 
BemlannuaJ flop t, Jan-June 1980." for TMI-t t 2 6 EPlCaR-JI I. 

* Woste Semiannual Rept, 

791015-1231," for EPICOR-II 

HERBEIN, J O Metropolitan Edison Co 80/09/05 Ip 

—0009110310 aupplemental info to "Effluent t, Waste Disposal Beml 
tfeptj Jan'^sPune l‘?80 ‘ 

* Metropolitan Edison Cq 80/09/09 8p p 


®‘^”uw®R.qu«M’'meStTr ^PSitieering control room de.i 

review Requests meeting during wk of 801006 to discuss, 
cenijient L suggest corrective actions 

REID.R H Operating Reactors Branch 4 00/09/16 12pp 


■®°R!;i?jan-JuSS't?aS'"‘ ^ Dispose. 0 ,mi 

a Metropolitan Edison Co 80/09/03 24pp 


Bulletins «, correspondence 

hoo»,-om, n. 


—0009110340 gupplemental info to “Effluent 6 Watte 
Rept, Jan- June 1980. " for EPICOR- 1 t 
• Metropolitan Edison Co 80/09/05 Spp 


Disposal Geml 


0009 1 10344 Sup p 1 ementa 1 
Rept, for 79101 3-1231 " 

» Metropolitan Edison 


info to "Effluent ?• Waste 
re EPICOR-II 
Co 80/09/05 0 pp 


Disposal 8 emi 
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eOi09lB02(3‘l TMI PfO'jran Ofc ueekl^ status rept for ui of B00930“0?06 
CO^LIMS. J T THI Program Office 00/09/09 App 


0009330205 Porieards month Ig operating rept for Aug 1900 
MUKILLiH B Metropolitan Edison Co 60/09/ 15 Ip 


-~9009320'2?1 Month ]g operating rept for Aug 1900 

MITCHELL. D 0 Metropolitan Edison Co 80/09/15 9pp 


S007300550 Forwards tritium results from TMI greunduater t< soil samples 
attained on 600330i 0707. IS h 35 Pesultf of anaigses 
perforaieJ on soil samples from 0lf~13EI. 01f~14 It OM-l? 
included 

RlETHLE.If E Oeneral Public Utilities - CPU Service Carp B0/09/1A 
37pp 


6009300399 Foruards "Eiecutive SummargiTKI Units 1 (< 5 Liguid {< Oaieous 
Releases for Jul 1960. “ addi data for liquid discharges to 
Susguehanna River for 1980 1 explanation of TMl effluent 
dose assessment group monthlg summarg 

PORTER 5 U Porter-Gerti Consultants, inc 00/09/19 2pp 


— 6007300401 "Eiecutive Summargi TMI Units 1 ic 3 Liguld I. Oasecus Releases 
for Jul 1980 " Tables providing addl data for liq,uld 
discharge to Susquehanna River end 
e Porter-Oerti Consultants. Inc 80/09/19 13pp 


S Reportable occurrences. LERs 1 related correspondence 


6009030305 Act receipt of util Itrs re actions tp correct intergranular 
stress corrosion pipe cracks I< foruards safetg evaluation 
Corrective actions are acceptable Util committed to submit 
final rept 

REIS.R U Operating Reactors Branch 4 60/03/11 4pp 


— 3009020300 Safetg evaluation supporting actions taken on pipe cracks 
in borated vater sgs 

* Operating Reactors Branch 4 00/03/11 4pp 


8007120341 Foruards LEfl 0O-O15/O4T-1 

HERQEihl. 0 0 Metropolitan Edison Co 00/09/07 Ip 


6009110405 Foruards transcript of NJ Doard of Public Utils 000703 
hearing. In response to HIIC 790931 it 1109 requests for info 
re significant regulatorg developments affecting Oeneral 
Public Utils companies 

BHEEMEVi L E Jerseg Central Potuer 4. Light Co BO/09/05 94pp 


8009350570 Foruards sup p I e menta 1 testimong of D Baldassarl 

SUEENETiL E Jerseg Central Power 4 Light Co BO/07/09 SSpp 


a009t7034A Forwards RO Fitipatrlck testimong re UC5 Contention 4. PC 
Hearn testimong re Shollg Contention 1 . BF Thatcher testimong 
re Bhdllg Contention b ta ) 4t PO Stoddart testimong re Bhollg 
pontentlon S. ANORY Contention UlO) tt Lewis contention 
CUTCHIM.J M Hearing Branch 3 00/09/15 3pp 


— 0009170349 Testimong in response to UCS Contention 4 demonstrating 
connection of pressuruer heaters to onsite emorgencg power 
supplies does net violate Oeneral Design Criteria 17 4i will 
not degrade emergencg poiwer supplg performance 
FtTJPATRICK. R Power Sgstems Branch 00/09/15 7pp 


— 3009170351 Testimong in response to Shollg Contention t demonstritlftg 
containment isolation signals need not include safetg-grade 
high radiation signal to assure automatic 4 tipielg isolation 
of reactor bldg vent ti purge or sump lines 
HEARH.P C Division of Safetg Tecfinologg 80/09/18 App 


.""-6009 1 70354 Testimong in response to Shollg Contention d»(al 
demonstrating that failure mode ti effects anatgsls of 
ln» trumen tati on 4 control sgs has been performed 

THATCHER. D F Instrumenta tion ti Control Sgstems Branch 80/09/IS 
lOpp 


— B[>09170‘35S Testimong in response to Bhollg Contentio.n S.AHGRV 
Contention UlDliLeidls contention It Chesapeake Encrgg 
Alliance Contentions S. 6 It 7 Certificate of Bvc end. 
STDEDART.P 0 Assistant Director for Environmental Technologg 
00/09/15 ASpp 


8009330011 Direct testimong re Contention 4 Explains proper application 
of single failure criterion Connection of heaters in 
proposed manner violates Oeneral Design Criterion IF 
Certificate of Bvc encl 

POLLARD. R D Union of Concerned Bcientlsts 80/09/18- 10pp 


— 8057130343 LER B0-0IS/04T~1 on 000731 . u/util t in cold s h utdoun . ac t ua 1 
river water temp change eiceeded limit for approt A"h 
Caused bg calculation error in instrument loop used to 
measure river water outlet temp 

MITCHELL. 0 C Metropolitan Edison Co 30/09/0? Spp 


0009300506 RO 00-17 determined insufficient documentation to 
demonstrate that brakes on motor operators for purge valves 
AH-VIB t AH-VIC envlronmenta I Ig qualified Redundarit valves 
f u 1 1 g qua 1 i f led 

TOOLE. n J Matropalltan Edison Co 30/09/23 Ip 


T Hearing transcripts on non-ant I trust (natters 


8009020007 Forwards transcript of 800020 hearing. In response to IIRC 
790921 4. 1107 requests for tr.fo re significant regulatorg 
developments affacling Oeneral Public Util companies In 
restart proceeding 

SHEEHEY.L E Jerseg Central Power 4 Light Co 00/03/26 Ip 


•80090200S9 Transcript of 800030 hearing before 8J Dept of Energg. Board 
of Public Utils in Mewark.MJ Pp 1-176 
a Now Uerseg. State of 0O/OS/2O 176pp 


0009260313 Submittal of prepared testimong for first hearing session 
No attempts made to provide complete answers to A8LD BOO9O0 
memoranduin 4. order re phgsicai separation of TMI units 
Certificate of Eve encl Related correspondence 

TROIlBRfOOE. 0 F Metropolitan Edison Co TRDUDRIDOE.O F Shau. 
Pltt/nan. Petti fc Trowbridge 00/09/15 7pp 


00092603)3 Eubnilttal of prepared testimong for first hearing sesiiin 
No attempts made to provide complete answer* to ASLB 800908 
rnenorandum 5; order re physical separation of THI units 
Certificate of Sve end Related correspondence 
TRDHDRIDOE. 0 F He tro p a 1 1 tan Edison Co 00/09/15 7pp 


— 0009360320 Testimong in response to UC0 Contentions 1 li 2 re natural 4 
forced ctrculatlon Eiflalns feasibllitg of adequate core 
cooling Prof qua! if ications encl Related correspondence 
KEATEN.R U . JONES, R C Metropolitan Edlfon Co 00/09/15 23pp 


— 8009360322 Testimong In response to UC0 Contention 8 t( Environ 
Coalition an Nuclear Power Contention lie) re addl LOCA 
analgsls Describes purpose, assuinptl ons ti results of 
analgses Prof qualifications end Related correspondence 
JONESiR C I DRDUOHraN. r O Metropolitan Edison Co 80/09/19 
27pp 


8009030431 Forwards transcript of NJ Doard of Public Utils S0l)3ai'"22 
hearings in Newark. NJ re util petition for rate Increaiest 
per NRC 790921 request to be kept informed of significant 
regulatorg developments 

SWEENEY, L E Jerseg Central Power 6 Light Co 80/08/27 i25pp 


—8009360329 Revision 3 to "ECCB Analgiis of D6W 177~Fuel Assemblg-Loop 
NS8 '' Related correspondence 

• Babcock U Wllcoi Co BAI4-i0103A R3 77/07/31 3I7pp- 


3009030392 Forward* transcript* for 000735 li 26 
790921 6 110? requests to be kept Informed of 
divelopments 

BHEENEV. L E Jerseg Central Power 6 Light Co 


hearings, per NRC 
sign i f leant 

80/00/29 60pp 


—8009260335 ''Evaluation of Transient Behavior fc Small RCS Breaks in 17? 
Fuel Assemb Ig Plant." Vel 1. Section 6 O. Suppl 2 to 790SD7 
rept Related correspondence 
» Babcock 4. Wilcox Co 79/05/12 22pp 


8009030533 Forwards transcript of 800035-36 hearings before NJ Doard of 
Public Utils in Newark, NJ ra increase in rates for electric 
SVC i for anend to leveliied energg adjustment clause 
3WEEMEV. L E Jersey Central Power 6 Light Co 00/08/29, SOOpp 


0009150852 Forwards transcript of NJ Doard of Public Utils 000837 
hearing re util request for rate incpeaae.ln response to 
KRC request for Info on any significant regulatorg 
devalopirents Pp 670-733 

SW6ENEV. L E Jersey Central Power 4 Light Co 00/09/02 47pp 


--6009260340 "Sgs Response to Total Loss of Steam Oenerator Heat Sink * 
Related correspondence 

s Dabcock A WiUoi Co. 06-1 103505-00 79/03/07 9pp 


— 0009260353 "Analysis Summary In Support of Early Reactor Coolant P«i*f 
Trip " Related correspondence 
e Babcock A Wilcox Co 79/08/21 SSpp 



DOCKETED ITEMS 


99 


•800926035? "3upp lomen ta 1 Small Brpak AnalysiSi" suppl to 790821 
'‘Anal<j«is in Support of Carly Reactor Coolant Pump Trip “ 
Related correppondenco 

• Balitoct t< Wilcoi Co 79/09/12 25pp 


— 6009260366 "Small Break Operating Ouidelinee " Related correspondence 
» Da6cDck J< Wilcos Co 69-1 106001-00 79/11/30 4Bpp 

— 8009260380 "Small Break M/Failed Pouer Operated Relief Valve " Related 
correspondence 

a Babcock !c Wilcox Co 06-1 117679-000 80/02/11 14pp 

— 8009260393 Testlmoni; Iti response to UCB Contention 7. Antinuc loar Group 
Representing York Contention VIB> 6 SC ShollY Contention 
6(B) re detection of inadequate core cooling Prof 
qualifications encl Related correspondence 

KEATCN. R W > B05S> H J . JONES. R C tie trop o 1 1 tan Edison Co, 

SO/09/15 31pp 


— 8009260394 Testimong in response to UCS Contention 10 tc SC 9holly 
Contention 3 re safety sgs bypass h override Shous that 
operator intervention in safety function does not violate 
criteria Prof qualifications encl Related correspondence 
CLARK. P R . ROSS.H J . PATTERSON. E 3 Hetropolitan Edison Co 
80/09/19 2lpp 


— 8009260396 Testimony in response to DCS Contentions 3.12 i< 14 re safety 
classification Instrument failures re THI-2 accident posed 
no threat to safety Prof qualifications encl Related 
correspondence 

KEATEH.R W . BRAULKE. 0 R , BRAZILL.O J Metropolitan Edison Co 
80/09/15 30pp 


— 8009260400 Testimony in response to (JCS Contentions 5 t< 6 re valves t< 
valve testing Pouer operated relief valve was not designed 
to fulfill safety function Prof qualifications encl 
Related correspondence 

CORREA. J H , URQUHART, 0 T . JONES. R C Metropolitan Edison Co 
60/09/13 20pp 

— B009260408 "Overpressure Protection for BtW PWR " Related 
correspondence. 

a Babcock J. Wilcox Co BAN-10043 72/05/31 17pp 

— 6009260407 Testimony in response to DCS Contention 4 re connection of 
pressurlzer heater to diesel Presents provisions assuring 
protection of onsite emergency power supplies Prof 
qua! 1 f Icat ions encl Related correspondence 

TORCIVIA.J A , SHIPPER. P J Metropolitan Edison Co 80/09/15 
ISpp 


— 8009260411 Testimony in response to SC Sholly Contention 6(a) re 
Integrated control sys Addrossei complimentary evaluations 
of field data 4 results of sys analysis Prof qualifications 
encl Related correspondence 

BROUOHTON. T 0 . BADAU9KAS, 0 J . JOYNER, U L Metropolitan Edison 
Co BO/09/1S 12pp 


— 8009260412 Testimony in response to SC Bliolly Cantentlon 1 re 
containment isolation Discusses relevant tIii- 2 eiperlonce & 
licensee actions to add initiation signals due to reactor 
trip Prof qualifications encl Related correspondence 
LANE8E.L, C Metropolitan Edison Co 80/09/19 9pp 


6009260414 Testimony in response to Lewis cantentlon ti Antinuclear 
Oroup Representing York Contention V(D) re filters Shows 
reduction of radioactive gases t< minimiiatlon of leakage 
Prof qualifications encl Related correspondence, 

ITSCHNER.N F . BARLEY, R . MOORE. J Metropolitan Edison Co 
80/09/15 24pp 


— 8009260417 Testimony 'in response to Sholly Contention 19 tt Antinuclear 
Group Representing York Contention V(C) re control room 
design-human factors engineering Improvements can be made 
Prof qual if Icatlons dne I Related correspondence 
WALSH. P g . MEEK, W E, , ESTRADA, H Metropolitan Edison Co 
ao/09/lS 49pp 


— 8009260421 Testimony in response to Sholly Contention 13 It Environ 
Coalition on Nuclear Power Contention 1(a) re adequacy of 
plant computer sys Computer performs no safety or control 
functions Prof qual i f icatlons encl Related correspondence 
HAMILTON. W P . KEATEN, R W Metropolitan Edison Co 80/09/19, 
IBpp 


— 8009260431 Testimony In response to UCS Contention 9 t< Environ 
Coalition on Nuclear Power Contention 1(c) re safety sys 
etatus panel Identifies instrumentation It control assuring 
safoty, W/Prof qualifications Related correspondence, 

WALSH, P 8 , TOOLE, R J Metropolitan Edison Co 80/09/15 I7pp 


— 6009260439 Testimony in response to Sholly Contention 5 & Environ 
Coalition on Nuclear Power Contention 1(d) re instrument 
ranges Lays out comparison showing adequacy of instrument 
ranges Prof qua 1 1 f icat i ons end Related correspondence 
BROJOHTON, T G , DUBIEL, R W , WILLlEMS, V H Metropolitan Edison Co 
BO/09/ig 20pp 


— 8C09260443 Testimony in response to ABLE Question 0 1. Chesapeake Energy 
Alliance Contention 5 re physical separation of Units 1 & 2 
Addresses waste h and 1 1 ng , r cs t orat 1 on ir decontamination 
W/prof qua 1 1 f i ca 1 1 ons Related correspondence 

FUHRER.E C , MCQOEY.n J Metropolitan Edison Co 80/09/ 15 60pp 


0009230445 Forwards transcript of 800829 hearing before NJ Dept of 
Energy. Board of Public Utlls.Pp 724-060. In response to NRC 
791t09 request to be kept informed of significant regulatory 
developments affecting Oenoral Public Utils companies 
SWEENEY, L E Jersey Central Power b Light Co 00/09/16 137pp 


8009300417 Forwards UC8 direct testimony on Contentions 3 ti 10 re 
restart hearing Also forwards VCB interrogatories to NRC 
based on new info Testimony on Contention 5 will be provided 
pending receipt of NRC testimony 

WEISS. E R Sheldon, Harmon i< Weiss 80/09/25 Ip 


—0009300420 Direct testimony of RD Pollard on behalf of UCS re UCS 
Contention 3 

POLLARD. R D Union of Concerned Scientists 00/09/25 t8pp 


--8009300422 Direct testimony of RD Pollard on behalf of UCS re UCS 
Conlention ID 

pollard, R D Union of Concerned Scientists 80/09/25 25pp 


LP Congr ess Iona I /Ex ecut ive Correspondence 


8009080346 Protests NRC decision not to permit psycholag ice 1 stress 
Issue at restart hearings Failure to address issue would 
raise question re credibility of including issue in Unit 2 
cleanup hearing 

ERTEL.A E House of Rep 00/09/03 2pp 


V Operator Examinations 


8009D30464 Forwards Administrative Procedure 1006. operator 
requal 1 f icat Ion program t status of requal if tcatton program 
for Unit II operators Replacement operator training program 
will be suboiitted upon completion 

HER6EIN.J 0 Metropolitan Edison Co 80/00/08 2pp 


— 8009030469 "Administrative Procedure 1 006. Rev i si on 3." operator 
requa 1 1 f lea t ion program Status of requal 1 ficatlon program 
for Unit It operators end 

* Metropolitan Edison Co 00/07/31 4Zpp 


8009D80240 Forwards operator requa 1 i f icat i on program per 600320 I tr 
HERBEIM, J 0 Metropolitan Edison Co 80/06/08 2pp 


DOCKET 50-293 PILORIM NUCLEAR POWER STATION. UNIT i 


E NRC Safety Evaluation Report (SER). supple L correspondence 


8009020032 Forwards input to Item 3 1 19 of facility 8ER Licensee 
should demonstrate that all pipe penetrations have fire 
resistance rating of 3-h All tests in 800929 submittal 
were for electrical penetrations 

HALL, R E Brookhaven National Laboratory QO/Oa/19 2pp 


F Security, medical, emergency & fire protection plant 


8009090569 Forwards r ecommondat ion for Item 3 1 6/3 2 4 re cable 
combustibility for fire protection review Recommends that 
licensee bo required to coat okon-ite b kerite cables 
HALL. R E Brookhaven National Laboratory 80/07/14 3pp 


80091S0437 Forwards comments on security force braining U qualification 
plan Requests response within 45 days Comments withheld 
(ref 10CFR2 790) 

IPP8LITO. T A Operating Reactors Branch 2 80/08/21 3pp 


6009230162 Requests that all personnel be reminded of purpose of 
emergency notification sys 8. health physics network 8yt 
Installed for govt use during emergency 

ORIER.O H Region 1. Philadelphia. OfMce of the Director 
80/08/22 3pp 
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8009170329 For wardi »upp 1 ementa 1 infd re fire pro-tectton program) per 
NRC 000619 reiiue»t 

MAfilsi^./V V Boston Edison Co 80/09/11 Bpp 


0 Ad jirdicatorg correspondence 


B009300594 Forwards 800912 order revlslnj 600029 order for mod of OL. 
in entiretij 

EISEHHUT. 0 0 Division of Llcensins 80/09/12 2pp 

— 8009300588 Order revising 000929 order for mod of Ot DPR -3 5. in 
entirety Info responsive to IE Bulletin 79-OlB shall be 
submitted bg 801101 Request for hearing will not stag order 
effective 600912 l/CS /71ia>; b 70OSO2 petitions discharged 
EISENHUT. D 0 Pivlilon of Ultensins 80/09/12 App 


P Operating license stage documents U correspondence 


8009110554 Suppls NRC 600707 request for proposed Tech Specs changes re 
scram discharge vol vent fe drain valvesj fc reactor 
protection sys ii control rod block limit switch surveillance 
requirements Class III license fee to be submitteif u/change 
EISENHUT^P C Division of Licensing 60/07/22 22pp 


8009020297 Submits interim criteria for shift staffing to all OL ti CP 
licensees b app 1 icants p per NRC BOOSO? Itr Discusses 
administrative provisions for emergency 6 overtime work 
Development b Implementation to be reviewed uitMn 70 days 
EISEMNUT, D 0 Division of Licensing 60/07/31 7pp 


8009080080 Fertiiards draft MUR £0-0696) "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed impiernenta t i on schedule for meeting criteria 
of NUflEO-0696 end H/o NUREO 

Et&ENHUT>D 0 Division of Licensing 80/OB/01 119pp 


8009120101 States understanding re actions to be taken per 600BOS 
telcon on testing of D safety relief valve NRC must be 
Informed uithln 24-h if specified actions are not in 
accordance u/actual plans 

0RIER)B M Region 1) Ph i iadeiph la, Office of the Director 
60/08/06 Ip 


6009230052 Informs that ecemption from fee re licensing action 
associated w/TMI-2 Lessons Learned is unjustified Previous 
determination should he disregarded Requested submittal 
should include proposed class of amend 
EISENHUT. 0 0 Division Of Licensing 60/08/07 60pp 


8009050490 Informs that NRC evaluation confirmed tue specific Event S 
valve conftguratiensi discussed in NflC 800223 Itrj do not 
esist at facility NRC activities re valve conf Igtlratiocis 
finalized for facility Technical evaluation rapt encl 
IPPOLITOiT A Operating Reactors Branch 2 60/06/08 3pp 


--8007050456 ‘'Primary Coolant Sys Pressure Isolation Va Ivesi Pi Igrim Unit 
li " technical evaluation rept 

NDELL. P M . STILWELL.T C Franklin 1 nstt tu t »/Fran k I In Research 
Center NflC-03-79-1 16 80/07/21 4pp 


6007040114 Forwards request for addl info re request for ezemptlons 
from lOCFRSO App J> c ontainment leakage testing 

NOVAK) T 11 Assistant Director for Operating Reactors 60/08/12 
4pp 


80091 50500 Forwards NDRE(}-0661j "Mark 1 Containment LonB-Term Program 
Safety Evaluation Rap ti Reso lut ion of Oenerlc Technical 
Activity A-7 " Rept describes NRC review results It 
requirements (f/e end 

IPPOLITOiT A Operating Reactors Branch 2 60/08/20 2pp 


8009150270 Application to amend License DPR-35i chang i ng App A Tech 
Specs definition of "high radiation area proposed change 
alious flexibility in complying u/requl remen ts Fee end 
HQUARDi U E Boston Edison Co 00/09/01 2pp 


—8009150279 Proposed Tech Gpec 6 13i changing definition of "high 
radiation area " 

e Boston Edison Co 80/09/01 2pp, 


6009150284 Application for Proposed Change 60-3 to License DPR-33i re 
definition of “operable" as applied to single failure 
criterion for safety sys Request is In response to IE Info 
Notice 79-35 i NRC 600410 Itr, Fee end 
HOHARDpvI E Boston Edison Co 80/09/01, 2 pp 


— 8009150285 Proposed Change BO-3 to App A Tech Specsi Sec t ion t re 
definition of "operable" as It applies to single failure 
criterion for safety sys 
» Boston Edison Co 80/09/01 Ip 


6009180531 Requests submittal of program re baseline photographic 
survey of breakwater for comparison w/future conditions 
Also requests proposed Tech Spec change re reporting 
requ Iremen ti f or approval Response requested uithln 90 days 
IPPOLI TO) T A Operating Reactors Branch 2 80/09/03 3pp 


8009160346 Forwards fee for 800403 application for Tech Spec changes 
per NRC 800702 request 

MDRI8I.A V Boston Edison Co 00/09/04 2pp 


8009220153 Advises of need for addl response to NRC 790808 Itr 
requesting analytical t< test info re adequacy of station 
sys Response of 790809 was inadequate Response to end 
should be provided within 45 days of Itr receipt 
IPPDLITDp T a Opera t i ng Reac tors Branch 2 00/09/04 4pp 


8009180541 Advises that 800104 reaponse to NRC 791109 Itr re ECC8 
evaluation models dealing u/claddlng swelling (< incidence of 
rupture is acceptable No further action necessary 
IPPQUITQiT A Operating Reactors Branch 2 00/09/05 2pp 


8009170166 Forwards final rept re operating experience of plant 
augmented offgas treatment sys Data was compiled during 
Eet.0 ID. Inc 781010-13 site Visit W/o end. 

IPPOUlTOi T A Operating Reactors Branch 2 00/09/09 2pp 


6009240641 Confirms util commitment to NRC 791023 "Interim Position on 
Containment Purging & Venting Pending Resolution of 
Isolation Valve Pperabllity " Util position will remain in 
effect pending completion of NRC long-term review 
IPPaulTOi T A Operating Reactors Branch 2 00/09/09 2pp 


3009230453 Responds to NRC 800425 Hr Provides Info to assure that OE 
761101 analysis re min ECCS equipment availability u/dc 
power supply failure conservative re plant sys availability 
comb 1 net 1 arts Lists min ECCS components available 
MORISI.A V Boston Edison Co 00/09/16 2pp 


6 Inspectioo reports, IE Bulletins tt correspondence 


6009090113 Forwards IE Bulletin 00-07, Suppl 1, "BUR Jet Pomp Assembly 
Failure " Response required 

ORIER, B H Region 1, Ph i 1 ad e 1 p h ia , Office of the Director 
80/05/13 Ip 


6009100037 Forwards IE Insp Rept 50-293/00-09 on 800303-21 
Hanccmp 1 lance noted 

ORIER. B H Region 1. Philadelphia, Office of the Director, 
00/07/09 2pp 


—0009100038 IE Insp Rept 50-293/80-09 on 000303-21 Noneotnp 1 i ance noted 
movement of irradiated fuel w/o secondary containment 
integrity t failure to log plant evolutions as required by 
station procedures 

MARTlihTT, Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch KEH9E, D , ROBERTS, K Region 1> Philadelphia. 
Office of the Director 80/06/12 9pp 


8009100074 Forwards IE Insp Rapt 50-293/80-21 on 800504-16 & 28-30. 
No nancompl lane e noted 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch SO/07/23 2pp 


--8OO9IO0B77 IE Insp Rept 50-293/80-21 on 000504-16 t< 28-30 No 
tioncomp 1 iance noted Major areas inspected refueling 
restoration planning A surveillance activities, startup 
testing of new & modified sys L review of plant operations 
ROBERTS, K P . RAYMOND, W Region I. Philadelphia, Office of the 
Director MARTIN, T T Region 1, Philadelphia. Reactor Operations 
Nuclear Support Branch 80/07/10 6pp 


8009020110 Responds to IE Bulletin 00-17 Supp 2, "Failure of Control 
Rods to Insert During Scram at QtIR " Alternate vent path 
was provided to scram discharge vol vent sys within 46-h of 
800719 telcon notification 

ANDQCNINI.O C Boston Edison Co 80/07/20 Ip 


6009080546 Responds to IE Bulletin 80-16 Util has not installed nor 
plans to install Rosemount Model 1151 or 1152 pressure 
transmi tters 

ANDOONlHI.tS C Boston Edison Co 60/07/29 Ip 
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600'9{>904Q4 Retpontfs to NRC Q00708 notice ot violations Corrective 
action* licensed operator* given training meetings prior to 
recommencenient of fuel handling 
ALUKOMia. J Boston Edison Co 00/03/01 app 


8009090041 Act receipt of 800711 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 90-893/80-16 
CARLSOH' R T Region 1> Philadelphia. Reactor Construction & 
Engineering Support Branch 00/08/01 ip 


■80'09090CI48 Responds to NRC 800612 Itr re violations noted in IE Insp 
Rapt SO-293/00-16 Corrective actions plant fire extinguisher 
fuTvelllance procedure revised 

ANDOOlllNI. 0 C Boston Edison Co 80/07/11 Bpp 


■8009090039 Foriuards IE Insp Rept 50-293/80-16 on 800421-25 & notice 
of vlo’lotlon 

CARl-SOHi R T Region 1, Phi ladelph ia. Reactor Construction t< 
Engineering Support Branch 80/06/12 app 


— 3009090062 Notice of violation from insp on 800421-25 

• Region 1> Philadelphia. Office of the Director 80/06/11 Ip 


•9009090066 IE Insp Rept 50-293/80-16 on 000421-25 Noncompliance noted 
failure to follow plant fire extinguisher check procedure 
EONETERi 8 D Region 1. Ph 1 ladelph la. Reactor Construction & 
Engineering Support Branch KOLTAV.P 8 Region 1. Philadelphia. 
Office of the Director 80/06/11 Spp 


0009090660 Responds to IE Bulletin 80-17 Fifty control rod drivelines 
selected for manual scram ti 50 control rod drivelines 
selected far automatic scram Scram times reviewed to 
determine faetest. slowest average times for each scram 
AhTDOONINI. 0 C Boston Edison Co 30/08/01 4pp 


3009110297 Ineervice insp rept.Vol I, from Jan-Feb 1900 refueling 
outage Describes exam of selected components Forwards 
rasulte of remote visual exam of selected components t. 
manual esam of selected areas of facility 

AtOOS.N M . FUACK. U L . L.AUTZENHEISER Southwest Research Institute 
SO/Oa/07 230pp 


'B009110299 Inservice insp ropt.Vol J.Prom Jan-Feb 1980 refueling 
outage Describes remote visual exam of selected 
components at facility 

RICOS. N W . DUNAVQNT. D » . LAUTZENHEI8ER Southwest Research 
Institute 80/08/07 60pp 


--3009110304 Inserviee insp ropt.Vol 1. from Jan-Feb 1980 refueling 
outage Describes manual exam of selected areas of facility 
R10B3.M W . DUNAVONT. D W . LAUTZENHEiaER Southwest Research 
Institute 80/08/07 lOOpp 


8009120036 Responds to IE Bulletin 80-17. Suppl 1. Section A. 1 terns 2-5 
Applicable procedure contains guidance to control room 
personnel on initiation of standby liquid control sys 
Procedure re scram discharge vo^l revised, Affidavit end 
ANCDONIHl.O C Boston Edison Co 80/08/08 4pp 


6009160516 Responds to IE Bulletin 80-20. "Failures of tlestinghouie 
Type M-2 Spring Return to Neutral Control Switches " No subj 
sultches used or planned for use in safety-related 
application at facility 

ANDQSNINI.O C Boston Edison Co 80/08/08 Ip 


BOD91605J9 Respond* to IE Bulletin 00-19. "Failures of Mercury-Wetted 
Hatrii Relays In Reactor Protective Sys of Operating Nuclear 
Aower Plant* Designed by C-E " No subj relays used or 
planned for use in sys 

ANDOONINIiOC Boston Edison Co 80/08/08 Ip 


3009190940 Responds to IE Bulletin 80-17 re failure of certain control 
red* to fully insert during BWR scram Examination revealed 
absence of failure mode 

AHOOONINJ.O C Boston Edison Co 80/08/12 4pp 


6009190073 Act receipt of 800715 Ur informing NRC of step* taker to 
correct violation* noted in IE Insp Rept 50-293/80-20 
BRUNNER. E <J Region i. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/08/13 Ip 


--8009190076 Respond* to NRC 800604 Itr re violations noted In IE Insp 
Rept 50-293/00-20 Corrective actions Procedure 87 1 4 will 
be revised to specify clearly actions to be taken by test 
director re leakages 4. valve lineup deviations 
ANDOOMINI.O C Boston Edison Co 80/07/15 2pp 


— 8009190078 Fofjards IE Insp Rept 90-293/80-20 on 600SO4-0S «< notice of 
vio la t ion 

BRUNNER. E J Region i. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/06/04 2pp 


--B009190079 Notice of violation from insp on B00504-OB 

a Region 1, Philadelphia, Office of the Director 80/06/03 Ip 


--8009190081 IE Insp Rept 30-293/80-20 on 800504-03 None omp 1 1 anq e noted 
failure to conduct containment integrated leak rate test 
prior to mating repair V adjustment 6 to perform local leak 
rate test after maint 

CAPHTOWi D L Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch REKITO.W A Region 1. Philadelphia. Office of the 
Director 80/06/03 iOpp 


8009090034 Responds to IE Bulletin 00-19, "Failure of 76 of 1B5 Control 
Rods to Folly Insert During Scram at BWR “ Util has ordered 
scram discharge header water level monitoring sys 
ANODONINI.O C Boston Edison Co 80/08/14 Ip 


6009030111 Forwards Revision I to IE Bulletin 00-19. "Failures of 
Mercury-Wetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

6RIER. B H Region 1. Philadelphia. Office of the Director 
00/08/15 Ip 


8009120084 Forwards Suppl 3 to IE Bulletin 60-17. "Failure of Control 
Rods to Insert During Scram at BWR " Written response 
required 

ORIER. B H Region 1. Ph i ladelphia. Office of the Director 

eo/oa/22 Ip 


8009180568 Forwards IE Circular 80-10, "10CFR50 59 Safety Evaluations 
for Changes bo Radwaste Treatment Sys " No written response 
required 

GRIER. B H Region 1, Ph I ladelph la, Office of the Director 
80/00/22 Ip 


8009120166 Forwards IE Info Notice 00-31. "Maloperation of Oould-Orown 
Boveri 480 Volt T.jpe K-600S b K-BON 600S Circuit Breakers " 

No written response required 

ORIER. B H Roglon I. Philadelphia. Office of the Director 
80/08/27 Ip 


8009230490 Forwards Revision 1 to IE Bulletin 79-26. "Boron Loss From 
BWR Control Blades " Written response required 
ORIER. 8 H Region 1. Philadelphia. Office of the Director 
80/08/29 Ip 


8009230775 Forwards IE Circular 80-21, "Regulation of Refueling Crews 
No written response required 

ORIER. 0 M Region 1. Phi lade I ph la, Office of the Director 
BO/09/10 Ip 


8009240303 Forwards IE Info Notice 80-32, "C lari f ica tlon of Certain 
Requirements for Etc lusive-Use Shipments of Radioactive 
liatls " No written response required 

ORIER, B H Region 1, Ph i tadel phia, Office of the Director 
80/09/12 Ip 


R Periodic operating reports t related correspondence 


8009090261 Forwards "Radioactive Effluent ti Waste Disposal Rept. 
Including Radlologlcai Impact on Humans. Jan-June 1980 " 
MQRI8I.A V Ooston Edison Co 80/09/Ot Ip 


--8009090267 "Radioactive Effluent 4 Waste Disposal Rept. Inclod Ing 
Radiological Impact on Humans . Jan-Juns 1960 “ 

8OWD0H, T L , Z1EMIAN8K1.E J Boston Edison Co 80/09/01 74pp 


8009160267 Forwards monthly operating rept for Aug 1900 
MACHQN" R D Boston Edison Co 00/09/11 Ip 


—8009160271 Monthly operating rept for Aug 1500 
WHITNEY.O 0 Boston Edison Co 80/09/11 6pp 


0009300500 Forward* revision to monthly operating rept for Aug 1980 
MACHON.R a Boston Edison Co 80/09/23 ip 


— 8009300505 Revision to monthly operating rept for Aug 1980 
• Boston Edison Co 80/09/23 Ip 
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8009170329 Foruapds lupp leffl<ntal infa re fire protettion program. per 
URC 600619 request 

HARIS^.A V Oo»ton Edison Oo 80/09/11 8pp 


0 Adjudicatorg correspondence 


8009300584 Forwards 8009 12 order revising 800829 order for nod of OL. 

In entirety 

eiSENHur. D 0 Oivision of Licensing 00/09/12 3pp 

--8009300589 Order revising 800829 order for mod of OL DPfi-35. in 
entirety Info responsive to IE BoHetin 79-018 shall 6 b 
subnitted by 801 101 Request for hearing will not stay order 
effective 000912 UCS 77tl04 U 730SO2 petitions discharged 
EJSENHUT. D 0 Division of Licensing 80/09/(2 6pp 


P Operating license stage documents h correspondence 


8009I10SS4 Suppls NflC 800707 request for proposed Tech Specs changes re 
scram discharge vol vent ■!< dram valves. << raactO’P 
protection sys 6 control rod bloch limit switch surveillance 
requirements Class Ilf license fee to be submitted ui/change 
EtSERKor. D G Division of Licensing 80/07/22 22pp 


6009020297 Submits interim criteria for shift staffing to all QL L CP 
licensees It app 1 leant! I per flRC 800507 Itr Discusses 
administrative provisidns for emergency 4 Overtime uorl 
Development % implementation to be reviewed uithin 90 days 
ersENHUT. DO Division of Licensing 80/07/31 7pp 


B0090S0080 Forwards draft hJUHEG-0S9i. "Functional Criteria for 
Emergency Response Facilities “ Comments requested uithin 30 
days Proposed Implementation schedule for meeting criteria 
of NUREG-O09& end l4/o NUREO 

EISEMHUTi 0 O Division of Licensing 80/08/01 I19pp 


— 8009150285 Proposed Change 80-3 to App A Tech Specs. Section I re 
definition of "operable" as tt applies to single failure 
criterion for safety sys 
» Boston Edison Co 80/09/01 Ip 


8009180531 Requests submittal of program ra baseline photographic 
survey of breakwater for comparison u/future conditions 
Also requests proposed Tech Spec change re reporting 
r e qu irene nt. for approval Response requested within 90 days 
IPPOLITOi T A Operating Reactors Branch 2 00/09/03 3pp 


8009160346 Forwards fee for 000403 application for Tech Spec changet 
per MRC 800702 request 

MDRISIiA V Boston Edison Co 80/09/04 2pp 


8009220153 Advises of need for addl response to NRC 790B0B Itr 
requesting analytical tt test info re adequacy of station 
sys Response of 790808 was inadequate Response to end 
should be provided within 45 days of Itr receipt 
rPPDLITO, T A Cporattng Reactors Branch 2 80/09/04 4pp 

8009180541 Advises that 800104 roaponse to NRC 791109 Itr re ECC6 
evaluation models dealing w/eladding swelling ti incidence of 
rupture Is acceptable No further action necessary 
IPPOLITO.TA Operating Reactors Branch 2 80/09/05 gpp 


S009170166 Forwards final rapt re operating eiperience of plant 
augmented offgas treatment sys Data was comp lied during 
eOUQ 10, Inc 701010-13 site visit U/o end 

IPPOLITO.TA Operating Reactors Branch 2 80/09/00 2pp 


8009240641 Confirms irtil commitment to NRC 791023 "Interim Posittan on 
Containment Purging L Venting Pending Resolution of 
Isolation Valve Operability " Util position wilt remain in 
effect pending completion of NRC long-term review 
IPPOLITOjTA Operating Reactors Branch 2 80/09/09. 2pp 


8009120101 States und arstanding re actions to be taken per 800005 
telcon on testing of D safety relief valve NRC muet 6e 
inrormed within 24-h if specified actiO'ns are not in 
accordance u/actua) plans 

6R1ER.3 H Region 1, Philadelphia. Office of the Director 
80/06/06 Ip 


8009230052 Informs that escmption from fee re licensing action 
associated w/T(fr~2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EISENHUT, D 0 Division of Licensing 80/08/07 60pp 


8009050450 Informs that NRC evaluation confirmed two specific Event 5 
valve configure t 1 Qns, d j scuss ed in NRC 800223 Itr. do not 
eiift at facility NRC activities re valve configurations 
ftnallied for facility Technical avaluation rept eticl 
IPPOLITO.T A Operating Reactors Branch 2 80/08/08 3pp 


8009230453 Responds to NRC 000425 Itr Provides info to assure that OE 
781101 analysis re aiin ECC3 equipment availability w/dc 
power sup ply failure conservative re plant sys availability 
combinations Lists r>in ECCS components available 
MORISIiA V, Boston Edison Co 80/09/16 2pp 


0 Inspection reports. IE Bulletins U correspondence 


S009090113 Forwards IE Bulletin 80-07, Suppl I, "BNR Jet Pump Assemtaly 
Failure " Response required 

GRIER. B H Region 1. Ph i ladelph la, Office of the Director 
80/05/13 ip 


8009100037 Forwards IE Insp Rept 50-293/80-09 on 000303-21. 
Noncomp 1 lance noted 

GRIERiB H Region 1. Philadelphia. Office of the Director 
80/07/09 2pp 


— SG09050456 "Primary Coolant Eys Pressure Isolation Va Ives, P i Igri m Unit 
1." technical evaluation rept 

NOELLpP N • S7ILUELL. T C Franklin 1 ns tl bu t e/Fran 1 1 1 n Research 
Center «RC-03-79-nB 80/07/21 4pp 


0009040114 Forwards request for addl info re request for exemptions 
from tOCFRSO App J. conta i nment leakage testing 

NOVAK. T M Assistant Director for Operating Reactors 80/08/12 

4pp 


8009150500 Forwards NUREO-0661. "Mark I Containment Long-Term Program 
Safety Evaluation Re p t. Rosol u tt on of Generic Technical 
Activity A-7 " Rept describes NRC reviBu results b 
requirements U/o end 

IPPOLITO, T A Operating Reactors Branch 2 80/08/20 Spp 


8G091SO27O Application to amend License DPR-35, chang i ng App A Tech 
Specs definition of "high radiation area " Proposed change 
allows flexibility in complying w/requ Irenen t s Fee and 
HDtfARD.J E Boston Edison Co 80/09/01 2 pp 


—8009100038 IE Insp Rept 50-293/80-09 on 800303-21 None omp 1 lane* noted 
movement of irradiated fuel w/o secondary eontainmant 
integrity & failure to log plant evolutions as required by 
station procedures 

MARTIN. T T Region 1. Philadelphia. Reactor Operations Nucloar 
Support Branch KEHOE, D , ROBERTS, K Region 1. Philadelphia. 
Office of the Director 00/06/12 9pp 


8009100074 Forwards IE Insp Rapt 50-293/80-21 on 800504-16 $> 2B-30 
Mo no'ncomp 1 iance noted 

BRUNNER. E J Region. 1. Philadelphia, Reactor Operations Nuclear 
Support Branch 00/07/23 2pp 


--0009100077 IE Insp Rept 50-293/80-21 on 000504-16 it 28-30 No 
noncompl i anee noted Major areas inspected refueling 
restoration planning 8. surveillance ae tivi t tes. star tup 
testing of new U modified sys U review of plant operations 
HOBERTS.K. P , RAYMOND. W Region 1, Philadelphia, Office of the 
Director MARTIN. T T Region 1. Philadelphia, Reactor Operations 
Nuclear Support Branch 00/07/18 6pp 


—8009150279 Proposed Tech Spec 4 13. changing definition of "high 
radiation area " 

» Boston Edison Co 80/09/01 2pp. 


8009150284 Application for Proposed Change 80-3 to License OPR-35, r 
dennitign of “operable" as applied to single failure 
criterion for safety sys Requsst is in response to IE Info 
Notice 79-38 t NRC 800410 Itr Fee end 
HOWARD, J E Boston Edison Co B0/G9/0I 2 pp 


S009020110 Responds to IE Bulletin 80-17 Supp 2. "Failure of Cgnbrol 
Rods to Insert During Scram at BWR " Alternate vent path 
was provided to scram discharge vol vent sys within 4S-h of 
SCD7I9 teicon notification 

ANOOGNINI.G C Boston Edison Co 80/07/28 Ip 


8009080546 Responds to IE Bulletin 
plans to install Rosemoont Model 
transsiittsrs 

ANOOONIMliO C Boston Edison Co 


80-16 Util has not Installed nor 
1151 or 1152 pressure 

00/07/29 Ip 
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B0O90S0<)84 Respond* to NRC B00708 notice of violations Corrective 
action* licensed operators given training meetings prior to 
reconimenc ement of fuel handling 
ALUKOrnSi J Boston Edison Co 80/08/01 2pp 


90'09070041 Act receipt of 800711 Itr inforoiing NRC of steps taken to 
correct violation noted in IE Insp Rept SO~293/0O’'16 
CARLSOtliR T Region i< Philadelphia! Reactor Construction A 
Engineering Support Branch 80/08/01 Ip 


— S00909004B Responds to NRC BOOA12 Itr re violations noted in IE Insp 
Rapt 30-293/80-16 Corrective actions plant fire eitlnguishar 
surveillance procedure revised 

ANOOONlHt.O C Boston Edison Co 80/07/11 Spp 


— 6009090038 Foruards IE Insp Rept 50-293/80-16 on 800421-25 & notice 
of violation 

CARLSON^ R T Region 1> Ph i lade 1 ph la> Reactor Construction S< 
Engineering Support Branch 80/06/12 2pp 


— 8009090062 Notice of violation from insp on 800421-25 

* Region 1> Ph i lade Iph ta> Office of the Director 80/06/11 Ip 


— 8009090066 IE Insp Rept 50-293/80-16 on 800421-25 Nonconpl iance noted 
failure to folloui plant fire extinguisher check procedure 
EfiNST£R<8 D Region !• Ph i ladel ph lai Reactor Construction & 
Engineering Support Branch KOLTAVjP S Region I< Philadelphia/ 
Office of the Director 90/06/11 8pp 


8009090660 Responds to IE Bulletin 80-17 Fiftg control rod drivelines 
selected for manual scram b 50 control rod drivelines 
selected for automatic scram Scram times revleued to 
determine fastasti sloieest 6 average times for each scram 
ANDOONINI/0. C Boston Edison Co 80/08/01 4pp 


B009I1'0297 Inservlce Insp reptiVol I/from Jan-Feb 1980 refueling 
outage Describes exam of selected components Foruards 
results of remote visual exam of selected components U 
manual exam of selected areas of facilltg 

RIOQSiK U r FLACK.W L . LAUTZENHSISER Southuest Research Institute. 
80/00/07 230pp 


— BD09I10299 Inservico insp rept/Vol 1> from Jan-Feb 1900 refueling 
outage Describes remote visual exam of selected 
components at facllltg 

RIOOS/H M , DUNAVONT, D U . LAUTZENHEIBER Bouthuest Research 
Institute 80/06/07 60pp 


— 0009110304 Inservice insp rept/Vol 1/ from Jan-Feb 1980 refueling 
outage Describes manual exam of selected areas of facility 
RIOOB/H U . DUNAVONTiD U , LAUTZENHEISER Southuest Research 
Institute. 80/08/07 lOOpp 


8009120036 Responds to IE Bulletin 80-17/8uppl 1. Section A/ Items 2-5 
Applicable procedure contains guidance to control room 
personnel on Initiation of standby llguld control tys 
Procedure re scram discharge voi revised Affidavit end 
ANDOONINI/O C Boston Edison Co 80/08/08 4pp 


B009160916 Responds to IE Bulletin 80-20/ “Failures of Westlnghouse 
Type PI-2 Spring Return to Neutral Control Suitches ” No subj 
loiltches used or planned for use In safety-related 
application at facility. 

ANOOQIf INI 1 0 C Boston Edison Co 60/08/08 Ip 


8009160519 Responds to IE Bulletin 80-19/ “Failures of Hercury-Uetted 
Katrit Relays In Reactor Protective Sy* of Operating Nuclear 
Pouier Plants Designed by C-E " No subj relays used or 
planned for use In sys 

Ar4000NtNt/.0 C Boston Edison Co 80/08/08 ip 


G00'91'90?40 Responds to IE Bulletin 80-17 re failure of certain control 
rode bo fully Insert during BUR scram Examination revealed 
abaence of failure mode 

ANDOONINI/C C Boston Edison Co 80/08/12 4pp 


S0O«?i90O73 Ack receipt of 800713 itr Informing NRC of steps taken to 
correct vlolatlone noted in IE Insp Rept 50-293/80-20 
BRUMNER/E J Region 1/ Philadelphia/ Reactor Operations Nuclear 
Support Branch 80/08/13 tp 


— 0009190076 Responds to NRC 800604 Itr re violations noted in IE Insp 
Rept 30-293/80-20 Corrective actions Procedure 07 1 4 uill 
be revised to specify clearly actions to be taken by test 
director re leakages b valve lineup deviations 
ANDOOIlINtrO C Boston Edison Co 80/07/15 2pp 


— 8009190078 Foruards IE Insp Rept 50-293/90-20 on 800504-09 6 notice of 
violat ion 

DRUNHER/E J Region Ii Philadelphia. Reactor Operations Nuclear 
Support Branch 80/06/04 2pp 


— 8009190079 Notice of violation from insp on 000504-08 

u Region 1/ Philadelphia/ Office of the Director 80/06/03 Ip 


— 8009190081 IE Insp Rept 50-293/00-20 on 000504-00 Noncomp 1 lane e noted 
failure to conduct containment Integrated leak rate test 
prior to making repair b adjustment b to perform local leak 
rate test after malnt 

CAPHTOUi 0 L Regi'on I. Philadelphia/ Reactor Operations Nuclear 
Support Branch REKITO/U A Region 1/ Ph i lade Iph id/ Office of the 
Director 80/06/03 tOpp 


9009090034 Responds to IE Bulletin 00-19/ “Failure of 76 of IDS Control 
Rods to Fully Insert During Scram at BUR “ Util has ordered 
scram discharge header uater level monitoring sys 
ANOOCNINI/C C Boston Edison Co 80/08/14 Ip 


6009030111 Foruards Revision 1 to IE Bulletin 00-19/ “Failures of 
Mareury-lJctted Katrii Relays in Reactor Protective Sys of 
Operating Nuclear Pouer Plants Designed by C-E " Urttten 
response req,ulred 

ORIER/B H Region 1, Philadelphia. Office of the Director 
80/08/15 Ip 


BO09120084 Foruards Suppl 3 to IE Bulletin 80-17. "Failure of Control 
Rods to Insert During Scram at BUR " Urltten response 
required 

ORIER/B H Region 1. Ph i lade 1 ph ta. Office of the Director 
80/08/22 Ip 


B0091B0568 Foruards IE Circular 80-18. “lOCFRSO 59 Safety Evaluations 
for Changes to Raduaste Treatment Sys " No uritten response 
required 

CRIER/0 H Region 1. Philadelphia. Office of the Director 
60/08/22 Ip 


8009120166 Foruards IE Info Notice 00-31, “Malopera t i on of Oould-Oroun 
Bovsri 480 Volt Type K-6008 6 K-DON 6005 Circuit Breaker* " 

No iiiritten response required 

ORIER/Q H Region 1. Ph i ladelph la. Office of the Director 
80/08/27 I p 


0009230490 Foruards Revision 1 to IE Bulletin 79-26. '’Boron Loss From 
OWR Control Blades “ Urltten response required 
ORIER/B H Region 1. Philadelphia. Office of the Director 
80/08/29 Ip 


S009230775 Foruards IE Circular 80-21. ’’Regulation of Refueling Creus “ 
No uiritten response required 

ORIER/B H Region li Phi lade I ph la. Office of the Director 
80/09/10 Ip 


8009240303 Foruards IE Info Notice 80-32, “Clarification of Certain 
Requirsmants for Exclusive-Use Shipments of Radioactive 
Katls “ No urltten response required 

CRIER/S H Region 1. Philadelphia. Office of the Director 
80/09/12 Ip 


R Periodic operating report* i. related corrvlpondence 


6009090261 Foruards "Radioactive Effluent b Uaste Disposal Rept/ 
Including Radiological Impact on Humans i Jan-June 1900 “ 
H0RI8I.A V Boston Edison Co 80/09/01 Ip 


— 8009090267 "Radioactive Effluent 6 Uaste Disposal Rept. Including 
Radiological Impact on Human*. Jan-June 1980 ’’ 

80U’D0N. r L , ZIEIilANSKIi E J Ooston Edison Co 00/09/01 74pp 


8009160267 Foruards monthly operating rept for Aug 1980 
HACHON, R D Boston Edison Co 80/09/11 Ip 


— 8009160271 Nonttily operating rept for Aug 1980 
WHITNEY. O 0 Boston Edison Co 80/09/11 6pp 


8009300500 Foruards revision to month I y operating rept for Aug 1900 
HACHON. R D Boston Edison Co 80/09/23 Ip 


— B00930050S Revision to monthly operating rept for Aug 1980 
» Boston Edison Co 80/09/23 Ip 
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3 fieportable otc urrent eji LEfis S related corre*pon.dene e 


eOO^MOaa*? rarwards LER B0~0<12/04T-0 

MCOUIfiE. P J Boston Edison Co BO/Oa/26 Ip 


— 8009090401 LER BO-042y04T-0 ot> 800620, ana 1 7 s e» rept indicated 
reportable concentration of Co-60 existed In mussal sample 
taken from plant discharge canal Caused bg normal plant 
operation 

HCUOUOHL IN, M T Boston Edison Co 80/08/36 Ip 


8009030611 Forwards LER BO-0'I3/04L-0 

KACHOU, R D Boston Edison CO 80/08/38 Ip 


— 8009030617 LER 80-043/041-0 On 80030 1 , c onduc 1 1 vi ti; on outlet of 
deninera 1 1 ler jnereased rapidly after placing 0 condensate 
In SVC Caused by lateral hading out 4 alloulng media to 
enter process 

WHITNEY, 0 O Boston Edison Co 80/08/38 Ip 


8009020303 Forwards LER fl0-O44/O3L-O 

KCOUIRE, P J Boston Edison Co 60/08/29 Ip 


— 8009020086 LER 80-044 /03L-0 on 800301 , r ea c tor core Isolation cooling 
inboard isolation valve failed to close on reactor low 
pressure signal Hotor overload annunciator came in & 
breaker tripped Caused by valve motor burn out 
WHITNEY, 0 0 Boston Edison Co eO/OB/29 Ip 


B009030477 Forwards LER B0-046/O3L-0. 

KCOUIRE. P J Boston Edison Co 80/08/29 Ip 


— 0007030463 LER BO-04&/03L-0 on 000002, dun Ing reactor sh u tdown , h i gh 
water level isolation main steam line drain valve MD-230-t 
failed to isolate Caused by incorrect setpoint on Varuag 
level switch Switch adjusted ti recallbr 
IfHITNEY.O 0 Boston Edison Co 80/08/29 Ip 


8009030696 Forwards LER 80-037/01 T-0 

nCOUIRE, P J Boston Edison Co 80/0B/29 Ip 


— 8009030599 LER B0-O39/0IT-O on 800S20, c a 1 1 br techni,^ues for limiting 
safety sys setting 4; for average power range monitor 
found to be nonconservatl ve Cause unstated Interim 
administrative limits established ponding final guidelines 
KCLAOOHLIN, N T Boston Edison Co, BO/OB/29 Ip 


109030603 Forwards LER 80-038 /OiT-0 
MCOUIRE.P J Boston Edison Cd 80/00/29 Ip 


-8009030607 LER 0O-O3B/O1 T-0. on 800810, mode Switch In shutdown trip 
function of reactor protection sys failed when B vital motor 
generator set tripped Caused by relay SA-K16B being 
energlied & ralay 9A-ltl7D being de-onergited 
HATHISiC J Boston Edison Co 80/08/29 2pp 


8009070422 Forwards LER 80-043/03L-0 

MACHOH-RJ) Boston Edison Co 80/07/02 Ip 


— 0009090426 LER 0O-O45/O3L-O on SOOBOAiafter injecting furmanite Into 
leaking packing gland on reactor core Isolation cooling 
Dutboard isolation valve, valve would not close electrically. 
Probable cause was improper torpus setting 
HHITNEV, 0 0 Boston Edison Co 80/09/02 Ip 


J9090430 Forwards LER 00-047 /03L-0 

MCHOH.R D Boston Edison Co 80/09/02 Ip 


J009090433 LER eo-047/0'3L-0 on SOOSOl. reac tor vessel 203-3D did not 
respond to manual open signal Air operator assembly, solenoid 
assembly 4< pilot assembly removed l< tested No apparent 
cause determined Unit reassembled 
MATHIS, C J Boston Edison Co 80/09/02 3pp 


190369 Forwards LER S0-048/03L~0 

IMON, R B Boston Edison Co. 80/09/05 Ip 


19070376 LER B0-04a/03L-0 on BO0BO7i ac tua 1 1 on of HPC I b reactor core 
lOlatlon cooling fire detectors did not annunciate alarms 
1 panel in control room Caused by dirt on bel 1, reduc Ing 
idibitlty it bad bulb Sys repaired It returned to sve, 

LOUOHLJN. If T Boston Edison Co 80/09/05, ip 


0452 Forwards LER 0O-O49/O3L-O 

0M< R D Boston Edison Co 80/09/09 Ip 


— B0091604B3 LER B0-049/03L-0i on 800010, salt sve water pump <SSN> P2Q8B 
tripped On 800811 SSU P208E tripped Caused by thermal 
overloads Permanent corrective actions under study 
Maanwh 1 le, inlet water temp decrease has alleviated problem 
MCLaUOHLlNi H T Boston Edison Co 80/09/09 Bpp 


8009160404 Forwards LER BO-053/03L-0 

HACHOlhR 0 Boston Edison Co 80/09/11 Ip 


— 8009160410 LER B0-O52/O3U-O on 800812, while caUbr reactor coolant leak 
detection air samp ling sy 9 , particulate chamber cover 
retaining nuts were stripped Malnt personnel replaced nuts 
MCLOUOHLrN, M T Boston Edison Co 80/09/11 Ip 


8009160447 Forwards LER BO-OS1/O3L-0 

MACHOIJiR D Boston Edison Co 80/09/11 Ip 


— 8009160455 LER aO-051/03L-0 on 800813, whl le performing surveiHanci 
test, reactor water level instrument LIS 263-72B, sul tehes 3 
6 4i eiceeded setpoint limit Caused by setpoint drift 
Instrument recalibr 6 returned to sve 
I1CL0BCHLIM, M T Boston Edison Co 80/09/11 Ip 


8007170301 RO 80~090/01X-0 on 800907, dur 1 ng surveillance testingj diesel 
generator removed from sve when RBCCW pump P202D found 
inoperable Caused by ambiguous Tech Specs Tech Specs will be 
revised to clarify limiting condition of operation 
KCLOUGHLIN, H T Ooston Edison Co 80/09/11 2pp 


0009160396 Forwards LER aO-053/03L-0 

MECHDIJ.fi D Boston Edison Co 00/09/12 Ip 


—6009160402 LER 80-033/03L-0 on 800814, HPC I snubber 23-3-36 was found 
to be Inoperable Caused by low reservoir fluid Analysis by 
engineering dept underway 

MCLAUCKLIN. H T Boston Edison Co 00/09/12 Ip 


6009290204 Forwards LER a0-054/03L“0 

MACHQN, B B Boston Edison Co 00/09/18 Jp 


— 8009290317 LER S0-054/03L-O on 000901, changed station organi ration of 
Tech Specs Caused by continuing efforts to improve mg t 
Amends to Tech Specs re organ! latlonal changes will be 
submitted for review & approval Brganl lat Iona 1 charts enc I 
OfiAHAM,E T Boatan Edison Co 80/09/16 3pp 


0009230732 Forwards LER 80-0S7/03L-0 

HACHOIJ, fi 8 Boston Edison Co 80/09/19 Ip 


— 0009230739 LER 8O-0S7/03L-0 on 800021, fluid drive pump tripped fc batlep 
L emergency oil pump did not start Caused by coll burnout on 
123 volt DC Agastat relay model 112412 Relay replaced << 
design change initiated 

KCLAt/OHLIN, M T Boston Edison Co 80/09/19 Ip 


8009240462 Forwards LER aO-056/03L-0 

MACMaiJ.R D Boston Edison Co 80/09/19 Ip 


—8009240463 LER BO-056/03L-0 on 800021, "A" 125-volt dc control battary 
on panel C3 became inoperable Caused by faulty electronic 
madules in battery charger voltage regulator Battery charger 
repalreif t, returned to sve 

MCLOUGHLIN.II T Doston Edison Co 00/09/19 Ip 


B-009240467 Forwards LER 80-05S/03L-0 

MACKOII, R 0 Boston Edison Co 00/09/19 Ip 

— 8009240460 LER ao-059/03L-0 on 000021 , motor overload alarm was recelvti 
on HO 1301-62 valve in reactor cooling Isolation sys Caused 
by valve thermal overload device Evaluation of capacity 
rating of overloaded device being conducted 
HCLOUOHU IN, M. T Boston Edison Co 0O/O9/i9 Ip 


8009260470 Forwards LER 0O-OSO/O1T-O 

MACHOIJ, R D Boston Edison Co 00/09/19 Ip 

— B00926047S LER 80-050/01 T-0: on B0091 1 , dur ing mgt review, cone 1 udid that 
operation i> maint on containment cooling sys had been 
conducted in less conservative manner than prescribed in 
Tech Specs Caused by sparse & ambiguous Tech Specs 
MCLOUOHLIN, M T Boston Edison Co 80/09/19 2pp 


8009260461 Forwards LER ao-OS7/03L-0 

MACHOIJ.R D. Boston Edison Co 80/09/19 ip 
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— ai>09&t0484 LER 80-057/03L-0 on 900821 . during HPCI igt performance test, 
HPCI sv* declared inoperable doe to steam throttle valve 
oscillation Probablg caused bg dirt In sgs Sgs recallbr 
HCLOiJOHLIN, H T Boston Edison Co 80/09/19 Ip 


SOOWAOdSO Foruards LER S0-032/OIT-0 

HACHOHi B D Boston Edison Co 80/09/22 Ip 


— 8009260485 LER 80-032/011 on 800724. OE SIL 299 review revealed higher 
drgiael 1 ambient temp than used for original safeguard 
Yar«»g callbrs Caused bg high temp doe to inadequate drgoiell 
tooling Recalibr surveg of drgwell ventilation conducted 
HATHIB. C J Boston Edison Co 00/09/22 Ip 


©009290283 Forwards LER B0-O60/03L-0 

HACHQtl. R t> Boston Edison Co 00/09/24 ip 


— 8009290'3i3 LER 0O-O6O/O3L-O on 000025. whi 1 e performing HPCI sgs 
peTformance test. HPCI sgs declared inoperable due to 
oscillating steam throttle valve Caused bg dirt filtering 
through sgs Sgs recalibr 

K£LAOOHLIN. H T Boston Edison Co 80/09/23 Ip 


0009300531 Forwards LER 80-061/03L'0 

WACHOH.R D Boston Edison Co 00/09/24 ip 


— 8009300535 LEfi B0-O61/O3L-O on 800825, core sprag valve KD I400-24A 
failed fc prevented valve MO 1400-25A from being tested 
Caused bg lack of lubrication \ialve lubricated tc returned to 
SVC Valve insp scheduled during ne«t outage 
MCLQUOHLIN.n T Boston Edison Co 80/09/24 2pp 


U Congressiona I /Executive Correspondence 


B009150020 Responds to Subcommittee on Nuclear Regulation 7B09O6 Itr re 
Senator Stafford request for hearing to discuss 1972 memo re 
pressure suppressing containments. UC8 criticisms re ATUS 
safetg problems t< Host Vaileg insp problems 
HENDRIE.'J M Commission 80/08/18 2pp 


— -8009150074 Responds to request for vloiu on util 731226 Itr arguing 
“need for power '• Util did not make substantive 0 specific 
case on need Most effective .aag to save fuel oil would be to 
shut down & repair core damage 

HENDRIE, J H Atoaiic Energg Commission. Deputg Director for 
Technical Review (PrB-1975) 74/02/04 Ip 


— 8009150081 Protests AEC 731217 determination t> order requiring shutdown 
during wk of 731223 Action penalties consumers Review t, 
approval of licensee submittal must be expedited to avoid 
ettonded outages 

STASZESKY.F M Boston Edison Co 73/12/26 4pp 


— 8009150095 Responds to util 731226 Itr re facilitg shutdown Limited 
aparatlon is justified in view of probable fuel channel box 
degradation AEC will expedite review of licensing actions 
re return to power 

MUNTZIliO, L « Atomic Energg Commission 74/02/Oi 3pp 


V Operator Examinations 


8009220250 Forwards revised Section 311, "Initial Operator Training," 
of facilitg training manual Complete revised training 
manual to be Issued 

KATHI3, C J Boston Edison Co 80/09/12 Ip 


——0009220252 Section 3. 1 1, "Initial Operator Training," Revision 2 
a Boston Edison Co 80/09/12 16pp 
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F, Security, medical, emergeneg Zt fire protection plans 


8009230283 Requests that all personnel be reminded of purpose of 
emergeneg notification sgs health phgslcs network Sgs 
installed for govt use during emergeneg 

K£PPLER,J 0 Region 3, Chicago, Office of the Director 80/08/22 
3pp 


SOO'flOOSTfl Forwards review of util generating station emergeneg plan 8, 
draft Itr requesting addi Info li commitments from util 
PACANQ, F 0 Emergeneg Preparedness Licensing Branch 80/08/28 

9pp 


O Adjudicatorg correspondence 


8009220088 Forwards order requiring into supporting environ 
qualification of saf ety- rela t ed electrical equipment 
Requests submittal of Info bg 001101 

VAROA. S A Operating Reactors Dranch t 80/08/29 2pp 

— 8009220091 Order for mod of Licenses l>PR-39 5 DPR-49 to add info which 
fullg responds to NRC request for info re environ 
qual if Icatlen of sa f ot g-re 1 a ted ojoctrlcal equipment Info 
should be submitted by 801101 

EISENHUT, D O Division of Licensing 80/00/29 6pp 


80090904/1 Forwards AB Johnson t es t imong . Pag o s 63-64 S< 80-02. d-uo to 
difficulty in redding original submiltal 
STEP TOE. P P I sham. Lincoln 6 Beale 00/09/03 Ip 


— 8009070487 Testimony of AD Johnson re proposed amends to incroase spont 
foal storage capacity Resubmitted Pp 63-64 ?. 00-82 
JOHNSON. A D Drookhaven National Laboratory e0'/09/03 3pp 


M General correspondence 


8009180448 Responds to 800319 Itr requesting public debate re Issues 
appropriate to evacuation of large population ctrs near 
p 1 ants 

DENTON. H F Office of Nuclear Reactor Regulation. Director 
80/04/21 3pp 


— 8009160462 Requests public debate re issues appropriate to evacuation 
of lorge population ctrs near plants Expresses conPidanco in 
attempts bg Coiemlss 1 oners to represent public concerns 
EriORY.K Affiliation Unknown BO/03/19 Ip 


8009110218 Forwards response to 000728 Itr requesting oeslstaiice in 
onsuoring constituent questions re nuclear power U effects 
of radiation 

DIRCKS.U J Office of the Executive Diroclor for Operations 
80/00/28. 4pp 


P Operating license stage documents 4 correspondence 


0009300169 "Rept of Zlon/Indlan Point Study Vo I 2." Informal rept 
STEVENSaW. M O Los Alamos Scientific Laboratory TIN A-/01S 
NUfiEO/CR-141 I V2 80/04/30 163pp Available at NTIS 


8009050032 Discusses void Foi motion in vessel bend during 11006)1 
natural circulation cooldown event Requests opinion re 
potential for voiding phenomenon in Most 1 iighouse designed 
NS88 

CHECK, P S Assistant Director for Plant Ey steins 00/07/20 2pp 


0009020297 Submits interim cilteria for shift staffing to all CIL h CP 
licensees t< app 1 icants, per NRC 800507 Itr Discusses 
admin 1 strat i VO provisions for emorgency 5 ovortime work 
Development b Implementation to be reviewed within 90 days 
eiSENHUT.DO Division of Licensing 00/07/31 7pp 


0009080000 Forwards draft NUREO-0696. "Functional Criteria for 
Emergancg Response Facilities " Comments requested wllhln 30 
days Proposed Implementation schedule for meeting criteria 
of NURE0-O696 end W/o HUBEO 

EISENHUT.DO Division of Licensing 00/00/01 119pp 


8009230052 Informs that exemption from too re licensing action 
associated u/TMl— 2 Lessons Learned Is unjustified Previous 
determination should ba disregarded Requested submittal 
should Include proposed class of amend 

EISENHUT.DO » I vis 1 on o f L i t ens 1 ng 80/00/0/ 60pp 


8009050528 Forwards Amends 56 « 53 to Licenses DPH-39 5 DPn-40, 
respec tive ly, saf ■ tg evaluation *> notice of issuance & 
aval 1 ab 1 1 1 ty 

VAROA, 8 A Operating Reactors Branch 1 30/00/08 SPP 


-8009050531 Amends 56 1, 53 to Licenses DPR~39 (< 0PR-48> rospec tlvely, 
revising ti upgrading certain limiting conditions of 
operation & associated surveillance roquirements for 
ventilation filter sys 

VAROA.S A Qperatlng Reactors Branch I 80/08/08 aapp 


— 8009050534 Safety evaluation supporting Amends 56 S3 ta Licenses 
DPR-39 if DPR-4B> respectively 

■* Office of Nuclear Roacbor Regulation, Dlroctor 80/08/08 4pfl 


--8009050538 Notice of Issuance -Si. aval lab 1 1 1 ty of Amends 56 b 33 to 
Licenses OPR— 39 b DPfl;-4B, resp ec t i ve 1 g 

VARCA.S A Operating Reactors Branch 1 00/08/00 app 
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G'009I00179 Forwards t for addl info re bypass & r^set of 

engtni^ered ^afrty feator-e» 

flOVAK T tt A4$tttant: DiToctor for Operatiog Reactors 80/09/14 
4pp 


E<309190794 Forwards revised Westjnghouae STS 3 9 6 2» 3 9 10 It Bases 
3/4 9 8 % 3/4 9 10 to require 23 ft of uater over top of 
reactor pressure vessel flange during eiove^ent of fuel 
assojrblies or control rods Uritten response required 
NOVAK* T M Assistant Director for Operating Reactors 80/OB/I5 
*P 


9009100144 Discusses two nek studies currently underway ProlUiraary 
j«»es»menl of Indian Point risk profile contained in BGCY 
0 q« 2B3 Zion risk profile assessment will combine accident 
saaoencs evaluation & containment failure anailisls 
ERNST. M L Assistant Director for Technologg Review BO/09/11 
5pp 


0009190403 Forwards revised portions of inservleo valve test program, 
per 800616 request Revisions do not change tgpo or method of 
testing containment Isolation valves Contains necossarg info 
for meeting pump I valve Inservice testing requirements 
NAUOKrGN. W f Commonwealth Edison Co 00/09/11 B3pp 


— 0009190317 Revised Uestinghouse STS 3 9 3 3 9 10 t Bases 3/4 9 B ti 

3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during novement of fuel assemblies or 
control rods 

* Assistant Director for Operating Reactors 80/06/23 21pp 


8009300099 Forwards safetg evaluation re proposed periodic testing 
performance of diesel generators at facilities Util B00022 
request re accep tab 1 1 1 tg of safeguard actuation tests prior 
to 800519 is acceptable 

VAROA. S A Operating Reactors Branch 1 80/09/11 3pp 


8009110773 Forudrds feeb Sp^c Pag^ 292 issued u/Anands 56 ^ 53 to 
Licenses 0PR^3B flr DPfi-AB* respectively on 800906 
VAROA* S A Operating Reactors Di aneb I 00/09/20 2(>P 


— 8009300101 Bafetg evaluation supporting proposed periodic testing 
performance of diesel generators at facilities 
a Operating Reactors Branch 1 00/09/11 2pp 


--0OO91 10777 Corrected Tech Spec Page 302 to Amends 56 ti 53 to Licenses 
D?fl-38 (f DPH-48, respec 1 1 ve Ig 

s Operating Reactors Branch 1 80/08/30 Ip 


8009150434 Act receipt of G00B14 Itr re route approval for shipment of 
spent fuel rods Fee will be determined bg prof manhours 
eipended to conduct review 

HEISS-D License Fee Management Branch 60/08/23 Ip 


8009100007 Notification of 800827 meeting w/utii In Beth esda. HD to 
allow util to respond to interim technical rept on 
equipment environ qual i f ications 

PEEVES. E Operating Reactors Branch 1 80/00/25 Ip 


8009030439 Forwards response to 000229 connrmatorg order ro 
implementation of 6'fflDnth items Response includes LER review 
t. evaluation of rellabilitg I failure modes of selected sgs 
£> components 

NAUQHTOU H F Comionwealth Edison Co 80/08/29 33pp. 


— 8009030440 “Offsite Dose Calculation Sgs " Compliance studg re I tern 
F 3 of 800229 confirmatorg order encl 

CQLDEN. ./ C Commonwealth Edison Co BRADLEV. J P. Murrag 6 
Trettel, Inc LAHTI. O P Eargent b Lundg, Inc 80/07/31 532pp 


6009120502 'Rept of Zion/tndian Point Studg." Vol 1 

MURFIN.ll 8 Sandia Laboratories FIN A-12ie NUBEO/CR-1410 VI 
00/08/31 400PP 


6009080355 Forwards response to NRC 800703 request for add I info re 
bacifitting of severe accident mitigation features Oversiie 
drawings available m Central Files onig 
NAUCHTQN. U F Commonwealth Edison Co 80/09/03 I3pp 


709110300 Submits addl info re NRC 800125 request for util evaluation 
of asgirmetric loads that could develop during LOCA 
Mechanistic fracture toughness of HC9 discussed in 
Uestinghouse 800630 ttr to NRC 

NAUGHTON-UF Commonwealth Edison Co 80/09/04 2pp 


3009190469 Forwards add! info required to complete NRC review of util 
response to NUREG'"0576» Items 2|6at216b re improved 
post-accident sampling capabilitg 6 increased range of 
radiation monitors, respectivelg Oversiie drawing end. 

NAlfOHTON. U F Commonwealth Edison Co 60/09/05 4pp 


-8009190474 “Ausiliarg Bldg Eihaust Sgs Control Diagram " 
a Sargent b Lundg. Inc 3702 80/07/23 Ip 


8009230305 Forwards Amends 57 6 54 to Licenses OPR-39 k DPR-48, 
respectivelg. safetg evaluation 6 notice of issuance k 
aval labl litg 

VASCA.S A Operating Reactars Branch 1 80/09/09 2pp 


8009260213 Advises of delag until BD1003 for submittal of Tech SppC* 
upgraded to requirements of STS for Uestinghouse PUR In 
response to NRC B007I6 request Review scope b time more 
eitenslve than orlglnalig planned 

NAUOHTOIl. W F Commonwealth Edison Co 80/09/10 Ip 


8009300267 Forwards '‘Rept of Endurance Tests for Aoilliarg Fetidwater 
Pumps lA. IB. 1C. 2A> 211. 2C. Jan-June 1980 '' 

NAUCHTON.U F Commonwealth Edison Co 00/09/23 tp 


— 6009300273 "Rept of Endurance Tests for Auxlllarg Feedwater Pumps 
lA, IB. 1C.2A.20.2C, Jan-June 1980. *' 
a Comeanucalth Edison Co 80/06/30 Sipp 


Q Inspection reports. IE Bulletins & correspondence 


8007030109 Responds to IE Bulletin 79'-03A. "Longitudinal Held Oefectl 
in ASKE SA-312, Tgpe 304 Stainless Steel Pipe " 9A-312 pipe 
not present in operating plants Final c onf Irmat 1 on from 
suppliers anticipated bg 300915 re const plant piping S9s 
NAUCHTON.U F Commonwealth Edison Co 00/08/07 2pp 


0009180012 Forwards IE Insp Ropts 50-293/ao~l3 b 50-304/00-19 on 
000722 No noncompliance noted 

FIORELLI.C Region 3. Chicago. Reactor Construction b Englneerlnn 
Sepport Branch 80/08/07 2pp 


— 8009100021 IE Insp Repts 30-295/00-13 b 50-304/80-13 on 000722 Ho 
none ooipl lance noted Major areas inspected documentation for 
installation of spent fuel racks {. containment liner 
penetration welds 

DANIELSON. D H Region 3. Chicago. Reactor Construction b 
Engineering Support Branch KEV. W U Region 3. Chicago. Office of 
the Director 80/08/05 6pp 


0009030231 Forsiards Revision 1 to IE Bulletin 80-19, "Failures of 
Kercurg-lletted Matrix Rolags in Roactor Protective Sgs of 
Operating Nuclear Power Plants Designed bg C-E “ Urltten 
response required 

KEPPLER.J <7 Region 3. Chicago. Office of the Director 0O/OB/I5 
IP 


8009110545 Responds to IE Bulletin 80-08. "Eiam of Containment Liner 
Penetration Uelds, “ supplementing 000709 response Corrects 
Zion response re rings used for field c ircumferentlal butt 
weld Reviews accuracg of other statements 
ABEL.J S Commonwealth Edison Co 80/00/15 4pp 


8009160681 Submits supp lementarg response to IE Bulletin 00-08. 
"Examination of Containment Liner Penetration Uelds." 
correcting statement made in DL Peoples 800709 Itr Further 
review not necessarg 

ABEL.J 3 Commonwealth Edison Co 00/08/ IS 4pp 


•8009230390 Amends 57 % 54 tu License* OPR-39 b DPR-4e respectivelg, 
incorporating changes to Tech Specs to allow fiaint of 
Circulating water pumps during operation 
VARCA. S A Operating Reactors Branch I 80/09/09 Spp 


8D09030126 Forwards IE Insp Ropts 50-295/80-18 b 30-304/80-18 on 
800730 b 31 No noncamp I lance noted 

HIND. J A Region 3, Chicago. Safeguards Branch 80/00/18 2pp 


Safetg evaluation supporting Amends 57 b 54 
lPR-39 b DPR— 48. resp ec ti ve 1 g 

Operating Reactors Branch I 00/09/09 4pp 


to Licenses 


230399 Notice of issuance b availab 
cense* DPfi-39 b DPH-4B. respectivelg 
TGA.S A Operating Reactors Branch 


illtg of Amends 
1 


S7 fc 54 


to 


-8009030t33 IE Insp Repts 50-295/80-10 b 50-304/00-10 on 800730 h 31 
No noncompliance noted Major areas inspected phgilcal 
sscur itg. physical barriers b previous insp findings Details 
withheld Iref tOCFRa 7901 

Region 3. Chicago, Safeguards Branch MADEDA, T J . 
CHRISTDFFER. 0 Region 3. Chicago. Office of the Director 
80/08/14 Ip 


80/09/09 2pp 
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B009290485 Forward* IE ln»p Repts 5O-a95/0O“l& ti 50-304/00-16 on 
800304-09 1 notice of violation 

HEISHKAHiR F Repion a> Chtcago> Reactor Operation* Nuclear Support 
Branch 80/08/18 Spp 


— 9009290428 Notice of violation from in*p on S00B04-05 

• Region 3- Chicagoi Office of the Director 80/08/lS ip 


—3009290436 IE Insp Repts 50-295/00-16 «. 50-304/80-16 on 800804-05 
Noncoipp 1 iance noted failure to follow liceneed operator 
roqualif ication training program 

KOHLER. J E > SCHULZ. R D . BAKER. K R Region 3, Chicago. Office of 
the Director 00/08/15 3pp 


80092S0338 Act receipt of 600729 Itr informing NRC of *t«ps taken to 
correct violations noted In IE tn*p Repts 50-295/80-12 & 

90-304/80- I 2 

HEISHHANiR F Region 3. Chicago. Reactor Operations Nuclear Support 
■ranch 80/03/20 ip 


--8009250344 Forwards response to NRC 800707 Itr re violations noted in 
IE Insp Repts 50-295/80-12 4. 50-304/80-12 Corrective 
actions info tag has been placed on gauge indicating that 
tank is emptg at reading of 6X Recalibr complete by 801231 
llAUCHTONr U F Commonwealth Edison Co 80/07/29 3pp 


8009190551 Forwards IE Circular 80-18. "lOCFRSO 59 Safety Evaluations 
for Changes to Raduaste Treatment Sys " No written response 
regutred 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/08/22 
If 


8009230094 Forwards IE Info Notice 80-31. "Ma lop oration of Oould-Broun 
Boviri 480 Volt Type K-600S «i K-DON 6008 Circuit Breakers '■ 

No written response required 

KEFPLER.J 0 Region 3, Chicago. Office of the Director 80/08/28 
Ip 


8009090294 Forwards monthly operating repts for Aug 1980 
CRAE5SER.K L Commonwealth Edison Co 80/09/09 Ip 


— 8009090298 Monthly operating i ept for Aug 1980 

COOK. J II Commonwealth Edison Co 80/09/05 lipp 


S Reportable occurrence*. LERs A related correspondence 


8009020447 Forward* LER 00 029/03)1-1 

GRAESSER. K L Commonwealth Edison Co 80/08/04 Ip 


— 0OO9O2O.)'5S LER BO-029/03X-1 on 000531. while ramovtng Insulation to 
repair leak on discharge lino to boric acid filler. heat 
trace on circuits OKE 190/205 uiore damaged Caused by nlcka 
to heat trace by malnl personnel removing plpo insulation 
HAZELRIGO. S Commonwealth Edison Co OO/OO/Od Ip 


8009120697 Part 21 rept re area monitor countrato assembly ni’-2C which 
has within It electronic parts under eicessivo strois All 
purchasers of Class IE qualified units wore notified of 
potential problem 

RtCKARD.C L General Atomic Co (subs of Ou 1 f 811 Co > (10/08/13 

3pp 


8009020395 Forward* LER 00-026/03L-0 

GRAESSER. K L Coramonuoalth Edison Co 80/08/14 Ip 


—8009020401 EER BO-026/03L-0 on 80071 5. dur i ng normal op or » 1 1 on. C 1 ass I 
pipe tunnel iodine monitor IRT— PRO70 failed low Cnused by 
natural Biid-off- life of photo— mul tip 1 1 or tube Part roplaced 
Monitor functionally tested 4 returned to sve 
AKER.R E Commonuea t th Edison Co 80/09/14 Ip 


8009020452 Forwards UCR 80-031 /03L-0 

ORAESSEHiK L Commonwealth Edison Co 00/08/15 ip 


8009170411 Forwards response to IE Bulletin 80-15 re possible loss of 
eatrgtncy notification sys w/loss of offsite power Review 
revealed Inoperability of Dresden sys Investigation being 
conducted Operating Order 26-80 changed 
JAKACEH.R F Commonwealth Edison Co 80/08/29 4pp 


8009180466 Responds to IE Bulletin 80—19 re failures of mercury-wetted 
matrix relays in reactor protective sys Identified relays 
are not used in facility No action required Twenty— four 
manhours erpended on review 

RAUSCH. T J Commonwealth Edison Co 00/00/29 Ip 


6009250504 Responds to NRC 791213 request for addl info in response to 
IE Bulletin 79-02. "Pipe Support Base Plate Designs Using 
Concrete Expansion Anchor Bolts ■’ Expansion anchor test 
results show installation of anchors acceptable 
.JANECEK.R F Commonwealth Edison Co 80/09/05 17pp 


8009240133 Forwards IE Circular 00-21, "Regulation of Refueling Crews " 
No written response required 

KEfPLEft. J 0 Region 3. Chicago. Office of the Director 80/09/10 
Ip 


8009260656 Ack receipt of 800019 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-295/80-03 4. 
50 - 304 / 80-04 

KEPPLGftf J 0 Region 3« Chicago* Office of the Director 00/09/10 

■ P 


8007020457 LER aO"03|/03U-0 on 000710- rfuri ng normal aperatlon. 
auxiliary bldg area monitor 0RT-An09 failed law Caused by 
slight drift in monitor electrical leio point Zero point 
adjusted 8. monlior functionally lotted 4 returned to sve 
AKER.R E Canimonwea I th Edison Co 80/00/15 Ip 


0009120299 Forwards LER aO-003/03L-0 

GRAESSER. K L Commonwealth Edison Co 00/08/29 Ip 


——0009120331 UCR 80—003/031-0 on 800002. after (JO lake discharge tank 
release was started. personnel noted that liquid lelease foim 
did not include sample taken after 2.000 gallons of 
wastewater were added Caused by poor c oaimunlc a t Ions 
GURUNATHAN, 8 Commonwealth Edison Co 80/00/29 Ip 


8009120302 Forwards LER 0O-OO4/O3t-O 

ORAESSER.K L Commonwealth Edison Co 80/00/29 Ip 

— -300912032.1 LER 30-004/03U-0 on 800802.6000 go] lent of (lA lalie di schorg 
tank dischaiged Into lake Caused by valve being left 
open To prevent recuri once discharge valve* have been 
"caution carded " 

OURUNATHAM. 8 Commonwealth Edison Co 00/08/29 Ip 

6009120305 Forwards LTR 80-006/01 T~0 

GRAESSER, K L Commonwealth Edison Co 00/09/02 Ip 


-8009260658 Responds to NRC 800727 Itr re violations noted in IE In. 
Repts 50-295/80-05 4. 50-304/80-04 Corrective actions mgt 6 
ojt support of health physics program reviewed U changed to 
lAplfrn^nt r«9(ila^ions 

RCEDiC Commonwealth Edison Co 80/08/19 lOpp 


’ '0009120320 i.ER 00 006/01 T—0 on 800821. charcoal filters 
bldg wore not available during nonrePuollng modes of 
operation Cauisd by improper Installation of damper* 
reinstalled por original design 

BTAHJ1ER.F Commonwealth Edison Co 80/09/02 |p 


serving fuel 
Dampers 


aOG9300200 Forward* response to IE Bulletin 80-20 No Uestinghouse 
Type H-2 control switches are used In safety-related sys at 
Dresden. Ooad Cities tt LaSalle County Responses for Zion 4. 
art crtcl 

AAUSCKr T J ContmonutA 1 1 h Edison Co 80/09/15 fipp 


^ ^"***’‘* operating reports 4- related correspondence 


uuo9i60‘i0B Forwards LER 00-007/OIT-C1 
ORA£88ERi K L ComtnontaJoa 1 th Edison Co 


00/09/09 Ip 


-G009I60426 LER 00-007/01T-0 on OOOOl 5. dur I ng normal opsratlon while 
mods were performed on post-LOCA hydrogen recombiner piping, 
hydrogen purge fan IRVO20 was made inoperable Caused by 
on/AMcut°J Dept to notify Opeiatlng Dept of mod 

ruuANbKlfX Cofomaribfoo 1 trh Edison> Co 00/09/07 


8009030441 Forwards semiannual rept of 
Is solid raduaste for Jan- June 1900 
ORAF&BER.K L Commonwealth Edison Co 


radioactive effluen 
80/00/07 Ip 


t 


discharges 


8009220349 Forwards LER GO-030/03L-0 

GRAESSER. K. L Commonwealth Edison Co 00/09/11 


""“V effluent discharges *. solid 

raduaste for Jan-June 1980 

• Commonwealth Edison Co 80/00/07 35 pp 


! " BO-O30/O3L-O on 000820, during normal operotlon. 

operability ouTveiHanco for Pyra-Alarm Doteclor* could not 
be performed in prescribed interval Caused by Insufficient 
cucDor ?,** **•* #-* to tost all alarms 
EVERSTf E J CQAimonuiafl 1 1 ;|> Cdlson Cn 90/09/11 Ip 
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aO0?53OS&l Forwattl'S LCR 60-037 /O3L-0 

ORAES-BER. K L CaAMnnnusa I th Edison Ca 80/09/13 Ip 


-0009330367 LER 6O-037/03U— 0 on 6008 IS. dut*in 9 nor dial operation tuhile 
PBTfornilnp monthlii -fonctlonal te*t* &3flST reactor trip 
suit-chea. toilfcchcs wore set II pslg oJd in nonconservatlve 
directlan Caused bg faultg test flaugr 
CLARH.I B Cairmoriwaalth Edison Co 00/09/tS Ip 


W Operator E lamlnat 1 oni 


6009300267 Fei wards preliminarg topical outlines of proposed modules 
on thermal hgdraullci tf core damapa mltisatlon to be 
included in revised reactor operator training program per 
600320 request 

NAUOHTaN. li r Commonwealth Edison Co 60/09/1-5 7pp 


OOCKCr 50-396 OROMNS FEftflV NUCLEAR FCI-JER STATIOM. Ulfir 3 


F Socurltgr medical, emergo-neg L fire protection plans 


B009120131 Forwards request for addl info re guard training 8. 
qualification Enel withhold iref 10CFR5 790) 

IPPOLITO. T A Operating fteacto-rs Branch 2 60/08/22 2pp 


6009230267 Requests that all personnel be reminded of purpose of 
emorgeneg notification sgs & health phgsics network &gs 
Installed for govt use -during energeneg 

O'REILLV, J P Region 2, Atlanta. Office of the Director 80/06/22 
Ip 


6-009250272 Discusses util 800509 response re responsibility matrli of 
safeguards conttngsncg p t an. inc I udlng interrelationships of 
contlngericg actions NRC cannot give formal approval until 
info is specificallg submitted for approval 
IPPOLITQ. T A Operating Reactors Dranch 2 00/09/09 2pp 


0 Adjudicatory correspondence 


6009320016 Forwards order requiring Info supporting environ 
qual 1 f icat l-on. of tapetg-ro lated electrical equipment 
Requests submittal of info bg 601101 

IPPOLITO. T A Operating Reactors Branch 2 80/00/29 2pp 


—0009220019 Order for mod of Licenses DPR-33. DPR-52 & DPR-68 to add info 
which fully responds to NRC request for info re environ 
qualification of safety-related electrical equipment Info 
should be submitted bg OOllOl 

EtSCIlHUr.D 0 Division of Licensing 60/00/29 App 


I Financial i-nformatlon 


QO-090905'13 Forwards Annual Financial Rept 1979 

CROSS. J L Tennessee Valley Authority 30/09/04 Ip 


—8009090963 Annual Financial Rept 1979 

e Tennessee Valley Authorltg 0O/O9/'O4. 44pp 


P Operating license stage documents it correspondence 


60091 lOSO'l Suppis NRC 800707 request for proposed Tech Specs changes re 
scram discharge vol vent tt -drain valves. ii reactor 
protection ays It control rod bloc! limit switch surveillance 
requirements Class III llcenit fee to be submitted w/change 
EI6ENHUr.DO Division of Licensing 60/07/22 22pp 


6009020297 Submits interim criteria f-or shift staffing to all OL lb CP 
licensees t appl I cants, per N-RC 600507 Itr Discusses 
adinlnistrattve provisions for emergency it overtime work 
Development & implementation to be reviewed within 90 days 
EtSENXUr. 0 0 Division of Licensing 80/07/31 7pp 


B009030060 Forwards draft NUREO-O696i "Functional Criteria for 
Emergency Response Facilities." Comments requested within 30 
days Proposed Imp lementa 1 1 on schedule for meeting criteria 
of MUnEO-0696 end W/o HUREO 

EISENHUT.D 0 Division of Licensing. 00/08/91 119pp. 


8009230052 Informs that eie-mptlofi from fee re licensing action 
associated w/TMI-2 Lessons Learned Is unjustified Previous 
determination should be disregarded Requested ' submittal 
should include proposed class of amend 
EISEHUVT.D 0 Division of Lica-ntlng 80/00/07 60pp 


6009030-406 Application to amend Licenses DPR-33i DPfl-S2 & DPR -66. 
changing Tech Specs re containment sys 

MILLS. L H Tennessee Vallog Authority 00/08/19 2pp 


— 800903D411 Proposed Tech Spocs 3 7 5 4 7 re limiting conditions for 
operation i surveillance requirements for containment sys 
e Tennessee Valley Authority SO/OS/19 47pp 


8009190A97 Forwards NURE0-06A-1. "Mark I Containment Long-Term Program 
SER Resolution of Generic Technical Activity A-7 " Rept 
discusses generic suppression pool hydrodynamic load 
definition W/o enci 

IPPOLITO. T A Operating Reactors Branch 2 80/08/20 2pp 


6009020069 Application for eipedlbed amend to License DPR-68 Forwards 
proposed revisions to Tech Bpecs re residual heat removal 
SVC water sys U standby coolant supply capability Class III 
fee fo-rthcoming Justification for changes end 
KILL8.L H Tennessee Vakleg Authority BO/OB/26 2pp 


— 8009020074 Proposed revisons to Tech Specs re residual heat removal ivc 
water sys tt standby coolant supply capab i 1 1 ty. Sec t ions 3 5 L 
4 5 

* Te-nnessee Valley Authority 80/08/26 5pp 


B009D2040i Application for amend of License OPR- 6 B 1 chang Ing Tech Specs 
to accomodate Reload 3. Cycle 4 operation of Unit 3 Shutdown 
planned for S 01020 to begin refueling oubage w/resbart on 
801201 Class til fee end 

MILLS. L H Tennessee Valley Authority 80/08/27 2pp 


— 8009020408 Proposed Tech Specs 1 2 It 2 2 re RC8 integrity tc 3 5 t. 4 5 
re core L containment cooling sys Changes will accomodate 
Reload 3. Cyc I e 4 operation 

e Tennessee Valley Authority 60/09/27 14pp 


— 8009020412 "Bupp lemcnta 1 Rsload Licensing Submittal for Browns Ferry 
Nuclear Power Station Unit 3. Reload 3 " 

HtLF.C L , ENOEL.R £ Oeneral Electric Co Y1003J01A03 
80/08/31 29pp 


3009030631 Forwards addl justification for proposed Tech Specs changes 
in application to amend License DPR-68 submitted bg 
800826 Itr 

CROSS. J L Tennessee Valley Authority 80/00/20 3pp 


S009090367 Forwards response to NRC 800425 itr requesting that util 
confirm conclusions of analysis re min ECCS equipment 
availability w/dc pouer supply failure 
CROSS. JL Tennossee Valley Authority 80/09/03 2pp 


8009090555 Forwards corrected page to proposed Tech Specs 3 7 ic 4 7 re 
containment sys Integrated leak test ing. orig inal Ig submitted 
on 800819 

CROSS. J L Tennessee Valley Authority 80/09/03 3pp 


— 0009090560 Corrected page t-o proposed Tech Specs 3 7 fc 4- 7 re 
containment sys integrated leak testing. original ly submitted 
on BOOB 19 

* Tennessee Valley Authority 00/09/03 Ip 


9009120245 Application to amend License DPR-6B Forwards proposed Tech 
Spec changes reflecting new primary containment atmospheric 
hydrogen monitoring instrumentation to be Installed during 
upco-ming refueling outage Requests approval by 801203 
CROSS. J L Tennessee Valley Authority 80/09/05 2pp 


— 8009120249 Proposed Tech Spec changes re primary containment 
atmospheric hydrogen monitoring instrumentation to be 
installed during upcoming refueling outage 6yt description tc 
justification encl. 

0 Tennessee Valley Authorltg 80/09/05 Spp 


8009160219 Forwards changes to Tech Specs Section 6 0 for OL amend r* 
administrative controls, in response to NRC 800702 Itr to all 
DUR licensees Changes are based on model specs provided in 
Encl 1 to Itr Fee encl 

HILLS. L H Tennessee Valley Authority 80/09/09 2pp 


—6009160221 proposed changes to Tech Spec Section 6 0 re administrative 
controlsj based on model specs In NRC 800702 itr to all BUR 
licensees 

» Tennessee Valley Authority 80/09/09 9pp 


8009260324 Forwards Amend 34 to License 0PR-6Bt safety evaluation S 
notice of Issuance ti availability 

IFPOLITOi T A Operating Reactors Branch 2 80/09/09 2pp 
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--B00726033I AmenJ 34 to License BPR-6a. chang ing Tech Specs to permit 
continued operation following isolation of residual heat 
reoioval SVC luater to Unit S residual heat removal heat 
eichanger 

IPPOLITOiT A Operating Reactors Dranch 2 80/09/09 dipp 


0009160045 Forwards IE Info Notice 00-30. "Potential for Unacceptable 
Interaction Setween Control Rod Drive Scram Function N 
Nonessential Control Air at Certain OE QIJR Facilities “ No 
specific action or response requested 

O'REILLVf J P Region 2. Atlanta. Ofrtce of the Director 00/00/19 
Ip 


— 8009560336 Safety evaluation supporting Amend 34 to License DPR -60 
* Operating Reactors Dranch 2 80/07/09 spp 


— 8009260341 Notice of Issuance it availability of Amend 34 to License 
DPR-68. 

IPPOUTO. T A Operating Reactors 0ranch 2 80/07/09 2pp 


BO09240S45 Act receipt of response to NRC 79110? questions re ECCS 
evaluation models dealing u/fuel c ladding. suel 1 ing & 
incidence of rupture Response is acceptable 
[PPOLITO.T A Operating Reactors Dranch 2 BO/09/10 2pp 


8009240601 Confirms util commitment to NRC 791023 ''Interim Position on 
Containment Purging U Venting Pending Resolution of 
Isolation Valve Operability " Util position will remain in 
effect pending completion of NRC long-term review 
IPPOLITO.T A Operating Reactors Branch 2 00/09/10 2pp 


G009220210 Notifies that 800731 application to amend Licenses DPR-33( 
DPR-52 S< DPR-6S has not yet appeared as FR notice Info 
requested ee schedule for licensing 8. FR notice publication 

date 

KlCLBi L M Tennessee Valley Authority 80/09/16 2pp 


0009300400 Forwards technical questions re implementation of interim 
PUliry on 10CFR50 k 51 

MILLS. L H Tennessee Valley Authority 80/09/23 3pp 


8009300429 Requests notification If concerns re CE GEXL critical power 
correlation & conservatism in predictions for 0i8 retrofit 
fuel remain as open item for facility Cycle 4 operation 
HILLS. L M Tennessee Valley Authority 80/09/23 2pp 


3009190603 Act receipt of BOOB19 Itr informiinB NRC of steps taken to 
correct violations noted in lE Insp Repts 50-259/S0-22. 
50-260/00-16 it S0-296/B0-17 

KENNA. W, 8 Region 2. Atlanta. Safeguards Branch 80/08/21 tp 


— -8009190610 Forwards response to NRC 000717 Itr re violations noted in 
IE Insp Repls 50-259/80-22,50-260/80-16 t- 50-296/00-17 End 
withheld (ref I0CFR2 790> 

.MILLS. L N Tennessee Valley Authority 80/08/15 Ip 


--3009190617 Ac k receipt of 800710 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-299/00-22. 
50-260/80-16 t 50-296/00-17 Notes commitment tp provide addl 
response within 20 days 

RENNAi M 0 Region 2. Atlanta. Safeguards Dranch SO/07/17 tp 


--0009190643 Forwards response to NRC 800616 Itr re violations noted in 
IE Insp Repts 50-259/80-22. 50-260/00-16 i> 50-296/00-17 End 
withheld (ref 10CFR2 790> 

.MILLS. L K Tennessee Valley Authority 80/07/10 Ip 


—3009190646 Forwards IE Insp Repts 50-259/80-22,50-260/80-166 
50-296/80-17 on 800519-23 i notice of violation Notice of 
violation withheld (ref 10CFR2 790) 

KEHNA. M D Region 2, Atlanta. Safeguards Branch 30/06/16 Qpp 


— 0009190*51 IE Insp Repts 30-259/80-22,50-260/00-16 L 50-296/00-17 on 
800519-23 Noncorap 1 1 ance noted incomplete vital area barrier. 
Inadequate lock installation 1. absence of portable radio in 
vehicle escort Details withheld (ref 10CFft2 7901 

TILLMAN. A . TOBIN. M J . OILLESPIE.FP Region 2, Atlanta. Office 
of the Director 80/06/16 Ip 


0009300147 Bequests amend to DPR-33, DPR-52 U DPR-63. cons 1 s ting of 
Tech Spec changes re reactor protection sys 
HILLS. L H Tennstioe Valley Authority 80/09/24 2pp 


— 8009300156 Proposed Tech Specs 1 0, 3 3 & 4 3 re reactor protection sys 
* Tennessee Valley Authority 80/09/24 ISpp 


3007300533 Revises util 791106 schedule for shipment of motor generator 
sets to be Installed as part of LPCJ sys power supply mods 
Oinerator sets will be Installed during Fall 1980 Unit 3. 

Spring 1901 Unit 1 h Spring 1902 Unit 2 outages 
HILLS. L H Tennessee Valley Authority 80/09/24 Ip 


Q Inspection reports. IE Bulletins & correspondence 


8009090073 Forwards IE Bulletin 80-07. Supp I 1. "DNR Jet Pump Assembly 
Failure " No response required 

O'REILLV. J P Region 2. Atlanta, Office of the Director BO/OS/13 

Ip 


8009020184 Submits response to IE Bulletin 79-03A No 0A~312 or A-312. 
Type 300 series fusion welded pipe is In use or planned for 
use in safety-related sys 

HILLS.L M Tennessee Valley Authority 80/08/06 tp 


8009020222 Forwards IE Imp Repts 50-259/00-32.50-260/80-25 ii 
50-296/80-26 on 000680-0704 No noncomp 1 lance noted 

O'REILLY, JP Region 2, Atlanta. Office of the Director 80/08/08 

2pp 


— 8009020225 IE Insp Repts 50-259/80-32,50-260/00-25 ti 50-296/80-26 
on 600623-0704 No noncomp 1 lance noted Hajor areas inspected 
licensee Investigation of Unit 3 failure to fully insert 
control rods after 800628 scam 

DANCE, H.C Region 2. Atlanta. Reactor Clperatlons Nuclear Support 
Branch 80/08/08 lepp 


B009030146 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Hercury-Kciteil Katrlk Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C~E " Written 
response required 

O'flGILLV, Region 2, Atlanta. Office of the Director 80/00/15 

Ip 


B007020I33 Forwards response to IE Bulletin 80-17, Suppl 1 r® failure of 
control rods to Insert during scram at QWR Item B 1 scram 
discharge header sys will be modified to preclude necessity 
<af iavel monitoring w/exceptlon of instrument vol 
HILLS.L H Tennessee Valley Authority 80/08/18 2pp 


0009120003 Forwards Suppl 3 to IE Bulletin 80-17. "Failure of Control 
Rods to Insert During Bcram at BWR " Uritten response 
required 

O'REILL/.J P Region 2, Atlanta, Office of the Director 80/08/22 
Ip 


8009160153 Forwards IE Circular 00-10, "lOCFHSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Bys " No written response 
required 

D'REILLY, J P Region 2. Atlanta, Office of the Director 00/08/22 
Ip 


8009250075 Responds to IE Bulletin 80-14, "Degradation of Dim Scram 
Discharge Vol Capability " Corrects error in 800728 
response re Item A 1 One instance of broken rod on ball 
float also occurred 

MILLS. L M Tennessee Valley Authority 80/08/26 Ip 


0009120340 Forwards IE Info Notice 60-31. "Ma 1 operat Ion of Oould-Drown 
Bovort 460 Volt Type K~6008 t H-DDN 600S Circuit Breakers " 

No written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director GO/OB/27 
IP 


8009230521 Forwards Revision 1 to IE Bulletin 79-26. "Boron Loss From 
aWH Control Biados " Written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/08/29 

tp 


8009240261 Forwards response to IF Bulletin 80-17 re failure of control 
rods to fully insert during scraio at BUR Plant Instructions 
changed on 800827 to provide for manual scrarn ti functional 
test Thirty-five manhours eipended in bulletin review 
MILLS, L If Tennessee Valley Authority 80/08/29 3pp 


8009240383 Forwards response to IE Bulletin 80-15 re possible loss of 
emergency notification sys w/loss of offsite power Design 
change request submitted Administrative procedure Issued to 
c omp ly w/ requirements 

MILLS. L M Tennessee Valley Authority 80/08/29 4pp 


8009240446 Forwards response to IE Bulletin 60-17 re failure of control 
rods to fully insert during scram at BWft, Vent Hod being 
coordinated w/overall scram discharge header sys review 4. 
mod program Schedule estimates will be provided 
MILCB.L M Tennessee Valley Authority 00/06/29 3pp 


0009260375 Forwards IE Circular 90-21, "Regulation of Refueling Crews " 
No written response required 

O'RElLL/. J P Region 2, Atlanta, Office of the Director 00/09/10 
5pp 
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E009300539 Forwards Projres-s Riipt 4 4or IE Bulletin 80'Ot re 
9 ngfcne«rfr 4 ^ea^uras raset eof>*^rol4 

HtLLSdl. K T«nne*aee VallfM Agthority SO/09/10 7pp 

B0093000i0 Acl receipt of 800919 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 5O-259/0O“24> 

90-260/93-16 t 50-396/80-19 

tERtS. R C Region 2 Atlanta- Reactor Operations Nuclear Support 
Branch SO/09/11 Ip 


— 0009300067 Forwards response to NRC B00724 Itr re violation noted in IE 
Insp Repts 50-259/80-24- 50-260/80-19 6 50-296/80-19 
Correctire actions outdated surveillance instruction sheets 
replaced u/current revisions 

nlLLS.L K Tennessee Valley Authority 80/08/19 2pp 


— 8009300072 Forwards IE Insp Repts 50-259/80-24- 50-260/80-18 «- 
50-296/80-19 on B00S03-0601 t notice of violation 
UEWIS-R C Region 2. Atlanta- Reactor Operations Nuclear Support 
Branch EO/07/24 2pp 


— e0093C0075 Notice of violation from insp on 800503-0601 

e Region 2. Atlanta, Reactor Operations Nuclear Support Branch 
80/07/ IS Ip 


—8009300091 IE Insp Repts 50-259/80-24,50-260/80-18 t 50-296/80-19 on 
800503-0601 Nonconpl lancc noted failure te use latest 
revision of surveillance instruction data sheet 
SULLIVAt/,R F . CHASE. J W Region 2. Atlanta. Office of the 
Director OANCE-H C Region 2, Atlanta- Raactor Operations 
Nuclear Support Branch 80/07/15 7pp 


R Periodic operating reports t- related correspondence 


8009110352 Forwards ^^Radiological Impact Assessment- Browns Ferry 
Nuclear Plant- Jan-June 1980 ** 

tllLLS. L M Tennessee Valley Authority 80/08/29 Ip 


— 6009110353 "Radiological Impact Assassnent- Browns Ferry Nuclear Plant. 
dan-June 1980 " 

s Tennessee Valley Authority RK-60-5-BF-3 60/08/29 46pp 


8009170274 Forwards monthly operating repts for Aug 1960 
ABERCRONBIE- H Tennessee Valley Authority 80/09/17 ip 


— 8009170277 Monthly operating repts for Aug 1900 

A8ERCROHBIE.H . THOM. T . GREEN. 0 Tennessee Valley Authority 
80/09/01 30pp 


S Reportable occurrences- LERs 1 related correspondence 


8009190765 PNO-79-147 on 760316- one of six air compressors eiperieiiced 
massive failure resulting in rapid loss of control air 
pressure to all units Caused by large hole in cylinder head 
State of AL notified Kedia attention anticipated 

KLINGER- 0 1 NOLAN- F - SNIE7EK-J Office of Inspection 6 Enforcement- 
□frice of the Director 78/09/18 Ip 


8009170793 Provides interim assessment of PNO-78-147 re partial falluro 
to scram event Hargin of safety inherent in licensed design 
hasis should be promptly restored Improved temporary measure 
acceptable pending permanent mods 
HICHELSON. C Director's Office 83/08/18 3pp 

8009030597 Forwards LER 80-028/031-0 

CALHOVN. J R Tennessee Valley Authority 80/08/28 Ip 


— 8007030604 LER B0-O2S/03L— 0 on 800806-while performing Special 
Instructions 4 1 A-7, level switch LIS-3-203C, reactor water 
level switch 2.wSich trips reactor core isolation cooling, 
found to eicetd Tech Spec limit Caused by instrument drift 
• Ter.nesste Valley Authority 80/08/28 2pp 

8009090314 Forwards LER eO-029/03L-0 

CALHOUN- J R Tennessee Valley Authority 80/09/04 Ip 

—0009090323 LER 80-029/03L-0 on 800802- Survei 1 lance Procedure 2 1 
performed w/computer valve improperly set resulting in use 
of previous day values For eiai average planar linear heat 
generation rate Caused by personnel error 
» Tennessee Valley Authority 80/09/04 2pp 

8009090332 Forwards LER 80-030/03U-0 

CALHOUN- J R Tennessee Valley Authority 80/09/05 Ip 


— 8009090341 LER B0-O3O/O3L— 0 on 800S13- during normal oporation- 
performing Surveillance Instruction 4 1 A 14- pressure 
switches PS—1-81— A 8< P8— 1-91-A found set above limits 
Caused by setpoint drift Switches recallbr ft tested 
» Tennessee Valley Authority 00/09/03 2pp 


8009160416 Forwards LER 80-031/03L-0 

CALHOUN, J R Tennessee Valley Authority 00/09/08 Ip 


—8009160422 LER 80-031/03L-0 on 000809. during perf orroanca of HHI 303, 
discovered that emergency equipment cooling water flow was 
belou min allowed on 3B RHR pump seal heat eichanger Caused 
by mud 1- shells restricting flow in piping inlet 
* Tennessee Valley Authority 00/09/00 2pp 


6009100441 LER 79-016 has been cancelled 

COLLINS. M Tennessee Valley Authority 00/09/17 Ip 


8009230674 Forwards LER 80-032/03L-0 

CALHOUN- J R Tennessee Valley Authority 00/09/10 Ip 


— 0009230679 LER BO-O32/O3L-0 on 000023- while performing reactor core 
isolation coaling steam line space high temp SI 4 2 0-32- 
lead wires were accidentally pulled out of speed feedback 
magnetic pickup connector Caused by personnel error 
* Tennessee Valley Authority 80/09/18 Ip 


8009230669 Forwards LER 80-034/03L-0 

CALHOUN- J R Tennessee Valley Authority 80/09/19 Ip 


— 8009230675 LER B0-O34/O3L-0 on 800929- during normal operation- 
investigation of overload for RHR area cooler fans revealed 
overload for RHR pump area cooler fan 3A was set too high 
Cause unstated Relay replaced 
* Tennessee Valley Authority 80/09/19 2pp 


8009300544 Forwards LER 80-035/03L-0 

CALHOUN. J R Tennessee Valley Authority 80/09/26 Ip 


— 8009300553 LER B0-O33/O3L-0 on 800901- "A" reactor recirculation puap 
tripped Caused undetermined Unit load reduced to 700 mbi 6 
pump restarted in 6-h 

* Tennessee Valley Authority 80/09/26 2pp 


DOCKET 30-297 NORTH CAROLINA STATE UNIV PULSTAR REACTOR 


P Operating license stage documents 6 correspondence 


6009300296 Forwards Amend 6 to License R-120 L safety evaluation 
HILLER- J R Standard! zat 1 on & Special Projects Branch 00/09/17 

2pp 


— 8007300300 Amend 6 to License R-120. revising provisions re quality Br 
farm of SNH author! led 

KILLER- -J H Standardization ti Special Projects Branch 80/09/17 

2pp 


— 8009300301 Safety evaluation supporting Amend 6 to License R-120 

MILLER-vf R Standard 1 la t ion L Special Projects Branch 80/09/17 

2pp 


R Periodic operating reports 6 related correspondence 


8009020352 Forwards "Annual Kept- Jo I 1979 to Jul 1900 " 
COCKRELL. R O North Carolina State Univ 80/00/27 Ip 


— 8009020356 “Annual Rept.Jul 1979 to Jul 1930 " 

COCKRELL. R O , BRAV. T C North Carolina State Univ 80/08/27 

26pp 


DOCKET 50-298 COOPER NUCLEAR STATION 


F Security- medical- emergency 6 fire protection plans 


6009020135 Invites part ic ipa bi on in 000822 -uorkshop in Atlanta- OA to 
solicit comment re proposed functional criteria for 
emergency response facilities in NUREO-0696 Discussion to 
include 1 ocat i onr s 1 le It staffing of emergency ctrs 
SEVFRIT.K V Region 4, Dallas, Office of the Director 90/08/12 
Ip 


8009030551 Forwards security plan re guard training & qualification 
Plan withheld (ref I0CFR8 7901 

PILANT-J HI Nebraska Public Power District 80/08/29 2pp 
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O A4 judicatorv correspondBnce 


8007260596 Foruards order rB<iuir>ng info supporting environ 
qualification of safetg-re lated electrical equlpnent 
fleituests submittal of info by aOiiOl 

IPPOLITDrT A Operating Reactors Branch 2 00/00/29 2pp 


— B009260&0] Order for mod of License DPR-46 to add info uhich fully 
reiponds to NRC request for info re environ qualification of 
safety-related electrical equipment Info should be submitted 
by BOllOl 

EISEKHliT.D 0 Division of Licensing 80/08/29 6 pp 


P Operating license stage documents 6 correspondence 


8009110554 Suppls NRC 000707 request for proposed Tech Specs changes re 
scram discharge vol vent 6 drain valvest & reactor 
protection sys & control rod block limit sieitch surveillance 
requlreenents Class III license fee to be submitted u/change 
EISERWT. D 0 Division of Licensing 80/07/22 22pp 


B009D2D297 Submits interim criteria for shift staffing to all OL fc CP 
licensees fc appl icants> per NRC 800507 Itr Discusses 
adninl stratlve provisions for emergency 1/ overtime work 
Development & implementation to be reviewed within 90 days 
EI 8 ENHUT. D G Division of Licensing 80/07/31 7pp 


8009080000 Forwards draft NUREO-0696. "Functional Criteria for 
Emergency Response Facilities ” Comments requested within GO 
4ays Proposed Implementation schedule for meeting criteria 
of NURE'a-0696 end »/a NUREG 

CISENHUT. 0 0. Division of Licensing 80/OB/01 119pp 


8QO92300S2 Informs that eiemptlon from fee re licensing action 
associated u/TMI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 

EEEENHUT, DO Division of Licensing 80/00/07 60pp 


8009040176 Requests that Tech Specs be proposed re completed facility 
nods for fire protection described in Amend 56 to License 
DPH-46 Forwards STS for guidance 

IPPOLITQi T A Operating Reactors Branch 2 00/09/11 2pp 


— 8009040180 STS re fire protection 

» Westlnghousfi Electric Corp 79/12/07 ISpp 


8009150503 Forwards NUHEO-O 66 I 1 “Hark I Containment Long-Term Program 
Safety Evaluation fiept> Resolution of Oonerlc Technical 
Activity A-7 " Rept describes NRC review results b 
requirements M/o encl 

IPPOLITO. T A Operating Reactors Branch 2 80/08/20 2pp 


8009190476 Forwards summary rspt< "Primary Containment Integrated Leak 
Rate Teat Performed 800523 " 

PILAKT, JH Nebraska Public Power District 80/08/27 Ip 


— 8009190483 "Primary Containment Integrated Leal Rate Test Performed 
800523 •• 

< Nebraska Public Power District 80/05/23 ISOpp 


0009240644 Confirms util commitment to NRC 791023 “Interim Position on 
Containment Purging t< Ventlng> pend ing Resolution of 
Isolation Valve Operabitity " Util position will remain in 
effect pending completion of NRC long-term review 
IPPOLITO. T A Operating Rsactors Branch 2 00/09/09 2pp 


0009240649 Act receipt of response to NRC 791109 questions re ECC9^ 
evaluation models dealing w/fufll cladding swelling & ' 

incidence of rupture 'Response Is acceptable 
IPPOLITOiT A Operating Reactors Branch 2 80/09/10 2pp 


8009170287 Informs NRC that acceptance criteria for all startup 
physics bests have been met 

PILAMT. JM Nebraska Public Power District 80/09/11 Ip 


Q Inspection reports. I£ Bulletins i correspondence 


8009090046 Forwards IE Bulletin 60-07. Suppl 1 . "BNR Jet Pump Assembly 
F-allore ” No response required 

sevPRJT.K V Region 4. Dallas. Office of the Director 80/05/13 

kp 


8009080957 Forwards IE Insp Rept 50-290/80-10 on B00421 & notice of 
violation 

BROWN. G D Region 4, Dallas, Fuel Facility Haterlals Safety 
Branch 90/06/17 2pp 


— B0090B0559 Notice of violation from insp on 800421 

» Region 4, Dallas. Office of the Director 80/06/12 Ip 


— BOO9O0D562 IE Insp Rept 5O-29B/0O-1O on Q00421 None omp I lane e noted 
radwaste shipment in eicess of spec t in unapproved package 
ORONNi Q D Region 4. Dallas. Fuel Facility 6 Materials Safety 
Branch 00/06/12 ip 


— 0009080569 Forwards Mast* Packaging Insp Rept 15000027/80-54 on 000421 
BOOK. K E Region 5. San Francisco. Fuel Facility ti Materials 
Safety Branch 80/05/18 Ip 


—8009000566 Waste Packaging Insp Rept 15000027/80—54 on 800421 
None omp 1 lance noted radwaste shipment in eicess of spec t in 
unapproved package 

DOOK.II E Region 5. San Fianctsco. Fuel Facility 6 Materials 
Safety Branch THOMAS. R D . BASSIN.N Region 5, San Francisco. 
Office of the Director 80/05/15 12pp 


8009100674 Advises of 800706 eipiration date for I tern 2 re IE Rulletin 
80-17. "Failure of 76 of 105 Control Rods to Fully Insert 
During Scram at OUR " AddI parameter is being considered to 
determine pressure variation during test scrams 

SEVfRIT. K V Region 4. Dallas. Office of the Director 80/07/07 

ip 


— 0009100677 Foriuards IE Dollctin 80-17. 'Failure of 76 of 185 Control 
Rods to Fully Insert During Sciam at BUR " Written response 
required 

SEYFRlTiK V Region 4. Dallas. Office of the Director 60/07/03 

ip 


B00910003I Responds to IE Bulletin 80-08. ‘Eiamlnation of Containment 
Liner Penetration Welds “ Penetration weld adequacy assured 
by length of weld svcitest results show weld root tt final 
pass soundness 6 acceptance not based on ultiasomc tests 
PILANT.J II Nebraska Public Power District 00/07/08 6 pp 


8009180115 Forwards Suppl 1 to IE Bulletin 80-17. “Failure of 76 of 183 
Control Rods to Folly Insert During Scram at BUR *’ No 
written response required 

SEVFflIT.K V Region 4. Dallas. Office of the Director 00/07/18 
IP 


8009180117 Forwards Suppl 2 to IE Bulletin 00-17. "Failures Revealed by 
Vesting Subesequent to Failure of Control Rods to Insert 
During Bcram at BMR " Written response required 

geVFRIT.K V Region 4. Dallas. Office of tho Director 80/07/22 

»P 


8009020102 Responds to IE Bulletin 00-16 re Rosemount. Inc pressure 
transmitter misapplication Feedwater flow transmitters 
indirectly safety-related U used primarily for plant startup 
6 shutdown Erroneous indication not eipected 
PILANT.J M Nebraska Public Power District 80/07/24 4pp 


8009020096 Responds to IE Bulletin 80-17. Suppl 2, re failure of control 
rods to Insert during scram Swing check valve operation 
checked daily 4 meets positive venting requirement 
PILANT.J M Nebraska Public Power District 80/07/28 Ip 


8009020539 Forwards supplemental IE Info Notice B0-06> "Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

SEyFRIT.K. V Region 4. Dallas, Office of the Director 80/07/29 
ip 


8009020101 Responds to IE Bulletin 80-17. re failure of control rods to 
insert during scram Forwards special test procedure 00-9 
sequence of events indicating that all equipment performed 
as designed no corrective action necessary 
PILANT.J II Nebraska Public Power District 60/07/30 5pp 


6009(60106 Forwards IE Bulletin 80-20. “Failures of Uestinghouse Type 
W-2 Spring Return to Neutral Control Switches " Written 
response required 

8 EVFRIT.K V Region 4, Dallas. Office of the Director 80/07/31 

«P 


0009100157 Forwards !E Bulletin 80-19. "Failure of Ker cury-Wetted 
Hatrir Relays in Reactor Protective 8 y« of Operating Nuclear 
Power Plants Designed by C-E " Written response required 
SEVFRIT. K V Region 4. Dallas, Office of the Director 80/07/31 
ip 


8009260291 Forwards IE Info Notice BO-29, "Broken Studs on Terry 
Turbine Steam Inlet Flange " No written response required 
sevrRIT.R V Region 4, Dallas. Office of the Director 80/08/07 
Ip 
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OO'^lOOQ^a Aclr receipt of BOOflOii 
correct vioHdtione noted in IE 
tlADSENi 0 L Region 4> Delle&i 
Drench QO/Oe/13 Ip 


Itr informing NRC of steps taken to 

Iiisp Rept 5O-2-?a/BO-07 

Reactor Operations Nuclear Support 


— B009M0331 LER e0-oa9/oaL-0 on 800723. during performance of 
SP 6 4 9 10. fire hydrant HT-1 could not he opened Caused by 
broken stem top section Section replaced b personnel 
Instructed to avoid using unnecessary force uhcn closing 
ALLEN.M D Nebraska Public Power District 80/08/12 ip 


-Q009JPOft44 Responds to NRC B00714 Itr re violations noted in IE Insp 
Rept SO-298/80-09 Corrective actions training session on 
housekeeping b cleanup conducted for malnt personnel 
PILANT. J n Nebraska Public Power District BO/OS/06 3pp 


tO09a30lli Forwards Revision i to IE Bulletin BO-19. “Failures of 
Nercury-Wet ted Matrii Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by G~E " Written 
1 esponse required 

SEVFRIT.St V Region 4, Dallas. Office of the Director 80/09/19 
Ip 


10091A0035 Forwards IE Info Notice 80-30. “Potential for Unacceptable 
Interaction Oetween Control Rod Drive Scram Function te 
Nonessential Control Air at Certain CE UNR Facilities “ No 
specific action or t esponse requested 

SEVkRir.R V Region 4. Dallas. Office of the Director 80/06/1*7 
IP 

1009120036 Forwards Suppl 3 to IE Dulletln 60-17, "Failure of Control 
Hods to Insert During Seram at DWR " Written response 
requ 1 red 

SEYfPIT.K V Region 4. Dallas. Office of the Director 80/06/22 

>P 

1009170399 Forwards IE Circular 80-16 “lOCFflOO 59 Safety Evaluations 
for Cbaiigei to Radwaste Treatment Sys “ No written response 
requ 1 red 

BEVeRIT. K V Region 4. Dallas. Office of the Blrocter aO/OB/22 

Ip 

3009120429 Forwards IE Info Notice 80-31, "Ha 1 operat 1 on of Oould-Drown 
Doverl 480 Volt Type K-iOOS t K-DOW 6003 Circuit Dreakers •' 

No written response required 

8EYrBlT, K V Region 4. Dallas. Office of the Director 80/00/27 

Ip 


a0091BOI27 Forwards Revision 1 to IE Bulletin 79-26. "Boron Loss From 
OUR Control Blades " Written response required 

BEYrRIT.Ji V Region 4. Dallas, Office of the Director B0/0B/Q9 

Ip 

3009300605 Requests site orientation relevant to issuance of badges, 
sscork duties b emergency evacuation be afforded NRC 
personnel listed on enclosure 

BEYhRIT.lt V Region 4, Dallas, afrlta of the Director 80/09/05 

2pp 


8009030252 Forwards LER 80-031 /01T~O 

LESSOR. U C Nelraska Public Power District 80/08/10 3pp 


— 80090S025S LER 80-031 /OiT-0 on 000804, vo 1 tag e transients were induced 
into turbine generator digital electrical hydraulic sys 
computer Reactor scrammed when MSIVs closed Caused by 345 kV 
distribution sys line fault 

SCHEER. J L Nebraska Public Power District 80/09/18 Ip 


0009050197 Forwards updated LER 8O-O0B/O3X— 1 

LEES8R, L C Nebraska Public Power District B0/Q8/2O 3pp. 


— 0009050190 Updated LER 0O-OOB/O3X-1 on 800312, dur ing scheduled insp of 
reactor core isolation cooling turbine, two damaged buckets 
on wheel were discovered Caused by nonimpact type 
impingement of foreign object on wheel 

FLANNIOAN. R D Nebraska Public Power District 00/08/20 Ip 


8009050284 Forwards LER e0-03O/03L-0 

LESSOR, L C Nebraska Public Power District 00/06/21 2pp 


— B0090502B9 LER 80~030/03L-0 on 800013, during normal surveillance 
testing of RllR motor operated valves, RHR loop D suppression 
pool cooling inboard throttle valve would not operate Caused 
by failure of key betwieen motor pinion gear b motor shaft 
DOAN, P F Nebraska Public Power District 60/08/21 Ip 


8009050199 Forwards LER QO-O32/03L-O 

LESSOR. L C Nebraska Public Power Dletrlct 80/08/22 2pp 


— 8009050203 LER eO-032/03L-0 on 800725, during performance of 
surveillance procedure 6 2 2 2 1, isolation of HPCt steam 
line occurred Cause not fully determined Probable cause due 
to transient in common sensing line 

LANRENCEiL I Nebraska Public Power District 90/08/22 Ip 


DOCKET 50-301 POTNT BEACH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency If fire protection plans 


8009110619 Requests participation In study of people-related problems 
in nuclear safeguards Study involves collection of data on 
licensee security forces b practices 
EISENHUT.D 0 Division of Licensing 80/07/25 2pp 


R Periodic oporatlng reports t related coi respondence 


8009160262 Forwards monthly operating rept for Aug 1980 

LESSOR, L C Nebraska Pub Hr Power District 80/09/04 Ip 


— B0D916O264 Kontbly operating sept for Aug 1900 

BALL! NO EH. P L Nebraska Public Power District 80/09/04 4pp 


0OO926O2B2 Forwards ''Semiannual Operating Rept - Radioactive 
Eflueiits.' for Jan— June 1980 

PILANT.J II Nebraska Public Power District 00/09/10 Spp 


— 8OO9y6f)?0'l “BemlannuaJ Operating Rept - Radioactive Effluents." for 
Jan- June I96D 

KFAV. II 3 . EVANS. A K Haileton Laboratories, Inc 60/09/26 
95pp 


3 Reportable occurrences. LERs t. related correspondence 


8809(150260 Forwards LER 80-028/031- 0 

LESSORiL C Nebraska Public Power Distiict 90/08/11 2pp 


-8009050264 LER 60-02B/03L-0 on 8D0713.tijhllB Increasing power during 
normal operation, CE reactor vent monitor failed downscale 
Caused by two failed capacitors New capacitors installed it 
unit returned to operable status 

SCHEER.J L Nebraska Public Power District 80/08/11 Ip 


■050326 Forwards LER eO-029/03L-0 

950R. L C Nebraska Public Power District 00/09/12 2pp 


□009030542 Forwards safeguards contingency plan Plan withhold (ref 
10CFfl2 790) 

OUASTEIM.B Misconsln Electric Power Co 80/OB/22 Ip 


8009230314 Requests that all personnel he reminded of purpose of 
emergency notification sys b health physics network Sys 
installed for govt use during emergency 

KCPPLER.J 0 Region 3. Chicago, Office of the Director BO/OB/22 

app 


9009260215 Responds to 900022 request for info re emergency 
notification ays t< health physics network & requests 
clarification of notification requirements 
FAY, C W Wisconsin Electric Power Co 80/09/05 3pp 


B009290177 Forwards security measures for proposed sewage treatment 
plant End withheld (ref IOCFR2 790) 

DURSTEIN, 8 Wisconsin Electric Power Co 80/07/19 ip 


0 Adjudicatory correspondence 


9009190352 Forwards order requiring info supporting environ 
qual 1 f Icat Ton of safety-related electrical equipment 
Requests submittal of info by 001101 

CLARK. R A Operating Reactors Branch 3 80/08/29 2pp 

— S009190357 Order for mod of Licenses DPR-24 & DPR-27 to add info which 
fully responds to NRC request for info re environ 
qualification of saf a ty-related electrical equipment Info 
should be submitted by QOliOl 

EISENHUT.D 0 Division of Licensing 80/08/29 6pp 
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H 0«ner«l corresponitence 


8009030424 Raipondi to League Against Nuclear Dangers S0071S Itr re 
relocating local POD to Tuio Rivers<UI Tuo Rivers library 
will bouse documents re Wood County special repts NRC 1979 
Annual Rept end 

eOUDER.JL Division of Rules and Records BO/OS/IS S3pp 


— QO09OSO'421> Requests submitted on behalf of League Against Nuclear 
Dangers> concerning relocation of local POR to Kan i touioci III 
Lists types of documents & specific documents that should be 
retained at Univ of WI library 
DIXON. 0 Affiliation Untnouin 60/07/16 3pp 


9009110411 Requests establishment of LPDR in Mad Ison. MI. on behalf of UI 
Public -Svc Commission State agency personnel uill revieui 
replacement of steam generators at Point Beach Unit 1 In 
1981 or 92 Related correspondence 

VORK.E . PARSONS, E M , NUNNERY, W J Wisconsin. State of 80/08/36 

app 


E009260IB7 Foruards FR notice of relocation of facility LPDR from Univ 
of WI LI brary, Stevens Point to Joseph Mann Library, Tuo 
Rivers, WI 

FELTON, J 11 Division of Rules and Records BO/09/09 2pp 


P Operating license stage documents 1< correspondence 


E009020297 Submits interim criteria for shift staffing to all OL t( CP 
licensees It app Hcants, per NRC 800S07 Itr Discusses 
administrative provisions for emergency i overtime work 
Development << Implementation to be reviewed within 90 days 
EISENHUTiD 0 Division of Licensing 80/07/31 7pp 


80090800BO Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities '■ Comments requested within 30 
days Proposed Implementation schedule for meeting criteria 
of MUREO-0696 end W/o NUREO 

EISENHUT<D C Division of Licensing 80/08/01 119pp 


8009Q20497 Responds to NRC 600708 Itr re weldments in Graver tanks 
Evaluations show that connections it penetrations would 
withstand design leading conditions assuming as~found 
configuration 

BURSTEIN, 8 Wisconsin Electric Power Co 60/08/04 3pp 


8009230032 Informs that exemption from fee re licensing action 
associated w/THI~2 Lessons Learned Is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EISEHHUT.DO Division of Licensing 80/08/07 60pp 


8009190794 Forwards revised Westinghouse STS 3 9 8 2, 3 9 10 t< Bases 
3/4 9 9 t< 3/4 9 10 to require 23 ft of water over top of 
reader pressure vessel flange during movement of fuel 
assemblies or control rods Writton response required 
NOVAK. T M Assistant Director for Operating Reactors 80/00/19 
le 


— 8009190317 Revised Westinghouse STS 3 9 8 2, 3 9 10 & Gases 3/4 9 8 fa 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

•* Assistant Director for Operating Reactors 80/06/23 21pp 

flOD9l20S7S Forwards requests for addl Info re adequacy of station 
atectric distribution sys voltages to continue review 
Rosponst requested within 45 days of Itr receipt 
CLARK.R A Operating Reactors Dranch 3 00/09/08 6pp 


B009160442 Responds to NRC 800819 Itr ro IAEA design Info questionnaire 
to he vtiliied in submittal of installation info by 
facilities Compiling data will require significant effort 
NRC should uttlliB existing Info in files 
eURSTEIN, S Wisconsin Electric Power Co 80/09/11 Ip 


8009230660 Responds to 000815 request for review of Tech Specs fa 
procedures assuring that exposure of fuel assemblies fa 
control rods cannot occur during transfer w/plant In 
refueling shutdown mode. Changes to Tech Specs unnecessary 
FAY. C W Wisconsin Electric Power Co 80/09/15 2pp 


8005230666 Notifies NRC that util unable to comply w/000714 request re 
Tech applicable to implementation of TI1I-2 Lessons 

Learned Category A items Initial rovisw of model Tech Specs 
completed 

FAYrC H Wisconsin Electric Power Co 80/09/18 3 pp 


0009250-249 Application to amend Licenses OPH-24 fa DPH'-27, chang ing 
Tech Specs 15 1.15 3 fa 15 6, re limiting conditions for 
op era tlons , de f I n I tl ons of operability fa adail n i strat Iva 
s true turo 

aURBTEIN. 8 Wisconsin Electric Power Co 00/09/19 3pp 


— 8009250353 Tech Spec Change Request 64. c ons 1 s t ing of proposed Tech 
Specs 15 1, 13 3 fa 15 6 re limiting Conditions far 
operations. deflni tion of operability fa administrative 
strut tur e 

a Wisconsin Electric Power Co B0/09/I9 9pp 


8009290341 Proposed Change 45. modifying 77072Q request to amend 
Licenses DPR.*24 fa OPR— 37 to incorporate Tech Spec changes 
Changes modify trip fa time delay setting for undervoltage 
protection circuitry 

QURSTEIN.B Wisconsin Electric Power Co 80/09/22 2pp 


-“900929'0342 Tech Spec change for Item 7 of Table 15 3 5-1 fa I tern 3o* of 
Table 15 3 5—3 re time fa trip delay settings for 
undervoltage protection sys 

■» Wisconsin Electric Power Co 00/09/22 2pp 


8009300461 Forwards comments on draft NUIlEO-0696. "Functional Criteria 
for Emergency Response Facilities " NUREO should Include 
alternate methods of satisfying functional requirements 
FAY. C W Wisconsin Electric Power Co 80/09/22 6pp 


0 Inspection reports. IF Bulletins 1 correspondence 


8009290011 Forwards IE tnsp Repts S0-266/B0-10 fa 50-301/BO-10 on 
800604-27 fa notices of v lolat 1 on, Ap p A fa D App 0 withheld 
(ref 10CFR2 790) 

KEPPLER. J 0 Region 3. Chicago. Office of the Director (10/08/11 

3pp 


— 8009290013 Notice of violation. App A, from Inep on 600604—27 

a Region 3, Chicago, Office of the Director 80/08/05 Ip 


— 8009290015 IE Insp Repts 50-366/80-10 fa 50-301/80-10 on 000604-27 fa 
0708 Noncompl lance noted RHfi pumps operability impaired fa 
engineered safety feature crossconncc ted Details withhold 
Iref 10CFR2 7901 

SMITH. J D , OULDCMOMD.HO . WARNICK.R F Region 3. Chicago, Office 
of the Director 80/08/03 12pp 


8009030219 Forwards Revision I to IE Bulletin 80-19. "Falluros of 
Mercury-Wetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E ” Written 
response required 

KEPPLEn.-J 0 Region 3. Chicago. Office of the Director SO/OB/IS 

Ip 


8009290017 Forwards IE Insp Repts 50-266/80-13 fa S0-3O1/Q0-13 on 
800717 fa 22 No noncomp 1 lance noted 

DAVIS, A D Region 3. Chicago. Fuel Facility fa Materials Safety 
Branch. BO/Oa/19 2pp 


— 8009290018 IE Insp Repts 50-266/80-13 fa 50-301/80-13 on 800717 fa 23 
No none onp 1 1 ance noted Major areas Inspected confirmatory 
measurements 

JANUSKA. A 0 . EESIOi T H Region 3. Chicago. Office of the Director 
80/08/13 4pp 


0009180520 Forwards IE Circular BO-IO. "lOCFRSO 59 Safety Evaluations 
for Cfhanges to Radwaste Treatment Sys No written response 
required 

MEPPLEH, J D Region 3. Chicago, Office of the Director 80/08/22 

Ip 


8009110537 Responds to IE Bulletin 00-10. "Halnt of Adequate Min Flow 
Thru Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Corrective actions are not 
nec essary. 

FAY. C W Wisconsin Electric Power Co 80/08/26. 2pp 


8009230089 Forwards IE Info Notice 80-31. “Maloporatlon of Oeuld-Brouin 
Bovori 480 Volt Type H~600S fa K-OON 6008 Circuit Oreakers " 

No written response required 

KEPPLERtJ O Region 3. Chicago. Office of the Director 60/00/28 


8009180158 Responds to IE Bulletin 80-19 re failures of mercury-wetted 
matrix relays in reactor protective sys Identified relays 
not used in facility 

FAY, C.W Wisconsin Electric Power Co 80/08/29 Ip 
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90093‘5O124 Forwards IE Cirsular B0-2i> "Regulation of Refueling Creus 
No turiltan response required 

KEPPl.ER> J 0 Region 3, Chicagoi Office of the Director 80/09/10 
Ip 


8009300305 Reef ends to IE Sulletin 80-S0 Identifies safetg-re lated 
equspnent control circuits ufeiliting Nestinghoiise Tgpe 14-2 
ssiitches u/sp r 1 ng-r e turn- 1 D-neu t ra 1 posibisn Ml but four 
circuits I>ave been modified to indicate switch closure 
SURSTEtIf, S tfisccnsin Electric Power Co 80/09/16 Spp 


R Periodic operating reports t' related correspondence 


800909053? Foruards "Semiannual Kcnitoring Repti Jan-JuTii 1 9S0 “ 
FA.V> C W Wisconsin Electric Power Co 00/08/29 Ip 


"0009090545 "Semiannual Monitoring Rept. Jan-Jjn< 1900 •' 
a Wisconsin Electric Power Co 00/08/2? ISpp 


8009160302 Forwards month Itg operating repts for Aug 1980 
FAVpC M Wisconsin Electric Power Co 80/09/09 Cp 


--B009160304 hlonthlg operating repts for Aug 1980 

FAV. C II Wisconsin Electric Power Co 80/09/04 9pp 


U Congress ional/Eiecutive Correspondence 


BO09OSOOS0 Eipresses concerns re potential consequences from steam 
generator tube degradation Full adjudicator^ hearing needed 
Requests to be Informed of continuing development 

STROKL. J . GER6ER, D , KCOO/' J Wisconsin. State of 80/08/22 Ip 


DOCKET 50-302 CRYSTAL RtVEft NUCLEAR PLANT, UNIT 3 


F Sacuritg. medical, emergencg tt rire pratection plans 


8009230258 Requests that all personnel be reminded of purpose of 
aiaergoncg notification sys & health physics networli Eys 
installed for govt use during emergency 

O'REILLY, U P Region 2, Atlanta, Office of the Director BO/OB/22 
if 


0009030230 Responds to NRC 800624 Itr requesting revised site emergency 
plan Util will submit plan following review of State of FL 
draft "Rad I olog i cal Emergency Plan for Fiied Nuclear 
Facilities." NUflEC-0696 NUfiEO-0654, RevI s i on I 
SAYNARD, P V Florida Powei Corp 80/08/26 3pp 


BOORIBOBSS Submits security Info re safeguards contingency plan Info 
withheld (ref 10CFR2 790) 

SAYNARD, P y Florida Power Corp 80/09/15 2pp 


h Adjudicatory correspondence 


09190375 Forwards order requiring Info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal of info by 801101 

9EID, R U Operating Reactors Branch 4 00/08/29 2pp 


3009190380 Order for mod of License DPR-72 to add info which folly 
responds to NRC request for info re environ quali f lea tion 
of safety-related electrical equipment Info should be 
submitted by 301101 

EISCNH'JT. D 0 Division of Licensing 80/08/29 6pp 


1 Oeneral correspondence 


8009020S17 FOIA request for four categories of Info re facility 
eiVEL.li S Affiliation Unknown 80/07/31 Ip 


009020511 Responds to FOIA request for four categories of info re 
facility Documents re I terns 1-3 can be found In PER No 
documents were found re Item 4 

FELTON, J H Division of Rules and Records 80/00/19 Ip 


Operating license stage documents l< correspondence 


19150070 Responds to 800523 recommendations concerning lessons 
earsied from 800226 transient at Crystal River Submits 
esults of itiv e sti ga t i ons re use of atmospheric dump valve 
t Ocenee Units 1-3, AR Unit 1, Davis-Desse Unit 1 b Tttl-l 
SNTCN.hr Office of Nuclear Reactor Regulation. Director 
0/07/21 2pp 


•ao09l50079 Discusses 800226 transient at facility Recommends 
investigation to determine whether atmospheric: dump valve 
design deficiency is present in other BbW plants 
MICHELSON, C Director's Office BO/03/23 2pp 


8009020297 Bubmlts interim criteria for shift staffing to all OU fc CP 
licensees i app 1 icants, per NRC 800507 Itr Discusses 
aifninistrattve provisions for emergency b overtime work 
Development b implementation to be reviewed within 90 days 
EISENHUT.D 0 Division of Licensing 80/07/31 7pp 


8009080080 Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Froposed implementation schedule for mooting criteria 
of NUREO-0696 and W/o NUREO 

EISENHUT.D G Division of Licensing SO/OB/01 ll9pp 


8009230052 Informs that eiomption from fee re licensing action 
associated u/TMI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should ine lude proposed class of amend 
EISENHUT.D 6 Division of Licensing 80/08/07 60pp 


8009240611 Addl FOIA request for documents re util weld chemlitry as 
surveyed by Obi) 

OIVEL, M S Affiliation Unknown 00/08/23 Ip 


8009190582 Approves of 000730 request for relief from TMI Lessons 
Learned Task Force Item 2 2 1 b S Johnson mag be assigned as 
toehnical advisor 

REIDiR U Operating Reactors Branch 4 60/09/02 2pp 


B009090442 Forwards response to NRC 800701 request for addl info re 
fuel assembly holddown springs 

DAVNARD. P Y Florida Power Corp 80/09/03 5pp 


60090?0279 Forwards evaluation of instrumentation to detect inadequate 
co-re cooling Responses to IE Bulletin 79-05C b NlJREO-0578, 
included operator guidelines i evaluation of supplemental 
instTumentatlon Ns addl instrumentation 
BAYNARD, P V Florida Power Corp 00/09/04 24pp 


B0092S0427 Informs of acceptability of response to NRC 791109 Itr re 
portions of ECCS evaluation models dealing u/fuel cladding 
swelling b incidence of rupture 

REIDtR U Operating Reactors Branch 4 60/09/09 2pp 


8009240606 Addl response to FOIA request for documents re weld 
chemistry at facility as surveyed by BbW Forwards documents 
listed in App A Proprietary document is under review 
FELTON. J M Division of Rules and Records 80/09/11. 2pp 


--8009240617 Approves 770830 request for withholding info re reactfl.r 
vessel matl surveillance program from public insp per 
10CFR2 790 Info contains trade secrets or privileged 
eommerc lal or f in and a 1 info 

REIDiR W Operating Reactors Branch 4 <Pre 791030). 77/12/07 

3pp 


--800924062B Forwards info re reactor vessel b associated survalllancs 
specimen in response to NRC 770519 request Info contains 
weld chemistry info taken from existing matl test repts JH 
Taylor affidavit only end 

STEWART. H P Florida Power Corp 77/08/30 2pp 


--6009240634 Affidavit of JH Taylor re procedures b, criteria for 
classifying documents as proprietary iref I0CFfi8 7901 
TAYLOR, J H Babcock b Mileoi Co 77/08/12 7pp 


8009170208 Application to amend App A to OL, changing aspects of 
NUREO-0570 including model license conditions b emergency 
feedwater initiation b flow monitoring Affidavit b 
Certificate of 8ve end 

BAYNARD.P Y. Florida Power Corp 80/09/15 4pp 


— 8009170289 Tech Specs 3/4 3-30, Toques t ing changes re model Heenee 
cohd t t Ions, emergency feedwater initiation b flow monitorlnj, 
diverse containment isolation b emergency power supply to 
pressurlier heaters 

+ Florida Power Corp 80/09/15 24pp 


0 InspBctlon reports. IE Bulletins b correspondence 


S0091907B6 Forwards response to IE Bulletin 79-Oiai "Environ 
Qualification of Class IE Equipment," Items 1-3 
SAYNARD, P Y Florida Power Corp 00/04/21 223pp, 
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Bi30S'100046 Forwards IE Bulletin 80-18« "Maint of Adequate Min Flow 
Throosh Centrifugal Charging Pumps Following Secondary Side 
High Energy; Line Rupture " Written response required 
O'REILLY. J P Region 2, Atlanta. Office of the Director SO/07/24 
tp 


e!>09l501D4 Forwards IE Insp Bept 90-302/00-8* on B00630-0703 No 
noncempl lance noted 

LEWISiA C Region 8. Atlanta. Reactor Operations Nuclear Support 
Branch 00/07/25 2pp 


— 0009150115 IE Imp Rept 90-308/00-86 on 000630-0703 No non c omp 1 ianc e 
noted Major areas Inspected containment integrated leakage 
rate testing. safety-related piping support U restraint sys 
-QUICK.O Region Si Atlanta. Reactor Operations Nuclear Support 
Branch OROOXS. E H Region 2. Atlanta. Office of the Director 

80/07/24 Spp 


B009030129 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Mercury-lfe tted Matrii Relays in Reactor Protective Sys of 
Oparating Nuclear Power Plants Designed by C-E " Written 
retponse required 

O-'REILLV, J P Region 2. Atlanta. OfiUe of the Director 00/00/19 

•p 


3007100933 Responds to IE Bulletin 80-19 4 Revision l.re failure of C-E 
mercury-wetted matrii relays in reactor protective sys 
Identified relays are not used in facility Twenty-four 
nanhours eipended on review 

BRtOHr. Rli Florida Power Corp 00/00/21 2pp 


Q00'?l&0113 FO’ruards IE Circular 80-18. "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

O'REiLLViJ. P Region 2. Atlanta. Office of the Director 80/00/22 

Ip 


S00912D2S8 Forwards IE Info Notice 80-31. "Hal operation of Gould-Brown 
Boverl 480 Volt Type K-600S U K-DON 600S Circuit Breakers " 

No written response required 

O'REILLVrJ P Region 8, Atlanta, Office of the Director 80/00/87 

Ip 


&009840176 Aek receipt of 000600 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/90-10 
STOHR.J P Region 8. Atlanta, Fuel Facility & Hatorials Safety 
Branch 80/08/88 Ip 


--8009240194 Responds to NRC 600719 Itr re violations noted in IE Insp 
Rept 50-302/80-10 Corrective actions implementation of 
procedures to assure compliance w/requirements for 
radioactive matl tagging 

HAIICDCK, J A Florida Power Carp 80/08/08 2pp 


— 8009240199 Forwards IE Insp Rept 50-302/80-10 on 000524-28 & notice of 
violatt on 

STOHR, J P Region 8i Atlanta, Fuel Facility & Materials Safety 
Branch 80/07/15 8pp 


“—8009240190 Notice of violation from insp on 800524-20 

• Region 8. Atlanta, Office of the Director 80/07/11 Ip 


— -S009S40I95 IE Insp Rept SO-3OS/0O-IO on 800524-88 Noncomp I lance noted 
failure to tag tt identify radioactive matl u/appropriate 

labels 

PUCKETT. J H Region 8. Atlanta. Office of the Director 
OIBSONiA F Region 2, Atlanta, Fuel Facility Materials Safety 
Branch. 80/07/11 6pp 


3009170I4S Ack receipt of 800829 Itr informing NRC of steps taken to 
correct violations nqtod in IE Insp Rept 50-302/80-29 
KENNA, M fi Region 8. Atlanta. Safeguards Branch 80/09/05 Ip 


— 0009170147 Forward! IE Insp Rept 50-302/80-29 on 000707-11 k notice of 
violation Notice of violation withheld (ref 10CFR3 7901 
KENNArU B Region 3. Atlante. Safeguards Branch 00/08/05 2pp 


--8009170152 IE Insp Kept 90-308/80-29 on 000707-11 Noncomp 1 lance noted 
tamper indicating capability could not be demonstrated for 
entire alarm sys C, required security emergency drill not 
conducted Details withheld (ref 10CFR8 790) 

0ILLE8PIE.F P. . HOWELL, V C Region 2, Atlanta, Safeguards Branch 
80/06/04 ip 


9009290274 Forwards IE Circular 80-21, "Regulation of Refueling Crews " 
bfa written response required 

Cl'fiEIULY, J P Region 8, Atlanta, Office of the Director 80/09/10 
SPJ7 


8009300143 Submits response to IE Bulletin 80-10 re contamination of 
nonrad loac 1 1 ve sys On 600728. ni tro gen sys became 
contaminated necessitating revised response to bulletin Will 
require until 801015 to respond to bulletin 
BA'rNARD.P Y Florida Power Corp 80/09/10 Spp 


R Periodic operating reports 4- related correspondence 


8009030300 Forwards "Effluent i Waste Disposal Semiannual Rept." Jan- 
June 1980 

HANCOCK, J A Florida Power Corp 80/00/29 2pp 


--8009030206 “Effluent & Waste Disposal Semiannual Rept. “ Jan-June 1980 
PQOLC, D . DAVNARD.P Florida Power Corp 00/08/26 59pp 


8009280361 Forwards monthly operating rept far Aug 1980 
BAYNARD, P V Florida Power Corp 80/09/15 Ip 


--8009220365 Monthly operating rept for Aug 1980 

CULVER, M W Florida Power Corp 80/09/08 4pp 


S Reportable occurrences, LBRs 4 related correspondence 


6009020197 Part 21 rept re improper fluid provided w/reactor coolant 
p ump hydraulic shock suppressors Fluid will be changed to 
hydraulic fluiil for use in radioactive environs 
HANCOCK. J A Florida power Corp 80/08/07 3pp 


8009030475 Forwards LER B0-031/O4L-0 

HANCOCK. U A Florida Power Corp 80/08/29 Ip 


— 8009030402 LER 80-031 /04L-0 on 800606, d e termi ned that established 
procedures were not adhered to in carriging out environ 
monitoring program Caused by contractor errors Procedures 
for three of eight identified areas will be clarified 
LANCASTER, K F Florida Power Corp 80/08/35 4pp 


8009030497 Forwards LER e0-038/03L-0 

HANCOCK, vl A Florida Power Corp 80/08/29 ip 


— 8009030503 LER 80-038/03L~0 on 800805. while performing special load 
test, amer gene ij diesel generator lA tripped when loaded 
Caused by actuation of field over— current relay below design 
setpoint Relay adjusted to proper value 
HEINAI1DV. V A Florida Power Corp 80/08/20 Spp 


8009030600 Forwards LER aO-033/03L-0 

HANCOCK, J A Florida Power Corp 80/08/89 Ip 


— 0009030609 LER eO-033/03L-0 on 800003, f o I 1 aw ing routine sampling of 
core flood tank A, sample isolation valve CrV-ll failed to 
close Caused by failed contact rotor in Limitorque operator 
Contact rotor 2 replaced 4 declared operable 
KEU5CHAEFER. C Florida Power Corp 80/08/20 Spp 


8009050265 Forwards LER Q0-034/O4T-0 

HANCOCK, J A Florida Power Corp 00/09/08 Ip 


--8009050260 LER 00 — 34/04T-0 on 000620, mai circulating water discharge 
temp exceeded 103 F foi more than three consecutive hours 
Apparent cause was high temp of intake water 6 high power 
levels Temp lowered by Increased water flow 4. reduced load 
HERNANDEZ, V A Florida Power Corp 80/08/20 Spp 


8009110337 Forwards LER 79-102/03L-1 

HANCOCK, J A Florida Power Corp 80/09/08 Ip 


— 8009110348 LER 79-102/03L-1 on 791083, fo 1 lowing routine sampling of D 
core flood tank <CFT),B CFT sample isolation valve CFV-12 
would not close CFT isolation valve CFV-42, in closed 
pos 1 1 ion. isol a ted penetration Cause unknown 
NbUBCHAEFER, E Florida Power Corp 80/08/29 Spp 


80091SOE80 Forwards LER 80-035/03L-0 

HANCOCK, J A Florida Power Corp 80/09/11 Ip 


— 8009150882 LER SO-035/03L-0 on 80001 6. during startup operat ion, post- 
accident monitoring instrumentation found inoperable Caused 
by instrument drift Instrumentation recallbr 6 verified 
operab 1 e 

LANCASTER. K F Florida Power Corp 00/09/00 2pp 


0009390290 Forwards LER 80-036/031-0 

HANCOCK.J A Florida Power Corp 80/09/34 Ip 
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—6009290306 LEP 80-034/03L-0 on 600637. "B" detag heat pump discfiarg* 
throttle valvr luou I d not control flou in aotonatic Caused bg 
uater in sensing line Operabilitg restored bg blouing dour) 
sensing line U performing functional check 
KitRlMllOEZ. V A Plorida Pouar Corp 60/09/19 2pp 


T Ifsaring transcripts on non- an 1 1 tr u s t natters 


8009260313 Submittal of prepared testimong for first hearing session 
No attempts made to provide complete ansuers to ASLB 600906 
menorand'jn (. order re phgsical separation of TMI units 
Certificate of 6vc enc 1 Related correspondence 
TRDUBRJCSE. 0 F Metropolitan Edison Co BO/09/15 7pp 


— 8009260366 “Small Breal Operating Culdelines " Related correspondence 
» Babcock t Hllcoi Co 69-1106001-00 79/11/00 4Bpp 


DOCKer 50-304 ZIDH fJUCLEAR POWER ETATlOtf. UNIT 2 


F Securitgi medicali emargencg 6 fire protection plans 


8009230288 Re|,uests that a) 1 personnel be reminded of purpose of 
e.nergencg notification sgs 6 health phgslcs netuork Sgi 
Installed for govt use during emergencg 

KEPFLER.J Q Region 3. Chicago. Office of the Director 60/08/22 
3pp 


6009S0037B Fortaards review of util generating station ■mergencg plan & 
draft Itr requesting addl info t connitments from util 
PASANOi F G Energencg Preparedness Licensing Branch 60/00/28 
5pp 


C Adjudicator^ correspondence 


6009220086 Forwards order requiring info supporting environ 
qual 1 f ication of saf e t g -re 1 a t vd electrical equipment 
Requests submittal of info bg 601141 

VARSA, 5 A Operating Reactors Branch 1 Ba/OB/29 2pp 


— 6009220091 Order for mod of Licenses DPR-39 DPR--4B to add info which 
fuilg responds to NRC request for Info re environ 
qualification O’f saf etg-rcl a ted electrical equipment Info 
should be submitted bg 601101 

EIGENMUT. D 0 Division of Licensing 60/43/2? 6pp 


8009090471 Forwards AB Johnson t » i t imong. Pag es 63-64 b 00-62. due to 
djfficultg in reading original submittal 
STEP TOE. P P Ishain. Lincoln & Beale 80/09/03 Ip 


— 8009090467 Testimong of AB' Johnson re proposed amends to increase spent 
fuel storage capacity Resubmitted Pp 63-64 it 60-83 
JOHNSON. A B Broekhaven National Laboratorg 60/09/03 Bpp 


H General correspondence 


80D9I8044B Responds to 600319 Itr requesting public debate re issues 
appropriate to evacuatipn of large population ctrs near 
p lants 

DENTONi H R Office of Nuclear Reactor Regulatlbu. Director, 
SO/04/21 3pp 


—6009180463 Requests public debate re issues appropriate to evacuation 
of large population ctrs near plants Eipresiet confidence In 
attempts bg Commissioners to represent public concerns 
EMORY. It Affiliation Unknown 80/03/19 tp 


800911021B Forwards response to 0DO726 Itr requesting assistance in 
answering constituent questions re nuclear power 6 effects 
of radiation 

DlRCKS.H J Office of the Eiecutive Director for Operations 
80/08/26 4pp 


P Operating license stage documents 6 correspondence 


6009300169 "Rept of Zlon/lndlari Point Study Vol 2." informal rept 
STEVENSON. M C Los Alamos Scientific La bora tor g FIN A-7015 
NUREG/CR-1411 V 2 60/04/30 I65pp Available at NT 10 


8009054032 Discusses void formation In vessel heed during 900611 
natural circulation cooldown event Requests opinion re 
potential for voiding phenomenon in Ifestinghouse designed 
M5BS 

CHECK. P S Assistant Director for Plant Systems 80/07/28. 2pp 


8009020297 Submits interim criteria for shift staffing to all QL i< CP 
licensees & appl leants. per NRC 000507 Itr Discusses 
administrative provisions for emergencg & overtime work 
Development t’ implementation to be reviewed within 90 dags 
EIEENHVT.D 0 Division of Licensing 80/07/31 7pp 


6009080080 Forwards draft NUB6G-0696 j "Functional Criteria for 
Emergencg Response Facilities " Comments requested within 30 
dags Proposed implementation schedule for meeting criteria 
of fJl/REO-069A end W/o NUREO 

EISENHUT.D G Division of Licensing 80/06/01 Il9pp 


800923-0052 Informs that eiemptlon from fee re licensing action 
associated tu/TMI-2 Lessons Learned Is unjustified Previous 
determination should be disregarded Requested submittal 
should Include proposed class of amend 
EISENHUT.D 0 Division of Licensing 00/08/07 60pp 


B00905052B Forwards Amends 56 L S3 to Licenses DPR-39 t, DPR-AQ. 
respectively, safetg evaluation L notice of issuance 4. 
availability 

VARGA. S A Operating Reactors Branch I 00/08/00 2pp 


— 8009050531 Amends 56 h 53 to Licenses DPR-39 li DPR-40. respectively, 
revising t. upgrading certain limiting conditions of 
operation tt associated surveillance requirements for 
ventilation filter sgs 

VAftOAi S A Operating Reactors Branch 1 80/03/08 22pp 


— 8009050534 Safetg evaluation supporting Amends S6 ti 53 to Licensee 
DPB-39 i DPfl-4a. respectively 

* Office of Nuclear Reactor Regulation. Director 80/06/08 4pp 


— B0090S053B Notice of issuance it availability of Amends 56 (> S3 to 
Licenses DPR-39 ti DPR-40. respectively 

VARGA. S A Operating Reactors Branch 1 60/08/08 2pp 


8009100178 Forwards request for add! info re bypass & resst of 
engineered safety features 

NOVAK. T M Assistant Director for Operating Reactors 80/00/14 
4pp 


8009190794 Forwards revised Hestinghouse STS 3 9 8 2. 3 9 10 & Bases 
3/4 ‘f 8 it 3/4 9 10 to require S3 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Urittcn response required 
NOVAK. T M Assistant Director for Operating Reactors 0O/OB/15 
Ip 


— 8009190817 Revised Ucstinghouse &T6 3 9 8 2.3 9 10 & Oases 3/4 9 6 
3/4 9 10 requiring 23 ft of water over top of rsactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

s Assistant Director for Operating Reactors 80/06/23 21pp. 


8009110773 Forwards Tech Spec Page 282 issued u/Amsnds 56 h 53 to 
Licenses DPR-39 ti DPR-dB. respec lively on 600B0B 
VARGA. 8 A Operating Reactors Branch 1 00/08/20 2pp 


— 8009110777 Corrected Tech Spec Pago 2S2 to Amends S6 U 53 to Licoitsei 
OPR— 30 if DPR-40J respectively 

* Operating Reactors Branch 1 00/08/20. Ip 


8009100007 Notification of 000027 meeting w/util in Bethesda.HO to 
allow util to respond to Interim technical rept on 
equipment environ qual if ica t ions 

REEVES. E Operating Reactors Branch 1 80/00/25 Ip 


8009030439 Forwards response to 000229 confirmatory order re 
imple/nentatio-n of 6-month Items Response Includes LER review 
it evaluation of reliability it failure modes of selected sgs 
i components 

NAUGHTON. W F Commonwealth Edison Co 00/08/89. 33pp 


--0OO9O3O44O "Offsite Dose Calculation Sgs " Compliance studg re Item 
F. 3 of 800229 confirmatory order encl 

GOLDEN. J C Commonwealth Edison Co BRADEEVi J p Murray (i 
Trettel. Inc. LAHTI. 0 P Sargent *< Lundy. Inc 80/07/31. 532pp 


G009120&02 -^'Rept of Zion/lndian Point Study." Vol I 

ftURFlN.N.B Sandia Laboratories FIN A-t2iB NUREO/CR-14tO VI 
80/00/31 400pp 


6009080355 Forwards response to NRC 800702 request for addl info re 
backflttlng of severe accident mitigation features Oversiie 
drawings available in Central Files only 
NAUGHTON. W F Commonwealth Edison Co 00/09/03 I3pp 
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e00?110300 Sutinits addl info re NRC 8001S5 reiiueit for utit evaluation 
of aiiimnetri c loads that could develop during LOCA 
Hechanlftic fracture toughness of ACS discussed in 
Uest Inghouse 80OA3O Itr to NRC 

NAUOHTOHi U f GoiSinonuiea 1 th Edison Co QO/09/04 iJpp 


SOOflfOAftB PoriJiards addl info required to complete NRC revleu of util 
response to NUfiE<3~057Ri Items 2l8att21Bbre improved 
p ost-ar c Ident sampling capabilitg II increased range of 
radiation moni tors* respect ive 1 g Oversite drauiing end 
MAUKlHTQNi U F Commonijjeal th Edison Co 80/09/05 4pp 


— 8009190474 ‘'Auxillarg Dldg Exhaust Sgs Control Diagram " 
s Sargent & Lundgi Inc 3783 80/07/33 Ip 


8O09S3O385 Foruards Amends 57 & 54 to Licenses DPR-39 ti DPR-48> 
r iipec ti ve Igi saf e tg evaluation i notice of Issuance t< 
aval lab 1 1 1 tg 

VAflCA< S A Operating Reactors Rranch I 80/09/09 3pp 


— B009230390 Amends 57 ii 54 to Licenses DPR-39 i- DPR-4B respectlvelg, 
incorporating changes to Tech Specs to allou malnt of 
circulating uater pumps during operation 
1/AROAi 8 A Operating Reactors Branch 1 BO/09/09 Bpp 


— 8009330394 Safetg evaluation supporting Amends 57 & 54 to Licenses 
DPR-39 Ii DPfi-4Bp respectlvelg 

• Operating Reactors Branch 1 BO/09/09 4pp 


— S00933<I3?9 Notice of issuance i< avallabilitg of Amends 57 li 54 to 
Licenses DPR-39 *i DPn-48< respectlvelg 

VAROAi S A Operating Reactors Branch 1 80/09/09 2pp 


S0091B0144 Discusses tuo risk studies currentlg underuag Prellminarg 
ascessnent of Indian Point risk profile contained In BECY 
ao-3B3 Tlon risk profile assessment uill combine accident 
sequence evaluation li containment failure analgsis 
EAUSTi H L Assistant Director for Technology Revleu 80/09/11 
5pp 


0409190403 Foruards revised portions of inservlca valve test prograaii 
pST 80061B request Revisions do not change type or method of 
testing containment isolation valves Contains nocessarg Info 
far meeting pump l< valve inservice testing requirements 
MAUaNTON.U F Commonwealth Edison Co 80/09/11 83pp 


8009300099 Foruards safety evaluation re proposed periodic testing 
performance of diesel genera*'ors at facilities Util 800523 
request re acceptab 11 itg of safeguard actuation tests prior 
to 800519 Is acceptable 

VAROAi 8 A Operating Reactors Branch 1 80/09/11 3pp 


— 6009300101 Safety evaluation supporting proposed periodic testing 
performance of diesel generators at facilities 
a Operating Reactors Branch 1 80/09/11 2pp 


SO092b42l3 Advisee of delay until 801003 for submittal of Tech Specs 
upgraded to raquiremonts of STS for Mostinghouse PUR In 
response to NRC S0071A request Revleu scope & time more 
extensive than originally planned 

MAUOHTOM. tl F Commonueal th Edison Co 80/09/18 Ip 


8009300367 Forwards “Rapt of Endurance Tests for Auxillarg Feedwater 
Pumps lAi 1B> ICi 3Ai 3D> SC. Jan-June 1980 ■' 

NAV4MTOtl. If F Commonuealth Edison Co 80/09/23 Ip 


— 6009300273 "Rtpb of Endurance Tests for Auxiliary Feedwater Pumps 
lA. IB. tC.2A.2Br SC. Jan-June 1980 " 

• Co.Tunonucalth Edison Co 80/06/30 Slpp. 


0 Inspection reports. IE Bulletins li correspondence 


6409030109 Responds to IE Bulletin 79-03A. ''Longitudinal Ifeld Defects 
In ASNE 8A-31SjTgpc 304 Stainless Bteel Pipe “ 8A-3t2 pipe 
not present in operating plants Final confirmation from 
suppliers anticipated by 800915 re const plant piping sgs 
HAUOMTON.'H F Commoiiaieal th Edison Co 80/08/07 Spp 


8009180012 Forwards IE Insp Repts S0-29S/80-15 «< S0-3O4/S0-1S on 
640722 llo noncomp 1 lane e noted 

FtCMETLliO Region 3> Chicago. Reactor Construction t. Engineering 
Support Drench 80/08/07 2pp 


"8009180021 IE Insp Repts 50-29 5/80-15 «. 50-304/80-15 on 800722 No 
noncamp 1 lance noted Hajor areas inspected documentation for 
installation of spent fuel racks 4 containment liner 
penetration welds 

Danielson. I) H Region 3. Chicago. Reachor Construction 4 
Engineering Support Branch KEY. N J Region 3. Chicago. Office of 
the Director fiO/08/05 6pp 


8009430231 Forwards Revision 1 to IE Dulletin 80—19. "Failures of 
Korcurg-U'etted Matrix Relays in Reactor Protective Sgs of 
Operating Nuclear Power Plants Designed by C-E ‘ Written 
response required 

KEPPLER. J C Region 3. Chicago. Office of the Director 60/08/15 
Ip 


8009110545 Responds to IE Bulletin 30-08. "Exam of Containment Liner 
Penetration Molds. " supplementing 800709 response Corrects 
Zion response re rings used fo-r field circumferential butt 
ueld Reviews accuracy of other stabenents 
ABEL. J S Commonwealth Edison Co 00/08/15 4pp 


S009160Z.8I Submits supplementary response to IE Dulletin 60-08. 
"Examination of Containment Liner Penetration Uelds." 
correcting statement made in DL Peoples B00709 Itr Further 
review not necessary 

ADEL. J 8 Commonwealth Edison Co 80/08/15 4pp 


00090301?* Forwards IE Insp Repts 50-275/80-18 4 50-304/80-18 on 
800730 t 31 No noncomp 1 lance noted 

HIND.J A Region 3. Chicago. Safeguards Branch 80/08/10 2pp 


—8009030133 IE Insp Repts 30-295/80-18 4 50-304/80-18 on 800730 4 31 
No noncomp 1 lance noted Major areas Inspected physical 
secur 1 tg • phy si ca I barriers % previous Insp findings Details 
withheld (ref 10CFfl2 790) 

HIND.J A Region 3. Chicago. Safeguards Branch MADEDA. T J . 
CHRISTOFFER.O Region 3. Chicago. Office of the Director 
80/08/14 Ip 


9009290425 Forwards IE Insp Repts 50-295/80-16 1 50-304/80-16 on 
800804-05 4 notice of violation 

HEIBHMAN.R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 00/08/lB 2pp 


— 6009290420 Notice of vlolatlcn from inSp on 800804-05 

a Region 3. Chicago. Office of the Director 80/00/15 Ip 


—8009290436 IE Insp Repts 30-295/80-16 4 S0-304/B0-1A pn aOOaO'l-OS 
Noncomp 1 lance noted failure to follow licensed operator 
requal 1 f tea 1 1 on training piogram 

KOHLER, J E . SCHULZ, R 0 , BAKER. K R Region 3. Chicago. Office of 
the Director 80/06/15 3pp 


8009250330 Act receipt of 800729 Itr luforming NRC of steps taken to 
correct violations doted in IC Insp Repts 50-295/80-12 4 
50-304/80-12 

HEIBHHAW.R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 60/00/20 Ip 


— 0009250344 Forwards rosponse to NRC 800709 Itr re violations noted In 
IE Insp Rept* 30-295/80-12 4 50-304/80-12 Corrective 
actions info tag has bean placed on gauge Indicating that 
tank Is empty at reading of 6X Recalibr complete by 601231 
NAUOHTON.U F Commonwealth Edison Co 80/07/29 3pp 


6009180551 Forwards IE Circular 80-10. "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaite Treatment Sys " No written response 
r equ i red 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 80/08/22 
Ip 


0009230094 Forwards IE Info Notice 80-31. "Ha I operation of Oould-Droun 
Soterl 480 Volt Type K-6005 4 K-DON 6006 Circuit Breakers " 

No written response required 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 80/08/20 

ip 


8009170411 Forwards response to IE Bulletin 60-15 re possible loss of 
emergency notification sys iit/lofs of offsite power Review 
revealed inoperability of Dresden eys Investigation being 
conducted Operating Order 26-80 changed 
JANACCK.R F Commonwealth Edison Co DO/08/29 4pp 


0009180.166 Responds to IE Bulletin 80-19 re failures of (tiercury-watted 
matrix relays in reactor protective sys Identified relays 
are not used In facility No action required Twenty-four 
manhours expended on review 

RAU0CH. T J Commonwealth Edison Co BO/OB/29 Ip 



lie 
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Oao^SSOSiO-t Resfiond's to NRC 7?1S13 re(iuest far addl info In r«epon«B ta 
tE Dulletin 79-02i "Pioo Support Oose Plate Deligno Uoing 
Concrete Etpansion Anctor Bolts " Cipanston anchor test 
results shoid installation of anchoTs acceptable 
JAlJECEK. n F Caorroniueal th Edison Co 80/09/05 17pp 


0009240133 Forioards IE Circular 60''2t« "Regulation of Refueling Creus " 
No siritten response required 

KEPPLER> J O Raglan 3i Chlcagot Office of the Olrector 80/09/10 
ip 


B0092f>065f> Act receipt of B00819 Itr inforaiing KRC of steps taVen to 
correct violations noted in IE Insp Repts 50-295/80-05 h 
50-304/80-04 

HEPPUERiJ 0 Region 3» Chicagoi Office of the Director 80/09/10 

ip 


— 8009260650 Responds to MRC B00727 Itr re violations noted in IE Insp 
Repts SO-295/80-05 t 50-304/80-04 Corrective actions mgt U 
mg t support of health phi/sics program revieuied & changed to 
implement regulations 

REEDi C Commonueal th Edison Co 80/08/19. lOpp 


8009300200 Forwards response to IE bulletin 00—20’ No ties tinghousa 
Tgpe U'-2 control sultches are used in saf etg-related sgs at 
Dresden! Ouad Cities t LaSalle Countg Responses for ZiO’n & 

□gran are end 

RAUSCH. T J Commoniiiea I th Edison Co 80/09/15 6pp 


R Periodic operating reports t. related correspondence 


8009030441 Forwards semiannual rept of radioactive effluent discharges 
<> solid raduaste for Jan-June 1980 

ORAESSER.K L Comaionueal th Edison Co. 80/08/07 Ip 

— 8009030444 Semiannual rept of radioactive effluent discharges fi solid 
raduaste for Uan- June 1980 
•• Commonuea 1 th Edison Co 60/03/07 35pp 


6009090294 Forwards monthly operating repts for Aug 196'0 
CRAFESen.K U Commonuieal th Edison Co 80/09/05 Ip 


— 8009090290 Monthlg operating rept for Aug 1960 

COOH.J It Commonuea 1th Edison Co 80/09/05 lipp 


8 Raportable occurrenceti LERs & related correspondence 


0009020276 Forwards LER 80-007/01 T-0 

CRAEBSERiKL Commonwealth Edison Co 80/08/19 Ip 


— 0009020279 LER 80-007/0iT-0 on SOOBOSauhlle performing containment 
isolation phase A final actuating relay continuity check, 
isolation valve seal water sys partially ac tuated. Caused by 
sloppy tost switch Model 40703-0008-0 Switch to be replaced 
KADDEir. J J Commonwealth Edison Co 80/08/15 2pp 


8009160293 Forwards LER 80-005/031.-0 

GRAESSERiK L Commonwealth Edison Co 80/09/05 Ip 


— 8009160305 LER 80-005/03L-0 on 800806. NIS channrl 41 declared 
inoperable due to large Incore/eicore difference Channel 43 
out of SVC for maint Plant operated w/nin redundancy degree 
violated Cause uninown Channel 43 returned Ik 41 removed 
hcliALE. J B Commonwealth Ed i eon Co 60/09/05 Ip 


8009220274 Forwards LER 80-021 /03L-0 

CRAEBSER. K L Commonwealth Edison Co 60/09/11 ip 


— 8009220’278 LER 80-021/03L-0 on 8Q0726i steam generator 2A steam flow 
channel 2F-S12 failed to start Indicating prior to placing 
unit on sys grid Caused by low output from square root 
Extractor 2FI1-5I2B (Hagan Model 127-112) 

JEMKlHSiR A Commonwealth Edison Co 80/09/11 Ip 


8009230681 Forwards LER 80-003/03U-0 

CRAFSSERi K L Commonwealth Edison Co 60/09/15 Ip 


—B 009230704 LER 80-003 /03L-0 On 800816, MB IV low pressure annunciator 
alarmed k oil pump would not run Caused by failed cnntrol 
power transformer Transformer replaced 
PRKirZiT A Commonwealth Edison Co BO/09/15 Ip 


V Operator Eiaminatlons 


8009300207 Forwards preliminary topical outlines of proposed modules 
on thermal hydraulics V core damage mitigation to be 
Included in revised reactor operator training program per 
80032a request 

MAUOHTOM, ti F Commoniwea I th Edison Co 80/09/15 7pp 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


F Security, medical, emergency *< fire protection plans 


8009230318 Requests that all personnel be reminded of purpose of 
emergency notification sys 6 health physics netuork Sys 
installed for govt use during emergency 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 80/09/22 
3pp 


8009180544 Requests interview & visit to facility to discuss security 
practices t to collect data for study of people-related 
problems in nuclear safeguards 

VAROA. 8 A Operating Reactors Branch 1 80/09/05 2pp 


6009290173 Forwards security guard training t< qualification manual Enel 
withheld (ref 10CFR2 7901 

MATHEIs‘9. E n Wisconsin Public Service Corp 00/09/24 2pp 


O Adjudicatory correspondence 


8009230120 Forwards order requiring info supporting environ 
qual 1 f icat I on of eaf e ty-related electrical equipment 
Requests submittal of info by 801101 

VAROA. 3 A Operating Reactors Branch i 00/08/89 2pp 


— 8009230134 Order for mod of License OPn-43 to add info which fully 
responds to NRC request for Info re environ qualification of 
safety-related electrical equipment Info should be submitted 
by 801101 

EISENHUT.D 0 Division of Licensing 30/08/29 6pp 


P Operating license stage documents b correspondence 


8009020297 Submits Interim criteria for shift staffing to all OU ’ll CP 
licensees 6 appl icants, per NRC G0OS07 Itr Discusses 
administrative provisions for eraorgency k overtime work 
Development I Implementation to be reviewed within 90 days 
EISENHur. DO Division of Licensing 00/07/31 7pp 


aOO9OSO0BO Forwards draft NUREC-0696. "Functional Criteria for 
Emergency Response Facilities " Co(r..ilBnts requested witliin 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end U/o NUREC 

ElSENfllfT. D O Division of Licensing 80/08/01 119pp 


8009230052 Informs that exemption from fee re licensing action 
associated w/TMI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
ElSENHor.OO Division of Licensing 00/08/07 60pp 

8009100196 Forwards request for addl Info re loss of offsite power 
events 

VAROA. S A Operating Reactors Branch i 80/08/14 3pp 

8009190794 Feruards revised Wostlnghouse STS 3 9 8 2, 3 9 10 i Bases 
3/4 9 8 «< 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Written response required 
NOVAK. T (1 Assistant Director for Operating Reactors 00/09/15 
Ip 


— 8009190917 Revised Mestinghouse STS 3 9 9 S, 3 9 10 & Oases 3/4 9 8 6 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemlllies or 
control rods 

w Assistant Director for Operating Reactors 00/06/23 Slpp 


8009100125 Forwards request for addl info re requirements for auxiliary 
feedwater sys Requests response within 45 days 
VAROA. S A Operating Reactors Branch 1 80/00/18 9pp. 


0OD91OOO64 Forwards request for addl info re adequacy of station 
electric distribution sys voltages 

VAROA.S A Operating Reactors Dranch 1 BO/OB/21 4pp 
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a009i30511 ReiUB»t« Jubmjttal of Tech Specs definlns operabilitij for 
safety sijs Re Ernests suboiitbal ulthin 15 days 
VARCAi 8 A Operating Reactors Branch 1 80/00/22 2pp 


8007090355 Foriuards “Reactor Containment Bldg Integrated Leak Rate 
Test - 1980 “ 

HATtHEUSiE R Wisconsin Public Service Corp 00/09/04 Ip 


— 8009090358 "Reactor Containment Bldg Integrated Leak Rate Test - 1900 “ 

* Wisconsin Public Service Corp » Wisconsin Pouer f/ Light Co 

• Kadlson Oas t< Electric Co 0O/Ofi/3O 33pp 

8009IS0504 Forwards request for addl info re degraded grid voltage 
protection 

VAflOAi S A, Operating Reactors Branch 1 BO/09/05 4pp 

6009110370 Application for Amend 42 to Llconae DPR-43i re vi s i ng Tech 
Specs> Section 6 re administrative controls to reflect 
reorgant I at ion of Nuclear Dept Fee enc I 

MAFWewai E R Wisconsin Public Service Corp 80/09/00 2pp 


>8009110381 Proposed Tech SpecstSection A re administrative controls< 
reflecting reorgani cation of Nuclear Dept 
■* Wisconsin Public Service Corp 00/07/00 lOpp 


0 Inspection r«ports> I£ Bulletins V correspondonce 


0009830323 Forieards IE Insp Rept 50-305/00-14 on 800610 h 30 No 
nercomp 1 lance noted 

BAVISf A 3 Region 3i Chlcagot Fuel Facility b Materials Safety 
Branch 80/07/16 2pp 


—8009030326 (E Imp Rept 50-305/80-14 on 000610 U 30 No none ompl lane e 
noted Major areas Inspected confirmatory measurements 
including telephone discussion t< closeout of results of 
previous sample collection ti submission of spiked samples 
ulANOSKA. A 0 < ESSIO, T H Region 3. Chicago. Office of the 
Director 80/07/15 4pp 


3089)60610 Forwards IE Imp Rept 50-305/00-15 on 800602-06,09-10.16-20. 
23'S7 fc 30 ti notice of violation 

HEfSKHAN. R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 88/07/28 2pp 


—0009160614 Notice of violation from imp on 800602-06.09-10,16-20,23-27 
«C 30 

• Region 3, Chicago. Office of the Director 00/07/24 Ip 


—8009160616 IE Insp Rept 50-305/80-13 on 800602-06,09-10,16-20,23-27 t, 
30 Noncompliance noted failure to develop required maint 
procedure for repairs to residual heat removal pump 
WARWICK. R F . CHDULESiN C , TAMBLINO, T N Region 3, Chicago, 

Office of the Director 00/07/24 6pp 


0009038223 Forwards Revision I to IE Bullotin 00-19, "Failures of 
Mercury-Wetted Matrli Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required, 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/03/15 
)p 


3009150462 AcSt receipt of 000001 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-305/00-13 
Forwards comments re Items 3 5 4, Comments withheld 
(ref I0CFR2 7901 

HIND..) A Region 3. Chicago, Safeguards Branch 80/00/21 2pp 


•3009150464 Responds to NRC Itr re violations noted in IE Insp Rept 
50-305/80-13 Corrective actions withheld (ref 10CFfi2 790) 
KATHEUS.ER Wlicons In Pub 1 1 c Service Corp 80/00/01 Ip 


8009100524 Forwards IE Circular 80-18, "10CFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

REPPLERfJ O Region 3, Chicago, Office of the Director 80/08/22 
Ip 


S809230D57 Forwards IE Info Notice 80-31, "Mai operation of Could-Drown 
BoverC 480 Volt Type K-600B &• K-DON 6008 Circuit Breakers " 

Mo written response required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 80/08/28 
Ip 


8009260061 Clarifies 000713 response to IE Bulletin 79-J0, "Audibility 
Prcblecns Encountered on Evacuation of Personnel from High 
Noise Areas “ Tests identified area where alarms were 
inaudible Design change to install speakers processed 
MATHEWS. E R Wisconsin Public Service Corp 60/09/04 Ip 


6009260001 Responds to IE Bulletin 80-19, "Failures of Mercury-Wetted 
Matrii Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by C-E “ No mercury-wetted relays In 
use or planned for use in sys Ten manhours eipended 
MATHEWS, E R Wisconsin Public Service Corp 80/09/04 Ip 


8009240126 Forwards IE Circular 00-21, "Regulation of Refueling Crews 
No written response required 

KEPPLERi J G Region 3, Chicogo. Office of the Director 00/09/10 
Ip 


R Periodic operating reports ^ related correspondence 


6009030506 Forwards "Semiannual Effluent Release Rep t , Jan-June 
1980" per Tech Spec 6 9 requirement 

MATHEWS, E R Wisconsin Public Service Corp 00/00/29 Ip 


--8009030S12 "Seminannual Effluent Release Rept. Jan-Junc 1900 
1 * Wisconsin Public Service Corp 00/00/2? 32pp 


8009090273 Forwards monthly operating rept for Aug 19S0 

MATHEWS, E R Wisconsin Public Service Corp B0/09/OS Ip 


— 9OO9090277 Monthly operating rept for Aug 1980 

RUITER. 0 H Wisconsin Public Service Corp 00/09/01 5pp 


0009300425 Advises of changes to effluent b waste disposal semiannual 
repts previously submitted for 1970 Changes should be made 
to Pages 1 0.2 O T, 3 O as indicated 

MATHEWS. E R Wiscansin, Public Service Corp 00/09/25 Ip 


S Reportable occurrences, LERs i related correspondence 


9009240493 Forworda LER 80-031 /03L-0 8 updated LER 00-029/01 X-1 
MATTHEWS, E R Wisconsin Public Service Corp 80/09/19 Ip 


— 8009240508 LER 80-031/D3L-0 on 000622. dur i ng hot shutdown *< startup 
after reactor trip caused by lightning strl ke. condensate 
water storage tank level wont below Tech Spec limit Caused 
by water usage coincident w/demlneral 1 ler regeneration 
SMOKERiC a Wisconsin Public Service Corp 00/09/19 Ip 


—8009240301 Updated LER 00-029/01X-1 on 80071 5, w/f ac 1 1 i ty at lOOX 
power. charcoal filter samples taken from Train IB of spent 
fuel pit sweep ventilation sys failed to demonstrate 90'/. 
lodlfio removal efficiency Caused by natural degradation 
SMOKER. C 8 Wisconsin Public Service Corp 80/09/lS Ip 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F Security, medical, emergency 4< fire protection plans 


8009240239 Forwards Health Physics Appraisal Rppts 50-202/00-09 8. 
SO-306/80-09 on 600309-1 5, not 1 c e of violation 1< significant 
appraisal findings 

KEPPLER.J G Region 3. Chicago, Office of the Director 00/08/12 
4pp 


•8009240246 Notice of violation from health physics appraisal on 
800905-15 

a Region 3. Chicago, Office of the Director 80/08/11 tp 


■0009240255 Health Physics Appraisal Repts 50-202/00-08 t 50-306/80-09 
on 000505-15 No-nc omp 1 i anc e noted inadequate radiation survey 
Instrument use in high radiation area t> Inadequate effshlft 
chemistry h radiation protection coverage 

FISHER, W L Region 3, Chicago, Fuel Facility t. Materials Safety 
Branch GREOER. L R , JANUSKA.A 0 Region 3, Chicago. Office of 
the Director 80/08/11 30pp 


QO0B2O0232 Forwards final draft of upgraded emergency p Ian. cons isting 
of corporate nuclear t/ plant emergency plans Delay In 
submittal due to incorporation of neu) 10CFR50 rules 
MAYER, L 0 Northern Stales Power Co 80/00/15 Ip 

--OOO02OO204 Final draft of upgraded emergency p Ian, consisting of 
corporate nuclear & plant emergency plans 
It Northern States Puiuer Co 00/00/15 225pp 


S009230305 Requests that all personnel bo reminded of purpose of 
emergency notification sys (i health physics network Sys 
installed for govt use during emergency 

KEPPLER, J O Region 3. Chicago, Office of the Director 80/08/22 
3pp 
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6009020072 p'oruards "Evacuation Time- Estiraatet From Areas Hear Praina 
Island Muclcar Generating Plants" Revision 1 
KAYER- L 0 Northern States Pouer Co 80^06/25 Ip 


— 8<J0902007t "Evacuation t irot Estimates From Areas Hear Prairie Island 
Nuclear Generating Plants ■’ Revision 1 
• Northern States Power Co 80/08/31 IHpp 


8009100930 Transmits smergeniCg planning info to ba made available to 
public at LPOR in Minneapo-l ls> MN W/o end 
SOUOERi </ L Public Document Oranch 80/09/04 Ip 


6009260016 Transmits emergency planning info to be eiada available to 
public at LPOR In Ml nneapol I s< ttN U/o end 

50UDER.J L Division o( Rules and Records 60/09/11 Ip 


0 Adjudlcatorg correspondence 


6009030/26 Motion to hold proceedings in abegance until B009234uhen 
MN Pollutinn Control Agencg will act on settlement 
Sett 1 e.Tienti 1 f adopted) would result in withdrawal of hearing 
rsque s t 

SENECilAL.M E , OLSOM. J F . 6PANNAU6.U Minnesota. State of 
60/08/26 3pp 


— 6009030726 Affidavit stating that proposed settlement will be placed on 
next Mri Po-llution Control Agencg nonthlg meeting agenda or 
considered at special nseeting for affirmative majontg vote 
of board menibers 

aniEKHURST.L J Minnesota. State of 80/06/28 2pp 


6009I9029S Forwards order requiring info supporting environ 
qualification of saf etg-ralated electrical equipment 
Requests submittal of info by 601101 

CLARKiR A Operating Reactors Branch 3 60/08/27 2pp 


—6009190304 Order for mod of Licenses DPR-42 t. DPR-60 to add info which 
fully responds to NRC request for info re environ 
qualification of safety-related electrical equipment Info 
should be submitted by 801101 

EISENHUr. DO Division of Licensing 80/08/29 6pp 


6009100429 Response in opposition to State of HM 800828 motion to hold 
spent fuel pool mod procDodlng in abeyance pending HN 
Pollution Control Agency Board 600923 meeting Accepting 
settlement during meeting very remote U/Certi f Icate of Sve 
SILBEHO. J E . BERNSTEIN. D L Northern States Power Co SILOERO. J E 
Shaw. Pittman. Potts t. Trowbridge 80/09/04 7pp 


6009110023 Response in support Of Slate of MN motion to defer ASLB 
action until 600923 Set t 1 emen t. i f accepted during MN 
Pollution Control Agency 000923 meeting. would obviate 
proceeding Certificate of Bve end 
BARTIf. C A Hearing Branch 3 80/09/03 2pp 


6009230629 Nemorandum order granting KN Pollution Control Agency 
600B28 motion in which deferral of action was requested 
pending Agency Board 800723 meeting Petitioner shall file 
reply to util objections by SOIOOt if settlement rejected 
LA20i R M Atomic Safety and Licensing Board Panel 80/09/18 3pp 


8009300039 Joint motion to terminate proceeding re CL amend application 
for spent fuel pool storage expansion Agreement 
Incorporating ccrtairi language in OL amend has been reached 
between parties Contentions withdrawn 

SILOERO. J E Northern States Power Co OLSON. J F Minnesota. State 

of BARTH. C Hearing Branch 3 80/07/23 3pp 


P Operating license stage documents ^ correspondence 


6009020297 Submits interim criteria for shift staffing to all DL & CP 
licensees fx appl icanbs. per NRC 600907 1 tr Discusses 
administrative provisions for emergency 6 overtime work 
Devetopment ^ imp I ementa t ion to be reviewed within 90 days 
EISEMHUT.D O Division of Licensing 80/07/31 7pp 


8009080080 Forwards draft NlfRE0-06?6i "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed Implementation schedule for meeting criteria 
of NOnEO-0696 end U/o NUREO 

EIBEMHUTa D 0 Division of Licensing 60/00/01 119pp 


8009190774 Forwards revised Hestlnghouse STS 3 9 8 2. 3 9 10 li Bases 
3/4 9 8 i. 3/4 7 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Mrstten response requlrod 
NOVAK. T M Assistant Director for Operating Reactors 80/06/19 
*P 


— 6007190817 Revised kies tinghouse STS 3 9 9 2. 3 9 10 <c Bases 3/4 9 6 6 
3/4 7 10 requiring 23 ft of water over top of roaetor 
pressure vessel flange during movemont of fuel assemblies or 
control rods 

• Assistant Director for Operating Reactors 80/06/23 21pp 


S009I9074S Discusses review of util 800611 response to NRC 800507 Itr 
identifying five new TMl-2 requirements Review based on HR 
Oantan B0O328 Itr ro qualifications of reactor operators 
Item (1) A la does not satisfy criteria 

CQLLINSiP F Operator Licensing Branch 00/08/29 2pp 


8009170002 Forwards Amends 42 t 36 to Licenses DPR-42 It DPR-60. 
respectively. EIA t< notice of issuance 1. availability 
CLARK. R A Operating Reactors Branch 3 80/08/27 3pp 


— 8007170068 Amends 42 ti 36 to Licenses DPR-42 b DPR-60. respectively, 
changing Tech Specs. App B. to permit addltlan of chlorination 
program for circulating water sys in order to destroy 
parasitic amoeba In sys 

CLARK. R A Operating Reactors Branch 3 80/08/27 App 


— 6009170089 ElA supporting Amends 42 6 36 to Licenses DPR-42 S< DPR-60, 
respec 1 1 vely 

« Office of Nuclear Reactor Regulation. Director 80/08/27 4pp 


— 8009170092 Notice op issuance & availability of Amends 42 ti 36 to 
Licenses DPR-42 tc DPR-60. respectively 
• Operating Reactors Branch 3 80/08/27 Ip 


8009290421 Advises that 791109 response acceptable re ECCS evaluation 
models dealing w/fvel cladding swelling 6 incidence of 
rupture No further action •necessary 

CLARK. R A Operating Reactors Branch 3 60/09/10 2pp 


8009170341 Submits further response to NRC 800805 Inquiries re proposid 
fuel surveillance program for refueling outage Fabrication 
methods used for gado 1 inla-bear Ing rods were typical of 
production-type fuel 

HAVER. L 0 Northern States Power Co 60/09/12 3pp. 


B0091904B1 Notifies of delay until 801114 for submittal of proposed 
Tech Specs for Lessons Learned Category A requirements, 
requested by NRC 600702 Itr 

HAVER, L 0 Northern States Power Co 80/09/12 2pp 


6009300334 Forwards JC Lehr 800826 memo documenting EIA re 800B26 
issuance of Amends 42 t. 36 to Licenses DPR-42 ti OPR-60. 
respectively 

HARTIN.R. Operating Reactors Branch 3 60/09/12 Ip 


— 8009300340 Forwards compilation of telconi ro 800B21 license amend 
request Correspondence u/MN Pollution Control Agency It HN 
Dept of Katl Resources end. 

LEHRiJ C Assistant Director for Environmental Technology 
BO/00/26 7pp 


00092S0244 Submits supplemental Info to 800506 request for amend to 
Licenses DPR-42 h DPR-60 re 61 actuation b power 
distribution limits Lists detailed responses to NRC 
questions 

HAVER, L 0 Northern States Power Co 00/09/19 3pp 


Q Inspection reports. IC Bulletins k correspondence 


8009150076 Advises that response to Item 6 of IE Bulletin 79-17. 
Revision l.wes sati sfac tor i ly completed on Unit 1 In Jul 
1960 No corrective actions necessary 

OILBERTSj D E Northern States Power Co 80/08/14 Ip 


8009150210 Responds to IE Bulletin 80-19 re failure of mercury-wetted 
matrix relays No relays of type described are used in 
reactor protection sys at facility 

OlLDERTa. OE Northern States Power Co 80/08/14 Ip. 


8009230052 Informs that eieieption from fee re licensing action 8009260263 Forwards IE Insp Rspts 50-202/60-13 L 50-306/00-13 on 

associated u/TMl-2 Lessons Learned is un jus t i f led. Previous 800601-0731 No noncompliance noted 

determination should be disregarded Requested submittal HEI8HMAN, R F Region 3. Chicago. Reactor Construction t. Engineering 

should include proposed class of amend Support Branch 80/08/14 2pp 

EIEEMHUT.D 0 Division of Licensing 80/08/07 60pp 
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—50092*0271 IE Insp Repts 50-202/80-13 5 50-306/80-13 on 800601-0731 
Mo noncamp 1 1 ancv noted Major areas inspected operation> 
aid Inti surv« i I lancet secuT t tg k radiation protection 
FEIERABEND.. C D . BUnOESS. B L . LITTLE. U S Beg ion 3. Chicago, 
Office o# tho Director 00/08/11 Qpp 


8049030210 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
JlercuTV-Wetted Matri* Relays in Reactor Protective Sgs of 
Operating Nuclear Pouier Plants Designed by C-E “ Itrittan 
response required 

KEPPLERi J Q Region 3. Chicago. Office of the Director Q0/08/1S 

Ip 


SOOBllOSOB Responds to IE Bulletin 80-18. "Possible Disconnect Mode 4 
Autonation Industries. tnc Model 200-008 Sealed Source h 
Pigtail Asseoiblg " High injection pumps assured min cooling 
filLGERTS. D E Northern States Power Co 00/08/15 Ip 


&009090019 Submits addl response to IE Bulletin 80-00. "Eraoi of 
Cantatnnent Liner Penetration Uelds " Facility does have 
containment penetration connections of type described 
Facility bias built to ANSI 031 1,1967 Bummary ropt enc 1 
GILBERTS. D -E Northern States Power Co 00/08/21 19pp 


8009170433 Forwards IE Circular 80-18- "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required, 

KEPPLER, J 0. Region 3, Chicago. Office of the Director 00/08/22 

tp 


B00917044S Responds to IE Bulletin 80-15 re possible loss of emergency 
notification sys w/loss of offsite power New sys will be 
Installed in Oct 1900 Test will be condected upon 
coiapletlen of power supply sys Notiflcablon made on B0062S 
01 liber rSi D E Northern States Power Co 80/08/28 2pp 


8009230066 Forwards IE Info Notice 00-31. "Me lopera t ion of Oould-Drouin 
Boveri 480 Volt Type K-600S t. K-DON 6008 Circuit Breakers “ 

No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/08/28 

1 f 


84709100540 Forward's Revision S to "ASME Code Section XI Inservlce tnsp 
t: Testing Program t< Info Required for NRC Review of Requests 
for Relief from ASME Code Section XI Requirements " 

HAVER.L 0 Northern States Power Co 80/09/03 2pp 


— 84W9I00S05 Revision S to "ASME Code Section XI Inservico Inep t< Testing 
Program 1, Info Required for NRC Review of Requests for 
Relief from ASME Code Section XI Requirements " 
e Northern States Power Co 80/09/03 lOpp 


3049240112 Forwards IE Circular 80-21. 'Regulation of Refueling Crews “ 
Ko written response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/09/10 

Ip 


R Periodic operating reports tt related correspondence 


8O09090297 Forwards "Effluent L Uaste Disposal Semiannual Rapt for Jan— 
June 1980 " 

MAVER. L 0 Northern States Power Co 80/00/20 ip 


— 8009094302 "Effluent t< Waste Disposal Semiannual Rept for Jan-Juno 
1980 " 

* Northern States Power Co 80 / 08/28 9pp 


8009160279 Forwards monthly oparating repts for Aug 1980 
MATER. L 0 Northern States Power Co 80/09/08 tp 


— S049160282 Monthly operating repts for Aug 1900 

HONSTAD. AA Northern States Power Co 80/09/01 Spp 


S Reportable occurrences, LERs 6 related correspondence 


8009480393 Forwards LEB BO-022/03L-0 

fCAVERi L 0 Northern States Power Co 80/09/02 Ip, 


—8009080401 LER 80-022/03L-0 on 800005. during surveillance tost, fan-coil 
unit dome damper 23 could not be positioned properly Caused 
by leaking air supply line to damper actuator Air supply 
line replaced 

NUNSTAD. A A Northern States Power Co 80/09/02 Ip 


8409300591 Forwards updated LER 80-025/01 T-l 

HAVER. 1. D Northern States Power Co 00/09/25 ip 


— B00930055B Updated LER 80-025/01 T-1 on 000904. u I trasonic eiamination of 
steam generator support bolts revealed that most had crack 
indications Preliminary cause suggests environmentally 
assisted cracking 

IIUNSTAD. A A Northern States Power Co 80/09/25 Ip 


8009300573 Environ Event Rept 80-03 on 800020. during special 
chlorination program, c ar tain levels of chlorine found 
outside circulating water sys that exceeded concentration 
limits In Tech Specs 241 

NARD. P C Northern States Pouer Co BO/09/25 4pp 


DOCKET 50-309 MAI.'ME VANKEE ATOMIC POWER PLANT 


F Security, medical, emergency 6 fire protection plans 


6009230178 Requests that all personnel be reminded of purpose of 
emergency notification sys !■ health physics network Sys 
installed for govt use during emergency 

ORIER.D H Region 1. Ph i lade Iph la. Office of the Director 
80/00/22 3pp 


8009170345 Requests assistance of B Grimes S</ov T McKenna to meet w/ 
state nuclear advisory committee re emergency response plan 
during Oct 1980 

BRENNAN, J E Maine, State of 00/07/09 2pp 


0 Ad judicator ij correspondence 


8009020417 Order granting extension until 800905 for Commission to 
review ALAB-602 re spent fuel pool compaction 

CHiLK.8 J Office of the Secretary of the Commission 80/08/20 

Ip 


8009260602 Forwards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Requosts submittal of info by BOllOl 

CLARK. R A Operating Reactors Branch 3 80/00/29 2pp 


—8009260607 Order for mod of License DPR-36 to add info which fully 
responds to NRC request for info re environ qualification 
of saf e ty — r e la t ed electrical equipment Info should be 
submitted by 801101 

EISCNHUr, 0 0 Division of Licensing 80/00/29 6pp 


H Oeneral correspondence 


8008130480 Requests info on status of Task A-S. Asymmetric Oloudown 
Loads on Reactor Primary Coolant Sys Also requests status 
of problem at ME Yankee 

GARRETT. E O Af f i 1 iat I on Unknown 00/06/07 Ip 


8008120525 Requests info re status of Task A-17 Also requests info re 
whether problem has been completely resolved at facility 
GARRETT. E O Af f 1 I iat I on Unknown 80/06/07 Ip 


8008120334 Requests info on current status of Task A~40i "Seismic 
Design Criteria " Also requests knowing if problem at 
facility has been completely resolved 
GARRETT, E O Affi 1 latlon Unknown 00/06/07 ip 


8008120549 Requests Info on current status of Task A-ll. "Reactor 
Vessel ITatls Toughness " Also requests to he informed if 
problem at facility has been completely resolved 
GARRETT. E 0 Affiliation Unknown 60/06/07 ip 


600B120SSS Requests info on status of Task A-1. Uater Hammer, k 
resolution of problem at facility, 

GARRETT. E 0 Aff 1 1 la t ion Unknown 80/06/07 Ip 


8008120348 Act receipt of 800724 telcon advising that task managers 
responses tci inquiry re generic safety issues would be 
consolidated into single response Lists three questions 
applicable to plant Requests response prior to 800815 
OARRETT.EO Aff i I la t Ion Unknown 80/07/30 Ip 


0009220067 Responds to 000730 tt 800607 Itrs re Task Action Plans A-l, 
A-2, A-ll, A-i7 t A-40 which may concern facility NUREO-0649. 

"Task Action Plans for Unresolved Safety Issues Re Nuclear 

Pouer Plants." provides details of each task action 

NOVAK. T H Assistant Director for Operating Reactors 80/09/19 

4pp 


8009240137 Responds to 900607 Itr to President Carter eipresslng 
concerns re lack of evacuation plan b potential increase In 
spent fuel storage at facility NRC 6 FEKA are conducting 
emergency preparedness plan review 

EI6ENHUr,0 e Division of Licensing 80/09/02 7pp 
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liQ 


Respondc to 300703 I ir reiiuesting li(t« of r^quire-d 
Improve merits te assure that every reactor is safe Reactors 
operated u/concept cF providing mintnai rist to health 
^ safety of pub-llc 

KGVAKj r M Assistant Director for Operating Reactors 30/09704 
3pp 


P Operating license stage documeiits 6 correspondence 


8009020297 Submits interim criteria For shift staffing to all QL Ic CP 
licensees app I icantsi per HRC 800S07 Itr Discusses 

adnini strati ve provisions For emergency V overtleie urort 
Development t Implementation to be revieiaed uithin 90 dags 
ElSEMHJr.DO Division oF Licensing 80/07731 7pp 


8009080030 Forurards draft NUfiES-0696i “Functional Criteria for 
Emergency Response Facilities “ Corments requested leitbln 30 
days Proposed Implementation schedule For meeting criteria 
of NLflEC-0696- end H/o NUREG 

EISENHUr.DO Division of Licensing 80/00/01 119pp 


S009230053 Informs that eiemption from fee re licensing action 
associated ei)/TMI-2 Lessons Learned is unjustified Previous 
deteraiination should be disregarded Requested submittal 
should Include proposed class of amend 
EI&EKRUT. D C Division of Licensing 80/00/07 ADpp 


80091702ii4 Foruards Amend 49 to License DPR~3d>< safety evaluation tc 
notice of issuance i availability 

CLARKi R A Operating Reactors Branch 3 30/03/C4 2pp 


— 80091702&7 Amend 49 to License DPR-36a revising Tech Spec Figure 3 10-3 
uhlch specifies eicore monitor symmetric offset alarm band 
for LQCA limiting conditions 

CLAfti(< R A Operating Reactors Branch 3 80/08/14 4pp 


— 3009170270 Safety evaluation supporting Amend 49 to License DPR-36 
e Office of Nuclear Reactor Regulatleni Director 80/03/14 2pp 


— 3009170273 Notice Of issuance J availability of Amend 49 to License 
DPR-36 

EllOLEi L B Operating Reactors Branch 3 60/03/14 2pp 


8009110696 Advises that 800820 application submitted as Proposed Change 
76 requires Class It fee Requests that fee be remitted 
promptly 

HILLER/ kl 0 License Fee Management Oranch 80/08/19 Ip 


800910042S Forufards payment of license amend fees per NRC determination 
of options eipressed In Footnote 2 to 10CFR17O 22 Fee 
submitted under protest because proposed change consisted of 
NRC prescribed clan f Ication 

CROCE. « H Maine Yankee Atomic Power Co B0/O9/O3 3pp 


3009260197 Advises that util response re CCC5 evaluation mod e 1 s> deal ing 
u/fuet cladding suelllng & Incidence of rupture. Is 
acceptable 

CLARK. R A Operating Reactors Drench 3 80/09/10 2pp. 


8009170343 Forwards proposed Tech Spec Change 78 to App A of OL.per NRC 
□00702 Itr to all P-UR licensees Also requests amend to 
implement program to reduce leakage from sys outside 
containment i to determine airborne iodine cone entra tlons 
JOHNS QIJ. If P Maine Yankee Atomic Power Co 80/09/11 4pp 


— 3009170347 Proposed Tech Spec Change 78 revising Tech Spec Pages 3 3~1. 
3 3-2.3 3-3.3 9-1.3 9-2.4 1-11.4 1-12.4 2-5 6 adding new 
Table 3 9-3. Page 3 9-5 changes incorporate addl TMl-2 
Lessons Learned Category A requirements 
• Maine Yankee Atomic Power Co 00/09/11 9pp 


3009230S94 Forurariis revised operational OA program reflecting 
organirational changes Revised QA program supersedes OA 
program submitted W/S00709 Itr 

THURLOU. E U Maine Yankee Atomic Power Co 80/09/17 Ip 


—8009230591 Operational QA program 

LAUrON. R R . FRIZZLE. C D . QANDAZZA.J B Maine Yankee Atomic Power 
Co 30/09/10 ABfp 


0 Inspection reparts. IE Bulletins tc. correspondence 


SQ090SOS41 Forwards response to IE Bulletin 80-16 re potential 
misapplication of Rosemount pressure transmitters No 
corrective action required 

MOODY. D E Maine Yankee Atomic Power Co SO/07/29 3pp 


808912027S Provides further details 6 justification for coflipenentt 
which do not remain in emergency mode upon reset of 
engineered safety feature signal. per IE Bulletin BO-06 
Circuits for Items 18.19 6 20 will not be modified 
MOODY. D E Maine Yankee Atomic Power Co 80/07/29 4pp 


8009080528 Responds to IE Bulletin 79-03A Util determined in all ceses 
pipe wall thickness Is based on use of 0511 of code 
allowable 

MOODY. 0 £ Maine Yankee Atomic Power Co 80/07/30 Ip 


8009120207 Responds to IE Bulletin 79-21 re erroneous level Indicetlen 
during accidents due to increase in temp Correction curves 
for steam generator 6 pressuriier level instruments 
developed App 1 ication ^of curves will be completed by 800901 
MOODViD E Maine Yankee Atomic Power Co SO/OB/OS 3pp 


B009030095 Forwards Revision 1 to IE Dulletin 80-19. “Failures of 
Mercury-Wetted Matrii Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

GRIER. 0 H Region 1. Philadelphia. Office of the Director 
30/03/15 ip 


8009180015 Forwards IE Circular 30-18. "10CFR50 59 Safety Evaluetioni 
for Changes to Radwaste Treatment Sys “ No written response 
required. 

GRIER.B H Region 1. Ph 1 ladelph la. Office of the Director 
30/08/22 Ip 


8009120136 Forwards IE Info Notice 80-31. "Malopera t i on of Gould-Brovn 
Boveri 4B0 Volt Type K-6008 6 K-DON 600S Circuit Breakers " 

Mo written response required 

GRIER.B H Region 1. Philadelphia. Office of the Director 
80/08/27. Ip 


8009090431 Responds to IE Dulletin 80-15. “Possible Loss of Encrgeeiy 
Notification Sys U/Loss of Offsite Power “ Direct Insp 
revealed that emergency notification sys was powered from 
noo-vital lighting circuit powered from onsite power. 

JOHNSOM.W P Maine Yankee Atomic Power Co 80/00/28 2pp 


8009240030 Forwards IE Circular 30-21. “Regulation of Refueling Gnus* 
No written response required 

GRIER.B H Region I. Ph 1 ladelphia. Office of the Director 
30/09/10 Ip 


8009240362 Forwards IE Info Notice 80-32. “Clar If ication of Certain 
Requirements for Eic lusive-Use Shipments of Radioactive 
Metis " No written response required 

GRIER.B H Region 1. Philadelphia. Office of the Director 
30/09/12 Ip 


R Periodic operating reports I related correspondence 


8009090468 Forwards “Effluent t Waste Disposal Semiannual Repti Jati-Je’e 
1980 " 

GROCE. R H Maine Yankee Atomic Power Co BO/OB/29 Ip 


— 8009090477 "Effluent t Waste Disposal Semiannual Rept. Jan-June 19B0 ‘ 
* Maine Yankee Atomic Power Co 80/08/29 9pp 


8009160257 Forwards monthly operating rept for Aug 1980 
MOODY. D E Maine Yankee Atomic Power Co 30/09/ il Ip 


— 300916025? Monthly operating rept for Aug 1980 

DEERS. F C Maine Yankee Atomic Power Co 30/09/11 5pp 


8009230455 Forwards util annual rept re average bay temps for June-A. | 
1980 at mliing icne buoy s. subml tted to ME Dept of Environ 
Protection Rept provided per util 800307 commitment 
OARRlTYiJ H Maine Yankee Atomic Power Co 80/09/12 3pp 


8009J00426 Forwards Aug 1980 discharge monitoring rept submitted id f£ 
Dept of EnviTO’n Protection 

GARRITV.J H Mains Yankee Atomic Power Co 80/09/25 Ip 


— 8009300430 '‘Discharge Monitoring Rept.Aug 1980 " 

FLANDERS. W L Maine Yankee Atomic Power Co 80/09/25 App 


S Reportable occurrences. LERs 6 related correspondenc i 


8009300600 PNO-I-eO-129 on 800914. plant was shutdown when one ef HtH 
seals failed on three reactor coolant pump Shutdown eipected 
to last until 800918 

LAZARUS. N J . MARTIN. T T . BRUNNER. E J. Region 1. Ph i ladelphl*. 
Office of the Director 80/09/15 ip 
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6009260637 Taruards LER 80-017/031.-0 

UOOOi E C Main* Yankee Atomic Power Co 80/09/19 Ip 


— 6009040399 "Reactor Containment Internal Walls 4 Reactor Foundation. 
SeCtlonsi" as— built Sheet 6 of IS 

« Public Service Electric 4 Cas Co of New Jersey 76/03/23 Ip 


- — B009260642 LER 80-017/03L-0 on B00822. boron sample taken at completion 
af addition to RUST indicated concentration below Tech 
Spec limit Caused by failure of technician to obtain 
sufficient sample prior to addition 

SRENKLER.J E Maine Vankee Atomic Power Co 80/09/19 2pp 


— 8009040402 “Reactor Containment Internal Walls 4 Reactor Foundation. 
Sections “ Sheet 5 of 15 

• Public Service Electric t Oas Co of New Jersey 75/06/34 Ip 


8009260494 Forwards LER 80-018/03L-0 

HCODi E C Maine Yankee Atomic Power Co 80/09/22 Ip 


— 6009040403 “Reactor 
« Pub 11c Servl c e 


Containment, neac tor Pit “ Sheet 1 of 2 
Electric t Gas Co of New Jersey 76/01/20 


Ip 


— 8009260503 LER B0-018/03L-0 on 800826. dur i ng steady state power 
operation. w/diesel generator. DO-IB. be ing operated In 
surveillance mode. DO-18 auto tripped on overspeed Caused by 
loose overspeed trip switch actuating arm Arm tightened 
BRINKLERiJ E Maine Yankee Atomic Power Co 80/09/22 2pp 


—6009040405 "Reactor Containment, tleac tor Pit." as-bullt Sheet 2 of 2 
* Public Service Electric i Cas Co of New Jersey 74/01/29 Ip 


— BC09040407 "Reactor Containment Internal Walls 4 Reactor Foundation. 
Sections “ Sheet 7 of 15 

• Public Service Electric 4 Cas Co of New Jersey 71/03/10 Ip 


DOCKET SO-311 SALEM NUCLEAR GENEHATIHO STATION. UNIT 2 


E NRC Safety Evaluation Report (SER). suppls 4 correspondence 


G009I8DI7D Forwards Operator Licensing Branch input to SER for full 
pouer operation 

HCORE.V.A Division of Human Factors Safety 80/09/11 13pp 


— 8009040408 "Reactor Containment Internal Walls 6 Reactor Foundation. 
Reinforcement - Plans 4 Sections." as-built Sheet 13 of 15 
• Public Service Electric 4 Cas Co of New Jersey 76/03/22 Ip 


— 0009040410 "Reactor Containment Internal Walls 4 Reactor Foundation. 
Reinforcement - Plans 4 Sections “ Sheet 14 of 15 
« Public Service Electric 4 Gas Co or New Jersey 74/03/06 Ip 


F Security, medical, emergency 4 fire protection plans 


8Q0B2B0311 Forwards addl info re NUREO-0694 fire protection 
rei^u Cremcn ts that will not be met. as identified in util 
B00S08 4 19 Itrs Addl justification in support of 
ioipl omenta tlon schedule 4 oversized drawings end 
HITTLi R L Public Service Electric 4 Oas Co of New Jersey 
BO/08/22 12pp 


— 0009040374 "Containment Sump Level Transmi tier. Instal latlon Detail " 
Drawing Number 2390B6-B-9639-IR-IEC-0549-C2/0 

* Public Service Electric 4 Oas Co of New Jersey 80/06/24 ip 


—8009040375 "Auiliiary Bldg.Reactor Containment 4 Fuel Handling Area. 
Elevation 100 Ft “ Sheet 1 of 1 

* Public Service Electric 4 Oas Co of New Jersey 70/09/01 Ip 


— 800904037-8 “Auiliiary Bldg. El evatl on 04 Ft. Reactor Containment 70 Ft 4 
91 Ft 4 Fuel Handling Area Elevation 85 Ft 4 B9 Ft 6 
Inches " Sheet 1 of 1 

e Public Service Electric 4 Oas Co of New Jersey 78/09/05 Ip 


— B009040379 "Auxiliary Bldg 4 Reactor Containment Elevation 64 Ft " 
Sheet 1 of 1 

e Public Service Electric 4 Oas Co of New Jersey 78/0B/31 Ip 


— 80090403S1 "Auiliiary Bldg 4 Reactor Containment Elevation 45 Ft 4 
SS Ft " Sheet 1 of 1 

» Public Service Electric 4 Oas Co of New Jersey 78/09/31 Ip 


— 8009040411 “Reactor C-ontalnment Drain Trench Elevation B1 Ft 4 78 Ft - 
Sump Pit Elevation 54 Ft 6 Inches V 72 Ft 7 Inches " Sheet 

1 of I 

« Public Service Electric i Gas Co of Now Jersey 77/00/08 Ip 


8009230193 Re<iuests that all personnel be leminded of purpose of 
emergency notificetlun sys 4 health physics network Sys 
installed for govt use during emergency 

GRIER. D H Region 1. Ph I lade 1 ph i a> Office or the Director 
BO/OB/22 3pp 


0009190213 Forwards revised implementation schedule for fire protection 
mods 

MITTL.R L Public Service Electric 4 Gas Co of New Jersey 
80/09/04 3p p 


J Insurance 4 Indemnity information 


8009260460 Forwards Endorsement 2 to MAELU Policy XB-72 

CORREA. K A Harsh 8 McLennan. Inc . M 8 M Nuclear Consultants. Inc 
Dlv 80/09/19 3pp 


P Operating license stage documents 4 correspondence 


8009080060 Forwards draft NUREG“0696. "Functional Criteria for 
Emergency Response Facilities “ Comments requested within 30 
days Proposed Implementation schedule for meeting criteria 
of NUPEO-0696 end U/o NUREO 

E15ENHUT. 0 0 Division of Licensing 80/08/01 I19pp 


— 8009040384 "Auiliiary Bldg 4 Reactor Containment Section A-A " Sheet I 
of I 

» Public Service Electric t Oas Co of New Jersey 77/01/36 Ip 


— 8009040385 "Auxiliary Bldg 4 Reactor Containment. Sections B-B 4 C-C 
Sheet I of 1 

• Public Service Electric 4 Oas Co of Mew Jersey 76/12/29 Ip 


— 8009040383 "Reactor Containment Slab at Elevation 78 Ft 4 Elevation 
91 Ft “ Sheet 1 of 5 

• Public Service Electric 4 Gas Co of New Jersey 79/06/23 Ip. 


— 8009040392 "Reactor Containment Slab at Elevation 78 Ft 4 81 Ft. 
Sections " Sheet 4 of S 

* Public Service Electric 4 Oas Co of New Jersey 70/12/01 Ip 


— 8009040394 "Reactor Containment Internal Walls 4 Reactor Foundation 
Plan - Elevation 90 Ft " Sheet 1 of 15 

• Public Service Electric 4 Oat Co of New Jersey 71/07/06 Ip 


8009040396 "Reactor Containment Internal Walls 4 Reactor Foundation 

Plan - Elevation 94 Ft." a*-built Sheet 2 of IS 

« Public Service Electric 4 Oas Co of Naw Jertey 76/03/23 Ip 


— 8009040398 "Reactor Containment Internal Walls 4 Reactor Foundation 
Plan - Elevation 104 Ft " Sheet 3 of IS 

» Public Service Electric 4 Oas Co of New Jersey 74/08/08 Ip 


8009110560 Rotpondt to 000927 Ur re withdrawal of 800914 application 
for Tech Specs changes Controller will refund fee since 
application review not started 

MILLER. U □ License Fee Management Branch 80/08/12 Ipp 


8009110725 Notification of S00819 meeting w/util concerning Tech Spec 
revision 

KERRIGAN. J Operating Reactors Branch 3 00/08/19 3pp 


8009150106 Forwards Amend 2 to License DPR-75. safety evaluation 4 
notice of issuance 4 availability 

DENIOK'.H R Qfflce of Nuclear Reactor Regulation. Director 
80/08/22 3pp 


— 8009150109 Amend 2 to License DPR-75 permitting special low power test 
program to be conducted 

DENTON. M R Office of Nuclear Reactor Regulation. Director 
80/08/22 7pp 


— 8009150111 Safety evaluation supporting Amend 2 to License DPR-75 
e Office of Nuclear Reactor Regulation. Director 80/00/22 
25pp 


--S0091SOI14 Notice of issuance t availability of Amend 2 to License 
OPR-75 

SCHKEHCER.A Licensing Branch 3 BO/08/22 2pp 
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Commits to i its t-a 1 Itiiioii oP seismicd 6 e n vironme-nta J I v 
vailv9 poftitiati %<d)tcli9&- on tuia pr^sfunscr pouer 
oparatod relief valves Follouing conpleiton of lou pouar 
testing progrem 

SCI'"'IE1 DEIli F M Public Service Electric I Oas Co of Neui Jeesei/ 
UO/OB/25 Ip 


8009120100 Forwards req.ue3t for addl info re salt content of lon 9 “ter(ii 
auciliarg Peodoator sourcoi per foil pouer license revleiii 
TEDE5C0- K L Assistant niroctor for (-icensing 80i/OB/2d> 3pp 


80091201)2 Foruards request for addl info re post-accident iodine 
sdnpllng ( analysis sgs fy health physics organ I latloni p er 
lull pouer license revleu 

TEDESCO* II L Assistant Oil ec tor for Licensing 80/OB/2d> 3pp 


0009120001 Forwards request for add I info re flCS venistper full pouer 
] I c Bn&e re rl ew 

rEDE8C0>n L Assistant Director for Licensing 80/00/26 3pp 


B00919013J Forwards request foi add I info re aurlliaru feedwater source 
to complete evaluation for full pouer license Util must shou 
discussion presented In 300701 subciittat is binding for 
compositions other than sodluin chloride solutions 
TCOESCQpf) L Assistant Director for Licensing 80/00/26 3pp 


Q0090403S2 Advises thatidue to interna] com-nunlcat 1 ons prob 1 emsp 800320 
Itr responding to Tm-2 Lessons Learned Section 2 I 3ap 
erroneously advised that limit suitches on power operated 
relief valves were solsmlcally ii environmentally qualified 
MITrLpR L Public Service Electric t- Oas Co of (ieei Jersey 
80/08/20 2pp 

8009220090 Forwards request for addl info re upgraded meteorological 
program- turb 1 ne d 1 scsp containment boundary fracture 
toughiiesst c laddlng swelling ti rupture mode 1 Si rel lef ti safety 
valve tost requirements Jp Q-Llst 

TEDESCO. n L Assistant Director for Licensing BO/Oa/a"? llpp 


8009090332 Submits response to K’flC concerns re effects of dissolved 
solids other than sodium chloride on steam generators as 
source of duilliarq fevduater 

MlTTL.il I- Public Qorvice Electric «< Oas Co of Hew Jersey 
00/09/03 4pp 


a-OOTOWOlS Forwards listing of each regulation in 10CFR20. 50 ■& 100 Ic 
description of compliance in license application 
HtTTL.II L Public Service Electric & Oas Co of New Jersey 
60/09/03 9?pp 


□009100469 Forwards supplemental ECC8 calculations In response to NSC 
000027 Itr re KUnEO-0630 

HITTL.n L Public Service Electric ft Oas Co of New Jersey 
eO/07/09 9pp 


□009170172 Provides responses to WC 000029 request re relief ft safety 
valvo test requl romofits Util will monitor EPRl program to 
provide assurance that it Is applicable to plant design ft 
qualify RC9 relief ft safety valves 

MtTTLpR L Public Service Electric i Gas Co of New Jersey 
60'/O7/O5 2pp 

0009190479 Forwards addl info re HCS ventstper NRC 800026 request 
MITTL.H L Public Borvlco Electric 4 Oas Co of New Jersey 
B0/09/0S 7pp 

0009190519 Advises that lies tlnghouse reviewed facility emergency 
operating t power ascension procedures Util Incorporated 
appropriate comments into procedures 

MITTL.fl L Public Service Electric ft ©as Co of New Jersey 
00/09/05 1 P 

8009168351 Forwards "Natural Circulation Toets " Detailed rept will bo 
incorporated in startup rept following pouer i ange testing 
MICUHA, |( J Public Service Electric ft ^as Co of New Jersey 
80/09/08 Ip 


— 8009)60385 “Natural Circulation Tests " 

a Comnonwealth Edison Co 80/09/OB 5pp 


800719OJ27 Forwards updated Q-llst In response to verbal request ft 
superseding 0-1 let submitted by 800323 Itr 

MITTL.R L Public Borvlco Electric 4 Oas Co of New Jersey 
90/09/08 5pp 


8007160401 Requests that util response to NRC 000702 Itr be delayed 90 
days after formal Issuance of Unit 2 Tech Specs Tech Spec 
amends per TMl Lessons Learned Category A requirements For 
Unit I will be imp 1 emonted after issuance of Unit 2 OL 
LlDRtZ21.F P Public Service Electric 4 Oas Co of New Jersey 
80/07/09 Ip 


6009180413 Provides supplemental Info re facility compliance ui/NRC 
regulations Facility complies w/regulatlons Util design ft 
review process. OA program ft independent review by NRC ft 
ACPS assures protection of public health ft safety 
MltTL. R L Public Service Electric ft Gas Co of Now Jersey 
00/09/09 Ip 

8009170466 Forwards addl info re TMI Lessons Learned requirements on 
primary coolant sources outside containment ft noble gas. 
radiolodine ft particulate effluent monitoring Liquid 
raduaste sys not used to cool core 

MITTL.R L Public Service Electric ft Oas Co of New Jersey 
80/07/09 6pp 


8009180458 Advises that util will respond to requirements re NUREO' 
0583 specified during NRC 800908-07 audit by 800917 Info 
will include classification of use by safety significance of 
items previously identified In util 000825 submittal 
MITTL.R L Public Service Electric ft Oas Co of New Jersey 
80/07/11 2pp 


8009190536 Forwards supplemental Info re fracture toughness for 
containment bldg Unit 2. in response to NRC request during 
review of conformance w/Ceneral Design Criterion 51 
MITTL.R L Public Service Electric ft Oas Co of New Jersey 
80/09/11 22pp 


8009300229 Requests addl info re review of facility for full power 
license Questions are end re 800825 updated P-List. Item 
Itr D I 1 of NURE0-069'4. "TfU-Related Requirements for New 
OLs" ft 0OOBO8 ft 22 sobmtttals on effluent monitoring ays 
TpnESCO.R L. Assistant Director for Licensing 00/09/13 5pp 


8009220266 Foruai ds addl Info to 00082S submittal re containment sump 
perfarmanco In response to NRC 800721 request Adequate 
guidance is provided to operators for monitoring ECC8 
Detailed insulation survey ft drawings will be provided 
MITTL/R L Public Service Electric ft Oas Co of New Jersey 
00/09/17 4pp 


8009220280 Forwards addl info re equipment qual 1 f icatlon. in response 
to NRC 000908-09 audit request 

MITTL.R L Public Service Electric ft Oas Co of New Jersey 
90/ 09/ IB' a6pp 

8009300513 Notifies that Tech Spec changes recommended by NRC B0091S 
itr are being reviewed Changes will be incorporated upon 
issuance of full power OL Application for license amend will 
not be submitted 

LISRtZZI.F P Public Service Electric ft Oas Co of New Jersey 
80/09/22 Ip 


8009290361 Bubmits description of alternative proposal for providing 
assurance that Inadvoi tent failure of suction valve from 
auxiliary feedwater sto-rage tank will not result in degraded 
condition of auilllary feedwater sys 

MITTL.R L Public Service Electric ft Oas Co of Now Jersey 
00/09/23 2pp 

8009300512 Ack receipt of 800026 Itr requesting addl info re collection 
of loggerhead sea turtles ft Kemp Ridley sea turtles 
Responses end. 

LIBRIZZIiF P Public Service Electric ft Oas Co of New Jersey 
00/09/ 24 Ip 

— 3009300310 Forwards list of questions re specimens of Atlantic 
loggerhead turtle ft Kemp Ridley sea turtle Response 
requested within 30 days of receipt of Itr 
VARGA. S A Operating Reactors Branch 1 80/08/26 I9pp 


Q. Inspection reports. IE Bulletins ft correspondence 


8009080330 Responds to fE Bulletin 80-05 Per 000606 response. subsequent 
investigation revealed two addl tanks which could be 
subjectad to conditions that might cause inward buckling 
SCHNEIDER. F W, Public Service Electric ft Oat Co of New Jersey 
80/07/29 I p 

B009090230 Forwards addl response to IE Bulletin 79-27 re loss on 
nonclass IE instrumentation Esaluatlon of feasibility of 
design mods completed ft results end 

SCH.JEIOER. r H Public Service Electric ft Oas Co of New Jersey 
80/07/31 9pp 
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G04>?030091 Forwards Revision 1 to IE Bulletin 0O-19< “Failures of 
HercuTtf-Uetted Katrl* Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C~E “ Written 
response required 

CRIGR^B M Region Philadelphia! Office of the Director 
80/08/15 Ip 


8009180042 Forwards IE Circular BO-18, “lOCFRSO 59 Safety Evaluations 
-for Changes to Radwaste Treatment Sys “ No written response 
required 

CflIER>B H Region 1, Philadelphia, Office of the Director 

eO/OB/3S Ip 


800912020^ Forwards IE Info Notice BO-31, “lia 1 opera t ion of Oould-Drown 
Boverl 480 Volt Type K-d>OOB t. K-DON 8005 Circuit Orealiers " 

No written, response required 

CRTER. B H Region 1, Philadelphia, Office of the Director 
80/08/27 i p 


S0091I03S7 Forwards proprietary J- nonpropr letary responses to IE Info 
Notice 79-37, "Cracking in Lou Pressure Turbine Discs " 

Toughness properties data includes fracture appearance 
transition temp h upper energy & temp 

rtITTLiR C Public Service Electric Ir Gas Co of New Jersey 
00/09/02 4App 


S{>0'91903.9& Advises that Q00702 response to IE Bulletin 80-11, “Masonry 
Nall Design," for Unit 1 is applicable to Unit S Nln 1 5 
factor of safety was used in Item 3, based on prudent 
engineering judgment 

HlTTLtR L Public Service Electric t' Oas Co of Hew Jersey 
80/09/05 Ip 


8009240049 Forwards IE Circular BO-Sl, “Regulation of Refueling Crews 
No written response required 

CRlERiB H Region li Philadelphia, Office of the Director 
00/09/10 Ip 


8009180455 Forwards updated response to IE Bulletin 79-07, "Seismic 
Stress Analysis of Saf ety-Ro lated Piping “ Enel Includes 
summary of analysis b resultant mods Requirements of IE 
Bulletins 79-07 S. 79-14 have been met 

HtTTL, R L Public Service Electric t< Gas Co of New Jersey 
80/09/11 4pp 


B>CH0924(}335 Forwards IE Info Notice 80-32, "G lar i f icatlon of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
M*tlo " No written response required 

CRlERf B H Region 1, Ph i ladelph ia. Office of the Director 
SO/09/12 Ip 


R Periodic operating reports 1. related correspondence 


8009090313 Forwards monthly operating rept for Hay 1900 

HIOURArH J. Public Service Electric & Oas Co of New Jersey 
80/0B/Z9 Ip 


— BO'09090320 Monthly operating ropt for Hay 1980 

lllULEfl, L K, Public Service Electric t Oas Co Of New Jersey 
80/08/29 3pp 


8009180249 Forwards monthly operating rept for Aug 1980 

tilDUflA,M J, Public Service Electric V Oas Co of New Jersey 
80/09/10 Ip 


— 8009180257 Monthly operating rept for Aug 1980 

KILLER, L K Public Service Electric t, Oas Co of New Jersey 
00/09/ 10 5pp 


8 Reportable occurrences, LERi 1< related correspondence 


80091[0683 PND-I-00-110 on 800723, I BEW union went on strike Unit 1 
o-parations are continuing w/llcensed supervisory personnel 
All phona tines at facility have been disabled 

BRlGOSiL., KEIHIGiR , BRUNNER, E J Region 1, Philadelphia, Offtcf of 
tA* Director 00/07/25 Ip 


SOO9030589 Forwards UEH 00-021 /03L-0 

LIBRIZTIrF P Public Service Electric t, Oas Co, of Now Jersey 

00/08/28 2pp 


— 0009030591 LER BO-021/03L-0 on 000729, during routine containment entry, 
latch for exterior would not close Caused by broken latch 
pin Pin repaired It door retested satisfactorily 
NEMKAM, R J Public Service Electric t; Oas Co of New Jersey 
00/08/28 Ip 


8009030613 Forwards LER 0O-O2O/O3L-O 

LI0RIZ21,F P Public Service Electric 6 Oas Co of New Jersey 
eO/08/28 2pp 


— 8009030620 LER 80-020/03L-0 on G00729, d ur i ng routine operation, 
pressuriier pressure channel 3 would not respond to pressure 
changes in sys Caused by shorted u*re on power supply 
Power supply repaired 

NEUMAN, R J Public Service Electric 6 Gas Co of New Jersey 
80/08/20 Ip 


8009090447 Forwards LER eO-034/03L-0 

LIBRIZZI.F P Public Service Electric L Gas Co of New Jersey 
80/08/28 Spp 


— B009090455 LER 80-024/03L-0 on 800601, while withdrawing rods in 
preparation for entering Mode 2, position Indicator read 20 
steps lower than bank demand position Caused by equipment 
failure Individual rod pcisition indicator replaced 
NrNMAN, R J Public Bervice Electric V Oas Co of New Jersey 
60/08/28 Ip 


0009090542 Forwards LER B0-023/O3L-0 

LIBBIZZIiF P Public Service Electric 4, Gas Co of New Jersey 

80/08/ 20 2pp 


— B009090550 LER e0-O23/OaL-0 on 800731 , c h e.oi c a 1 analysis of refueling 
water storage tank revealed boron concentration at 1980 ppm 
Caused by personnel error Action was taken to increase 
concentration above min of 2,000 ppm 

NFWMAN, R J Public Service Electric 4 Oas Co of Now Jersey 

ao/OB/aa ip 


8009090S54 Forwards LER e0-0a2/03L-0 

LlBRlZZIiF P Public Service Electric 4 Oas Co of New Jersey 
aO/Oa/20 2pp 


‘80090905SS LER eo-022/Cl3L-0 on 800731 > j ac ke t water heater developed 
leak which caused jacket water heater for 2A diesel to trip 
Caused by equipment failure Heater replaced Oeilgit change 
issued for different type heater 

Ni-HKAN, H J Public gervlce Electric t- Oas Co of New Jersey 
BO/Oa/28 Ip 


8009090437 Forwards LER aO-025/OlT-O 

LIBRIZZI,F P Public Service Electric 4 Oas Co of New Jersey 
00/09/04 2pp 


— 8009090441 LER BO-O25/OiT-0 on 800822, d ur 1 ng review of equipment 
qualification rec ord s , I im 1 1 switches for power operated 
relief valves were determined seiimicatly ^ environmentally 
unqualified Caused by internal comnuni ca t i on problem 
MURPHTi M J Public Service Electric Gas Co ef New Jersey 
80/09/04 Ip 


□009150264 Forwards LER aO-026/03L-0 

LIBRIZZI,F P Public Service Electric U Oas Co of New Jersey 
80/09/09 2pp 


8009150267 LER a0-026/O3L~0 on 80081 1 , d ur i ng review of records, 
determined that reactor was taken critical w/o performing 
functional test on source range instruments Caused by 
personnel error 

I1URPHV, M J Public Service Electric L Oas Co of New Jirsey 
80/09/09 Ip 


8009160478 Forwards LER a0-027/03u-0 

LiaRIZZI,F P Public Service Electric i Oas Co of New Jersey 

ao/09/il 2pp 


— B0091604B2 LER BO-OZ7/O3L-0 on 00081 S, d u r Ing routine operation, 
auxiliary feedwater storage tank fell belou nin 200,000 
gallon level Caused by throttling inlet valve too far during 
makeup of steam generators Level restored 

MURPHY, 11 J Public Service Electric t Gas Co of New Jersey 
B0/O9/H Ip 


8009230678 Forwards LER eo-0a9/03t-0 

LIBRIZZI.F P Public Service Electric » Oas Co of New Jersey 
80/09/10 app 


—0009230694 LER ao-028/03L-0 on 600820, dur ing surve i llance, level In 
refueling water storage tank found to be below min level 
Caused by failed hose on temporary deml neral 1 ler Storage 
tank was refilled to greater than nin level 

RANDOLPH, J H Public Service Electric ii Oas Co of New Jersey 
80/09/ 1 a Ip 


0009300547 LER 80-003 has been eatieeUed 
» Duke Power Co 80/09/25 2pp 
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0007120669 Refers to BOOBOl discussion 4i)/«J 2ufko »x 800804 telcon 
u/R Schneider re training t qualification for position of 
shift technical advl sor -Qualifications for position 
documented in Suppl 4 to facility SER 

GRIER. Q H Region 1. Ph i ladel p h lar Office of the Director 
80/00/05 Ip 

9009160-306 Summary of 800305 meeting u/appi leant in Bethesda.HD re 
operator exam results 

KERflIGAIJ.J Licensing Branch 3 80/08/S 1 4pp 

0009110323 Notifies that all reactor operators t- senior reactor 
operators received I oux power test program training Lists 
operators not trained because unit talen to Mode 5 operation 
on 800805 due to control rod drive mechanism vent leakage 
ECKERT. H M Public Service Electric & Gas Co of Meu Jersey 
80/09/05 Ip 


8009160393 Reconfirms intentions to provide degraded core training to 
all operating personnel 

LIDRIZZtiP P Public Service Electric U Cas Co of Neui Jersey 
GO/09/IO Ip 


3009230368 Requests waiver of 6-^m.onth eiperience requirement for 
three interim shift technical advisors Uaiver will eipedite 
licensed operator staffing plan Personnel info end 
available in Central Files only 

LISRIZZl.F P Public Service Electric & Cas Co o-f Neu; Jersey 
80/09/10 2pp 


OGCKEr 50-312 RANCHO SECO MUCLEAR GENERATING STATION 


F Security) medical, emergency b- fire protection plans 


8009030310 Notifies of 000319.22 b 30 regional uortshops re development 
of guidance for acceptable method (or coping ui/emargenc 1 es 
at facility Requests that representative be sent 8ubj areas 
to be discussed include function of facilities t location 
ENOELKEN.R H Region 5. San Francisco. Office of the Director 
80/09/12 2pp 


8009020330 Forwards comments on safeguards contingency plan & requests 
response i^lthin 30 days End ulthheld (ref 10CFR2 790) 

NOVAK. T N Assistant Director for Operating Reactors 90/08/14 
9pp 


8009230344 Requests that all personnel be reminiied of purpose of 
energency notification sgs & health physics network 0ys 
installed for govt use during emergency 

ENGELKEN.R H Region 5. Ean Francisco. Office of the Director 
eO/Oa/22 3pp 


8009040400 Advises that guard supervisor position was inadvertently 
omitted from organ i cat 1 onal chart in Attachment 4 of 
physical security plan -t Enel 6-3 uithin security plan 
implementing procedure A 

NALRRtDGE. Id C Sacramento Municipal Utility District 80/09/26 

tp 


8009050236 Requests response to end comments re facility 790916 guard 
training 2. qualification plan End ulthheld tref 
10CFH2 7901 

REID.R If Operating Reactors Branch 4 8-0/08/26 3pp 


60092307&5 Notification of 300910- meeting la/util in Silver Spring. MD to 
discuss security plan related info 

GARNER. D J Operating Reactors Branch 4 80/09/'03 2pp 


G Adjudicatory correspondence 


8009190316 Forwards order requiring info supporting environ 
qual 1 f ica t lo-n of safety-related electrical equipment 
Requests submittal of into by BOtlOt 

REID.R (I Operating Reactors Branch 4 60/08/29 3pp 


— 8009190324 Order for mod o-f License BPR-S4 to add info tirhlch fully 
responds to NRC request for info re environ qualification 
or safety-related electrical equipment Info should be 
submitted by SOliDi 

EISCMHJT.D G Division of Licensing BO/OB/29 6pp 


8009090784 Hemprandum of law in support of end findings of fact l< 
conclusions of laui filed in response to CA Energy Commission 
80030)1 findings Urges issuance of order to sha)u cause if 
revision of Com-nisslon 8-00507 order uarranteif 

BAITER. T A Sacramento Municipal Utility District BAXTER.T A 
Shaw. Pittman. Potts & Trowbridge 8-0/09/05 6pp 


—6009090788 Proposed findings of fact 6 conclusions of lau In response 
to CA Energy Commission 800004 findings Sufficient actiiins ti 
mods Implemented per Commission 790507 order sufficient 
Certificate of 5vc enc 1 

BAXTER.T A . TRAV1E80-Dt AZ Sacramento Municipal Utility District 
BAXTER.T A Shau. Pittman. Potts P Trouibridge 80/09/05 S8pp 


8009100431 Order denying BJiUD request that Appeal Court take judicial 
notice of certain proceedings Submission for appeal decision 
deferreif until ASLD Issues final order Appeal Court retains 
jurisdiction over Case 79-7311 

a US Court of Appeals 9th Circuit 60/09/11 ip 


H General correspondence 


8009100457 Ac k receipt of 800705 Itr b forwards Friends of the Earth 
Class 9 petition U Directoi 's decision on petition U/o encl 
SCHUENCER. A Licensing Branch 2 80/08/27 2pp 


— 8009100463 Requests Director's decision on Friends of the Earth 
petition to conslde-r Class 9 accidents in supplemental EIS 
FRIE8EMA.H P Northwestern Unlv 80/07/03 Ip 


P Operating license stage documents b correspondence 


8009130070 Responds to 000523 recommendations concerning lessons 
learned from 800226 transient at Crystal River Submits 
results of investigations re use of atmospheric dump valve 
at Ocanee Units 1-3. AR Unit 1. Davls-Besse Unit i b TMl-t 
DENTON. HR Office of Nuclear Reactor Regulation. Director 
80/07/21 2pp 


8009020297 Submits Intonm criteria for shift staffing to all OL b CP 
licensees b app 1 1 cants. p er NRC 600507 Itr Discusses 
ad.-ninl s trat 1 ve provisions f-or emergency b overtime i)iork 
Development 4 linplementatlon to be reviewed within 90 days 
El&ENHUT. D 0 Division of Licensing 8D/07/31 7pp 


8009020366 “E I ec tr lea 1 . 1 ns trumenta 1 1 on b Control Aspects of Lou Temp 
Overpressure Mitigating Sys. “ informal Interim rept 
MEOER. DA EGbO. Inc FlNA-6256 8009020366 80/07/31 lApp 


8009090080 Forwards draft NURe<J-0696, “Functional Criteria for 
Emergency Response Facilities '• Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUReO-0696 encl M/o NUREO 

EIEENHUT.D 0 Division of Licensing 80/00/01 119pp 


8009230032 Informs that exemption from fee re licensing action 
associated u)/TMl-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should Include proposed class of amend 
EISENHIfT. 0 0 Division of Licensing BO/OB/07 60pp 


8009050240 Application for Amend 70 to License DPR— 54. chang Ing 
f lui-to-f loie ratio within reactor core Info supporting 
propose)! a)i)end re thermal hydraulic design b accident & 
transient analysis encl 

KATTIhtOE.J J Sacramento Municipal Utility District 60/00/11 
5pp 


— 8009050241 Proposed revision to Tech Specs. Section 2 re safety llelli 
ll)nlt(ng safety sys settings 

a Sacramento Municipal Utility District 80/00/11 13pp 


8009030344 Forwards request for addl Info re bypass b reset of 
engineered safety features Development drawings for sialtches 
DLPB-l 4. DLPO-2 b relays RPIV/OC b RPIV/RC should be 
provHed 

NOVAK. T II Assistant Director for Operating Reactors 80/08/14 
3pp 


6009080)133 Forwards rept re results of analysis concerning addl 
instrumentation to monitor inadequate core cooling 
UALBRIDGE.M C Sacramento Municipal Utility District 80/08/28 
Ip 


—6009080439 “Evaluation of Instrumentation to Detect Inadequate Core 
Cool 1 ng. Prepared for 177 □)>)ner5 Group " 

FROTH. D J . SOMTRIL. J R . OANTHNER.R U Babcock b Idilcoi Co 
eO/08/lS 21pp 


8009170243 Forwards NRC regional evaluation b supporting data re 800824 
meeting at util ofes Draws mgt attention to particular areas 
of concern re functional design mods.QA audits b training 
CREMS- J L Region 5. San Francisco. Reactor Operations Nuclear 
Support Branch 80/08/28 Ip 
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^^S009) 70244 Arfvisss of Regional Evaluation Revieu Board B00&O6 
fvaluation of activities for 77O6O5~B00f>OS Urges special 
insp In functional design modSiOA audits % training 
Recoiwiends decrease in functional surveillance testing 
FAULKEM8ERRV. B . CANTER. H U . CARNER. D J Region S, San Francisco. 
Office of the Director BO/08/0B Bpp 


8007030207 Forwards Revision 1 to IE Bulletin 90—17. "Failures of 
Mercorg-lJc t ted Matru Relags in Reactor Protective Sgs of 
Operating Nuclear Pouer Plants Designed bg C~E " Uritten 
response required 

EliGELKEIf. R H Region 5. San Francisco. Office of the Director 
BO/OB/lD ip 


g0O7l8OI7f> Requests addl info re adequacg of station electrical 
distribution sgs voltage 

REID. R V Operating Reactors Branch 4 BO/09/03 4pp 


0DO929O4O7 Forwards IE Info Notice 60-27. "Degradation of Reactor 
Coolant Pump Studs “ 

ENCELKEN. R H Region 3, San Francisco, Otflce of the Director 
00/08/ IB 4pp 


g{}09l90540 Forwards response to 800701 request re fuel assemblg 
holddown springs 

jdATTlHOEiJ J Sacramento Municipal Utilltg District 80/09/04 

Spp 


0009150510 Forwards IE Insp Rept 50-312/80-22 on 600727-31 No 
noncomp 1 1 ance noted Rept withhold (ref tOCFR2 790) 
NQRDEPHAl/O, L R Region 5. San Francisco. Safeguards Branch 

00/08/20 2pp 


Application to amend License DPR-S4 Forwards proposed Tech 
Spec changes limiting outage duration for Invertors A or B 
not to exceed 48-h 

HATTTMOE.J J Sacramento Municipal Utilltg District 80/09/08 Ip 


80091&0392 Proposed Tech Spec changes re limiting outage duration for 

Inverters A or 0 not to exceed 4B-h 

* Sacramento Municipal Utilitg District 80/09/08 2pp 


3OO93AO530 Informs that response to NRC 791109 Itr re portions of ECC5 
evaluation laadols dealing w/fuel cladding swelling (< 
incidence of rupture is acceptable Util has adequateig 
confirmed representations made bg fuel supplier 
REID. R W Operating Reactors Branch 4 80/09/09 3pp 


3009170339 Aci receipt of 800801 Itr suggesting that Dept of 
Contarvatlon provide NRC w/comments on proposed program of 
ftvdg of Impact of recent foothills fault sgs 
OAUtS.U F California. State of 80/09/12 ip 


8009160105 Forwards IE Circular 90-10. "IOCFR50 59 Safetg Evaluations 
for Changes to Radwaste Treatment Sgs " No uritten response 
requi red 

ENOELKEN. R H Region 3. San Francisco. Office ef the Director 

eo/OB/22 Ip 


0009120465 Forward* IE Info Notice 80-31. "Ma 1 ope rat ion of Oould-Prown 
Dover 1 480 Volt Tgpe K— 6005 t K-ODN 600S Circuit Breakers " 

No written response required 

ENCELKEN. R H Region 5. San Francisco. Office of the Director 
80/08/27 ip 


0009240378 Responds to IE Bulletin 00-15 Submits rept re "Possible Loss 
of Emergency Notification Sgs (ENS> w/Loss of Offsite 
Power " Sgs telephone power supplg tested 000715 L ENS 
functioned properly 

UALDRIDCE. vr C Sacramento Municipal Utilitg District 80/00/27 

2pp 


0009290353 Forwards response to NRC 800903 request for info re 
adequacy of station electrical distribution sgs voltage 
l/ALBftIDCE. W c Sacramento Municipal Utility District 00/09/22 

app 


8009300047 Forwards IE Insp Rept 50-312/80-25 on 800811-15 No 
noncomp 1 lance noted 

SPbNCERi 0 B Region S. Ban Francisco. Reactor Construction 6 
Engineering Support Branch 80/09/29 2pp 


— 90'09290356 "Safety Evaluation I- Statement of Staff Positions Relative 
to Emergency Power 0gi for Operating Reactors “ 

■» Sacramento Municipal Utility District 80/09/22 3pp 


Q Inspection reports. IE Bulletins 6 correspondence 


—0009300054 IE Insp Rept 50-312/60-25 on 800011-15 No none omp I lance 
noted Major areas inspected activities performed in response 
to open items from previous Insps tnservice insp data 
review 

NARDUT. P P Region 3. San Francisco. Office of the Director 
DODDS. R T Region 9. San Francisco. Reactor Construction 6 
Engineering Support Branch 80/08/26 6pp 


3009030169 Responds to IE Bulletin 79-02.6uppl 1 tc Revision 2. “Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Bolts “ 81xtg~nlna supports did not meet required safetg 
factors Mads finished 

HATTIMOE.J J Sacramento Municipal Utilltg District 80/06/26 

2pp 


0099090912 Forwards revised response to IE Bulletin 80-11. “Masonry 
Wall Design " Util 800707 Itr lacking proper jurat 
s tatement 

UALSRIDOE.U C Sacramento Municipal Utilltg District 60/07/16 

•P 


R Periodic operating reports * related correspondence 


8009050339 Forwards “Effluent 4. Waste Disposal Semiannual Environ Rept. 
Jan-June 1980 “ Summary end 

KATTIKOE. >J J Sacramento Municipal Utility District 00/OB/I5 

app 


— 6009050344 "Effluent U Uaste Disposal Semiannual Environ Rep t> Jan-June 
1980 •• 

• Sacramento Municipal Utility District 80/06/(3 35pp 


8009090013 Revised Itr forwarding response to IE Bulletin 80-11. 
"Masoorg Mall Design “ Ltr is notariied 

MALBRIDOE.M C Sacramento Municipal Utility District 80/07/16 

3pp 


3007160620 Confirms 790416 response to IE Bulletin 79-03A. Longitudinal 
Meld Defects in ASME BA-3i2. Type 304 Stainless Steel Pipe “ 

Wo SA-312 pipe used or planned for use in safety-related sgs 
at facility 

KATTIMOE, J J Sacramento Municipal Utilitg District 80/07/30 Ip 


6007260298 Forwards IE Info Notice 80-29. “Broken Studs on Terry 
Tiirbine Steam Inlet Flange “ No written response required 
ENoELKEM.R H. Region 3. San Francisco. Office of the Director 
BO/08/O7 Ip 


SQO7|a0487 forwards IE Insp Rapt 50-312/80-23 on 800701-31 No 
^cincoaip I iance noted 

^REWSfJ L Region S. San Francisco. Reactor Operations Nuclear 
Support Branch 80/08/14 2pp. 

S009i20490 IE Insp Rept 50-312/00-23 on 800701-31 No noncompliance 
hated Major areas Inspected monthly malnt. routine safety 
aperatians request li review of plant operations 
FAULKCN6ERRY. 8 Region 3. San Francisco. Reactor Operations 
Nuclear Support Branch CANTER. H L . O'BRIEN. J P Region 5, San 
Francisco, Office of the Director 80/08/13 14pp 


8009160295 Forwards monthly operating rept ror Aug 1980 

RODRIGUEZ. R J Sacramento Municipal Utilitg District 80/09/03 
ip 


— 800916-0297 Monthly operating rept for Aug 19B0 

COLDMBO.R H Sacramento Municipal Utility District 60/09/03. 
5pp 


8009230677 Forwards monthly operating rept for Aug 1900 

H0LL1NCSM6RTH Sacramento Municipal Utility District 00/09/16 

2pp 


S Reportable occurrences. LERs 6 related correspondence 


6009150269 Forwards LEH 80-039/OIT-0 

MATTIMOEiJ J Sacramento Municipal Utility District 90/09/03 

2pp 


— 8009150272 LER BD-O39/O1T-0 on BOOSlS.while proceeding to cold 
shutdown, reac tor protection sgs was placed in shutdown 
bypass mode Ir -nuclear overpower trip setpoint ri-ot reduced to 
less than 5X of rated power Caused by personnel error 
CaLOMBQ.RM Sacramento Municipal Utility District 80/09/02 
IP 


0009260472 Forwards LER B0-O40/03L-0 

BOSSENMAIFR. U Sacramento Municipal Utility District 60/09/12 

Ip 
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— 800'936047/i (-ER aO-040/03L-0 on BOOBS S» T eac tor protection siji channel D 
trip sipnal eras received Caused by amplifier failure in 
eloctronlc portion of transmitter Transmitter repiacedi 
calibTtleak tested t returned to e 

COLOliSO. R U Sacramento flunicipal Utility District 60/09/11 
Ip 


T Hearinig transcripts on non-antitrust matters 


0009360313 Submittal of prepared tcstlmoni; for first hearing sesslen 
No attempts made to provide complete ansurers to A5LD B0090B 
memoranduin V order re physical separation of THl units 
Certificate of Sve end Related correspondence 
TROMOSIDCE, (3 F Me tr o p o 1 1 ta n Ed 1 s on Co BO/09/15 7pp 


— B009260366 ■'Sman Break Bperatlng Ouidelines " Related correspondence 
* Baheodt iWilcoi Co 69-1106001-00 79/11/30 4Spp 


DOCKET 50-313 ARKAKSAS NUCLEAR ONE, UNIT I 
F Security, medical, energency t' fire protection plans 


6009020130 Invites p ar b ic t pat i on in BOOBSZ uorlcshop in Atlanta.OA to 
solicit comment re proposed functional criteria for 
emergency response facilities in NUREO-0696 Discussion to 
include location. i i re & staffing of emergency ctrs 
SEVFRiTfK V Region 4. Dallas. Office of the Director 80/08/12 
tp 


8009090326 Notifies that security eys will be fully implemented on 
801001 Any subsequent equipment failure will be compensated 
for by compensatory measures outlined In util industrial 
security plan implementing procedures 
TRlfiOLE. D C Arkansas fewer * Light Co 60/08/29 Ip 


8009170322 Forwards security personnel training t qua I i f teat ion plan. 
Revision I Revision withheld <ref I0CFR2 7901 
TRIflBCE. D C Arkansas Power 6 Light Co 00/09/09 Ip 


0 Adjudicatory correspondence 


8009000030 Forwards draft N'JREG-0696# "Functional Criteria for 
Emergency Response Facilities '* Comments requested within 30 
days Proposed impiementatlon schedule for meeting criteria 
of NUREO-0696 end H/o NUREC 

EISENHJT.D O Division of Licensing 80/08/01 119pp 


0009230052 Informs that exemption from fee re licensing action 
associated w/Tm-2 Leisor* Learned is unjustified Previous 
determination ihould be disregarded Requested submittal 
sKoulc^ include propos-ed cievs of emend 

ElSENHlJTrD -0^ Division of Licensing 80/08/07 AOpp 


8009000483 Advises that Class III fee is due for 000204 application 
for proposed Tech Bpec change re diverse reactor bldg 
isolation 

MILLER, H 0 License Fee Management Branch 80/00/14 Ip 


8009020042 Responds to 8009S3 Itr requesting info re interim 
reliability evaluation program 

TRIMDLEiD C Arkansas Power & Light Co 00/08/15 3pp 


8009020322 Submits schedule for first 5 months of Interim reliabilltv 
evaluation program. annotated to highlight areas of potential 
NRC participation Anticipated start date scheduled for 
800915 

EISENHWT, D 0 Division of Licensing 00/00/15 4pp 


3009030249 Advises of fee determinations for 790424 t> 0606 applications 
re PORV setpoint change ti 790606 application re anticipatory 
reac tor trip a , 

MILLER. H 0 License Fee Management Branch 00/08/19 tp 


3009030393 Forwards evaluation of instrumentation for 
inadequate core cooling to support 800711 Itr statin 
no add! instrumentation is needed to meet NURE0-0S79 
requirements 

TRIMBLE. P C Arkansas Power 6 Light Co 00/08/26 


detec 1 1 on 
g that 


22pp 


of 


0009120387 Responds to 800701 itr re assembly holddown spring failures 
i/ideo tapes of core from last refueling have been reviewed 
spent fuel pool assemblies examined No damage to spring or 
assembly components noted 

TRIMBLE. P C Arkansas Power L Light Co 80/08/27 Spp 


B009190306 Forwards order requiring info lupporting environ 
qualification of safety-related electrical equipment 
Requests submittal of info by 801101. 

REID.R W Operating Reactors Branch 4 00/08/39 2pp 


— 8009190310 Order for mod of Llcenie DPR-51 to add infO' which fully 
responds to HRC request for info- re environ qualification 
of sa f ety— re 1 a ted electrical equipment Info should be 
sub.mlttad by 801101 

EIBENHPT.D 0 Division of Licensing 80/06/29 6pp 


8009090482 Forwards proposed revision to radiological effluent Tech 
Bpecs for review 6. approval Requests that Implementation of 
specs be delayed until 611231 

CAVANAUOH. W. Artaniai Power ti Light Co 00/09/03 3pp 


B009090491 Proposed revision to radiological effluent Tech Specs. 

Beefcions 1,2. 3,4 1- 6 changing data analysis L reporting 
ri quire me nts 

* Arkansas Power L Light Co 80/09/05 50pp 


J Insurance 4 indemnity information 


0009030537 Forwards En-dorseraon-ts 40.41 (k 42 to NELIA Policy NF-2iO U 
Enddriements 36 L 37 to MAELU Policy MF-7'l 
TRIMBLE. D C Arkansas Power L Light Co aO/Ofl/29 6pp 


0009030550 Forwards Endorsemant 3 to ANI Binders £0-40 6 £0-69 1. MAELU 
Binders XB-4fl XD-6B 

TRIMBLE. D C Arkansas Power fc Light Co 80/00/29 9pp 


P Operating license stage documents It correspondence 


9007290040 Responds to memo re fuel adjustment clause provision that 
would permit passing 90'iC of cost of replacement power on to 
ratepayers KRC would present any info at formal hearing No 
investigation planned 

VOEOELl.R J Office of the Executive Legal Director 90/07/lB 

2pp 


9009160228 Forwards responsa to NRC 800623 request for info on watt* 
gas sys Flnalliation of identified mods to correct problems 
that allow air ir-leakago to sys expected in early 1901 
TRIttBLE.D C Arkansas Power U Light Co 80/09/09 6pp 


0009250425 Informs of acceptability of response to NBC 791109 Itr re 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling 1< incidence of rupture 

BEIOiR W Operating Reactors Branch 4 00/09/09 2pp, 


B00930014S Forwards Amends 46 (. 13 to Licenses DPR-51 L NPF-6. 
respectively, safety evaluation St notice of Issuance It 
ava liability 

BEID.R W Operating Reactors Branch 4 00/09/16 2pp 


— B00930014B Amends 46 ti IS to Licenses DPR-31 It NPF-6, r esp eetlvel y, 
rsviii-ng ET3 re design objective for radioactive gaseous 
releases !. requirements for quarterly rept on radioactive 
gaseous releases 

REID.R U Operating Reactors Branch 4 00/09/16 19pp 


8009150070 Responds to 800523 recommendations concerning lessons 
learned from 000226 transient at Crystal River Submits 
results of investigations re use of atmospheric dump valve 
at Oconee Units 1-3. AR Unit 1. Davls-Basie Unit 1 It TMl-1 
DENIDI6H R Office of Nuclear Reactor Regulation. Director 
a0/07/21. 2pp 


0009020297 Submits Interim criteria for shift staffing to all QL ti CP 
licensees t appl Ic ent*. per NRC 800507 itr Discusses 
administrative provisions for emergency 5 overtime work 
Development Jt Imp 1 eirenta t ion to be reviewed within 90 days 
EiSEMHUT, D 0, Blvlston of Llcenilng 80/07/31. 7pp 


— B0093001S3 Safety evaluation supporting Amends 46 U 15 to Licenses 
DPR~51 fc HPF-6.TespectivBly, ... 

* Office of Nuclear Reactor Regulation. Director 00/09/16 4pp 


— 0009300155 Notice of issuance it availability of Amends 46 t< 15 to 
Licenses DPB-Si ii NPF-6. respec tlvely 

REID.R M Operating Reactors Branch 4 00/09/16 2pp 


8009300276 Advises that util will submit changes to 790402 response 
by 001103 as necassary to meat requirements for reactor bldg 
pur 9 e 

TRIttBLE.D C Arkansas P-ouer i. Light Co 80/09/19, Ip. 
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8009300173 Requests deadline ertension until BOISOI to reitirite model 
Te»h Specs to accomodate existing AB-i Tech Specs format/ 
unit design t< NUREO'0578 Category A mods 
TRIHSLE/0 C. Arkansas Pooler fc Light Co 80/09/19 Ip 


O' Inspection reports/ IE Bulletins tt correspondence 


6OO9OS0224 Responds to IE Bulletin 80-08. ‘‘Exam of Containment Liner 
Penetration Uelds " Units utillte flued head design for 
containment penetrations Flued head penetrations 
radiographed 

TRIMBLE. D C Arkansas Power *• Light Co 80/06/27 tlpp 


8009280022 Submits partial response to IE Bulletin 80-09/ "Hydramotor 
Actuators “ Complete response expected by 600718 Six 
fiydraiaotar actuators used in safety-related sys All six 
dfg using proper 9160 steel for spring matt 
TRIK3LE.D C Arkansas Power 8< Light Co 80/07/08 Ip 


8OC9IS014S Forwards IE Bulletin 80-18/ "Malnt of Adequate Kin Plow 
Through Centrifugal Charging Pumps Folluwlng Secondary Side 
High Energy Line Rupture " Uritten response required 
SEYFRir.K V Region 4/ Dallas/ Office of the Director 80/07/24. 

If 

8009020938 Forwards supplemental IE Info Notice 60-06/ "Notification of 
Significant Events at Operating Power Reactor Facilities " 

He uritten response required 

SEVfRITtX V Region 4/ Dallas/ Office of the Director 80/07/29 

Ip 

6009180138 Forwards IE Bulletin 80-20/ ‘‘Failures of Uestinghouse Type 
W-a Spring Return to Neutral Control Switches " Uritten 
responii required 

BEVFRIT. K V Region 4/ Dallas/ Office of the Director. 00/07/31 


6009180160 Forwards IE Bulletin 80-19/ 'Tailure of Mercury-Wotted 
flatrii Relays In Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by C-E " Written response required 
SEYFRIT.K V Region 4, Dallas/ Office of the Director 80/07/31 

IP 


8009260294 Forwards IE Info Notice 80-29/ “Broken Studs on Torry 
Turbine Stdem Inlet Flange " No written response required 
3EYFR1T/K V Region 4/ Dallas. Office of the Director 80/08/07 
Ip 


8009180470 Forwards IE Insp Repti 90-313/80-11 U 50-368/80-11 an 
BOOS22-0721 tc notices of violation & deviation One notice 
of violation ti Attachment A to repts withheld (ref 
10CFI12 790). 

HADSEN. 0 L Region 4/ Dallas. Reactor Operations Nuclear Support 
Branch 80/08/08 2pp 


—8009180472 Notice of violation from insp on 800622-0721 

s Region 4/ Dallas/ Reactor Operations Nuclear Support Branch 
80/08/07 Ip 


— 8009180476 Notice of deviation from insp on 800622-0721 

• Region 4t Dallas/ Reactor Operations Nuclear Support Branch 
aO/OB/07 Ip 


— 8009160481 IE Insp Repts 50-313/00-11 «> 50-368/80-11 on 800622-0721 
Noncofflp I iance noted 2T12 valve gallery in Unit 2 auxiliary 
bldg not posted ae radiation area 6 no positive access 
control an Door 364 Attachment A withheld (ref 10CFR2 790) 

JOHNSON/ M D . CALLAN/L J , HUNNICUIT. D K. Region 4/ Dallas/ Office 
of the Director 80/08/07 t3pp 


8009040039 Ack receipt of 800708 b it Itrs informing NRC Pf steps taken 
to correct violations noted In IE Insp Repts 50-313/80-05 I< 
50-369/80-05 

HADSEN/O L Region 4/ Dallas/ Reactor Operations Nuclear Support 
Branch 80/0B/1S ip 


8009170390 Forwards IE Circular 00-18 ''10CFR50 59 Safety Evaluations 

for Changes to Raduaste Treatment Sys " No written response 
reqo tred 

SEVFHIT/K V Region 4. Dallas. Office of the Director 80/08/22 
Ip 


0009120420 Forwards IE Info Notice 80-31. ' Ma leperation of Gould-Brown 
Dover I 460 Volt Type K-6005 6 K-DON 600S Circuit Breakers “ 

No written response required 

SEVFRIT.Jl V Region 4. Dallas. Office of the Director 80/08/27 
Ip 


0009170173 Forwards IE Insp Repts 50-313/80-13 «- 50-368/80-13 on 
B0072I-2S M/o end notice of violation 

KELL/. J A Region 4. Dallas. Office of the Director 80/08/29 

2pp 


—0009170176 IE Insp Repts 50-313/80-13 b 50-368/80-13 on 800721-25 
None amp i lance noted vital area door fastened shot w/ 
inadequate fa stener. tamper alarm triggering mechanism taped 
in manner preventing alarm I. intrusion alarms not tested 
CALDUELL.R A / KELLY. J A Region 4. Dallas. Office of the 
Director 80/08/27 2pp 


R Periodic operating reports 1 related correspondence 


8009020001 Forwards results of impingement data for Jul 1980 
TRIMBLE. D C Arkansas Power b Light Co 80/08/27 ISpp 


6009090425 Forwards NPDES rept for Second Quarter 1980 re MPDES Permit 
AR000I392 Util Itrs to EPA end 

TRIMBLE/ D C Arkansas Power b Light Co 80/08/29 8pp 


— 6009090432 NPDES rept for Second Quarter 1990 re NPDES Permit 
ARC 00 1393 

« Arkansas Power 8< Light Co 80/08/29 ISpp 


8009160251 Forwards so/nlannual radioactive effluent rept for first b 
second quarters 1980 

TRIMBLE. D C Arkansas Power b Light Co 80/09/08 ip 


— G009I60296 Semiannual radioactive effluent rept for first b second 
quarters 1980 

s Arkansas Power U Light Co 80/09/08 21pp 


0009230697 Forwards monthly operating rept for Aug 1980 
TRIMBLE. D C Arkansas Power 4 Light Co 80/09/15 Ip 


— 0009230700 Monthly operating rept for Aug 1980 

SRAMLETT/L S Arkansas Power b Light Co BO/09/15 Spp 


8 Reportahle occurrences. LERs b related correspondence 


B009160557 PNO-IV-80-027A correcting info previously reported in 
PHO-IV-027 dtd 800822 re lots of all telephone 
camnunicatlons Util has plans for installation of new 
c ommunica tlons sys which includes fiber optics b microwave 
JOJiNSON/M 0 . HUNNICUTT,0 M . MADSEN, 0 L Region 4. Dallas. Office 
of the Director 80/08/26 2pp 


8009240106 Responds to 000016 memo re proposed AO classification re 
reactor coolant pump seal failure Event did not involve 
major reduction In degree of public safety b should not he 
considered AO 

DEMIOH/H R Office of Nuclear Reactor Regulation. Director 
80/00/29 3pp 


— 8009240134 Forwards draft Commission Paper w/proposed FR notice re 
failure of reactor coolant pump seal at facility Event is 
under consideration as AO/Slnce it satisfies one skample in 
AO policy statement Requests comment by 800022 

HALLER, N H Office of Management and Program Analgsls 00/08/10 
9pp 


— B009040049 Responds to NRC 000416 1 tr re violations noted in IE Insp 
R«pt SO-368/eo-OS Corrective actions Tech Spec change 
request gentrateil to clarify existing spec on diesel 
generator automatic sequence time delay relays 
TRIMBLE. 0 C. Arkansas Power 4 Light Co 00/07/08 Ip 


6009240735 Forward* Revision t to IE Dullctin 80-19, “Failures of 
Hercury-Uetted Matrix Relays in Reactor Protective Sys of 
OpeTatlng Nuclear Power Plant* Designed by C-E “ UrlHcn 
reeponse required. 

SEYFRIT.K V Region 4/ Dallas. Office of the Director 80/08/15 


—8009240145 Responds to request for input re proposeii AO classif icatlon 
of reactor coolant pump seal failure at facility Incident 
more appropriately meets criterion of "Event of Interest " 

No major breakdown In level of public protection determined 
RIGGS. R Operating Experience Evaluation Branch 80/00/22 Spp 


— 60O9240I5B Operating Reactor Event Memo 80-10. forward iog list of LERs 
re events which result in containment floor flooding U 
diagram of RC8 Mater on containment floor is only 
elgnlflcant during major LOCA 

EtSENHUr,D 0 Division of Licensing 80/07/11 Spp 



DOCKETED ITEMS 


i2e 


““800?2‘10179 Rcpts Pinilingfi re revieu of availab-le LEfl data on reaclop 
coolant pump seal failures Typical (allura modes Inelo-de 
inadequate seal spring pressurei design error< thermal sfioctit 
personnel error t< debris 

2llDA«Si J Division of Engineering 00/05/02 3pp 


QOO^OTOSiS Toruards updated LER 90-011/03L-5 

TRIMBLE. D C Artansas Poiuer it Light Co 80/0<7/03 2pp 


— eOO'!Ci905&9 Updated LER B0-01I/03L-5 on 000401. IE Bulletin revleu 

revealed 21 piping hangers inoperable Hangers Tepaired or 
modified ulthln Tech Specs time limit 

QRAHLETT.L 5 Arkansas fouer L Light Co 00/09/03 Ip 


8009190600 PNC*^ 1 V-^OO^OSO on B0090S. during full pouer operation steam 
generator tube leait occurred Leak tuas indicated ty N~lb 
d etec tor. of f gas monitor * main stack monitor Unit will be 
shut dosJn approx tuo rnks 

JOr'NSOti. ti D . HUNNICUTT.D M r MADSEN. 0 L Region 4, Dallas, Office 
of the Director 80/09/05 Ip 


8009230700 Forwards updated LEft 80-0i 1/03X-6 

TRIMBLE. D C Arkansas Pouer 8. Light Co 80/09/15 ip 


'0OO923O7IS Updated LER 8O~Oll/03X-6 on 600401,32 piping hangers were 
declared Inoperable Design change prepared to upgrade 
affected hangers to meet design requirements Review 
continuing 

BRAHLETT, L 8 Arkansas Power «< Light Co 00/09/15 2pp 


V Operator Eiaminat I ons 


0009050330 Submits Info re mods to reactor operator training program in 
response to HRC 000328 I tr Course summaries for 
thermedynami cs, f I u 1 d flow 5 beat transfer training 5 for 
mitigating core damage end 

O'HAMLON, J P Arkansas Power k Light Co 80/08/04 9pp 


0009170241 Documents 0OC811 presentation of util position re nuclear 
training program Presentations re operator training. general 
employee training, training record s, on-the-job training, 
firs brigade training k sys training enc 1 
CAVANAUGH. L< Arkansas Power k Light Co 60/00/13 16pp 


DOCKET 50-313 DONALD C COOK NUCLEAR POWER PLANT. UNIT 1 


F Security, medical, emergency l< fire protection plans 


8009230204 Requests that all personnel be reminded of purpose of 
DRiergoncy notification sys k health physics network Sys 
Installed for govt use during emergency 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 60/08/22 
3pp 


0 Adjudicatory correspondence 


□009260609 Forwards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal of Info by 8011DI 

VAROA. B A Operating Reactors Branch 1 80/00/29 2pp 


—8009260613 Order for mod of Licenses DPR-59 k DPR-74 to odd Info which 
fully responds to NRC request for info re environ 
qualification of safety-related electrical equipment Info 
should be submitted by 801101 

EISEMHUr.DO Division of Licensing 80/08/29 6pp 


P Operating license stage documents k correspondence 


800903046D Forwards Amend 30 to License DPR~S8i safety evaluation k 
notice of issuance L availability 

VAROA, S A Operating Reactors Branch 1 30/07/25 2pp 


— 8009050464 Amend 38 to License DPR -58. rev i sing Tech Specs to allow 
operation of Unit w/Exion Nuclear Co pouer distribution 
control procedures 

VARGA. 5 A Operating Reactors Branch 1 80/07/25 17pp 


—0009050.170 Safety evaluation supporting Amend 38 to License DPR-5S 
e Office of Nuclear Reactor Regvlatlonj Director 60/07/25 3pp 


— 8009050471 Notice of issuance k availability of Amend 38 to License 
DPR-Sa 

VARGA. S A Operating Reactors Branch I B0/07/SS 2pp 


8009J20039 Forwards Amend 39 to License DPR-S8. safety evaluation 6 
notice of Issuance k availability 

VAROA S A Operating Reactors Branch ) 80/07/25 2pp 


--B009120049 Amend 39 to License DPR-S9, revising surveillance k 
mentboTing requirements for degraded voltage function &. 
surveillance requlroments for onsite power source testing 
VARGA, S A Operating Reactors Branch 1 80/07/25 ISpp 


--000912006i Safety evaluation supporting Amend 39 to License DPR-58 
Draft technical evaluation rept end 

a Office of Nuclear Reactor Regulation. Director 80/07/25 
14pp 


— 0009120065 Notice of issuance k availability of Amend 39 to License 
DPR-50 

VAROA.S A Operating Reactors Branch 1 BO/07/25 2pp 


0009020183 Forwards correspondence on problems identified at other 
facilities re personnel errors per 800702 commitment U/o 
enc I 

HEISHMAN. R F Region 3, Chicago, Reactor Operations Noclear Support 
Branch 80/07/30 ip 


8009020297 Submits interim criteria for shift staffing to all OL L -CP 
licensees 6 appl icants, per NRC 800507 Itr Discusses 
administrative provisions for emergency k overtime work 
Development k implementation to be reviewed within 90 days 
eiSENHUT.DO Division of Licensing 80/07/31 7pp 


8009080060 Forwards draft NUREG-0696. "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed imp 1 cmentat ion schedule for meeting criteria 
of NIJRE4-0696 end W/o NDREO 

EISENHUT.DO Division of Licensing 80/08/01 U9pp 


8009230052 Informs that eiemptlon from fee re licensing action 
associated u/TMI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EIGENHUT. DO Division of Licensing 80/08/07 60pp 


8009170228 Forwards review U assessment re control rod guide thimble 
wear in FWRs Issue resolved for Unit 2 Unit 1 review Is in 
p rogres s 

VARGA. S A Operating Reactors Branch 1 60/00/14 4pp 


0009190794 Forwards revised Uestinghouse STS 3 9 8 2. 3 9 lO & Basts 
3/4 9 6 1. 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Uribten response required 
NOVAK. T M Assistant Director for Operating Reactors BO/OB/15 
ip 


—8009190817 Revised Uestinghouse STS 3 9 8 2.3 9 10 I. Bases 3/4 9 8 1. 
3/4 9 to requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

s Assistant Director for Operating Reactors 80/06/23 2lpp 


8009110579 Informs that review of Tech Specs requirements for rod 
position indication completed Determined that requirements 
in compliance w/control rod position indication sys at 
Mestlnghouse PV)Rs Forwards safety evaluation 
VAROA. 8 A Operating Reactors Branch 1 80/08/18 2pp 


— 8009110584 Safety evaluation supporting Tech Specs requirements re 
control rod position Indication sys at Uestinghouse PMRs 
a Office of Nuclear Reactor Regulation, Director 80/08/19 2pp 


8009110312 Forwards revised Page 3/4 3-26a to Tech Specs in Amend 39 to 
License DPR-58 Due to administrative error, Incorrect page 
was issued 

VAROA, S A Operating Reactors Branch 1 80/08/19 Ip 


— 8009110516 Revised Page 3/4 3-264 to Tech Specs submitted w/Amend 39 
to License DPR-58, re engineered safety feature actuation sys 
instrumentat i on trip setpoints 
M Operating Reactors Branch 1 80/08/19 2pp 


9009040464 Forwards matl re NRC review of ice condenser conta inment L 
hydrogen control measures for Sequoyah Nuclear Power Plant 
ACRS has scheduled meetings in Mash ing ton, DC on 800829,0902 
i 04 to discuss issue. 

TEDESCO. R L Assistant Director for Licensing SO/OS/22 2pp 


8009240078 Forwards Amends 40 k 23 to Licenses DPR-SB k DPR-74 
respectively, safety evaluation t< notice of issuance 
k availability 

VAROA, 8 A Operating Reactors Branch I 00/08/29 3pp 
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— 80O?S<)00S4 Amends 40 ic 23 to Uicenses DPR-5B DPR-74( respec ti velij( 
reviling Unit 1 Tech Specs re refueling uater tani operating 
temp tc discharge scour bed protection 4 Units I 4 2 plume 
(neaiureme nts of uater discharge 

WAftOAfS A Operating Reactors Branch 1 00/00/29 2tpp 


— 0OO9'24OO59 Safetg evaluation supporting Amends 40 4 23 to Licenses 
BPft-Sa fc DPR~74 respectively 

* Operating Reactors Branch 1 80/08/29 4pp 


--B009240097 Notice of issuance 4 availability of Amends 40 4 23 to 
Ulceniei BPR-SS 4 DPn~74 respectively 

MEICHQOfiS/J D Operating Reactors Branch 1 00/08/29 2pp 


0009120639 "Technical Evaluation Rept on Degraded Grid Protection for 
Class IE Power Sys for DC Cooli Nuclear Plant Unit 1> " 
technical evaluation reptiAug 1980 

CLEVELAND. C J E040 Idaho, Inc FIN A-6256 8009120639 00/00/31 

I3pp 


8009260520 "Effect of Containment Temp on Llguid Level Heasurements, DC 
Coak Nuclear Station," informal rept 

UOV. A C E040 Idaho. Inc FIN A-62S6 8009260520 00/00/31 

lOpp 


61X39360568 "Technical Evaluation Rept on Degraded Grid Protection for 
Class IE Pouer Sys for DC Cook Nuclear PlantiUnit i, “ 

Revision i 

CLEVELAND, C U E040 Idaho, Inc FIN A-6256 8009260568 80/08/31 

I3pp 


8009240369 Requests extension to 801031 for submitting info re 
auilliarg feedwater sys flow design basis per NRC 791030 
reiquest Eitenslon will permit in-house review Addl info re 
condensate storage tank level indication sys end 
KUNrCR.R S Indiana 4 Michigan Electric Co 80/09/18 3pp 


Q Inspection reports, IE Bulletins 4 correspondence 


€009020227 Aek receipt of 800708 Itr informing NRC of steps taken to 
correct violations noted in 800610 Itr 

DAViS.A 9 Region 3, Chicago, Fuel Facility 4 Materials Safety 
Branch 80/08/08 Ip 


■8009050232 Responds to NRC 800610 Itr re violations noted in insp rept 
Ccrrectlve actions placard procedures now require boxes over 
640 cubic ft vol to have placards on each side 4 end 
HUNTER, R S Indiana 4 Michigan Electric Co 80/07/08 Ip 


©009160195 Responds to IE Bulletin 79'03A, "Longitudinal Meld Defects 
in ASMS 8A-318i Type 304 Stainless Steel Pipe " No sys 
utlliiing pipe are stressed to more than 8S3! of max 
allowable stress 

iiU.NICR,R 8 Indiana 4 Michigan Electric Co 80/08/08 Ip 


S00925D365 Ack receipt of 000004 Itr informing NRC of stops taken to 
correct violation noted in IE insp repts 

KEISNMANi R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/08/14 ip 


-8009250373 Responds to NRC 000710 Itr re violations noted in IE insp 
repts Corrective action document reviews will be completed 
an 800819 

HUNTER. R S Indiana 4 Michigan Pouer Co 80/03/04 2pp 


0009030(90 Forwards Revision 1 to IE Bulletin 00-19, "Failures of 
Hercury-ltetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/08/15 

Ip 


0009260626 Forwards IE Insp Rept 50-315/80-12 on 800722-25 No 
nonccmpliance noted 

CAVIS. A B Region 3, Chicago, Fuel Facility 4 Materials Safety 
Branch 80/00/21 2pp 


8009260634 IE Insp Rept 50-315/80-12 on 800722-25 No noncompliance 
noted Major areas Inspected operational radiation protection 
during refueling 4 ma int, i nc lud ing organixation 4 staffing, 
exposure control 4 matl control 

FISHESiM L , HUETER, L J Region 3, Chicago, Office of the 
Director, 80/08/10 12pp 


SOOHIFOdO? Forwards IE Circular 00-18, "lOCFfiSO 59 Safety Evaluations 
for Changes to Raduiaste Treatment Sys " No written response 
required 

KEFPLERiJ 0 Region 3, Chicago, Office of the Director 80/00/22 

■ Ip 


8009230063 Forwards IE Info Notice 00-31. ' Ma 1 operation of Gould-Brown 
Dover! 480 Volt Type K— 600S 4 K-DON 6005 Circuit Breakers " 

No written response required 

KEPPLER.J G Region 3, Chicago, Office of the Director 0O/OB/2B 

Ip 


6009260094 Forwards response to IE Bulletin 00-15, "Possible Loss of 
Emergency Notification Sys <ENS) w/Loss ot Offsite Power " 

Test verified operability of all sys 

MALONEV.O P Indiana t Michigan Electric Co 00/09/04 4pp 


0009260212 Responds to IE Bulletin 80-20,^ "Failure of Westinghouse Type 
W-2 Spring Return to Neutral Control Switches ' Referenced 
switches are not used in saf e ty-t « la ted sys at facility 
HUNTER, R S Indiana 4 Michigan Electric Co B0/09/0B Ip 


8009240107 Forwards IE Circular 00-21, “Regulation of Refueling Crews 
No written response required 

KEPPLERi J C Region 3, Chicago, Office of the Director 80/09/10 

Ip 


0009290440 Ack receipt of 600S04 Itr informing NRC of steps token to 
correct violations noted in IE Insp Repts 50-315/80-08 4 
50-316/80-07 

HEISHMAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 00/09/10 ip 


--0009290444 Responds to NRC 300710 itr le violations noted in IE Insp 
Repts 5O-315/BO-0B L 50-316/80-07 Corrective actions events 
entered in required logbooks 4 responsible persons reminded 
of maintaining accurate logs 

HUNTER, R S Indiana « Michigan Electric Co 00/00/04 Opp 


R Periodic operating reports 4 related correspondence 


8009110310 Advises that util will submit semiannual radioactive 
effluent release rept by 800924 Rept being prepared per 
Section 9 4 1 B of Tech Specs.App B 

MALONEY. 0 P Indiana 4 Michigan Electric Co 80/09/04 ip 


6009160273 Forwards monthly operating rept for Aug 1980 

SMALLER, D V Indiana S Michigan Electric Co 00/09/12 ip 


--8009160277 Monthly operating rept for Aug 1900 

OILUETT, W T Indiana 4 Michigan Electric Co BO/09/05 iOpp 


0009190422 Forwards summaries of impinged fish for Apr 4 May 1900 in 
response to NRC request Also forwards related data 4 
repts to aid in evaluation of ecological significance of 
event Encls available in Central Files only 

O-AUUKE, A E American Electric Power Co , Inc 60/09/16 3pp 


8 Reportable occur re nc os, LERs 4 related correspondence 


0009090301 Forwards LEW 0O-O17/O3L-O 

SMALLER, D V Indiana 4 Michigan Power Co 60/09/03 ip 


—8009090500 LER BO-017/03L-0 on 800004, du( ing low power physics test 
after refueling, boron injection tank discovered to have 
boron concentration below required min Caused by inadequate 
mixing due to low recirculation flow 

CHADUELL.H M Indiana 4 Michigan Power Co 60/09/03 2pp 


0009110326 Forwards LER BO-Ot0/O3L-O 

SMALLER, D V Indiana 4, Michigan Electric Co 00/09/05 Ip 


—8009110348 LER SO-018/03L-0 on 800006, during post-refueling startup.RCS 
average temp fell below 541 r contrary to Tech Spec 3 115 
Caused by unbalance between turbine load 4 reactor pouer 
Turbine load reduced 

CHADNELLiH M Indiana 4 Michigan Electric Co 80/09/09 2pp 


S009150323 Forwards LER eO-019/03L-0 

SHALLEfl, D V Indiana 4 Michigan Electric Co 80/09/10 ip 


--8009150328 LER 80-019/03L-0 on 80081 1 , wh l le performing surveillance re 
Tech Spec 3 0 S I I requirements for inoperable diesel 
g enara tor , requirement 4 8 I 1 ta uas not performed Caused by 
inadequate surveillance procedures 

CHADNELL.H M Indiana 4 Michigan Electric Co 80/09/10 tp 


8009190503 Forwards LER 80-021/03L-0 

SMALLER, D V Indiana 4 Michigan Power Co 80/09/12 Ip 
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— a009J'9&509 LER 00-02) /Oat-O on 000017 during insp. tuio lot erm»il 1 a te deck 
doort UBr« Found froien shut Caused water from top deck 
divider beams Design ctiangpe submitted to insulate divider 
beams to prevent condensation 

Mf ZflER. 0 0 Indiana fc Kichtgan Pouer Co ao/09/12 Ip 


8009300510 Forwards LEH 80-0a0/03L-0 

SMALLER. D V Indiana !> Michigan Electric Co 80/09/24 tp 

— 0009300517 LEH 80-020/03L-0 on 800031^ during normal opera t i on. un 1 1 trip 
tc Train A ssfetg injection t. steam line isolation occurred 
Caused bg shorted diode in CRIfr 4 inverter All diodes & 

OBc 1 1 latoi boards replaced. tested 5 returned to svc 
DELOMC. S D Indiana «. Michigan Electric Co 80/09/24 2pp 


--BOO919O017 Revised Westinghouse STS 3 9 8 2.3 9 10 fr Oases 3/4 9 0 fe 
3/4 9 10 reguiring 23 ft of water over top of reactor 
pressure flange during oiovement of fuel assemblies or 
Control rods 

• Assistant Director for Operating Reactors 80/06/23 2lpp 


B009110S79 Informs that revieu of Tech Specs reguirsmcnts for rod 
position indication completed Determined that requirements 
in compliance u/control rod position indication sys at 
Uest Inghouse PURs Forwards safety evaluation 
VAROAtS A Operating Reactors Branch 1 80/08/18 Spp 


* — 8009)10584 Safety evaluation supporting Tech Specs requirements tb 
control rod position indication sys at Westinghouse PWRs 
a Office of Ifuclear Reactor Regulation. Director 80/08/18 2pp 


V Operator Eiaminations 


8009170350 Concurs u/NRC 800328 Itr re qual i f lea t ions of reactor 
operators Changes necessary to upgrade operations personnel 
qual 1 f 1 cat I ons program have been adopted Revised program was 
sent on B00725 to MRC for review <■ approval 

HUWIER.R S Indiana V Miclilgan Electric Co 80/09/11 Ip 


9009100106 Forwards corrected Page 1 to Amend 22 to License DPR-74 h 
corrected Tech Spec Page 3/4 3-253 

VARCA.5 A Operating Reactors Branch 1 80/08/19 2pp 


— 8009)00110 Corrected Page 1 to Amend 22 to License DPR-74 & corrected 
Tech Spec Page 3/4 3-25a 

* Operating Reactors Branch 1 80/08/19 2pp 


OOCKEI 50-316 DOflALD C COOK. NUCLEAR POWER PLANT. UNIT 2 


F Security# medical, emergency tc fire protection plans 


8009230204 Requests that all personnel be reminded of purpose of 
emergency notification sys It health physics network Sys 
installed for govt use during emergency 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 80/08/22 
3pp 


0 Ad judicatory correspondence 


8009260609 Forwards order requiring info supporting environ 
qualification or safety-related electrical equipment 
Requests submittal of info by 801101 

VAR6A. S A Operating Reactors Branch i 60/08/29 2pp 


— 8009260613 Order for mod of Licenses DPil-58 <i DPR-74 to add info uliich 
fully responds to NRC request far info re environ 
qua 1 1 f lea t i on of safety-related electrical equipment Info 
should be submitted by 801101 

EISENHUT. DO Division of Licensing 80/08/29 6pp 


P Operating license stage documents b correspondence 


8809020163 Forwards correspondence on problems identified at other 
facilities re personnel errors per 600702 commitment W/o 
enc 1 

HEISKMAN.R F Region 3. Clilcago. Reactor Operations Nuclear Support 
Branch 80/07/30 Ip 


8009020297 Submits Interim criteria for shift staffing to all OL b CP 
licensees b appl Icants. per NRC 80DS07 Itr Discusses 
administrative provisions for emergency b overtime work 
Development b implementation to be reviewed within 90 days 
EIEENMUr. D 9 Division of Licensing 80/07/31 7pp 


0009080080 Forwards draft NUREC-0696( "Functional Criteria for 
Emergency Response Facilities “ Con-nents requested witliin 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end M/o NUREO 

EISENHUTi D 0 Division of Licensing 60/08/01 li9pp 


8009230052 Informs that e>eiTiption from fee re licensing action 
associated w/TMI— 2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend. 

EISENHJTi 0 0 Division of Licensing 80/08/07 60pp 


8009170228 Forwards review b assessment re control rod guide thimble 
wear in PWRs issue resolved for Unit 2 Unit )i review is in 
progress 

VARSA. 9 A Operating Reactors Branch 1 80/08/14 4pp 


8009190794 Forwards revised Westinghouse STS 3 9 8 2, 3 9 ID L Bases 
3/4 985 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Written response required 
NOVAK. r H Assistant Director fop Operating Reactors 80/08/15 
ip 


B009040464 Forwards matl re NRC review of ice condenser containment t 
hydrogen control measures for Sequoyah Nucloar Power Plant 
ACR6 has scheduled meetings in Washington. DC on 600828.0902 
b 04 to discuss issue 

TEDEECO.R L Assistant Director for Licensing 80/08/22 2pp 


600'924007B Forwards Amends 40 t 23 to Licenses DPR-5S b DPR-74 
respectively, safety evaluation b notice of issuance 
b availability 

VAROA. S A Operating Reactors Branch t 00/08/89 3pp 


— 8009240084 Amends 40 b 23 to Licenses DPR-5B It DPR~74. respectively . 
revising Unit 1 Tech Specs re refueling water tank operating 
temp L discharge scour bed protection 4 Units t b 2 plume 
measurements of water discharge 

VARDA. S A Operating Reactors Branch 1 80/03/29 Slpp 


— 8009240089 Safety evaluation supporting Amends 40 b 23 bo Licenses 
DPR-58 b DPR-74 respectively 

* Operating Reactors Brancii 1 80/08/29 4pp 


— 8009240097 Notice of issuance b availability of Amends 40 b 23 to 
Licenses DPR-98 b DPn-74 respectively 

NEIOMBDRStJ D Operating Reactors Branch 1 80/08/29 2pp 


B009260084 "Effect of Containment Temp on Liquid Level Keasurementi. OC 
Cook Nuclear Statlon.Unlt 2." Interim rept 

UDY. A C EObO Idaho. Inc FIN A-62S6 8009260084 80/08/31 

lOpp 


8009240369 Requests extension to 801031 for submitting Info re 
auxiliary feedwater sys flow design basis per NRC 791030 
request Extension will permit In-houte review Addl info re 
condensate storage tank level Indication sys end 
HUNIER.R 8 Indiana b Michigan Electric Co 80/09/18 3pp 


Q Inspection reports# IE Bulletins b correspondence 


8009260304 Forwards !E Insp Rept 50-316/80-10 on 800623-27 No 
noncomp 1 lance noted 

HEI8HNAN. R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/08/07 2pp 


— 8009260308 IE Insp Rept 90-316/80-10 on 800623-27 No noncompl lance 
noted Major areas inspected program b documentation re 
control of centrifugal charging/safety injection pumps 
FOSTER. LE . SHAFER. MD Region 3. Chicago. Office of the 
Di rectal' 80/08/04 7pp 


8009020227 Ack receipt of 800708 Itr informing NRC of steps taken to 
correct violations noted in 8006(0 Itr 

DAVISiA B Region 3. Chicago. Fuel Facility b Materials Safety 
Branch 80/08/08 Ip 


— 8009020232 Responds to NRC 800610 Itr re violations noted in insp rept 
Corrective actions placard procedures now require boxes over 
,640 cubic ft vnl to have placards on each side b end 
HUNTER, R S Indiana b Michigan Electric Co 80/07/08 Ip 


8009160195 Responds to IE Bulletin 79-03A, "Longitudinal Held Dofocti 
in ASKE SA-312. Type 304 Stainless Steel Pipe '■ No sys 
utilliing pipe are stressed to more than 85% of max 
allowable stress 

HUNTER. R S Indiana b Michigan Electric Co 80/08/08 Ip 
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receipt of 800004 Itr informing MRC of steps token to 
correct slolation noted in IE insp repts 

HetSKWAN. fi F Region 3i Chicago, Reactor Operations Nuclear Support 
Branch 30/08/14 Ip 


— 8009350373 Responds to NRC B00710 Itr re violations noted in IE insp 
repts Corrective action document revieus mill be completed 
on B003I5 

M'JWrER, R S Indiana b Michigan Power Co 00/08/04 2pp 


eOOVOaOl^O Forwards Revision 1 to IE Bulletin 80-19, "Failures of 
Mercurg-IJelted Matrix Relags in Reactor Protective Bgs of 
□perating Nuclear Power Plants Designed bg C-E " Uritten 
response retiulred 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 80/08/15 
Ip 

B009170407 Forwards IE Circular 80-18. "10CFR50 59 Safotg Evaluations 

for Changes to Radwaste Treatment Sgs " No written response 
required 

KEPPi-ER. 7 (J Region 3, Chicago. Office of the Director 80/08/22 

If 

80092300^3 Forwards IE Info Notice 00-31, "Maloperatlon of Oould-Droun 
Boreri 480 Volt Tgpe K-AOOS t. K-DON 6003 Circuit Breakers " 

Mo uritten response required 

PEPPLERiJ 0 Region 3, Chicago. Office of the Director BO/O8/S0 

Ip 


8009260094 Forwards response to IE Bulletin 80-15, "Possible Loss of 
Eatrgencg Notification Sgs (ENBl lu/Loss of Offsite Power " 

Test verified operabllitg of all sgs 

HALONEV.O P Indiana b Michigan Electric Co 80/09/04 4pp 


8009260212 Responds to IE Bulletin 00-20, "Failure of Westlnghouse Tgpe 
H-2 Spring Return to Neutral Control Switches " Referenced 
switches are not used in saf etg-re lated sgs at facllltg 
RUNTER,R S Indiana b Michigan Electric Co 80/09/08 tp 


acK}9240l07 Forwards IE Circular 00-21, "Regulation of Refueling Crews 
Ho written response required 

hEPPLER, J 0 Region 3, Chicago, Office of the Director BO/09/10 

Ip 


E009290440 Ack receipt of 800804 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/80-08 b 
50-316/80-07 

tiEIGMHAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/09/10 ip 


— 8009290444 Responds to NRC 800710 Itr re violations noted in IE Insp 
Repts 59-315/ao-OB b 50-316/80-07 Corrective actions events 
entered In required logbooks b responsible persons reminded 
af iralntalnlng accurate logs 

HUNTER. R S Indiana b Michigan Electric Co 00/08/04 3pp 


R Periodic operating reports t. related correspondence 


80091 10310 Advd les that util will submit semiannual radioactive 
effluent release rept bg 800924 Rept being prepared per 
Section 3 4 1 D of Tech Specs. App B 

KALONEV. 0 P Indiana b Michigan Electric Co 80/09/04 kp 


8009160200 Forwards monthlg operating rept for Aug 1980 

SHALL ER, D V Indiana b Michigan Electric Co 80/09/18 Ip 


-8049160283 Honttlg operating rept for Aug 1980 

OILLETTjU T. Indiana t Michigan Electric Co 80/09/05 6pp 


Q009190422 Forwards summaries of impinged fish for Apr b May 1980 in 
response to NRC request Also forwards related data b 
repts to aid in evaluation of ecological significance of 
event Entls available in Central Files only 

OAIR-KE, A E American Electric Power Co , Inc 80/09/16 3pp 


5 Reportable occurrences, LERs it related correspondence 


8009190517 Forwards LER BO-030/03U-0 

SHALCefl.D V Indiana » Michigan Electric Co 80/09/12 Ip 


•8009t90522 LER 90-030/03L-0 on 80081 4, during normal opera t i on, radiation 
monitor Rll alarmed Investigation showed R-ll b R-12 sample 
pumps sclied Caused bg wear Pump replaced b monitors 
returned to svc 

WlZtiER,D 0 Indiana b Michigan Electric Co 00/09/12 ip 


V Operator Examinations 


6009170350 Concurs w/NRC 800328 Itr re qual 1 f Icatlons of reactor 
operators Changes necessary to upgrade operations personnel 
qualifications program have been adopted Revised program was 
sent on 800725 to NBC for review b approval 
HUNTER, R S Indiana b Michigan Electric Co 80/09/11 ip 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F Socuritg, (nedlcal, emergency b fire protection plans 


8009230165 Requests that all personnel be reminded of purpose of 
emergency notification sgs b health physics network Sgs 
installed for govt use during emergency 

DRIER, D H Region 1 , Philadelphia, Office of the Director 
80/08/22 3pp 


0009000350 Forwards "Fire Stop Penetration Tost on Fire Protection 
Sgs," final rept re Slab 3 

ASH, R F Baltimore Oas t Electric Co 00/09/02 Ip 


— 8009080352 "Fire Btop Penetration Teits on Fire Protection Sgs," final 
rept re Slab 2 

PtSH,M 0 I POIRIER, L J , 8CHBAE0ER,A L Southwest Research 
Institute 80/08/15 182pp 


8009300383 Submits status of fire protection mods b details of certain 
mods which cannot bo completed per original schedule List 
of items requiring extended schedules end 
LUNDVALL.A E Baltimore Oas b Electric Co 00/09/26 4pp 


O Adjudicatory correspondence 


8009260520 Forwards order requiring info supporting environ 
qua 1 1 f leal 1 on of safety-related electrical equipment 
Requests submittal of Info by 801101 

CLARK, R A Operating Reactors Branch 3 00/00/29 2pp 


--8009260532 Order for mod of Licenses DPR-53 b DPR-69 to add info which 
fully responds to NRC request for info re environ 
qua 1 i f lea C i on of sa fetg— related electrical equipment Info 
should be submitted by 601101 

EISENHJT.D 0 Division of Licensing 80/08/29 6pp 


J Insurance b indemnity information 


0009300439 Forwards Endorsement 29 to MAELU Policy MF-76 b Endorsements 
30 b 35 to NELIA Policy NT -216 

SHOEMAKER, C L Daltimore Oas b Electric Co 80/09/26 4pp 


P Dperating license stage d acumen ts b correspondence 


8009020297 Submits interim criteria for shift staffing to all QL b CP 
licensees b app 1 lean ts, per NRC 800507 Itr Discusses 
administratl ve provisions for emergency b overtime work 
Development b implementation to be reviewed within 90 days 
EISENHUT.D 0 Division of Licensing. 00/07/31 7pp 


8009090080 Forwards draft NUnEO-0696, "Functional Criteria for 
Emergency Response Facilities ' Comments requested within 30 
days Proposed Implementation schedule for meeting criteria 
of NVRE0~O696 end M/o NUREO 

EISENHUT, D, G Division of Licensing 80/00/01 119pp 


8009230052 Informs that exemption from fee re licensing action 
associated iu/TMI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EIGENHUT,0 0 Division of Licensing 80/08/07 60pp 


8009020327 Submits schedule for first 5 months of interim reliability 
evaluation program, anno ta ted to highlight areas of potential 
NRC participation Anticipated start date scheduled for 
000915 

EIGENHUT, D 0 Division ef Licensing 80/08/13 Spp 


0009020336 Forwards Corrected Tech Specs 451 fb45ibre sampling 
locations forwarded w/Amends 44 b 27 to Licenses DPR-S3 b 
088-69, respectively 

CLARKiR A Operating Reactors Branch 3 80/09/15 2pp 


8009020338 Corrected Tech Spacs 3/4 5 re min boron concentration values 
which were included in Amends 44 b 27 to Licenses DPR-53 b 
DPfi-69, retp actively 

a Operating Reactors Branch 3 80/08/15 4pp 
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0009t&a<ll9 InfoMn* that -facilitg doo-s not havs tuo specific Event 5 
valve conf Ijuratlpn* discussed in NRC 800239 1 tr re primary 
coetant sys pressure isolation valves hif?C activities re 
Valve configurations have been -finaliied fop facility 
CtARK.R A Operating Reactors Branch 3 60/00/15 2pp 


•8009'1S0424 "Primary Coolant Eys Pressure Isolation Va I ves p Ca I ver t 
Cliffs t/nits 1 t 2t " technical evaluation rept 

IIOELUrP H . STILWELLpT C Franklin I nati t u t e/Frankiin Research 
Center MRC-03-79-1 10 00/07/2-1 4pp 


8009130330 Forwards Amends 45 & 20 to Licenses DPR-53 1* DPR-49, 
respectively & notice of issuance L availability 
CLAHKiR A Operating Reactors Dranch 3 80/00/19 2pp 


— 0009150356 Amends 45 ti 20 to Licenses DPR-53 !< DPR-69i resp ec t ive ly p 
adding requirement to maintain safeguards contingency planp 
to be fully Implemented within 30 days 

TRAKMELLp C M Operating Reactors Branch 3 0O/OB/19 4pp 


-0009150361 fhotlce of Issuance tt availability of Amends 45 t 20 to 
Licenses DPR-S3 t< DPR-69j re s pect i ve ly 

TRAHHELLjC M Operating Reactors Branch 3 00/08/ 19 2pp 


0009150-034 Summary of 000717 meeting w/C-E fc util in Be t besda. MO re 
18 month fuel cycles for facilities Main purpose of 
meefcingito present nverview of six documents submitted by 
util on 0OO626 p was fulfilled 

LItC Y Operating Reactors Branch 3 00/08/20 4pp 


8009090553 Submits general program for calculating RCS leek rates for 
most reactors from PUR vendors Results indicate periodic 
independent calculation of RC5 leak rates by Inspectors Is 
recommended 

MOODRUFFp R H Division of Reactor Operations Inspections 00/08/21 
Up 


0009050020 Forwards proprietary 4 nonproprietary versions of data 
sheets from Mestlnghouso low pressure turbine disc Lnsp< te 
replace corresponding pages In 800310 1 tr Proprietary 
version eilthheld lr«f 10CFR2 790) 

LITNOVALL.A E aaltlmore Oas & Electric Co 80/08/25 4pp 


8009040301 Describes proposed design mods per HiJREO-0578r 1 1 em 2 1 7a 
which requires Imp lementa t i an of safety-grade autostart of 
auiillary feedwater by 610101 Drawing change notices encli 
including one oversiied drawing 

LURDVALL. A E Baltimore Oas & Electric Co 80/08/27 I3pp 


0OO91SOS9O Forwards response to NRC 800717 questions re C~E topical 
repts !< review ef safety evaluation re Westinghouse 
methodology for statistically combining uncertainties in 
state sys parameters 

LUN0yAUL4A E Baltimore Oas t< Electric Co 80/09/10 17pp 


8009300077 Forwards Amends 46 29 to Licenses DFR-53 ft DPR-69i 

resp active ly< SB fe by evaluation & notice of issuance 6. 
ava liability 

GLARK> R A Operating Reactors Dranch 3 80/09/10 3pp 


— 8009300080 Amends 46 & 29 to Licenses DPB-53 & ]>PH“69i respec t Ival y ■ 
changing App A Tech Specs for safety-related hydraulic 
snubbers ti limiting conditions for operation of fire hose 
sta 1 1 ons I shutdoun £< o-nsite power distribution sys 
CLARK) R A Operating Reactors Branch 3 00/09/10 20pp 


— 0009300083 Safety evaluation supporting Amends 46 & 29 to Licenses 
DPR-33 4< DPR-69i respec ttveiy 

•* Operating Reactors Branch 3 80/09/10 App 


— 0009300085 Notice of issuance availability of Amends 46 Sc 29 to 
Licenses DPR-53 fs DPR-69t respec tlve ly 

CLARK) R A Operating Reactors Branch 3 80/09/10 2pp 


8009160453 Responds to NRC B009I1 request for addl info re spent fuel 
pool mods Poison matl Is IJ4C powder in fiberglass matrii 
Irradiation data submitted bo NRC on Haddam Neck & Millstone 
dockets in form of CB0-N-7B-299 dfcd 781031 
ASH) R F Baltimore Oas & Electric Co 80/09/ 12 2pp 


0009230634 Requests amend to change Tech Specs for License DPR-53 to 
allow operation for fifth cycle Proprietary Sc nonproprietary 
-versions of CEM-130(B) end Proprietary version withheld 
(ref 10CFR2 790) 

LUMOVALL.A E Baltimore Oas Sc Electric Co 80/09/22 2pp 


1009230640 Application to amend Cycle 5 refueling license Karked-up 
Tech Specs end 

» Baltimore Oas t Electric Co 80/09/22 200pp 


— 8009230646 Nonpr op r i e tar y version of "Descripnon of PROTOTYPE Test 
Program in Calvert Cliffs I Cycle 5 " 

e Combustion Engineering, Inc CEN-137<B) 80/00/27 Bpp 


— 8009230650 Nonproprietary version of "Description of Modified 
Assemblies In Calvert Cliffs 1 Cycle 5 " 

a Combustion Engineering, Inc CEN-138<n) 80/09/29 4pp 


0009240360 Forwards affidavit supporting proprietary d as i g na 1 1 on. p er 
iOCFR2 790) for Apps O 4 E of Cycle 5 reload license 
sutm 1 1 ta I 

SCHERER-A E C-E Power Systems 00/09/22 5pp 


0 Inspection reports) IE Bulletins 6 correspondence 


8009240259 Forwards IE Insp Repts 50-317/80-10 S 50-310/00-09 on 
800618-90 hlo no n c amp 1 lane s noted 

CARLSON) R T Region I, F h 1 1 ad e 1 p h i a. Reactor Construction 4 
Engineering Buppo-rt Branch 00/07/23 2pp 


—8009240265 IE Insp Repts 50-317/80-10 S 50-318/00-09 on 800610-20 
No n olicomp 1 lane e no-ted Major areas inspected qua i i f i ca t i on 
data for electrical equipment inside containment as defined 
In licensee response to IE Bulletin 79-OlD 

E8NETER S D Region 1, Philadelphia, Reactor Construction 6 
Engineering Support Branch FINKEL, A £ Region 1, Ph i 1 ade 1 phla. 
Office of the Director BO/07/14 16pp 


8009160504 Responds to IE Info Notice 00-06, Suppl 1, "No t i f I ca 1 1 o n of 
Significant Events at Dporatifig Power Reactor Facilities " 

Proposed criteria requires medical judgment be made onsite S> 
should be reconsidered 

TJERNAN, J A Baltimore Gas 4- Electric Co 80/00/08 Ip 


0009030109 Forwards Revision i to IE Bulletin 00-19, . "Fa i lur es of 
Mer c ury-lfe tted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " IJritben 
response required 

GRIER, B H Region t, Ph i 1 ade 1 ph i a , Office of the Director 
00 / 06 / is Ip 


B009180S72 Forwards IE Circular 80-19, "10CFR50 59 Safety Evaluations 
for Changes to Radwaete Treatment Sys " No written response 
requ 1 red 

CRIER, D H Region I, Philadelphia, Dffico of the Director 
08/00/22 Ip 


000912016? Forwards IE I-nfo Notice 80-31, "Ma 1 op era t i on of Gould— Brown 
Boverl <ia& Volt Type K-600S S K-DON 6003 Circuit Breakers " 

Mo written response required 

CRIER, B H Region I, Philadelphia, Office of the Director 
BO/OB/27 Ip 


0009230776 Forwards IE Circular 80-21, "Regulation of Refueling Crews " 
No written response required 

CRIER, B H Region 1, P h 1 1 a d e 1 p h i a. Office of the Director 
80/09/10 Ip 


6009240205 Forwards IE Info Notice 80-32, "C lar i f i ca t i an of Certain 
Requirements for Ex c 1 us i ve-Uso Shipments of Radioactive 
Matls " Mn written response required 

GRIER. B H Region 1, Fh i tad c 1 p h la. Office of the Director 
60/09/12 ip 


60D9250047 Ack receipt of payment of civil penalties in amount of 
421,000 proposed in NRC 8Q08D) Itr S util 600821 Itr re 
adift corrective actions taken Further action will be based 
on future insps 

STELLO, V, Office of Inspection tc Enforcement, Office of the 
Slrector 80/09/17 2p p 


R Periodic operating reports 4 related correspondence 


0009020034 Forwards "Seaiiannual Effluent Release Rept for Calvert 
Cliffs Nuclear Power Plant, Second Half 197? " Meteorological 
sum)nary for first half of 1980 will be submitted at later 
data 

LUNDVALL.A E Qalttrmore Gas S Electric Co 60/00/20 ip 


— 0009020035 "Semia-nnua I Effluent Release Rept for Calvert Cliffs Nuclear 
Power Plant) Second Halt 1979 " 

a Baltimore Gas & Electric Co 80/00/20 I7pp 


0009290246 Forwards monthly operating repts for Aug I960 
MER80N) S D Baltimore Gas Sc Electric Co 00/09/15 ip 


0009290249 Monthly operating repts for Aug 1980 

MERBOlhS 0 Baltimore Oas i, Electric Co 80/09/lS 24pp 
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S RrroTtdbls occurrence^' LERs i’ related correspondence 


SOOVl^OiiS RO 00-41 on 800912i instrument air compressor after cooler 
1( In SVC uater sijs failed causing air ingress In sve uater 
subigs Restored to normal operation after isolation of 
jnstru'sent It Details uiili follow 

RUSSELLpL B Baltimore Oas i Electric Co 00/08/13 ip 


eOOW>30520 Foruiariis UER 0O-O3B/O3L-O 

RUSSECLi L B Baltimore Oas S. Electric Co 00/08/37 Ip 


•O-OOROBOSSS lER SO-O30/O3U-O on 80080 1 < d or i ng normal op era 1 1 on# c on tro I 
room air c ond i t loning compressor tripped t would not 
restart Caused bg failure of compressor amps to meet 
nameplate data Load demand adjusted 

LAOIEHSKI'U . PENCE. K 3 Baltimore Oas t Electric Co 00/00/2? 

tp 


0009*30354 Forwards LER G0'042/03L“0 

RUSSELL. L 0 Baltimore Oas 3< Electric Co 00/09/06 Ip 


--0OO?i3O370 LER 80-042/03L-0 on 000806. dur ing normal operation, 
engineered actuation sgs channel ZE was de-energiied for 
corrective maint Caused bg failure of actuation channel B 
Isolattun moduie within channel ZD ZD module replaced 
LAOIEWSKr, J S . RIZZO. P 0 Baltimore Oas 8< Electric Co 80/09/06 
IP 


8007120447 Forwards LER 0O-O4O/O3L-O 

RUSSELL. L 0 Baltimore Oas L Electric Co 00/09/06 Ip 


•0009130485 LER BO-040/03L-0 on 800006. during normal test of saltwater 
valvr l-SW-S310-CV< BW-5T49-CV opened causing 11 SW header to 
decrease 3 psig cause not known Bolenoid valve t~0V-5149 
tilt 4 d> found operable K rebuilt as preventive measure 
DAVIS, 3 M , R1220.P 0 Baltimore Cas ic Electric Co 00/09/06 

2pp 


8>DO9ia03'44 Forwards LER 0O-O43/O3L-O 

RUSSELL, L n Baltimore Oas & Electric Co 80/09/08 ip 


--8OO912O340 LEil 0O-O43/O3L-O on 800819. during normal operation while 
c-onductlng routine maint on 500 kU BRKR 553-33, d isconnec b 
device B9-33B malfunctioned Caused bg failure of horseshoe 
clip Disconnect device repaired i returned to sve 
(ZEfiDERLICH. R L Baltimore Oas t Electric Co 00/09/00 Spp 


8049160318 Forwards LCR 80-044/03L-0 

ftUSSELL.U B Baltimore Oas t Electric Co 00/09/00 Ip 


— 8009160310 LER B0-044/03L-0 on 000030, containment sump drain valves 
left open for 55 minutes Increases in dose rates were 
essentially icro Caused bg operator error Upon dlscoverg, 

•valves were closed 

httJDERUICH. R L Baltimore Oas t/ Electric Co 80/09/00 3pp 


B00938031I RO 00-51 on 0009 1 1 , d ur I ng post-malnt test, control room air 
cond It lotting Unit II failed to start Attempt to restart Unit 
13 failed Cause not stated Ai-ter corrective maint 6 repairs 
Units il -t 13 returned to sve 

RUSSELL, L B Baltimore Oas f/ Electric Co 00/09/13 3pp 


84O-9330531 Forwards LER B0-039/O3L-0 

RUSSELL, L B Baltimore Oas L Electric Co 00/09/15 Ip 


— S009230536 LER 0O-O39/O3L-O on 00081 5, d ur Ing normal operation, control 
r-oonv 13 air conditioning compressor tripped twice Caused by 
high discharge pressure Unloader valve adjusted 6 sgs design 
ra-evalvatad to increase capacltg L reliahilitg 
LEAOIEMBKI.J S , PENCE, H B Baltimore Oas 6 Electric Co 
00/09/15 Ip 


2>009330543 Forwards LER ao-046/03L-0 

RUSSELL, L B Baltimore Oas L Electric Co 80/09/16 Ip 


“0007330546 LER aO-046/03L-0 on 000816, con ta Inment RM3 pump failed 
rfdultlng in loss of containment gaseous U particulate 
aignltors Caused not determined Pump removed from sve L spare 
puFp installed 

DAV30. S K . PENCE, W H Baltimore Oas L Electric Co 80/09/16 

Ip 


1049230533 Forwards LER 80-048/01 T-0 
RUSSELL, L B Baltimore Oas 6 Electric Co 00/09/17 ip 


— 8009330573 LER aO-040/OLT-0 on 600903 during maint for control room 12 
air cond Iti oner, uni b It compressor wis not running (< later 
tripped on overload Faultg reset suitch replaced St 
procedures revised to requite cheek of air conditioner 
IJENDERLICH, « L . PENCE, H 0 Baltimore Gas A. Electric Co 
00 '07/ 1 7 Ip 


8009230688 Forwards LER eo-045/03L-0 

RUSSELL, L B Baltimore Gas I Electric Co 00/09/20 Ip 


--8009230695 LER B0-049/O3L-0 on 800820. c amp u ter indication failed eicept 
for control element assemblg posirion indication Caused tg 
loose wire connectors at several edge connector pins for 
analog bus segmentation cards Connectors soldered In place 
DAVIS, S M . RIZZO, P G Baltimore Oa> t Electric Co 00/09/20 

2pp 


8009300441 Forwards followup LER a0-022/01<~l 

RUSSELL, L B Baltimore Oas « Electric Co 00/09/33 Ip 


— 8007300450 Followup LER BO-033/0tX-l on 000415, util notified of 
possible dePiclencg in FS4R safetg analgsis Section 14 3 
AnalgslS does not address posslbilltg of RCS being drained 
to hot leg ui/17, shutdown margin Procedures changed 
DAVIS, 8 M Baltimore Qas L Electric Co 80/09/23 2pp 


8009300464 Forwards LER ao-047/03L-0 

RUSSELL, L 0 Baltimore Gas I Electric Co 00/09/36 1 p 


— '0009300470 LER BO-D49/03L-0 on 800830, d ur i ng normal operation, 12 
control room air conditioning unit tripped L would not 
restart Caused by high discharge pressure Sgs being 
ro-evaluated for permanent changes to increase capacity 
LAOIEigSKI.J S , PENCE, W 0 Baltimore Gas S Electric Co 80/09/26 
Ip 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F Secuntg, medical, emei geneg S fire protection plans 


0009330165 Requests that all personnel be reminded of purpose of 
emerpeneg notification sgs L health physics network Sgs 
installed for govt use during emergency 

GRIER. D H Region I. Philadelphia. Office of the Director 
60/09/23 3pp 


0009000330 Forwards "Fire Stop Penetration Test on Fire Protection 
Sgs, '' final rept re Slab 5 

ASH.ri F Baltimore Oas 6 Electric Co 00/09/03 Ip 


— B0090803S2 "Fire Stop Penetration Tests on Fire Protection Sys. " final 
rep t re Slab 3 

PISN. II D . POIRIER, L J , SCHRAEDER.A L Southwest Research 
Institute 00/00/ 15 leapp 


0009300303 Submits status of fire protection mods L details of certain 
mods which cannot be completed per original schedule List 
of items requiring extended schedules enc I 
LUNDUALL, A E Baltimore Gas !< Electric Co 00/09/26 4pp 


G Adjudicatory correspondence 


8009260520 Forwards order requiring Info supporting environ 
qua] i f Icat i on of safety-related electrical equipment 
Requests submittal of Info bg 801101 

CLARK, R A aperating Reactors Branch 3 00/08/29 Spp 


•0009360533 Order for mod af Licenses DPR-53 S DPR-69 to add info which 
fully responds to NRC request for Info re environ 
qualification of safety-related electrical equipment Info 
should be submitted by 801101 

EISENHliTiD 0 Division of Licensing 80/08/29 6pp 


J Insurance L indemnity information 


0009300430 Forwards Endorsement 29 to MAELU Policy MF-76 It Endorsements 
30 L 35 to NELIA Policy NF-216 

SHOEMAKER. C L Baltimore Oas 1 Electric Co 60/09/26 4pp 


P Operating license stage documents it correspondence 


8007020297 Submits interim criteria for shift staffing to all OU L CP 
licensees L ap p I i cants, per MRC 000507 1 tr Discusses 
administrative provisions for emergency t overtime work 
Development L implementation to be reviewed within 90 days 
EISENHUT.DG Division of Licensing 60/07/31 7pp 
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Q0070800BO Porwdrdi. draft f4UftEij-067i, 'Tiinc tiona I Criteria for 
C-^ergency Reiponee Pacilittei ’ Cofr.nenti requetted ulthin 30 
days Proposed irsp lementation schedule for meeting criteria 
of HUBEO-0696 cpcl W/o NUREO 

EISENHUT. 0 O Division of t.icer>sln 9 i 80/0B/O1 Il9pp 


9009230052 Informs that cienption from fee re licensing action 
associated (ij/TttI-2 Lessons Learned is unjustified Previous 
d c t eren I no t Lon should be disregarded Requested submittal 
should Include proposed class of amend 
ElEEdHUTiD 0 Division of Licensing 80/09/07 fiOpp 


8009020336 Foruiards Corrected TechSpecs451 fli45 I bre sampling 
locations fornrarded u/Amends 44 ^ 27 to Licenses DPR'^53 ft 
DPH-69* respectively 

CLARK. R A Operating Reactors Branch 3 30/08/15 2pp 


— 8009020339 Corrected Tech Specs 3/4 3 re mn 6oron concentration values 
uhich were included In Amends 44 U 27 '^o Licenses DPR-93 & 

DPR-*6'9i respect ively 

* Operating Reactors Dranch 3 BO/OS/IS 4pp 


□009150415 Informs that facility loes not have tuo specif ic Event 5 
valve cone i g urat 1 one discussed in NRC 800223 Itr re primary 
coolant sgs pressure Isolation valves NRC activities re 
valve conf 1 g ura t i MIS have been finallied for facility 
CLARK. R A Operating Reactors Rranch 3 80/09/19 3pp 


— 000-9150424 "Prusarg Coolant Sys Pressure Isolatl-en Valves. Calvert 
Cliffs Units I •& a. " technical evaluation rapt 
fOELL. P N . STILUELL.T C Franklin Inet 1 tute/Frank I In Research 
Center NRC-03-79-ue 60/07/2! 4pp 

6009150350 Foruards Amends 45 & 28 to Licenses DPR-53 b BPH-69. 
respectively b notice of Issuance b availability 
CLARK, ft A Operating Reactors Branch 3 80/08/19 2pp 


— 800915039* Amends 45 b 29 to Licenses 0PR-S3 b DPft-49. resp ec t Ive ly . 
adding requirement to maintain safeguards contingency plan, 
to be fully implemented uithln 30 days 

TflAWlELL. C M Operating Reactors Dranch 3 80/08/19 4pp 


— Q009150361 Notice of issuance b availability of Amends 45 b 20 to 
Licenses JIPR'-53 -b DPR-*?, respec tive I y 

TRAKMELL. C H Operating Reactors Branch 3 80/02/19 2pp 


8009150034 Bummary of 600717 meeting u/C-E b util in Bethesda.HB re 
18 month fuel cycles for facilities Main purpose of 
meeting. to present overvieu of sii documents submitted by 
util cn 800*26. luat fulfilled 

LIfC Y Operating Reactors Oran-ch 3 00/00/20 4pp 


0009090553 Submits general program for calculating RCB leak rates for 
mast reactors from PWR vendors Results indicate periodic 
independent calculation of RC5 leak rates by Inspectors is 
reconrlended 

HOODWFFifl H Division of Reactor Dperatlons Inspections 00/08/21 
lip 


Q00’9O3OD'2D Foruards proprietary b nonproprietary versions of data 
sheets from tJestlnghouse loui pressure turbine disc insp. to 
replace corresponding pages in 800310 Itr Proprietary 
version withheld Iref lOCFfl2 790) 

LUNDVALL. A E Baltimore Oas b Electric Co 80/0S/25 4pp 


0009040301 Describes proposed design -mods per NURE0-0S7fli I tem 2 1 7a 
uhich re-quires Implementation of safety-grade autostart of 
auciliary feeduator by alOIOt Drawing change notices end. 
Including one oversiied drawing 

LUNDVALL-. A E Baltimore Oas t Electric Co a0/'0fl/27 13pp 


800919001! Provides Instructions omitted from 80081? issuance of Amend 
28 to License DPR-69 

CLARK.R A Operating Reactors Branch 3 80/09/28 2pp 


8009150250 Forward* response to KRC 800717 questions re C-£ topical 
repts -t review of safety evaluation re Uestinghouse 
methodology for statistically coithinlng uncertainties in 
stata b sys parameter* 

UUtfOVALL.A E Daltlmore Oas b Electric Co 80/09/10 t7pp 


8009300077 Forwards Amends 46 b 29 to Licenses DPR-93 b OPR -69. 
respectively, safety evaluation t notice of Issuance b 
ava 1 lab 1 1 i ty 

CLARK.R A Operating Reactors Branch 3 80/09/10 3pp 


— 8009300080 Amends 46 b 29 to Licenses DPR-53 b DPR-69. respectively, 
changing App A Tech Specs for safety-re lated hydraulic 
snubbers b limiting conditions for operation of fire hose 
s tatlons. shutdown t> onsite power distribution sys 
CLARKiR A Operating Reactors Branch 3 80/09/10 20pp 


— 8009300083 Safety evaluation supporting Amends 46 b 29 to Licenses 
DPft-53 Jb DPR-69. respectively 

■* Operating Reactors Branch 3 80/09/10 4pp 


— 8009300095 Notice of issuance b availability of Amends 46 b 29 to 
Licenses DPR-S3 b DPR-69. respec t Ive I y 

CLARK.R A Operating Reactors Branch 3 60/09/10 2pp 


8009160453 Responds to NRC 800911 request for addl info re spent fuel 
pool mods Poison rsatl is B4C powder In fiberglass matric 
Irradiation data submitted to NRC on Haddaffi Neck fc Millstone 
dockets In form of C3Q-N— 70— 299 dtd 731031 
ASH.R F Baltiimars Oas b Electric Co 60/09/12 2pp 


0 Inspection report*. IE Bulletins b qorrespandence 


0009240259 Forwards IE Insp Bopts 50-317/80-10 b 50-318/80-0? on 
800516-20 No none oaip I I anc e noted 

CARLSDlli R T Region 1. Ph i lad's Iph la. Reactor Construction b 
Engineering Support Dranch 80/07/23 2pp 


~80D?240269 IE Insp Repts 50-317/80-10 b 50-318/80-09 on 800618-20. 
Ho noncomp 1 lance noted Major areas Inspected qualification 
data for electrical equipment Inside containment as defined 
In licensee response to IE Bulletin 79-OlD 

CBNETER. 8 D Region t. Ph 1 1 adel phia. Reactor Construction b 
Engineering Support Branch FIHKEL. A E Region 1. Ph 1 lade Iphia. 
Office of the Director 80/07/14 16pp 


8009160504 Responds to l£ Info llotice e0-06>Suppl 1. “Not 1 flea 1 1 on sf 
Significant Events at Operating Power Reactor Facilities “ 

Proposed criteria require* medical judgment be made onsite & 
should be reconsidered 

TiCRNAN. J A Baltimore Oas b Electric Co 80/06/06 Ip 


8009030(09 Forwards Revision I lo IE Bulletin 60-19. "Failures of 
Mercury-Wetted Hatrii Relays In Reactor Protective Sys of 
Operating Nuclear power Plants Designed by C-E " Written 
response required 

GRIER. 0 H Region 1. Philadelphia. Office of the Director 
80/08/15 Ip 


8009180572 Forwards IE Circular 80-10. "10CFR50 59 Safety Evaluations 
for Changes to Reduasto Treatment Sys " No written response 
required 

DRIER. B H Region 1. Philadelphia. Office of the Director 
08/08/22 Ip 


8009120169 Forwards IE Info Notice 80-31. "Maloperat Ion o# Oouid-Sroun 
Boveri 480 Molt Type li-600S b K-DDN 6008 Circuit Breakers ** 

No written response required 

DRIER. B H Region 1. Ph 1 lad e Iph la. Office of the Director 
90/08/27 1 p 


8009230776 Forwards IE Circular 80-21. “Regulation of Refueling Creui * 
No written response required 

DRIER, B H Region 1. Philadelphia. Office of the Director 
80/09/10 Ip 


8009240285 Forwards IE Info Notice 80-32. "Clarification of Certain 
Requirements for Exclusive-Use Shipments of Radloa-ctlve 
Matls “ No written response required 

ORIER.D H Region 1, Ph 1 lad e Iph la. Office of the Director. 
80/09/12 Ip 


8009250047 Ack receipt of payment of civil penalties ip amount of 
*21.000 proposed in NRC 800801 Itr b util 800621 Itr re 
addl corrective actions taken Further action will be based 
on future Insps 

STElLQ.V Office of Inspection b Enforcement. Office of the 
Director 80/09/17 2pp 


R Periodic operatl-ng reports b related correspondence 


0009020034 Forwards "6em.lannual Effluent Release Rapt for Calvert 
Cliffs Nuclear Power Plant. Second Half 1979 " Meteorological 
suT-nary for first half of 1980 will be submitted at later 
date 

LUNDVALL. A E Baltimore 6a« b Electric Co 80/08/20 Ip. 


--3009020035 "Semtanni/al Effluent Release Rept for Calvert Cliffs Nuelia' 
Power Plant.Second Half 1979 “ 

e Baltimore Oas b Electric Co 00/08/20 17pp 
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S00929034& Furwardi (iionthly operating repts for Aug 1980 
tlERSCM.6 D Baltimore Gas t, Electric Co SO/09/10 Ip 


— •BO<39290£'I6 Monthly operating ropts for Aug 1980 

MfR80N<5 1> Baltlmote Gas i Electric Co 80/09/15 24pp 


S Roportahlo occurrences* LERs i. related correspondence 


8009030543 Forwards LER 0O-O36/O3L-O 

RUSSELL) U S Baltimore Oas t Electric Co 00/08/29 Ip 


*''8009030549 LER 0O-O36/O3L— 0 qn 800729) eng inaerad safety features 
actuating sys channel ZE de-energiied in three instances 
Channel 2E dc-energlted uhile troubleshooting 
Meter pointers to defective blstables oscillated 
OAVISiS M • RIZZ0>f> O Baltimore Oas ic Electric Co 00/08/29 

2pp 


0009250311 RO 80-51 on 60091 1* during post-malnt test>control room air 
conditioning Unit 11 failed to start Attempt to restart Unit 
12 failed Cause not stated After corrective maint t< repairs 
Uniti II 1< 12 returned to svc 

RUSSELL) L 3 Ealtt)nore Gas Zi Electric Co 80/09/12 3pp 


B009S30920 Foruiards LER 0O-O37/O3L-O 

RUSSELL. L B Baltimore Gas t Electric Co 80/09/18 ip 


80091*0190 Response stating no objection to NRC 000012 motion to 
conform proposed Tech Specs w/Ofc of Nuclear Hone lor 
Regulation 8003(1 mod of order Certificate at Bve enc I 
LOCHSTETiU A Affiliation Wiiknoun 00/09/11 3pp 


8009230*28 Advises that York, PA LPI'R uill be closed on 000929 York THI 
1 () 2 documents ulll be available at restart bearing NRC 
must be Informed by 000924 If parties object to course of 
action 

SWARTZ. L L Antitrust Division BO/09/1* 3pp 


8009300011 Fonuordi util 60091* inter -oft memo organliing A01.D 001014 
tour to facilities Svc list eiicl Related correspondence 
BLAKE. E L Shaer. Pittman. Potts i Trowbridge 00/09/22 /pp 


H General correspondence 


0009020194 Informs that venting of krypton gas from TMl constitutos 
genocide for US 

B JORKLUNO. P P Affiliation Unknnun 60/OZi/ll fp 


000930024* Responds to 000415 Itr to President Carter re nuclear power 
plants Action plan developed to provide plan for actions nou 
judged necessary by NRC to Improvo nuclear facility 
regulation J< operation based on THI 

OENION.H R Office of Nuclear Reactoi Regulation. Director 
aO/ 0 */I 7 4pp 


**8009230527 LER 80—037/03L—0 on 800818. loh i le reducing pouier due to 
saltwater Iealc> steam generator btoudown hydrogen Ion 
concentrate fell belou Tech Spec limit Caused by failure to 
notice feed line from ammonia tank to manifold uas shut off 
(-AOIEUSX 1 . 3 6 . SPECIALE.J R Baltimore Gas (, Electric Co 
80/09/ 18 2pp 


80093004S4 Forwards LER B0-037/03U-0 

nuSSELLiL B Baltimore Oas ( Electric Co 80/09/2* Ip 


-8009300460 LER 80-037/03L-0 on 800910. during normal operation, 
containment sump drain valves were open for 28 minutes & 
sump level alarm sys uas inoperable Caused by operator 
error Control switch uill be modified to spring shut 
WENDERLICH. R L Baltimore Gat V Electric Co. 80/09/2* 2pp 


BCKKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 
F. Security, medical, emergency t< fire protection plans 


S009230I7S Reyuests that all personnel bo reminded of purpose of 
eeicrgtncy notification sys i< health physics network Sys 
Installed for govt use during emergency 

Region I. Philadelphia, Office of the Director 
tiO/vaA<c2 wpp 


G Adjudicatory correspondence 


request for TKI-a, “Startup Problem 
Sept 4 Intervenor Cltiiens Committee for Protection of 
Environ Proposed Findings of Fact * Conclusions of Law ro 
Indian Point 2 Foruards intervenor filing 

FCLTOd. d H Division of Rules and Records 80/08/12 Ip 

Response stating no opposition to NRC 800812 motion that 
Tech Spec, proposed in Director of Ofc of Nuclear Reactor 

a«nd^i n h'"'''?'' ''® Pe'’ 000311 mod Formal 

JJI * Will await hearinQ outcQmff M/Certif icabe of Svc 

Si'SgEOf" MstropoJiJirEdU^n^" 

TROWBRIDGE, 0 F. Shaw, Pittman, Potts & Trowbridge 80/QB/27 5pp 

^rstru-Lt“*i"" ‘“'■’'"'‘ip" record to include failures of 
iS THI-2 containment that contributed 

‘.'r.r;r "•« 

LEHtSiH J AFfilietlon Unknown 80/00/28 3pp 


^MlitlL”on“Nur?“"' "‘^'•Ptlng WA Lochstet.ac Bhoily U Enviro 

P4'’t‘es In proceeding New 

parties s^all respond to NRC motion to conform eroDosed Tech 
Specs per 800811 mod of order, by 800917 ^ P’’°P®»»'' '"eR 

HOLF.v) F Atomic Safety and Licensing Board Panel 80/03/29 2pp. 


SINGER. L N Hearing Branch 2 80/09/10 5pp 


00092*0205 Forwards N Cinder 800702 Itr eipiessing concerns ro facility 
vontlng I possible traces of krypton found In soli around 
area 

WALKER. RS House of Hep 00/07/09 Bpp 


8009110*37 Responds to CP Cole 800214 Itr to President Carter 
erpressing concerns re rate structure NRC has ordered that 
public hearings be conducted to determine whether facility 
should be operated 

REID. R II Operating Reactors Draiich 4 80/07/23 4pp 


6009150413 Responds to 600730 postcard r econmond i ng licensing of 
nuclear plants that meet HFIC stds TMl accident precipitated 
NRC decision not to license new plants until safely criteria 
aro implemented 

DENION.H R Office of Nuclear Reactor Regulation. Director 
00/07/30 Ip 


•8009130416 Recummends licensing of noclear power plants which comply 
RULEYiE Affiliation Unknown Q0/0//23 2pp 


8009150240 Responds to 791024 Itr 
future operation of THI NRC will 
detarniine under what conditions 
public will be given opportunity 
SNYDER. 0 d TMl Program Office 


to President Carter 
conduct meetings to 
restart would lake p 
to raise guostioni 
80/07/31 2pp 


re posslb 
lace t< 


I o 


•8009150241 Foruards 6 Kelley 79102.1 
RATHKOPF. C L Energy. Dept of 


Hr mlsdirecLod 

00/01/22 4pp 


to dopl 


for reply 


«'«' docility accident Comm Is. Is 

d»t«rflrkli>0d tfiai *ccU»nt daet n.ofc moot sp«clfic crit*rlA ^or 
extr«ord inarij nuclear occurranev at dfifinsd bu Price- 
Anderton Act ^ 

TMl Program Office 00/07/31 2pp 


SNYDER. B J 


—8009240121 Opposes NRC determination that facility accident was not 
extraordinary nuclear occurrence Decision ignores posslblir 
long-term harardous effects on workon subjected to 
';*‘l‘4tlon eeposure V on people offsite 
RICCITELLIi Affiliation Unknown 79/08/29 Ip 

0OO9OBO331 Forwards NRC evaluation of Info forwarded in 000*16 1 fcr 
order denying motion for reconsideration of CLI-BO-aS {« ' 

h«'Lerco:p?:;:5\:?2,°' decontamination 

ao/OB/OS.'* Nuclear Reactor lleguJaiion, Director 




8i/Sa%* '' 2pr'‘‘" e««9llv* Director for Operation. 


P°r>^ards R Wei mono comments on venting krypton 
SCHULZE, R T House of Rep , Hay, and Means 00/04/22 


from reactor 
7pp 
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80C90SOI6^ l^e$pG7id$ ta 800523 J ti re- concerns of FR Ronano of Aif fit 
Water Pollution Patrol about 600423 release of Kr-85 from 
facility 

DIRCKD'W J OtfjCB ot the Creci/tlve Director for Operations 
BO/oe/Oi& Ip 


B009170170 Responds to B0022S Itr re removal of Kr-85 from reactor 
bldj Forwards NUReG-066?i 000610 order for temporarg mod of 
license authoriilns purging of Kr~85 & 000612 memo St order 
discussing rationale for decision to purge W/o end 
3NV0En, B J TMl Program Office 00/00/11 2pp 


— 800-7030l6a Requests response to end Ffl Romano 800512 Itr to fJRC 
eippessing concern about 000423 release of Kp-B 5 from 
fact 1 1 tg 

SCHWEIKER.R S Senate 00/05/23 Ip 


—8009020171 Comments on B00423 release of Kr-8S a i rcr af t^ p i 1 o ts V 
passcngersi cit 1 I 1 1 ing airports in facilltg areapshoold have 
been notified o-f danger of lethal krgp torif r egardie ss of 
amount fIRC acted irrespons 1 big bg withholding info 
nomNQ. F R Air and Water Pollution Patrol 80/05/12 2pp 


8007020172 Responds to 600221 Itr urging revocation of OL due to 
util inahllitg to handle cleanup operations WRC will 
full<| Implement regulatoig process in determining 
ac-c e p tab i ] 1 tg of cleanup operations 
SNYDEflj B J TMI Program Office 80/OB/11 2p p 


0007030170 Favors rovoking util OL due to incompetence S< inabllltg to 
handle cleanup operations 

CARPEWTER,M Affiliation Onktioiun 80/02/21 2pp 


8007170266 Responds to 000313 Itr re release of ltr-85 Potential 
phgsical health impact on public of using ang proposed 
strategies for removing gas negligible Purging method Is 
quickest i safest for uorkers to accomplish 
SMIDERpB J TMl Program Office 00/00/11 2pp 


--8007170267 Eipresses concern re release of Krgpton gai into atmosphere 
fi dumping contaminated water into Susquehanna River 
REIWRAHT.M Affiliation Unknown 80/03/13 tp 


8007170272 Responds to 800313 Itr re release of Ki — 05 Potential 
phgsical health impact on public of using ang proposed 
strategies for removing Ki — 85 is negligible Purging method 
IS quickest fi safest for workers to accomplish 
SNYDER. B J TMI Program Office 00/00/11 2pp 


'B00717027S Suggests method for venting Ki — 05 into crgogeiiic procecsing 
or condense out radioactive gases in tank containing liquid 
helium All vent sgs should pass through cgrogenics scrub 
TUTLEMA’l.J S Affiliation Unknown 80/03/13 Ip 


8007020315 Responds to 800401 Itr eipressing appreciation for NfiC 
effort* to repair damages resulting from accident Ekpresses 
gratitude for kind remarks 

SNYDER. 8 0 TMI Program Office 0O/OB/11 Ip, 


■6007020317 Represses appreciation for NRC efforts to repair damages 
resulting from accident 

DAILV.L , DAILY, H Affiliation Unknown 00/04/01 Ip 


0007020465 Responds to postcards re release of Kr-85 Potential public 
health Impact from using ang proposed strategies for 
removing Hr-85 is negligible Purging method is quickest fit 
safest for workers to accomplish 
SNYDER, B J TMI Program Office 60/03/11 3pp 


800703032D Responds to 800625 Itr re constituent Flick Idea to solve 
krgptaii gas problem: at facilltg Krgpton purging authoriied 
bg NRC on 000613 Authorization was based on detailed 
evaluation of alternatives 

DIRCKEi li J Office of the Eiecutive Director for □perations 
00/08/12 Ip 


--0DO7O2O323 Requests response to end R Flick Itr suggesting method to 
solve krgpton gas problem at facilltg 
ATKINSilNiE V House of Rep 80/06/25 3pp 


8009240100 Responds to 800630 Itr 
reacto-r bldg Kr-BS was dominant 
of other isotopes were small 
SNYDER, B J Till Program Office 


re Idontitg of radionuclides In 
radionuclide Concentrations 

80/08/12 Ip 


--8009020472 Eipresses concern re release of Kr-B5 fi on facilltg DL 
should be revoked Health of local people being damaged 
PETR05KY, JA Af f 11 la 1 1 o n Unknown 00/00/26 2pp 


8007030360 Responds to 000326 Itr express ing concerns re nuclear energg 
In light of facilltg Incident Specific plans have been made 
for por/iding accurate Info to public for serious accidents 
Lists IIRC conclusions re disposal of krgpton gas 
SNYDER. B J Till Program Office 00/00/11 3pp 


— 8007030373 Expresses concerns re nuclear enorgg In light of facilltg 
incident Info re accident made available to public was 
confusing t inaccurate Alternate methods must be used to 
ellminato krgpton gases from facilltg 
KROur.K 0 Affiliation Unknown 80/03/26 4pp 


D00703067B Responds to 000215 Itr urging revocation of util DL U 
permanent shutdown of facilltg Commission has ordered public 
hearing to determine if facilltg should he operated Forwards 
order outlining Issues re public health h safety W/o end 
ehIVOER. B J TMl Program Office BO/OB/U Ip 


0007020118 Responds to 800702 Itr requesting Info re DL Kelter inquiry 
about nuclear safety 6 energy alternative* Every effort 
being made to protect public health 6 safety at all nuclear 
plants Plants found unsafe are not allowed to operate 
DtRCKS U U Office of the Executive Director for Operations 
80/08/13 25pp 


— 0007020124 Requests response to end DL Kelter inquiry about nuclear 
safety 6 energy alternatives 
■VJILLIAMB, H A Senate 80/07/02 2pp 


8009,020320 Responds to 800711 Itr re constituent concern that 
radioactive matls released during facility purging would 
pollute ME rainfall Lou solubility of krypton 6 abundance of 
stable krgptun Units sorption of Kr-35 in rainwater 
DIRCKSiN j Office of the Executive Director for Operations 
00/08/13 3pp 


— B0D7020333 Requests Info re constituent concern that radioactive matls 
released during facility purging would pollute ME rainfall 
COHEN, N S Benate 80/07/11 Ip 


— 0007030600 Urges revocation of util OL t. permanent shutdown of facility 
due to threat posed to public health safety 
ALTMDUSEiV Affiliation Unknown 80/02/15 Ip 


6009030601 Responds to 800215 itr urging revocation of util OL 6 
permanent shutdown of facility Commission has ordered public 
healing to determine facility operation Forwards order 
outlining Issues re public health fit safety U/o enc I 
SNYDER. 8 J TMI Program Office 00/00/11 Ip 


— S009D306S3 Urges revocation of util DL fi, permanent shutdown of facility 
due to threat poseif to public health fit safety 
SWEENEY. A A Affiliation Unknown 60/02/15 3pp 


80Q70S0375 Responds to Itr to President Carter re cleanup of 
contaminated water at facility EPICOR-II water treatment sys 
authorized for use in processing waste water in auxiliary 
bidg 

SNYDER 3 J TMI Program Office 80/08/11 2pp 


6007100062 Responds to 771206 Itr re TMI cleanup operations Commission 
issued order on B00613 for temporary mod of license, 
authorizing controlled purging of Kr-05 frzim reactor bldg 
atmosphere 

SNYDER. 3 J TMI Program Office 80/00/11 2pp 


8007020273 Responds to 000212 telegram to President Carter requesting 
action to prevent major disaster at, nuclear station Studies 
have resulted in addl licensee requirements 
SNYDER, D J TMI program Office 80/08/14 3pp 


800702027? Responds to 600329 Itr expressing Concerns re nuclear energy 
fi, opposing venting of radioactive gases fit release of 
contaminated water Forwards summary of NllREO-0558, re 
population dose U health impact, fi* other matl W/o enci 
SNYDER, D J TMI Program Office 80/08/14 4pp 


■8007020304 Expresses concerns re nuclear energy Opposes venting of 
radioactive gases fii release of contaminated water 
ROCERS, L Aff 11 iatton Unknown 80/03/2? 3pp 


8007020310 Responds to 000313 Itr re release of Kr-85 Potential public 
health Impact from using any proposed strategies for 
removing Kr-BS Is negligible Purging method is quickest t< 
safest for workers to accomplish 
SNYOER, B J TMI Program Office, 80/08/14 2pp 


— 8009020314 Expresses concern re release of Kr-BS froin facility t< affect 
on pregnancy, No releases should take place until alternative 
method found for cleanup 

BI/LER.O Affiliation Unknown 80/03/13 2pp 
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a009&30369 Reiponda to Hr re release of radioactive matls into 
atmosfihere from facility Based on evaluation of alternative 
Irypton disposal methods t’ on public commentiNRC authoriied 
controlled purging of reactor bldg 
SNYOEfl. B J THI Program Office 00/00/M 4pp 


0OO9D3O386 Responds to Hr re release of radioactive matl & urging 
permanent facility shutdoun Public hearing ordered to 
determine uhether facility should be operated & under uhat 
conditions restart uould take place 

SMYDERi B J Office of Policy Evaluations 0O/OS/14 3pp 


— B'009050391 Requests that NRC prevent release of radioactive matls U 
contaminated uater from facility 
iJRAV.G Affiliation Unlnoun 00/00/19 Ip 


80090S0496 Responds to Hillside.NJ Board of Health BOO&IO Hr re 
release of radioactive gas from facility & health effects of 
radiation No significant environ impact uould result from 
use of any disposal methods of krypton gases 
S1IV0EH.D J TMl Program Office 80/08/14 Spp 


— 8009050490 Submits aOOSlO Hr to Oovernor Thornburg re release of 
radioacblvc gas from facility ti health effects of radiation 
Venting of radioactive gas from facility will be dangerous 
to public health & safety 

BEYER. J K Neu Jersey, State of SO/06/10 Ip 


€009090350 Urges that period for comment of EtS be extended for period 
nat less than 90 days 

MAUTERS.P U. WALTERS, H B Affiliation Unknown SO/OS/M Ip 


8009100060 Responds to 7908ii Itr to President Carter re release of 
radioactive matl from facility Only low or nondetcc tib 1 e 
levels currently permitted to bo released Disposal of water 
processed by EPICOR'*!! to be discussed in programmatic EIB 
BNVOER.B J TMI Program Office 00/09/14 3pp 


--8009100074 Forwards C Whitney 790016 Hr &• newspaper article for 
proper handling 

BATHKOPFiC L Energy, Dopt of 79/09/ai 4pp 


6009170285 Responds to 790816 Hr re release of Kr-89 Potential 
physical health impact on public of using any proposed 
strategies for removing gas negligible Purging method is 
quickest 6 safest for workers to accomplish 
SNYDER, O.J THI Program Office 90/00/14 2pp 


— €009170286 Eipresses concern rc release of radioactive steam from 
reactor core into atmosphere Opposed to nuclear power 

plants 

BROWN, H Affiliation Unknown 79/00/16 tp 


8009170362 Responds to 790018 Hr ra release of (ir-B5 Potential 
health impact on public of using any proposed strategies for 
removing gas negligible Purging method is quickest t safest 
dor workers to accomplish 

SNVSER, B J Till Program Office 80/08/14 2pp 


--8009170363 Eipresses concern re irresponsible util activities re 
release of radwaste into atmosphere Questions explanations 
far accidental release of radwaste Forwards newspaper 
clippings about accident 

K6NEFEE, M B Affiliation Unknown 79/08/10 6pp 


0009230760 Responds to 800316 Hr re release of contaminated water from 
facility Commission has authroiied uso of EPICOR-If water 
treatment sys foi waste water stored in auilllary bldg 
tanks Discharge of EPICOR-II processed water not permitted 
SNYCER.B j TMI Program Office 80/08/14 Ip, 


•S009230764 Eipression concern re newspaper article on accidental 
dumping of radwaste In Chesapeake Say Dumping totally 
iiseicusable 6 will ruin bay 

WeST.J D Affiliation Unknown 80/03/16 2pp 


8009020467 Responds to 800628 mailgram to J Collins re purging of 
krypton gases at facility Purging method was quickest U 
safest for workers at facility to accomplish disposal of 
krypton gases W/o end orders 6 NUREO-0662 
SHVDERrB J Till Program Office 80/08/15 2pp 


‘8OD9020494 Protests purging of radioactive gases from facility Requests 
info re levels of radiation to which humans t crops were 
eipoied during purging process 
VaUIIO.R Affiliation Unknown 80/06/30 ip 


8009020488 Responds to enc 1 L Oetlys 000321 telegram to President 
Carter re health effects of radiation from TMI Team of 
investigators has concluded that health effects from TMI 
accident represents minimal risk to otfsite population 
SNYDER. B J TMI Program Office 80/08/15 3pp 


8009020502 Responds to B00324 Hr re specific ill effects suffered by 
family farm animals 6 pets Investigators concluded offsite 
collective dose from radioactive matl represents minimal 
health risks W/o encl summary of NURE0-05S8 
SNYDER, £1 J TMI Pr 0 gram Of f 1 c e 00/08/15 2p p 


— 8009020515 Pi esents bill 6 claims for damages caused by effects of 
nuclear radiation V gas releases from taeilities Identifies 
specific damages h requests payment in full or settlement 
HOLOHKAi P Affiliation Unknown 00/03/24 4pp 


8009050366 Responds to 900225 Itr *-0 First Lady re continuing nperation 
of facilities Public hearing to be held to determine if 
facilities should be operated i conditions of restart 
W/o Commission 790909 order 

SNYDER, B J TMI Prog ram Of f 1 c e 80/00/15 2pp 


8009220049 Responds to encl B00505 Hr to President Carter urging 
revocation of facility OLs Public hearing will be held re 
future operation of Unit i Licensee has not yet submitted 
proposal for overall recovery of Unit 3 
SNYDER, B J TMI Program Office 90/08/15 4pp 


8009230233 Responds to mailgram 4 Itrs re release of radioactive gases 
tf water tram facility Alternatives for disposal of krypton 
considered prior to purging decision Collective offsite dose 
from 790320 accident represents minimal risks 
SNYDER. B J TMI Progr am Of f i c e 90/08/15 3p p 


— 8009230239 Comments on NRC 790814 announcement of possibility of 
venting radioactive gases into atmosphere over 30-day 
period venting should not take place 

DRAZ, Z The Tribune Chton ie 1 e, Warren, OH 79/08/14 Ip 


— 8009230242 Comments on NRC 790814 announcement of possibility of 
venting radioactive gases Into atmosphere over 30-day 
period venting should not take place 

DRAZ, Z The Tribune Chroni c 1 e, Warren, OH 79/09/14 tp 


— 8009230245 Comments on NRC 790814 announcement of possibility of 
venting radioactive gases into atmosphere ever 30-day 
period vontiog should not take place, NRC on record stating 
that no safe dose of radiation eiists 

DRAZ, Z The Tribune Chron i cl e, Warren. OH 79/08/14 ip 


■8009230247 Comments on NRC announcement of possibility of venting 
radioactive gases into atmosphere over 30-daij period venting 
is immoral V should be stopped NRC findings state that no 
safe level of radiation exists 

DRAZ, Z The Tribune Chron i c le. Warren. OH 79/00/14 Ip 


8009030187 Responds to 800704 Hr re cleanup activities at TMI Licensee 
has not submitted proposal for overall plant recovery 
SNYDER, B J TMI Program Office 80/08/18 2pp 

— 8009030194 Supports venting Kr-85 from reactor bldg Federal govt should 
absorb portion of cleanup costs 

EENIGENBURO, J Affiliation Unknown 00/07/04 2pp 


6009110260 Forwards response to 600528 Hr for.warding RC Gray questions 
on condition of reactor core L vulnerability of equipment 6 
i ns t rumen tat ion in facility reactor bldg 

DTRCKS, W J Office of the Executive Director for Operations 

aO/Oa/18 8pp 


8009120736 Responds to 600220 Hr re handling of incident Ensures 
continued protection of public safety 4 health 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
80/08/19 Ip 


8009190548 Responds to 600714 Hr re solution for safe removal of gases 
in coniined areas Gas compression method was considered hut 
to procure, install, check out V proof test sys would take 2 
to 4 yrs 

DENlONiH R Office of Nuclear Reactoi Regulation, Director 
80/08/19 4pp 


■0009180560 Forwards F Rongstad 900714 Hr for review re suggestion for 
safe method for disposal of contaminated gases 
CLAUSEN, D H House of Rep 00/06/01 Ip 


-“6009100565 Forwards schematic diagram t explanation for safe removal of 
gasses in confined areas 

RONGSTAD, F Affiliation Unknown 60/07/14 3pp 
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0009110501 Fio-sponds to 600^2^3 Hr ra end S Truit concerns about health 
effects or TflOSSQ accident porjing reactor bldg 
atmosphere Se/eral of Trust concerns result fron 
misunderstanding f/ ni sapp 1 1 cat t on of info 

bIRCKSi tl J Office of the Eiecutive Director for Operations 

ao/oe/ai “Ppp 


8QD9tl0494 Responds to Q0052? Itr re CU ErisricV concerns about releases 
of Kr-OS into atmosphere around facility Purging approved 
dOO&lSi commenc ed 800625 tc concluded 600711 Discusses studies 
on thijraid disorders 

DIRCRS^lf vl Office of the Ececutivo Director for Operations 
eO/OS/22 6pp 


80091S0324 Responds to 790701 itr to NRC re THI accident Commission 
has ordered public hearing to deternlne uhether TMf^i should 
be operated Communication difficulties attributed to 
impairment of info from control room to offsite groups 
SHVOER.B J Tin Program Office 80/08/22 4pp 


— 8009150327 Eipresses concorn re TMI accident Otil deliberately deceived 
public in crucial days follouing accident t. should not be 
alloued to reopen Till — I 

KQDDLEf.SE Af f 1 1 i a t ion Un Inoiun 79/87/01 4pp 


8009150330 Responds to 8'00'32£> Itr re reopening of THI Licensee has not 
submitted proposal for overall recovery of Unit 2 HRC 
790702 order directed Unit I to remain In cold shutdoun> 
pending outcome of restart hearing 
SN\DER. B J TMI Program Office 80/08/22 2pp 


— 80091S0336 Requests cleanup & reopening of Till 

RADUCR. D Affiliation Unknown BO/03/26 4pp 


8009138343 Responds to Itr to MRC re reopening of THI facilities Public 
hearing ui 1 1 be held re rKI"! restart Licensee has not 
submitted proposal for overall recovery of THI— 2 
SNYDER. 8 J THI Program Office 80/08/22 2pp 


— 0009150346 Eipresses desire for TMI restart Util followed all 
notification procedures on 790328 NRC L util should be 
supported in cleanup operation 

SMITH. J N Affiliation Unknown 80/08/22 2pp 


8009150441 Responds to 300609 Itr expressing concern re radwaste 
ventilation cleanup Potential physical health impact on 
public of using any proposed strategies for renoval of 
Kr-QS IS negligible 

BHypER.9 J THI Program Office 80/08/22 2pp 


— B00915044S Eipresses concern re raduaste ventilation 1« cleanup 
LOOi^i'vf Affiliation Unknown 80/06/09 Ip 


B0091S0452 Responds to end People of the Earth Itr to President Carter 
eipressing concern tor release or Kr-SS from Unit 2 
Potential physical health impact using any proposed 
strategies re Kr-BS removal is negligible 
SNYDER. B J TMI Program Office 80/08/22 4pp 


S009IA0101 Responds to end 79l'03l Itr to President Carter re actions 
taken at TMI Licensees af all operating plants utllliing 
PWRs have been instructed to take actions re status of 
equipment procedures i facility designs 
9NY0ER. B -J TMI Program Office 80/08/22 4pp, 


8009170237 Responds to 600216 Itr urging revocation of util DL NRC has 
ordered public hearing re TMJ~1 restart Util has not 
submitted proposal for overall recovery of Unit 2 
SNYDER B J THI Rrogram Office 60/08/22 Ip 


— 8009170263 Urges revucatien of util QL for THI 

CONHEYrJ Affiliation UnknOein 80/02/16 2pp 


8009170271 Responds to end 000411 Itr to President Carter re safety of 
TMI vicinity NRC.EPA L HEU investigations have shoun offsite 
dose associated w/rad I oact i ve mat! released from 790328'"0429 
represents minimal risk 

5NV0CR.B J THI Program Office 00/08/22 Spp 


6009230194 Responds to Itr urging revocation of util OL. NRC has ordered 
public hearing to determine Unit i operation feasabllity & 
possible restart conditions Licensee has not subraltted 
proposal for overall recovery of Unit 2 
0NYO6ftj B J TMI Program Office 60/00/22 Ip 


-“0009230202 Urges revocation of otil 0 -U 

BRISCOE, 0 A Affiliation Unknown 80/08/22 Ip 


8009230216 Responds to 79D726 Itr re TMI accident 6 subsequent 
ventilation of raduaste Potential physical Impact on public 
from using any proposed method for removing Kr'85 is 
negl igible 

SNYDER, E J Tilt Program Office 00/08/22 9pp 

— 8009230222 Requests info re TMI accident b subsequent ventilation of 
raduaite 

CLANTZ, C Affiliation Unknown 79/07/26 2pp 


0009100206 Responds to 800421 Itr to President Carter re operator 
training le public awareness re TMI accident Human errors due 
to incorrect interpretation of RCS instrumentation 
Centraliied di sseinination of NRC info planned 
SNYDER, B J TMI Program Office 80/09/25 6pp 


8009150321 Responds to postcard re safe decommissioning of nuclear 
reactors tr studies of reactor health affects Specific NRC 
actions include employment of full-time inspectors at TMI. 
licensee instruction 6 emergency preparedness planning 
SNYDER. 0 J TMI Program Office 80/08/23 2pp 


— 8009150325 Requests safe decommissioning of all commercial nuclear 
reactors b performance of health impact studies to 
determine effects of nuclear energy 
KELLY, K Affiliation Unknown 00/08/25 2pp 


0009150351 Responds to 800403 Itr re release of Kr-85 at facility NRC 
evaluated alternative methods for venting Ki — 65 to 
determine effect on p ersonne 1, pub I Ic health t< safety & 
environ Environ assessment Issued for public comment 
SNYDER, B J THI Program Office BO/OB/25 2pp 


— 8009190355 Expresses concern ro venting Kr-05 at facility NRC attitude 
toward psychological stress may be major factor in venting 
delay 

BUR0ER,A C Affiliation Unknown 00/04/03 2pp 


80091907SO Responds to ettc 1 000434 Itr to President Carter expressing 
concern re TMI effects on environ Efforts made to ensure 
continued welfare of public outlined 
SNYDER, G J THI Program Office 60/08/23 9pp 


80091 10260 Responds to 600728 Itr requesting info re safety of Midland 
b Fermi plants All nuclear plants subj to enhanced safety 
requirements resulting from TMI Lessons Learned Task Force 
recommendations Supporting documentation encl 
0IRCK3, W J Office of the Executive Director for Operations 
80/00/26 24pp 


— 8009110280 Requests consideration of end MC Haight itr re safety of 
Midland L Fermi plants 

BROOMFIELD, N S House of Rep . Foreign Affairs 80/07/26 2pp 


6009110314 Responds to 800710 Itr re R Collins concerns about facility 
decontamlna tion Prior to purging, NRC examined several 
alternatives for decontamination Krypton exists normally as 
only one constituent of air breathed 

DIRCK8, R J Office of the Executive Director for Operations. 

80/08/26 2pp 


. — 0009110319 Forwards R Collins Itr Inadvertently omitted from 800710 
I tr W/o encl 

PICPLE, U J House of Rep , Mays and Means 60/07/23 Ip. 


— 6009110322 Requests comment on and R Collins Itr questioning NRC 
decision to vent facility krypton gas 

PICKLE, vF U House of Rep , Hays and Means 60/07/10 3pp. 


6009170004 Responds to 790610 Itr re accident at TMI NRC has ordered 
public hearing to determine whether TMI-1 should be operated 
& under what conditions restart would take place Licensee 
has not yet submitted proposal for overall recovery 
SNYDER, B J TMI Program Office. BO/OS/26 3pp 


—8009170011 Urges NRC to restore feeling of normalcy to community around 
THI Recommends that NRC wait until all investigations are 
completed before reopening TMI~1 Any premature opening 
would suggest that economics come before public safety 
HEIVLV.B J Affiliation Unknown 79/00/10 3pp 


80091702D3 Responds to 600216 Itr re release of Kr-65 Potential 
physical health impact on public of using any proposed 
strategies for removing gas negligible Purging method Is 
quickest it safest for workers to accomplish 
SMVOER. B U TMI Program Office 60/06/27 2pp 
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'■'9OO9i70'S84 Etpresses concern r» release of radioactive matls into 
ateiasphei'o Facilifcd QL should be revoked because of KetEd 
11(1 U Incompetence 

CLAViA O' Affiliation Unknown 80/02/16 Spp 


80091 10212 Aosponils to 600709 Itr re N Oinder telcon about radio rept 
«TI krvpton found in soil follouitnp facility purging Krypton 
Is noble gat uMch is chemicallg inert b does not 
co-ncentrate in soil 

DtRCKS.If J Office of the Eiecutlve Director for Operations 
80/08/29 2pp 


8009110218 Forieardi response to 800726 Itr requesting assistance In 
aniuerlng constituent questions re nuclear poiuer 6 effects 
of radiation 

DlRCKSiH J Office of the Eiecutlve Director for Operations 
80/00/26 4pp 


8009090902 Suppl change request for organiiation plant Revision t>uhich 
deflnet proposed! neu mgt organiiation Proposed change does 
not alter licensee responsibility for operation 
HOVEftO K Metropolitan Edison Co 00/00/29 ip 


8009090$S6 Foruards revised pages to 000012 submittal le organiiation 
glar, Revision lA 

HOVEff 0 K Metropolitan Edison Co 00/00/29 Spp 


&D09160'S96 "Organiiation Plan " 

a Metropolitan Edison Co 90/08/29 ip 


€039160381 Opposes extension of 4S~day period for public comment on 
NUREO-0603 Addl delay would seriously hamper operation of 
cleanup & cause economic hardship on area residents 
E>0O4B,P A Afflliatliln Unknown 00/09/04 Ip 


e00909{K180 Urges NRC to survey soc loecononilc composition of Cumberland 
County re preliminary DES concerning TMI cleanup 
HVEHStd A , PUHTtN A Cumberland County, PA 80/09/09 2pp 


€009090971 ReRUests extension of public comment period re programmatic 
CIS flRC treatment of public <• opposition Itrs during comment 
period re krypton venting lacked honesty b decency 
HOCKER.H M Affiliation Unknown 90/09/03 3pp 


BO09I50546 Requests copyright release for 13 articles re TMI accident 
pablishad (n the NV Times 

SNfGER,'6 J TMI Program Office 00/09/05 2pp 


SOO^lSOSd? Requests copyright release for 19 articles published in 
PA llailelphia Inquirier re TMI accident 
&N/DEH. 0 J TMI Program Office 80/09/05 2pp 


S00930D601 Requests that end copyright release form for listed 
article be signed b returned to NRC by 000919 Article 
vas Inadvertently printed in Vol 2 of “Final EIA for 
Occontamlnation of Tm«'2 Reactor Dldg Atmosphere " 

SNVDEfl, D J TMI Program Office 80/09/05 2pp 


8009300610 Requests that end copyright release form for listed 
articles be signed tc returned to NRC by 800919 Article 
lias Inadvertently printed In Vol 2 of "Final EIA for 
0( contaftinat ion of TMl-'2 Reactor Dldg Atmosphere ” 

ENYOen^e j THI program Office 80/09/05 2pp 


8009300636 Requests that end copyright release form for listed 
article be elgned S< returned to NRC by 000919 Article was 
inadvertently printed in Vol 2 of "Final EIA for 
Dec ontaeiinat ion of THI~2 Reactor Bldg Atmosphere " 

SrfsOEft^B J THI Program Office 00/09/05 2pp 


£009300636 Requests that end copyright release form for listed 
articles be signed ft returned to NRC by 000919 Articles 
were inadvertantly printed in Vol 2 of "Final EIA for 
OccortamI nation of TMI^S Reactor Bldg Atmosphere " 

&MVOER.8 J THI Program Office 00/09/05 2pp 


8009J8033S Supports view of nuclear power as unhealthy b counsels 
patl«nc« in search for alternative energy sources Supports 
90— day period for public comments re EI8 
HArrCNBACNER. F Af fi 1 iat ion Unknown BO/OV/tt 2pp, 


6009220215 Requests 90-day extension for comments on EIB 
ERB^U B Affiliation Unknown 80/09/12 Ip 


3009290331 OitxUises study re mutant plants as result of TMI accident 
Initrumentf may be able to detect radiation, but not genetic 
damage hfeuspaper articles re study end 
AKEKART. T. Affiliation Unknown 89/09/12 3pp 


8009230126 Informs that organiiation plan submitted in 300821 itr b 
supplemented in 800829 Itrs re mgt b support of facility in 
current status has been approved 

COLLINS. J T TMI Program Office 80/09/15 4pp 


8009300159 Responds to 1 ti- re eicessive electric bill NRC does not 
set rates that utils charge for electricity Accident at 
Unit 2 also caused Unit L to be shut down Excerpt from DOE 
rept end 

DENTON,)! B Office of Nuclear Reactor Regulation, Director 
80/09/15 6pp 


— 8009300163 Expresses concern re high util bills People on fixed incomes 
cannot afford cost of energy 

FASIC.F Affiliation Unknown B0/09/i5 Ip 


Q00929014Q Adds name<as Township I4anager for Spr i nge 1 1 sbury Township, 
to distribution list for documents re TMI, as requsied in 
600922 Itr 

SNYDER, D J TMI Program Office 80/09/16 Ip 


I Financial information 


0009090602 Summary of 000814 meeting la/Met Ed b Ocnera I Public Utils 
(GPUk at NRC ro OPU financing plan over next 10 yrs Basis 
for plan, "Financial Forecast Reflecting Revised Estimate 
of TMI-2 Clean-up b Recovery" end 

SILVER, H Operating Reactors Branch 4 BO/OB/26 5pp 


--8009090608 "Financial Forecast Reflecting Revised Estimaie of TMI-2 
Cloan-up 4 Recovery " Util 800808 press release enc I 
a Oeneral Public Utilities - OPU Service Corp 00/08/14 41pp 


8009180370 Foruiards Citibank>N A 800905 Itr notifying General Public 
Utils Corp of reduction in util credit ava i lab 1 1 1 ty, per 
000710 telcon request 

CARROLL.D Oeneral Public Utilities - GPU Service Carp 60/09/11 
4pp 


8009160359 Forwards matls re General Public Utils Sve Corp ecnnomlc 
measures SH Shanaman <PA Public Utils Commission) 800827 
statement to PA Congressional delegation end 

HDWSQN.T G General Public Utilities - GPU Service Corp 00/09/12 
29pp 


P Operating license stage documents t, correspondence 


8009020493 "Final Environ Assessment for Decontamination of TMI 
Unit 3 Reactor Bldg Atmosphere," Vol 1 of final NRC staff 
report 

» TMI Program Office NUBEO/CR-1662 VI 80/03/31 96pp 
Available at MTIS 


8008060358 Forwards errata sheets correcting errors in five addi TMI-2 
related requirements submitted by 009507 Itr Items Involved 
are It H 3 25. TI K 29 6 It K 3 44 SvC lists end 
ElSENHUr, D C Division of Licensing 00/06/09 69pp 


8009110563 Responds to IE coiements re TM[~2 Lessons Learned Tech Specs 
Proposed addition Is covered in currently existing Tech 
Specs 

NOVAK, T H Assistant Director for Dperailng Reactors 60/06/10 
ip 


8009050370 FOIA request for list of all isotopes found In facility 
containment bldg stmosphere samples for B00301-0612 
BALTER, J Public Interest Law Center of Philadelphia 80/06/12 
ip 


6009020152 Requests clear copies of util mlsslny documents referenced 
in Rogovin rept idlthin 30 days of receipt of Itr Missing 
list of documents end 

SNVOER.B J THI Program Office 80/07/02 5pp 


6009070592 Forwards draft prograaimat ic EIS re decontamination (i 
disposal of radwastes resulting from, 790328 accident at 
facility Request for public comments is being sent to Ofc 
of Federal Register U/a enc I 

SNYDER. B J Till Program Office 80/07/30 Ip 


— 8009090604 Notice of issuance 4 availability of draft pragrammatlc 
EtS for decontamination of facility 
SNYDER, 8 J TMI Program Office 80/08/11 2pp 


— 8009090611 Forwards FR notice *. draft programmatic EIB re 
decon tami nat 1 on 6 disposal af radwastes resulting from 
790328 facility accident U/o and 
5NVOEH.0 U TMI Program Office 80/08/14 4pp 
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0009080030 Forioards draft NUREO-0696, ‘Fitnt t lonal Cntana for 
Emergencg nesporiie Facilitves " Cornehts reqvaated ulthin 30 
daifi Proposed unp 1 ementa t i-on schedule for meeting criteria 
or NURE(;-Ofi96 end W/a NUnCO 

EISEHHOT. D 0 Division of Llcensifij SO/OS/Ot 119pp 


8009090dia3 Responds to LE Reynolds 800715 request for proprietary 
classification of SDS pollshinp unit description Rept 
(Jithheld (ref 10CFR2 790) 

COLLINS. J T f.RC Throe Kile Island Task Force 80/03/06 4pp 


3009110678 Responds to C Hovey 80072S Itr re pre-accident spent resin 
disposal Ccncurs u/disposal plan for iratl generated prior to 
790323 accident 

COLLINS. J T DRC Three Mile Island Task Force BO/08/06 4pp 


Q00923OOS2 Informs that eieraption from fee re licensing action 
associated tu/TMI—^ Lessons Learned is unjustified Previous 
determination shouLid be disregarded Requested submittal 
should include proposed class of amend 
EISEhhUTj D G Division of Licensing 80/0B/O7 60pp 


8009030367 Responds to fOlA request for list of all isoiapes found in 
facility containment bldg atmosphere samples for 800301- 
0612 Feruards document 

FELTDtL J K Division of Rules and Records 00/08/00 ip 


— 3009050376 Analyses of gaseous isotopes found in facility containment 
bldg atmosphere for 300301-0612 
a hietropol itan Edison Co 80/06/12 2pp 


8009090783 Informs of IJRC actions re MJRE0-06B3 p "Programmatic EIS on 
Decontamination t Disposal of Radujaste Resulting from 79032B 
Accident at TI'it-2 " Lists findings 6 conclusions re environ 
impacts of cleanup M/o end PlUR E0-D6B3 

DEIllOli. H R Office of Nuclear Reactor Regulation, Director 
SECY-80-295A GO/OB/ll 4pp 


0OO919D619 Advises that NRC considers TMI-2 reactor bldg atmosphere 
purge complete as of B0D711 Effluent releases should again 
be conducted in accordance u/original App D Tech Specs 
SNVOER.B J TMI Program Office 80/08/13 3pp 


8009090155 Fortuards proposed outline for revising document draft. 
"Psychological Stress // Alternatives for Oacon tam i na t i on of 
Till Nuclear Station, Unit 2 " Restart or decommissioning of 
plant beyond scope of document 

REGAN, U H Siting Analysis Branch GO/OB/ 19 Spp 


8009020037 Responds to NRC 800906 Itr requesting commitment date for 
subfliittal of contingency plan for alternate storage of 
reactor bldg sump uater Plan ukll be completed uk of 901013 
6 submitted by 801017 

ARNOLD, R C He t r up □ 1 i t an Edison Co 90/08/22 Ip 


B009020075 Forwards ORNL Jul 1980 rept "Evaluation of Bubmerged 
Demineral 1 ler 6ys Flowsheet (or Decontamination of 
High-Ac t ivl ty-Levol Mater at TMI-2.'’ per commitment to 
update 800613 response re column performance test results 
HOVEY.OK Metropolitan Edison Co 80/03/22 ip 


— 8009020080 ‘'Evaluation of Submerged Demi nera 1 i I er Sys Flowsheet for 
Decontamination of Hi gh-Ac 1 1 vi ty-Level tJater at TMl-2 " 

CAKPDELL, D 0 , COLLINS, E D , KINO, L J Oak Ridge National 
Laboratory BRNL/TK-ZAdB 80/07/30 Slpp 


8009030529 Forwards DRNL final rept "Evaluation of Submerged 
Demi nera 1 1 ler Sys <ED3I Flcushaet for Decontamination of 
Hi gh-Ac 1 1 wt ty-Level Mater at TMI Unit 2 1fucIeaT Pouer 
Station 

HOVEVrG K Metropolitan Edison Co 00/03/22 2pp 


— B0B9O3D534 "Evaluation of Submerged Demi ns ra 1 i i er Bgs (SDS) Flousheet 
for Decontamination of High-Actl vl ty-Level Hater at TMI 
Unit 2 Nuclear Power Station " 

CAMPBELL. D D . COLLINS- E D , KINO.L J Oak Ridge National 
Laboratory □RNL/Tn-7448 80/07/31 a4pp 


0OO912D677 Forwards review, u/coirioents S questions, of EPICOR II resin 
solidification test program 

COLLINS, J T TMI Program Office 90/08/92 App 


09100145 Forwards responses to Ofc of Eiecutive Director for 
Operations coc-ments on NRC overvie'j of TKl-2 radiation 
protection program 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/00/25 3pp 


--8009100151 Forwards draft philosophy statement 6 alternate proposals 
for TKI Site Qfcln response to 900229 request Info re 
radiation protection plan enc 1 

CREMS,J L Region S, San Francisco, Reactor Operations Nuclear 
Support Branch SO/02/2? 24pp 


E300 9 030,)73 Forwards missing documents previously provided by Util to 
NRC/TMI Special Inquiry Oroup In response to 800718 request 
Provides listing of documents Documents are cross referenced 
to Rogovln rept M/e ends 

HOWEV, G K Metropolitan Edison Co 80/08/26 2pp 


9009160394 Notifies of reversal of util 800324 plan re relocation of 
EPICDr-I Sys to Unit 2 side of fence Sys is mostly used to 
process TMl-I wastewater Relatively small amounts of Unit 
S wastewater treated by sys 

HD9cy,G R Hetrepolltan Edison Co 80/08/26 3pp 


B00903042I Requests 45-day eitension to comment period for pragraninatic 
EIS re TMI cleanup process Public hearing should be 
conducted prior to drafting of final version 

SH0LLY,5 C Throe Mile Island Public Interest Resource Center 
aO/OB/27 2pp 


B0D9040412 Ack receipt of NUREG-06B3 re decontamination 6 disposal of 
radwastes at TI'11-2 NUREO does not address possibility that 
ilpconlum hydrides may be present in reactor core Presence 
of lirconium may change procedures for removal 6 disposal 
GULHRANSEN.E A Pittsburgh, Univ of 00/08/27 2pp 


0009120592 Responds to FQIA request for two documents concerning ECC9 
in DtM reactors Forwards documents 

FELTON, J M Division of Rules and Records 80/00/28 tp 


--8009120589 Forwards results for TMl-2 severe evercooling transient w/ 
upparliead connection Includes geometry changes to better fit 
F0AR data, vent valves between upper plenum Si dewncomer new 
steam generator secondary pressure table 

HILLCUTT.C J F Les Alamos Scientific Laboratory 80/06/35 
106p p 


90D9D30554 Requests extension of public commentary date for EI8 
beyond 001006 Stresses 1 eng th , c omp 1 e x 1 ty 6 importance of 
EiB 

EPSTEIN, E 0 Affiliation Unknown 80/08/29 2pp 


□009090421 Comments on sections of draft programmatic E18 re 
psychological stress Issue Rept implies that residents w/ 
misgivings about util t regulatory competence are 
unbalanced Rept lacks objectivity 6 empathy 
WAL3H,E J Affiliation Unknown 90/09/03 Ip 


a00’9'1603a2 Responds to 900718 request for comments re evaluation of 
EPICDR II wastes Evaluation will not be completed until end 
of Sept 1980, due to Epicor, Inc proprietary restrictions an 
release or info Forwards waste staging drawings M/o end 
HDVdy, 0 K Metropolitan Edison Co 80/09/04 3pp 


B009160395 Forwards Attachments 2 6 5 to util 800904 Itr re evaluation 
of EPICOR-U wastes Attachments withhold (ref lOCFRa 7901 
HQV£y,0K Metropolitan Edison Co 00/09/04 ip 


0009180371 Requests extension period to study TMI DES Public neads more 
time to understand study 

HATT,C H Affiliation Unknown 00/09/09 tp 


0007260050 Requests that end copyright release form for listed article 
be signed t returned to NRC by 800919 Article was 
inadvertently printed in Vol 2 of "Final EIA for 
Decantamlnatlon of TMI-2 Reactor Bldg Atmosphere " 

EhiYOER,!) J TMI Program Office 90/09/05 2pp 


8009260003 Requests that end copyright release form for listed 
article be signed 4 returned to NRC by 800919 Article was 
inadvertently printed in Vol 2 of "Final EIA for 
Decontamination of TMI-2 Reactor Bldg Atmosphere " 

SNyDER.D U TMI Program Office 00/09/05 2pp 


6009260093 Requests that end copyright release form for listed artida 
ba signed L returned to NRC by 000919 Article was 
Inadvertently printed in Uol 2 of "Final EIA for 
DBcontamtnatlon of THl-2 Reactor Bldg Atmosphere," 

SNYDER, B J TMI Program Office 00/09/05 2pp, 


B009I804S4 Discusses "primary method of decay heat removal" 
interpretation provides insight re util intended method 
of decay heat removal Requests that MDHR sys recovery 
operatlens plan change request be approved as written 
HOVEY, 0 K. Metropolitan Edison Co 80/09/08 3pp 
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BOO7IS0432 Suftml bs addl in#a requested bg NRC re 400 volt buses 2-30 & 
2-40 per MDHR Tech Spec change request Buses are no longer 
required^ due to supplementarg ventilation sgs being taken 
out of SVC 

HQVcV. 0 K Metropolitan Edison Co 00/09/06 ip 

— 8009150435 “400 V USS 2-36(2-40 l< Distribution Panel PDP-54( SB One Line 

Diagram " 

• Burns S Roe Co 79/08/31 Ip 

0DO91SO3S4 Responds to NRC concerns re util 800731 request for Tech 
Specs it recovery operations plan changes required for MDHR 
sgs Change establishes criteria for selection of 1 ouer 
standby pressure control sodiu/n bank pressure 

HQI/EV/O K Metropolitan Edison Co 00/09/08 Ip 


0009160331 Foruiards Attachments 2 $< 3 to util 000904 Itr re drawings 
of uaste staging facility per requests for comments on 
• valuatloDi of EPICOR It wastes Info withheld 
I ref 10CFR2 790> 

KQV£Y( 0 K Metropolitan Edison Co 00/09/08 4pp 


8009170316 Forwards "Preliminary Sys Description Task Ts'*27(Mini Dacay 
Miat Removal Sys( “ Revision 3 

HOVEY.C K Metropolitan Edison Co 80/09/00 Ip 


— B009170317 “Prel tminary Sys Description Task Ts-27rMini Decay Heat 
Removal 8gsi ” Revision 3 

BROlflveHELl.. R P Burns i Roe Co 80/08/18 62pp 


£>009170377 Requests approval for shipment of several EPICOR II rosin 
liners which have been espended during course of processing 
autiliarv bldg waters Dates of proposed shipments not 
aetab llsli ed 

MDV£YtO K Metropolitan Edison Co 80/09/06 Ip 


0009100339 Requests eitenslon of 4S-day camment period for facility EIS 
to 90 days 

SCHAl/DEL. S L Affiliation Unknown 80/09/08 Ip 


8009290233 Act acceptance of invitation to study health b safety 
consequences associated w/dispos 1 t ion of decontaminated 
accident generated waste water Draft preliminary EIS b 
radionuclide distribution tables encl 

DEHTONflf R Office of Nuclear Reactor Regulation/ Director 
80/09/08 5pp( 


8009110326 Forwards "TMI-2 Recovery program Estimate " 

CHINiU V Oeneral Public Utilities - OPU Service Corp 00/09/09 

«f 


-“0009110330 "TMl-2 Recovery Program Estimate '' 

* Ceneral Public Utilities - OPU Service Corp 80/00/01 69p p 


8009120416 Forwards draft Tech Spec 331 i re neutron monitoring 
i nstrumanta 1 1 oni 1 n response to 800822 Itr Radiation level 
■fata for contailnment entries will be provided by licensee 
FSffl ti other matl available in LPDB 
«DtDBERO(0 C Hearing Branch 2 00/09/10 4pp 


8009180391 Requests extension of period for comment on £10/ NUREO-O&83i 
to 90 days 

KHOUFF.O Affiliation Unknown 00/09/10 ip 


6009220299 Forwards color photo negatives from second entry into 
ccntalnmant bldg N/o encl 

HQVEV.O K tiatropalltan Edison Co 80/09/11 Ip 


0009220342 Urges NRC to extend deadline from 43 days to 60/ for study (< 
conmient on EIS 

PETERSOri, J M Affiliation Unknown 80/09/11 ip 


8009160359 Forwards raatls re Oeneral Public Utils Svc Corp economic 
measures 8h Shanaman iPA Public Utils Commission) 000827 
statement to PA Congressional delegation encl 

HOWSONi T 0 Oeneral Public Utilities - OPU Service Corp 00/09/12 
29pp 


--0.009160361 Discusses actions taken by owners re TMI-2 cleanup plans 
DIECKAriP.H Oeneral Public Utilities - OPU Service Corp 
80/09/12 3pp 


0009170263 Advises that util will not roly on regulatory guidance or 
daflnltion of criteria or approval to proceed u/major 
■cleanup activities until completion of final programmatic 

OIECKAMP.H Oeneral Public Utilities - OPU Service Corp 00/09/12. 
7pp 


8009220346 Requests extension of 4S-day period for public comment on 
EIS to 90 days Cites public concern that NRC favoi s util 
stockholder Interest ovei public safety 
Bt<LER/E Affiliation Unknown 80/09/12 Ip 


6009220139 Submits info re personnel training rar submerged 
demlnera 1 1 xer sys Multlphascd approach includes classroom 
training re sys op era 1 1 on. th e or y 4 practical factors 
training MRC participation welcomed 
HOVEY.G K Metropolitan Edison Co B0/O9/1S ip 


6009250440 Ack receipt of S00826 Itr re operation b location of EPICOR- 
I Requests indication of what measures are available to 
assui e that sys will not be operated by Unit 1 Procedure 
1 104-29/ 

COuLINS, J T TMI Program Office 80/09/15 2pp 


8009240341 Forwards tritium monitoring results from THI groundwater i 
soil samples Tritium level analysis in Observation Nells 
□M-138.0W-14 4 DH-t7 end 

RIETHuE, H E Oeneral Public Utilities - GPU Service Corp 30/09/16 
26pp 


8009220296 Responds to NRC SOO0O5 Itr submitting recommendations re THI 
worker registry for use in potential studies of radiation 
effocts Proposed definition of worker would be impractical, 
due to number of visitors receiving little or no radiation 
HaVEY.O (i Metropolitan Edison Co 80/09/30 2pp 


3009300339 Submits clarification of I Interpretation re definition of 
primary method of decay heat removal b intended method of 
decay heat retnovai 

HOVEV.G li Metropolitan Edison Co 80/09/30 4pp 


Q Inspection reports. IE Oulletins b correspondence 


0009030044 Forwards Revision 1 to IE Bulletin 80“19. “Failures of 
Mercury-Netted Matrix Relays in Reactor Protective Sys ok 
Operating Nuclear Power Plants Designed by C-E " Nritten 
response reqwired 

GRIER. B H Region 1. P h i lade 1 ph i a. Office of the Director 
80/08/15 Ip 


B00902024I Responds to IE Bulletin 79-23 Review of emergency diesel 
generators revealed that no connecti.on exists between 
generator neutrals b primary winding of exciter power 
trans former Ope rational tests fa lied to show subj condition 
HOVev.G K Metiopolltan Edison Co 60/08/22 2pp 


8009030372 Responds to IE Qullctin 80-03 Review indicates that 28 of 30 
tanks are adequately protected from vacuum condition 
resulting in tank buckling Supporting documentation end 
HOVEfiO K Metropolitan Edison Co 80/06/22 4pp 


8009180013 Forwards IE Circular 60-16. "lOCFRSO 59 Safety Evaluations 
for Changes to Radwastc Treatment Sys '' No written response 
requ ired 

ORIER.D H Region 1. Phlladetpbia. Office of the Director 
80/08/22 ip 


8009120IS4 Forwards IE Info Notice 80-31/ "Maloporation of Gould-Brown 
Dover! 400 Volt Type H-600S b K-DON 600S Circuit Breakers " 

No written response required 

OfiJER.B H Rogion 1. Ph i lade 1 ph ia. Office of the Director 
00/06/27 ip 


0009170334 Notifies that response to findings of NRC special Ittsp. 
Identified In Stello 800807 Ur to Arnold. will be submitted 
by H 00909 

HDVEY. 0 K Metropolitan Edison Co 60/09/05 Ip 


8009300014 Responds to NRC 000007 Itr re violations noted in IE Insp 
Repts 30-320/80-10 b 50-320/00-14 Containers for liquid 
raduaste now meet code requirements Containment vessels 
proven leak resistant Payment for civil penalties encl 
ARNOLD/ R C Metropolitan Edison Co 00/09/00 4pp 


8009230790 Forwards IE Circular 00-21, ''Regulation of Refueling Crews 
No written response required 

ORIER/B H Region 1. Phi lade I phla. Office of the Director 
BO/09/10 Ip 


8009240316 Forwards IE Info Notice 00-32/ "Clarification of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Matls " No written response required 

ORIER.D H Region 1, Phi ladal ph ia. Office of the Director 
00/09/12 Ip 
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R PsTiodic operating reports 4 related carreepondence 


B0090a0)35 Forwards 
COLLINS, J T Tttl 


weekly status lept For D00803-09 
Program Oft ic e 60/08/11 4ipp 


8009030243 Informs that LFRs 79-013.79-019,80-017 4 QO-021 have bean 
c ance 1 led 

PERKINS, M A OFPice of Inspection f' Enforcement, Office of the 
Director 80/09/02 Ip 


0009090796 Forwards 
COLLINS. J T TMI 


status rcpt for cuV of 600610-16 
Program Offico 60/00/18 6pp 


— 8O070S0245 LER 00-017 has been cancelled 

• Netropolitan Edison Co 80/09/02 ip 


8009100375 Forwards 
COLLINS. J r TMI 


TMI Program Qfc status rept for uk of 800BI7-23 
Program Office 60/00/25 5pp 


— 8009050246 LER 79-013 has been cancelled 

* Metropolitan Edison Co 00/09/02 Ip 


8009130539 Forwards 
CO_LINS. J T TMI 


weekly status rept for wk ending 800B23 
Program Offico 80/00/25 Spp 


— 8009050247 LER 79-019 has been cancelled 

» Metropolitan Edison Co 80/09/02 Ip 


8-009150532 Forwards 
COLLINS. J T TMI 


weekly status rept for wk ending 000027 
Program Office 80/00/29 4pp 


— 8009050249 LER 80-021 has been cancelled 

* Metropolitan Edison Co 80/09/02 Ip 


8009110316 Forwards supplemental Info to "Effluent it Haste Disposal 
Semiannual Rept, Jan-June 1900." for TMI-l f- 2 1 EPICOR-II 4 
supplemental info to "Effluent 4 Uaste Semiannual Rept, 
79I01S-I231. " for EPICOR-lI 

HtRDClM, JC Heti opol itaii Edison Co 80/09/05 Ip 


— 0009110333 Supplemental info to "Effluent 4 Uaste Disposal Semiannual 
Rep t, Jan-June 1980 " 

« Metropolitan Edison Co 00/09/05 24pp 


— 0009110340 Supplemental info to "Effluent 4 Waste Disposal Semiannual 
Rept, Jan-June 1980." forEPICQR-II 
a Metropolitan Edison Co 00/09/05 8pp 


--8009110344 Supplemental Info to "Effluent 4. Uaste Disposal Semiannual 
Rept. for 79101 S-1231" re EPICOR-II 
■* Mctropo-l I tan Edison Co 80/09/05 8pp 


0009180415 Forwards LER 0O-O36/O1L-O 

HOVEY. O K Metropolitan Edison Co 80/09/05 tp 


— 8009180426 LER eO-036/0lL-0 on 600BOB, f a 1 1 ed to perform RC9 coolant 
dissolved boron ti hgdrogon analyses Cause by contamination 
of BiW R4D Facility Util In process of establishing onsite 
capabilities for performing PCS coolant analyses 
CHAPLIIJ. S D Metropolitan Edison Co 80/09/05 3pp 


8009120402 Forwards LER 80-035/O3L-0 

HOVEY. 0 K Metropolitan Edison Co 80/09/08 tp 


—8009120406 LER 00— 035/03L-0 on 600731 , dur Ing recovery mode operation, 
trouble alarm received in control room Caused by failed 
flame iTetectors within balance of plant diesel generator 
Detector replaced Diesel generators removed from specs. 

CHAPL I tl, S D Metropolitan Edison Co 80/09/05 3pp 


6007180204 TMI Program Ofc weekly status rept for wk of 0OOB3O-O9O6 
COLLINS. J T THl Progi am Office 80/09/00 6pp 


8009190490 Foi wards info re 1979 annual rept of aquatic ecological 
studies of TMI in resp-onse to NRC 600805 request 
IIDVLV.O K Mstropalitan Edison Co 80/09/12 9pp 


0009290401 Forwards waotly status rept for wk of 800907-13 
COLLINS. J T TMI Program Office 60/09/15 4pp 


60093005SO Forwards tritium results from TMI groundwater it s-ol I samples 
obtained on 000530.0707, 18 6 25 Rss-ulbs of analyses 
performed on sail samples from 014-1311. OU- 14 4 0*4-17 
inc lud ad 

fllETHlE. N E General Public Utilities - CPU Service Corp 00/09/16 
27pp 


8009120450 Forwards I ER ao-033/01L-0 

HOVEY, G K. Metropolitan Edison Co 80/09/08 Ip 


—8009120452 LER 80-033/01L-0 on 800730, Oould-ITE reported possible 
failure of relay pneumatic timing device, Model J20T3 Caused 
by age t- deter loratlon, coupl ed w/two failures of timers 6 
ei'esslve need for recalibr Failed timers replaced 
CHAPLIN. 8 D Metropolitan Edison Co 80/09/08 Spp 


0009180404 Forwards LER eO-037/01L-0 

HOVEY, 0 K Motropolitan Edison Co 60/09/09 tp 


-—8009180403 LER BO— 037/01L— 0 on 800808, loak rate testing of reactor bldg 
personnel air lock door 2 showed eicessive leakage Caused by 
failure to equal lie pressure inside b outside airlock 
resulting In door suddenly opening 6 striking wall 
CHAPLIN.SD Metropolitan Edison Co 00/09/03 3pp 


0009300399 Forwards "Ececutive Oummary. TMI Units 16 2 Liquid tc Gaseous 
Releases for Jul 1980,' addi data for liquid discharges to 
Susquehanna River for 1960 t eiplanatlon of TMI effluent b 
dose assessment group mo-nthly lumnary 

PORTER, 8 M Porter-Gee ti Consultants, Inc 80/09/19 2pp 


--000930040I "Eiecutlve Summary, TMI Units 1 It 2 Liquid b Gaseous Releases 
for Jul 1980 *' Tables providing addI data for liquid 
discharge to Susquehanna River end 
a Pnrter-Gerti Consultants, tnc 80/09/19 tSpp 


S Reportable occurrences, LERs i related correspondence 


0009020378 Forwards LER BO-030/OIL~0 

IIOVEY. 0 K Metropolitan Edison Co 80/08/20 Ip 


—0009020307 LER 00-030/OIL-0 On 000717. fol lowing first reactor bldg 
entry since Mar 1979 acc ident, door seal leakage detected in 
eacass of Tech Spec limit Apparently caused by soma foreign 
mail remaining on seal after cleaning 
CHAPLIM.S 0 Metropolitan Edison Co 80/08/10 2pp 


8009030349 Forwards LER aO-034/03L-0 

HOVfcY.G K Metropolitan Edison Co 80/08/25 Ip 


— -8009030361 LER GD-034/03L-0 on 600725, during recovery mode, use df hot 
water hydro-lasing sot off fire alarm in fuel handling bldg 
Venbllatlon automatically shut do'jn tt uas not returned to 
SVC For 5-h Caused by operator response to fire alarm 
CHAPLIN, S D Metropolitan Edison Co 80/08/25 3pp 


T Hearing transcripts on non-an t i true t matters 


6009260313 Submittal of prepared testimony for first hearing session 
No attempts made to provide complete answers to A8LD 800908 
niomorandun & older ro physical separation of TMI units 
Certificate of Sve ent 1 Related correspondence 
THOWBRIDOE.Q F Metropolitan Edison Co 00/09/13 7pp 


—8009260366 "Small Break Operating Guidelines " Related correspondence 
« Babcock «< Wilco* Co 69-1106001-00 79/11/30 4flpp 


U Congress 1 onal /Executive Coi respondence 


8009020476 Provides 8ubcommittsc on Nuclear Regulation u/NRC rept, 
"NflC Plan for Cleanup Operations at TMI-2 " Portions of plan 
subj to change as cleanup work related investigations 
continue W/o end 

DIRCIdS, N J Office of the Executive Director for Operations 
80/08/15 Ip 


8009020492 Provides Subcommittee on Energy & Power w/NRC rept, "NRC 
Plan for Cleanup Operations at TMl-2 " Portions of plan subj 
to change as cleanup work t, related investigations continue 
M/O enc I 

DIRCKSiN J Office of the Executive Director for Operations 
80/08/15 Ip 


8009020489 Provides Subcommittee on Environ, Energy ti Natural Resources 
w/HRC rept, "NRC Plan for Cleanup Operations at TMI-2 " 

Portions of rept subj to change as cleanup work V re-lated 
Inv'Bstigations continue M/o end 

DIRCKSiN J Office of the Executive Director for Operations 
80/08/15 Ip 
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6<WWa0496 Provids-s Bubconini ttee on Energy i Environ u/NRC rept. “NRC 
Pldn tor Cieonup Operations at TKI-2 " Portions of plan subj 
te change as cleanup uiort (> related investigations continue 
H/o enct 

OinCKS< Id J Office of the Executive Director for Operations 
90/08/ 15 Ip 


80090B0080 Forwards draft NUREG-069<!i< '‘Functional Criteria for 
Emergency Response Facilities “ Coireients reguested within 30 
dags Proposed implementation schedule for meeting criteria 
of NUREO-Od.9/> end W/o fWREO 

EISElJHUTi D G Division of Licensing 00/00/01 Ilfpp 


BOO'91104S6 Responds to 600703 Itr requesting comments on P Montague 
statement to Editor of NY Times on cesium content of spent 
resins frooi EPICOR"!! processing sys Wastes are considered 
suitable for burial at commercial lou level disposal site 
OIRCKS. If 0 Office of the Executive Director for Operations 
00/09/25 Spp 


— B009M04V1 Requests comments on enc 1 statement by P Montague of Natl 
Campaign for Raduiaste 8afety> to Editor of NY Times on cesium 
content of spent resins from EPICOR-II processing sys 
OTTIHOER.R L House of Rep 80/07/03 2pp 


BOO'909'0570 Opposes any decision to dispose of facility radieaste at any 
ODE facility & specifically at Savannah River facility 
Waste should be disposed le/other commercial waste rather 
than iii/defenso waste 

CERRICI*' 9 House of Rep 60/08/36 Ip 


1/ Operator Examinations 


B0095300S2 Informs that exemption from fee re licensing action 
associated uj/TMl-3 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EIBENHUT. D G Division of Licensing 80/08/07 60pp 


8009230763 Foruiards “Mark I Containment Long-Term Program 0ER> 
Resolution of Generic Technical Activity A-7i ■' NUREO-0661 
W/u end 

REID. R W Operating Reactors Oranch 4 00/06/20 3pp 


0009160549 Advises that leply has not been received for 770405 request 
for addl info re 750303 application far Tech Spec change 
Application considered ut thdrawn 

NOVAK. T M Assistant Director for Operating Reactors 0O/OB/2S 
2pp 


8009250421 Informs of acceptability of rosponse to NRC 791109 Itr re 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling 6 incidence of rupture 

REID. R W Operating Reactors Branch 4 00/09/09 2pp 


8009030464 Forwards Administrative Procedure 1006. operator 
r equal I f ication program 6 status of requat i f ication program 
far Unit 11 operators Replacement operator training program 
ulll be submitted upon completion 

HERSEtN.O O Metropolitan Edison Co 60/00/00 2pp 


— 6009030467 "Administrative Procedure 1006. Revl s i on 3.'' operator 
requa I i f Icat 1 on program Status of requal 1 fl cation program 
for Unit II operators enc 1 

* Ketropalitan Edison Co 80/07/31 42pp 


0009190423 Application for amend to Licenses DPR-57 6 NPF-5 consisting 
of changes to Tech Specs 

WIDhIER.M A Georgia Power Co 80/09/15 4pp 


— 0009190420 Proposed changes to Tech Specs Tables 3 2-11.4 2-il t> 
6 2 2-1 ir Tech Specs i> 3 for unit staff qual if icatiDns.6 4 
for training 6 6 5 for review 8< audit 
* Georgia Power Co 60/09/13 6pp 


6009080240 Forwards operator requal i f icat 1 on program per 800320 Itr 
HER8E1M. 3 6 Metropolitan Edison Co 00/00/06 2pp 


— 0009190432 Proposed changes to Tech Specs Tables 3 3 6 4-1.4 3 6 4-1 b 
6 2 2-1 i Tech Specs 6 3 for unit staff qual i f icat ions. 6 4 
for training 665 for roview fr audit 
* Georgia Power Co 80/09/15 5pp 


DOCKET 50-321 EDWIN I HATCH NUCLEAR PLANT. UNIT I 


F Security, medical, emergency & fire protection plans 


8009230265 Requests that all personnel be reminded of purpose of 
emergency notification sys health physics network Sys 
Instalisd for govt use during emergency 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/00/22 
Ip 


6009030484 Notifies that final version of upgraded emergency plan will 
be submitted by 810102 

WIDNER.M A Georgia Power Co 00/00/28 Ip 


6009160448 Informs of util concept of physical means fop alerting 6 
prsvldlng clear Instructions to populace within plume 
oipoaura emergency planning lone Design concept is to 
provide tone alert receivers for all ostabl Ishments in lone 
WIDNER.IJ A Georgia Power Co 80/09/12 3pp 


Q Inspection reports. IE Rulletlns & correspondence 


8009090037 Forwards IE Bulletin 80-07.Suppl 1. ■•DilR Jet Pump Assembly 
Failure " No response required 

O'REILLY. JP Region 2, Atlanta. Office of the Director BO/03/13 
ip 


8009150332 Forwards IE Insp Repts 30-321/60-26 t- 30-366/00-26 on 
600623-26 No noncomp 1 iance noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction tt Engineering 
Support Drench &0/07/23 2pp 


—8009150370 IE Insp Repts 50-321/80-26 S< 30-366/00-26 on 000623-26 
No noncompl lance noted Major areas Inspected settling of 
structural backfill around RHR Si plant sve water Intake 
structure Si piping 

HARRIS. J R Region 2. Atlanta. Office of the Director 

CQNLON. T E Region 2. Atlanta. Reactor Construction 6 Engineering 

Support Drape h 80/07/22 3pp 


G Adjudicatory correspondence 


8009240597 Forwards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Raquests submittal of Info by BOllOl 

REID.R U Operating Reactors Branch 4 80/03/2? 2pp 


— 8009240603 Order for mod of Licenses DPR-87 fc HPF-5 to add info which 
fully responds to NRC request for Info re environ 
qualillcatlon of safety-related electrical equipment Info 
should bo submitted by 801101 

EISEHKJT.DO Division of Licensing 00/08/29 6pp. 


P. Operating license stage documents it correspondence 


SOO9110354 Suppls MRC 800707 request for proposed Tech Specs changes re 
1 craa discharge vol vent 6 drain valves, it reactor 
protection sys t control rod block limit switch surveillance 
requirements Class III license fee to be submitted w/change 
CfSEKHUTiD O Division of Licensing 80/07/22 22pp 


6009020297 Submits Interim criteria for shift staffing to all OL it CP 
licensees & app 1 icante. per NRC 600507 Itr Discusses 
administrative provisions for emergency it overtime work 
Devt I opnent it implementation to be reviewed within 90 days 
CtSEMHUTiD G Division of Licensing 00/07/31 7pp 


8009220265 Forwards IE Insp Repts 50-321/80-24 (< 50-366/80-24 on 
800313-0609 it notice of violation 

LEUIS.R C Region 2. Atlanta. Reactor □peratlons Nuclear Support 
Branch 00/07/23 2pp 


— 8009220337 Notice of violation from insp on 8D0S13-O609 

LEHI6.R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Oranch 80/07/23 ip 


—8009220341 IE Insp ftepts 30-321/60-24 t. 50-366/90-24 on 800513-0609 
Noncompliance noted motor bearing cooling water inlet valves 
were found improperly shut on RHR sve water pumps 
DANCE.H C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch ROGERS. R F Region 2. Atlanta. Office of the Director 
00/07/25 9pp 


8009050076 Forwards partial response to IE Bulletin 00-00. ''Exam of 
Containment Liner Penetration Helds " Seven welds 
failed nondestructive examinatinn Unit I containment U Unit 
2 torus penetration info forthcoming 
MIDNER.H A Georgia Power Co 80/00/05 8pp 


8009020287 Submits response to IE Bulletin 60-17. Buppl 1 Procedures 
have been established to assure operability of scram 
discharge vol 

MIDNER.W a Georgia Power Co 60/08/07 2pp 
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6009030154 Forwards Revision 1 to IE Bullet in 80-19» “Failures of 
Kerc vr ^-Met ted Metric neleijs in Reactor Protective 6ijt of 
Ofiereting hoclear Power Plants Designed by C-E ” IJrItten 
response required 

O’REl'LLV'. J P Region 3. Atlanta. Office oP the Director 00/08/15 
ip 


G0090201BO Responds to Suppl 1 cf IE Oulletin 80-17 re failure of 
control rods to insert during scran at DVIR Existing 
design of facility meets requirement for continuous 
monitoring of water level in scram discharge vols 
UICKER.IJ A Seorgia Power Co 80/03/19 Spp 


8009020393 Submits status of recent utli efforts towards compliance w/ 
IE Bulletin 79-010. "Environ Oual 1 f i cat i on of Class IE 
Equipment “ Otil has joined SUR owners group effort on 
bul le t in 

UIDMER.Id A Georgia Power Co 80/43/19 2pp 


adOVlbOOS? Forwards IE Info Notice 80-30. “Patcntlal for Unacceptable 
Interaction Between Control Rod Drive Scram Function ft 
Nonessential Control Air at Certain GE DUR Facilities “ No 
specific action or response requested 

□ 'REILLY. J P Region 3. Atlanta. Office of the Director 00/08/19 
tp 


8009230105 Submits risponse to IE Bulletin 79-OlG Erpects to complete 
qualification lest program & component replacement bv 
020^30 

WIENER. N A Georgia Power Co 00/43/19 2pp 


80091 I0i71 Responds to IE Bulletin 79-GIB Forwards 90-dag repts re 
onvlron qualification cf Class IE equipment, suenmarg of 
outstanding Items t suismarg of equipment w/less than 4G-gr 
aging qua 1 1 f teat ion W/o ends 

UISNER. U A Georgia Power Co 60/43/22 2pp 


3009120077 Forwards Suppl 3 to IE Bulletin 80-17. "Failure of Control 
Rods to Insert During Scram at BMR “ Written response 
required. 

O'REILLY, P Region 2. Atlanta. Office of the Director 04/08/22 
»P 


8009160147 Forwards IE Circular 30-18, "lOCFRSO 59 8afetg Evaluations 
for Changes to Radwaste Treatment Sg* " No written response 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/00/22 

ip 


8009110024 Act receipt of 800731 ttr informing NRC of oteps taken to 
correct deviations noted in IE Inip Repts 50-331/8D-02 i< 
50-366/80-42 

HURPIIV.C E Region 2. Atlanta. Reactor Construction L Engineering 
Support Branch BD/08/25 ip 


— B009110B28 Responds to NRC 800208 Itr re violations noted in IE Insp 
Repts 50-321/84-02 «. SO-366/00-02 Corrective actions 
relocation cf fire pump controller I installation of tamper 
alarms for fire valves to he completed Aug 1980 
UIDNER.W A Georgia Power Co 80/07/31 Ip 


3009124311 Forwards IE Info Notice 80-31. “Mai operation of Ooold-Droun 
Doverl 480 Volt Tgpe K-600S t K-DON 6408 Circuit Breakers ” 

No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/08/27. 
Ip 


3009114676 Responds to IE Bulletin 80-15 Emergency notification sgs 
powered bg telephone company To ensure sys extensions 
operate independently of plant phones. testing was conducted 
on 800315 All extensions operable during power trip 
MIDNIER.W A Georgia Power Co 80/08/29 ip 


8009154162 Responds to IE Sullotin 80-19. Revi s 1 on I Mercury-wetted 
matrix relays are not used In reactor protection sys 
HIDMER.W A Georgia Power Co 80/08/29 Ip 


8009230204 Forwards IE Insp Ropts 50-321/80-34 L 50-366/80-34 on 
Q00313-I4 No noncompltancs noted 

KEhltlA. W B Region 2. Atlanta, Safeguards Branch 6G/0B/S9 Ip 


—8009230210 IE Insp Repts 30-321/00-34 » 50-366/80-34 on 800313-14 No 
nonccmpl lane e noted Major areas Inspected licensee 
Implementation of contingency strike plan Peialls withheld 
(ref lOCFRZ 7901 

MCODtRE.D R Region 2. Atlanta, Safeguards Branch. TOR IN, U J 
Region 2. Atlanta. Office of the Director. 90/08/29 Ip 


8OQ9230525 Forwards Revision 1 to IE Bulletin 79-26. “Boron Loss Fro* 
BWR Control Blades " Written response required 

□ 'REILLY. J P Region 2. Atlanta, Office of the Director 80/08/29 

Ip 


8409240367 Responds to IE Bulletin 80-17, 8uppl 3 Outlines procedures in 
effect re loss of ieistrumont air. lass of control rod 
d rive 1 Ine. rod drift t undralned scram discharge vol Function 
test of switches required prior to startup 
UIDNERiU A Georgia Power Co 80/09/29 2pp 


8009290232 Forwards IE Circular 80-21, “Regulation of Refueling Crews ■ 
No written response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/09/10 
5pp 


6049300104 Submits response to IE Bulletin BO-20 Mo Uestinghouie Type 
W-2 control switches used in safety-related applications 
WIDNER.W A Georgia Power Co 00/09/12 Ip 


R Periodic operating reports t related correspondence 


6049030413 Forwards “Semiannual Radioactive Effluent Release Rept, “ 
•Jan- June 19B0 

MANRV.fi Georgia Power Co 80/08/30 Ip 


— 8009030419 “Samlannual Radioactive Effluent Release Rept," Jan-Junt 
1960 

• Georgia Power Co 80/08/30 44pp 


6009180199 Forwards monthly operating rapt for Aug 1980 
MAMRY. M Georgia Power Co 80/09/10 Ip 


— 6009194208 Monthly operating rept for Aug 1980 

IFNDERL'aOD, P R Georgia Power Co 00/09/14 7pp 


6 Reportable occurrences, LERs It related correspondence 


8009020436 Forwards LER 80-084 /03L-0 

MAURY. M Georgia Power Co 80/QS/26 Ip 


— 8009020446 LER B4-084/03L-O on 000807, while performing HNP-1-31A7, RKR 
SVC water flow indication for RHR sve water loop D observed 
swinging excessively Caused by faulty amplifier Amplifier 
replaced t> transmitter recalibr 
MlX.R T Georgia Power Co 80/08/26 2pp 


8009020439 Forwards LER a0-09S/03L-0 

MAl'HY. M Georgia Power Co 80/OB/26 Ip 


—8009020444 LER 8O-09S/03L-0 on 800843, w/re actor at steady state of 
power, during RHR valve operability surveillance on RRR A 
loop w/O i'oop out of SVC, inboard injection valve 1E11-F013A 
failed to open Caused by burned motor windings (c rotor. 

NIXiR T Georgia Power Co 00/03/26 2pp 


9009020461 Forwards LER 80-099/03L-0 

HANflY, M Georgia Power Co 00/08/28 ip 


—8009020469 LER B0-099/03L-0 on 800817. while performing normal operatien 
of unit radwaste. door to empty drum conveyor room discovered 
unlocked Caused by evening shift personnel not locking door 
when exiting Lock changed to self locking type. 

BAXLEY. S X Georgia Power Co 60/08/20 2pp 


6009020404 Forwards LER B0-092/03L-0. 

MANRY, M Georgia Power Co 60/08/29 Ip 


—8009020414 LER a0-092/03L-0 on 000731, while at steady stale poutr, 
cooling water to LPC! inverter room cooler was isolated 
resulting In high ambient temp in Inverter room Caused by 
high ambient temp causing B loop of RHR to be inoperable 
CDOOIN.C L Georgia Power Co 80/08/29. 2pp 


8409094469 Forwards LER 60-09a/03L-0 

MANRY. M Georgia Power Co 80/09/02 ip 


—8009090480 LER B0-09a/03L-0: on 800816, during HNP-1-39S7, torus to 
drgwell vacuum breaker operability test, closed Indication 
lights on valve 1T48-F323H failed to extinguish w/valve in 
full open position Cause not known 
HIX.R T Georgia Power Co 80/09/02 2pp 


8009094443 Forwards LER 00-097 /O3L-0 

MANRY, M Georgia Power Co 80/09/04 Ip 
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--BOO'?0'?0‘160 LER 80-097/03L-0 on B008J 5. duT 1 ng reactor oparattons at 2370 
vant radiation monitor sample pump failed Caused bg 
moisture suelling pump carbon vanes Pumps rotated daily to 
prevent recurrence 

ROOEBB. W -H Georgia Power Co BO/07/04 2pp 


e009>9029S Forwards LER BO-lOO/OiT-O 

KANRY* M Georgia Power Co BO/09/05 Ip 


— 0OO9iS(>29B LER SO-lOO/OlT-0 on 800B22.util notified by Bechtel that 
seismic piping support was not installed Apparently caused 
bV poor communication w/designer re addition of support to 
original analysis Support installed 
COCOIN.C U Georgia Power Co B0/'09/05 2pp 


8009150281 Forwards LER 00-101 /03L-0 

MAURY* M Georgia Power Co 00/09/09 ip 


— B0D91SO2B3 LER B0-101/03L-0 on 80001 9. Stand mg Order 00-45, "Scram 
Dltcharga Vol Residual Plater or Vacuum Determination," was 
not performed Caused by personnel error 
BAXLEY, S X Georgia Power Co 80/09/09 2pp 


B009t30291 Forwards LER a0-102/03L-0 

HAHRV'M Georgia Power Co 80/09/09 Ip 


0009150294 LER 0O-1O2/O3L-O on 000821, while at steady state power, 11 
LPCI inverter tripped making D loop of RHR inoperable Caused 
by high ambient temp Temporary cooling is being used until 
Instatlablon of permanent chillers is complete 
COOOIN.C L Georgia Power Co 80/09/09 2pp 


B0091 30392 Forwards LER 0O-1O3/O3L-O 

KAtrnv, M Ooorgla Power Co 00/09/09 Ip 


— 8009150385 LER BO-103/03L-0 on 800022, dur ing operation at 9fY, power, 
plant SVC water flow was restricted Caused by tripped drive 
aiichanlsm It coupling failure of strainers iP4I-D103A 1< lP4i- 
D103B Breaker reset it< coupling repaired 
MIX, R T Georgia Power Co 80/09/09 2pp 


8009190304 Forwards LER 90-104/03L-0 

MAH«Y, M Georgia Power Co 80/09/09 Ip 


— 80091 5038A LER B0-IO4/O3L-O on 600826 during annual surveillance L 
Dpirablllty testing, five snubbers did not meet acceptance 
criteria Caused by seal leakage as snubbers were low on 
fluid Two snubbers were reconditioned others replaced 

IlIXiR T Georgia Power Co 00/09/09 2pp 


0009300497 Forwards LER 80-096/03L-0 

HANRY, H Georgia Power Co 80/09/23 Ip 


— 9009300502 LER 80-096/03L-0 on 000902, all points of IT47-R612 Dry we 11 & 
Torus temp recorder road 17 degrees F higher than 
redundant recorder 1T47-R611 Caused by callbr drift 
Instrument recalibr S' returned to sve 
NIX, R T Georgia Power Co 80/09/23 3pp 


V Operator Examinations 


8009050291 Forwards excerpt from new training outline re criteria fur 
operator training licensing Current policy requires 
instructors attend annual simulator training t< retraining 
lectures as part of approved requal 1 f ica 1 1 on program 
MANRY.K Georgia Power Co 80/00/12 7pp 


DOCKET 50-322 SHDREHAM NUCLEAR POWER STATION 


A Applica t lon/cons true t ion stage documents fc correspondence 


SO090S0OS0 forwards draft NL(RE0-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of MUREG-069& end W/o NUREG 

ElfiBNHUT.D 0 Division of Licensing 00/00/01 119pp 


80C909G63I Notification of cancellation of 800827 meeting w/DWR 
licensing review group to discuss concensus positions on TMI 
Issues <NOftEO-0694 ) 

MILSONi J N Assistant Director for Licensing 80/08/04 lOpp 


8009090631 Notification of cancellation of 800827 meeting u/DWR 
licensing review group to discuss concensus positions on TMt 
issues (WREO-0694) 

HlLSONi J N Assistant Director for Licensing 00/00/04 iOpp 


6009020425 Responds to NRC S00711 request tor otil confirmation of 
const completion date I fuel load schedule Fuel load 
forecast is 020601-0901 BCation will be physically ready to 
load fuel before conclusion of QL proceeding 
NQVAPRO, JP Long Island Lighting Co BO/OB/21 3pp 


8009030437 Forwards commitments to meet requirements outlined in 
NVREC-0578 "T(1I-2 Lessons Learned Task Force Status Rept U 
Short-Term Recommendations," per NRC 790927 t, 1109 Itrs 
Requests concurrence b comments on submittal 
NOVARRO. J P Long Island Lighting Co 00/00/29 aOpp 


0009110742 Notification of 6O0904-0S meeting w/Mark II owners group to 
discuss plants chugging C/0 b lateral load specs 
ANDERSON, C Containment Systems Branch BO/08/29 14pp 


3009120395 Forwards missing page to be inserted in section entitled 
"C on ta 1 nment Hydrogen Concentration,' contained in "Shoreham 
Nuclear Power Station Responses to NiJRE0-0S78, Sh o rt-Term 
Lessons Loomed Requirements " 

G0AOUIL, L Long Island Lighting Co 80/09/05 2pp 


0009260091 Notifies of B01007 proposed date to review whether ODE L SRV 
responses should be considered separately or combined during 
A8ME code fatigue calculations GE selected samples to 
emphaslte highly fatigued components 

HILSOIJ.J' N Assistant Director for Licensing 80/09/15 9pp 


8009230590 Comments on NDREG-0696 in relation to "Design Criteria ft 
Deecrlp 1 1 on, Techn ical Support Ctr for Ehorsham Nuclear Power 
Station," 5NRC-486 Emphaslies importance of receiving 
evaluation of design criteria as early as Sept 1980 
NQVARR0, J P Commonwealth Edison Co 80/09/16 3pp 


F Security, medical, emergency b fire protection plans 


8008280053 Notification of 900619,20 b 22 workshops in Valley Forge, PA, 
Chicago, IL b Atlanta, OA, respectlvaly,to solicit public 
comment re NlfREO-0696p "Functional Criteria for Emergency 
Response Facilities " 

GRIER, B H Region I, Phi ladelphla. Office of the Director 
0O/OS/tl 2pp 


G Adjudicatory correspondence 


8009120530 Forwards NRC insp repts of fabrication of facility reactor 
pressure vessel per request during BOOSt9 health committee 
public hearing N/o end 

GRIER, D H Region 1, Philadelphia, Office of the Director 
aO/OB/04 2pp 


000902041 L Responds to 0OOB22 Itr Docuiisents will be sent to Shoreham 
Opponents Coalition Vi HMD Technical Associates if spare 
copies are available Other interveners or consultants must 
be contacted if spare copies are not located 
DORDENICK.B fi Hearing Branch 4 80/08/28 ip 


8009040249 Forwards recently promulgated amends to emergency planning 
regulations U/o enc i s 

BORDENICKril M Hearing Bi anch 4 00/09/02 Ip 


8009170231 Forwards contractor rapts NunEO/CR-0742, NUREG/CR-0743 b 
NUREO/CR-O744i in response to BOOS2i request ifeliverod at 
600329 meeting N/o enc I 

BQRDENICK.B M Hearing Branch 4 80/09/00 gp p 


0009300001 Forwards DD Vassal lo 790927 b 1009 Itrs re TMI -2 followup 
actions b discussions of Lessons Learned Short-Term 
Requirements Remaining documents will bo provided when 
ava liable 

BQRDENKK, n M Hearing Branch 4 80/09/26 2p p 


H Antitrust correspondence 


8009190415 Re-requests update of Jan 1976 submission of antitrust info 
In accordance w/AEC Reg Guide 9 3 

8ALTZMAN, J Utility Finance Branch 80/09/16 ip 


0 Inspection reports, IE Bulletins L correspondence 


8009090065 Forwards IE Bulletin 80-07, Suppl I, "QtIR Jet Pump Assembly 
Failure " No response required 

0RI8R.B H Region 1« Ph i lade 1 phia. Office of the Director 
80/05/13 Ip 
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0009150159 Forwards IE Insp Rept 50-3=3/00-11 on a00i01-070i Mo 
noncomp 1 t anc« noted 

BRU'4I'ER.E J Aesion li Philadelphia. Praetor Operations Nuclear 
Support Oiranch 30/07/S*) Spp 


—8007150161 IE Insp Kept S0-3S3/80-II on 300601-0706 Mo none omp I lanee 
noted I'ajor areas inspected tours of f ac i 1 1 1 1 es. te s t 
uitnessing. revlcui of fire protection measures 8< OA review 
HICOINS, J C . LINVILLE.J C Rejlon 1. Philadelphia. Office of the 
Director K15TER.MB Region 1. Philadelphia. Reactor Operations 
Muclear Support Qranch 80/07/21 7pp 


0009130254 Responds to IE Bulletin 79-03A re lonjitudlnal weld defects 
In SA-312. Ttjpe 304 stainless eteel pipe 8A-312 piping used 
at f ac I 1 1 tv saliBfiBs criteria Sgs pressorc-tenp values 
louei than reduced allouable code 

hlGVARRO.JP Long Island Lighting Co 00/00/04 Spp 


0009030009 Forwards Revision I to IE Bulletin 00-17. "Failures of 
he rcurg-lfetted Matrli Relags in Reactor Protective Ogs of 
Operating Nuclear Power Plants Designed hg C-E " Written 
response required 

CRIER. D H Region I. Philadelphia. Office of the Director 
00/00/13 ]p 


0009030433 Forwards etnp tg binder for Increased Vol of preservice insp 
plan Inserts to cover util be sent at later date Suggests 
Section 0 he placed in second binder due to slie Requests 
that NRC act receipt of binder 

HOWRRO.J P Long Island Lighting Co 90/00/10 Ip 


8007120000 Forwards Suppl 3 to IE Bulletin 80-17. "Failure of Control 
Rods to Insert During Scraai at BUR " No written response 
required 

ORIER.B If Region 1, Philadelphia. Office of the Director 
eO/08/22 Ip 


0007100009 Forwards IE Circular 00-18. "lOCFRBO 59 Safetg Evaluations 
for Changes to Raduaste Treatment Sgs " No written response 
required 

ORIER.D H Region t. Phi lad elph la. Office of the Director 
80/00/22 Ip 


0007120160 Forwards IE Info Notice G0-31< "Halopera tlon of Oould-Droun 
Boverl 400 Volt Type lt-6003 U K-GOM 6000 Circuit Hreakers " 

No written response required 

ORIER D H Region t. Ph i ladelph la. Office of the Director 
80/06/27 tp 


0007230706 Forwards IE Circular 00-21. ‘Regulation of Refueling Crews " 
No written response required 

ORIER.n H Region 1. Ph I ladelph la. Office of the Director 
80/07/10 Ip 


007240315 Forwards IE Info Notice 00-32. "C lar if 1 ca tlon of Certain 
Requirements for Eic lusivo-Use Shipments of Radioactive 
latls " No written response required 

iRIER.D it Region 1. Philadelphia. Office of the Director 
10/09/12 Ip 


>9230003 Forwards relevant portions of IE Insp Repts SO-322/70-01. 
10-322/70-17 & 50-322/77-12. In response to 000731 1 tr 
JOROENICK. D M Hearing Branch 4 BI)/07/23 Spp 


Reportable occurrences. LERs 1* related corrospondonce 


007120120 Act receipt of 000724 Interim deficienev rept re power 
supply failure 

CARLSONiR T Region I. Ph I lade 1 ph ia. Reactor Construction t< 
Engineering Support Branch 80/06/01 Ip 


— 8007130123 Interim deflclancq rept re 24-volt dc power supplies w/ 
Batleg Controls Co electronic analog Instrumentation 
Followup rept will be submitted uithln 70 days 
NAVARRO. J P Long Island Lighting Co 00/07/24 2pp 


VMT 50-323 DIABLO CANVOIf NUCLEAR POWER PLANT. UNIT 2 


App 1 icat 1 on/cons true tion stage documents 8- correspondence 


*^000080 Forwards draft NUREO— 0696. "Functional Criteria for 
ergency Response Facilities " Comments requestod within 30 
|f Proposed implementation schedule for meeting criteria 
HUflEQ-0676 end W/o NUflEO 

■EHHUT. D 0 Division of Licensing 80/08/01 ll7pp 


0007020263 Forwards response to questions re Category 1 concrete 
masonry vral I s. samp 1 e calculation t pertinent location 
drawings. In response to NRC 800421 Itr 
CRAtfE.P A Pacific Oas t Electric Co 80/00/27 Sapp 


— 8009020263 "Plan Area A Elevation 107 Ft " 

» Pacific Oas Electric Co 77/12/11 Ip 


— 8007020268 "Plan Area M Elevation 100 Ft " 

« Pacific Oas «. Electric Co 78/02/24 ip 


— 8007020267 "Plan Area A Elevation 119 Ft " 

S Pacific Oas 4 Electric Co 80/07/15 Ip 


— 0007020270 "Plan Area H Elevation lt5 Ft '' 

* Pacific Oas e Electric Co 79/07/22 Ip 


— 8007020272 "Plan Area H Elevation 128 Ft " 

* Pacific Oas & Electric Co 70/10/30 Ip 


— 8007020274 "Plan Area K Elevation 185 Ft " 

a Pacific Oas S Electric Co 78/11/01 ip 


— 8007020275 "Finish Schedule 4 Interior Details '' 
• Pacific Oas «< Electric Co 77/12/12 Ip 


— 8007030277 “Miscellaneous Concrete Block Details 
* Pacific Oas «. Electric Co 70/07/27 Ip 


0009110707 Forwards request for addl Info to continue review ti 
evaluation far full power OL Info should be provided re lew 
power turbine discs b rotors b evaluation of turbine 
miss 1 les 

SCHNEMCER. A Licensing Branch 3 80/08/27 7pp 


6009090344 Advises that habitability aspects of facility control room 
comply w/i equlrements of Reg Guides I 78 b 1 9S b SRP. 

Sections 2 2 1-3 b 6 4 as specified In NURE0-0660. p er NRC 
800507 request Conclusion confirmed In Suppl 9 to 8ER 
CRANE. P A Pacific Cas b Electric Co 80/09/03 Ip 


8009180436 Forwarifs Revision 4 to “Description of 8ys Interaction 
Program for Se i smlca 1 1 g-induced Events " Requests that 
receipt of rept be ack 

CRANE. P A Pacific Oas i Electric Co 80/07/16 Ip 


--8007180493 "Description of Sys Interaction Program for Bcismlca I ly- 
Induced Events." Revision 4 

« Pacific Oas C. Electric Co 80/08/27 72pp 


8009250288 Forwards response to NRC 800606 Itr requesting addl info re 
shielding review, containment monitors b iodine sampling at 
facilities Monitors arc mutually redundant using separate 
power supplies from separate vital instrument busses 
CRANE. P A Pacific Oas b Electric Co 00/09/22 6pp 


E NRC Safety Evaluation Report iSER). suppls b correspondence 


B009090I7S Forwards Suppl 10 to facility SER covering THI-2-rttat«d 
matters M/o enc I 

8CMWENCER.A Licensing Branch 3 80/08/13 Spp 


F Security, medical, emergency b fire protection plans 


8007030337 Notifies of 000617.22 b 30 regional workshops re development 
of guidance for acceptable method for coping w/emtrgenc les 
at facility Requests that representative be sent 8ubd areas 
to be discussed Include function of facilities b location 
ENOELKEN. R It Region 5. San Francisco. Office of the Director 

80/08/12 2pp 


8007230337 Requests that all personnel be reminded of purpose of 
emergency notification sys b health physics network, Bys 
Installed for govt use during emergency 

EKOELKEN. R H Region 5. San Francisco. Office of the Director 
BO/Oa/22 3pp 


0OO715OS65 Requests addl info b commitments re NRC evaluation of 
emergency preparedness program for conformance u/NUREO-0654 
TEOESCQ. R L Assistant Director for Licensing 80/08/26 7pp, 


8007070612 Requests clarification of apparent omission of Itr of 
agraement between util b Field Ranch on Page 3-6 of Feb I7B0 
Emergency P lan> Revls 1 on 2. App 7 

SCHMENCER.A Licensing Branch 3 80/08/30 3pp 


DOCKETED ITEMS 


147 


00092^0049 FoTuariJs 8 Schueticer 800910 ifiemo to HR Denton re elleged 
inaccuracio-s in emergency plan te>t fle(tue«t« assistance In 
■jieterml nation at substanHat i on of alleged inaccuracies 
TEOESCOiR L Division of Licensing 80/09/11 Ip 


6009330220' Forwards lighting maps of protected area of facility In 
response to NRC request Maps latthheld (ref 10CFR2 7901 
RdSErD 0 Las Alamos Scientii’lc Laboratory 80/09/17 Ip 


0 Adjudicatory correspondence 


8009220213 Confirms 800702 teiccn re arrangements for mailing It 
delivery of security matls per ALAD-600 order Advises that 
mailing arrangements re sensitive info between Intervener 
San Luis Obispo Mothers for Peace L util are necessary 
NORTOIIi B Brute Norton 80/07/17 2pp 


8009030157 Esecuted amended affidavit of nondisclosure protecting 
licensee physical security plan Certificate of Sve enc I 
LEUISilf L Affiliation Unknoun 80/08/20 bpp 


8009030'6'B9 Response in opposition to Governor of CA motion for revision 
of nondisclosure affidavit ro secuiity plan Takes e'ception 
to Odvernop of CA 800014 *. 19 Itrs submitted In response to 
ASLAB order Certificate of 8vc end 

NQRTON^B . GEHR. A C . FUR BUSH. M H Pacific Gas & Electric Co 
00/08/21 7pp 


8009020071 Motion for JE Luco t MD Trifunac to provide testimony by 
000905 instead of 600902 Secretarial help unavailable 
MORDLINOER.H S Office of the General Counsel 00/00/37 Ip 


BC'0'9O3Oli2 Order scheduling Bopt^Nov 1780 security plan hearings 
Parties may move for supplemental evidence re issues 
reopened in seismic ALAB-S96i by 800919 State of CA motion to 
ravlta nondisclosure affidavit denied 

BISHGPtC J Atomic Safety and Licensing Appeal Panel 80/08/38 
lApp 


B009030i97 Response to ASLO 800814 order re util motion to load fuel U 
for low power tests Governor of CA & joint intorvenors' 
repllss should be stricken as failures to make substantive 
responses Certificate of Sve end 

CRANE. P A > OEHR.A C , NORTON. B Pacific Gas & Electric Co 
00/08/20 7pp 


6009110019 Request for 800925 site insp visit Security plan w/maps. 
diagrams tt safeguards contingency plan must be available for 
revitu by HH Broun. LC Lanpher.LO Oiuffrida.RE White tc 
OR Slevers uho will undertake visit 

DROWN. R H . GEORGIOU, B 8 . LANPHER.L C California, State of 
00/09/08. 2pp 


B009150404 Response to ASLB 800814 order re util 000004 motion for low 
power tests Urges summary dismissal of motion Security h 
saismlc issues not yet resolved t aro needed for low pouor 
testing 

aROWri.H H . LANPHER.L C. California. State of BROWN. H H Hill 
Christopher A Phillips 80/09/11 4pp 


6009140334 Response to ASLB 600814 order re util motion for low power 
testing. Urges dismissal of motion doe to reopening of record 
on security plan t seismic design Late discovery of Hosgrl 
fault warrants consideration of Class 9 accidents 
FLEISCHAKEB. D San Lois Obispo Mothers for Peace FLEI8CHAKER, D 
FlelacPaker. D 8 80/09/11 app 


60091A03dD Forwards UF Devine t RF Varkes combined testimony u/latter 
prof qua I i flea tions, per ASLB 000819 memorandum A order 
Eeplains sve process re repts mentioned In testimony 
HETCHEN.E. G Hearing Branch 4 80/09/12 2 pp 


— 0009140363 Combined testimony in response to ASLB B00819 memorandum A 
order.on Question 9 re geology A seismology repts New data A 
conclusions re LNG repts have no Impact on US05 position 
RF Verkas prof quel If icatlans end 

DEVINE, J F , YERKE8, R F Interior. Oept of, Oeologlcal Survey 
00/09/12 App 


0OO719OQ36 Forwards 800819 FR notice re upgraded emergency plan 
ragulatlons 

DAVIS.L D Hearing Branch 4 80/09/15 19pp 


8009220406 Rasponi* In opposition to util A NRC objections re State of 
CA 600902 statement of socurlty plan issues upon which 
participation Is requested. Chal lenged subjs are responsive 
to ASLB 800308 fourth prehearing conference order 
BR(»fN.H.H . LANPHER.L C , GEORG I DU, B 0 California. State of 
60/09/15 4pp 


0009220362 Farwards p lai nt i f f . San Luis Obispo Mothers for Peace, 
complaint for declaratory judgement, in junc tive relief A 
mandamus. d 1 squal 1 fy I ng UKHendrie from further participation 
in OL proceedings 

FLEISCHAKER. D Fleisthaker. D S FLE I SCHrlKER, D San Luis Obispo 

Mothers for Peace 80/09/16 20pp 


8009330616 Correction to State of CA 600908 interrogatories directed to 
NRC re security plan proceeding Certiricate Of SvC enc 1 
Related correspondence 

BROWN. H H ■ LANPHER.L C . GEORCIOU, D S California. State of 
00/09/16 4pp 


8009240544 Forwards RD Hubbard affidavit re need for Class 9 accident 
analysis to accompany joint Intervenois' reply to ASLB 
800314 order Related correspondence 
FLElSCHAKEfl. D Flelschaker. D S 00/09/19 Ip 


— 0009240546 Affidavit re need for Class 9 accident A sys reliability 
analyses of facility by util Analysis needed due to effect 
of reactor conlamina tlon on econontc cost A health risks 
CEO B00320 Itr end Related correspondence 
HUBDARB. R B MHB Technical Associates 60/09/17 IQpp 


— 6009240550 Submits conclusion of study on NRC regulations A policy re 
environ analysis of possible nuclear accidents under NEPA 
Typical EI6 does not consider or analyie possibility of 
■najor accident in Class 9 category 

6PETH. O Council on Environmental Quality 0O/O3/2'O 4pp 


8009260469 Notice of 001020 evidentiary hearings in 8an Luis Obispo. CA 
re ASLAB 800624 dec 1 s ion. ALAB~59S. wh ich reopened seismic 
Issues 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/09/23 

ip 


1< General correspondence 


8009090534 Urges use of influence for speedy A successful approval 
of facility Industrial A agricultural production could be 
jeopardised 

BLOTT.N Affiliation Unknown 80/07/23 Ip 


8009110382 Urges opening of facility as necessary enterprise in area 
Newspaper articles enc 1 

BRADBURV. V A Affl 1 latlon Unknown P0/08/OS 4pp 


8009170200 Responds to 800326 Itr to President Carter re delays 
in licensing process Delays attributed to seismic 
re-evaluation of fac i 1 1 ty. I essons learned from TMI accident 
A public hearings re safety A security 
SCIllfENCER.A Licensing Branch 3 80/00/22 5pp 


6009030581 Requests that facilities be certified foi startup operations 
!< plans for RY81-B3 be devloped u/o delay, CA could face 
serious power shortages Electronics industry A economy could 
bo adversely affected 

<7ARCIA.M California. State of 80/08/35 Ip 


8009050342 Urges donial of licensing Diablo Nuclear power plant A 
any other plants 

SCHUMACHER. J Af f 1 1 ia 1 1 on Unknown 80/0B/27 Ip 


0009100457 Ack receipt of 800705 Itr A forwards Friends of the Earth 
Class 9 petition A Director's decision on petition W/o end 
BCHWCHCER.A Licensing Branch 2 80/00/27 3pp 


— 8009100463 Requests Director's decision on Friends of the Earth 
petition to consider Class 9 accidents in supplemental EfB 
FRIESEMA.H P Northwestern Unlv 80/07/05 ip 


0009220042 Responds to 800319 lt>‘ opposing licensing of facilities 
NRC has reacted positively in light of TMI accident to 
improve safety at alt nuclear plants in operation A under 
c onst 

SCHMENCER.A Licensing Branch 3 00/07/03 ip 


8009180248 Responds to 0OO4S2 Hr to President Cater re potential 
radiological risks at facility NRC has re-siamlnsd plant for 
conformance to fuel loading A low power testing 
requirements 

SCHWENCEfl.A Licensing Branch 3 80/09/09 3pp 


8009290054 Forwards 000830 Hr to util requested by C Neiburger of 
Telegram Tribune on 800909 re alleged inaccuracies in 
emergency plan test Matter must be resolved prior to 
issuance of full power OL 

EIGENHUT. D. ■0 Division of Licensing 80/09/10 Ipp 
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0009300395 Responds to 790920 1 tr to President Carter r* coneern over 
^ of^ect o( low level rad lat i on< storoje & transportation of 
hffh le/el raduiaste t abilitv of plant to withstand seismic 
acitivitij Fact sheets addressinp concerns one I 
MIRAOLIAiF Licensing Branch 3 80/09/19 d>pp 


— 6009300306 Forwards misdirected T Oofse l 790920 Iti to President Carter 
re effects of low level radiation Requests response 
RATHKCPF. C L Energii. Dept of 80/01/22 3pp 


H Utilitii Firial Safety Analysis Report (FSAR) t amends 


6009090514 Forwards Amend BS to OL applicatloni Including tiiatl for 
Chapters 4,13,14 t 17 of FSAB 

CRANE. P A Pacific Cas I Electric Co 00/09/03 2pp 


— 0007090520 Amend 85 to OL app 1 Ic a t Ion, i ni lud ing mat! for FSAR Chapters 
4, 13. 14 t 17 

SCHUYLER, J O Pacific Oas «■ Electric Co 00/00/20 7pp 


— 0009090526 Revision to FSAR. inc 1 ud Ing isatl re OA it conduct of 
operations for Chapters 4.13,14 6 17 
• Pacific Oas 8- Electric Co 00/08/31 403pp 


0 Inspection reports. IE Bulletins L correspondence 


8009260299 FoTwards IE Info Notice 80-29, ''Droien Studs on Terry 
Turbine Steam Inlet Flange “ No written response required 
ENOELItEhl. R H Region 5. San Francisco, Office of the Director 
BO/0B/O7 Ip 


800903027Q Forwards Revision 1 to IE Bulletin 00-19. "Failures of 
Horcury-Netted Hatrlc Relays In Reactor Protective Bys of 
Operating Nuclear Power Plants Designed by C-E " Nrltten 
response required 

EHOELKENcR l( Region 5, San Francisco. Office of the Director 
00/08/ I 3 Ip 


8009390303 Forwards IE Info Notice 80-37, "Degradation of Reactor 
Coolant Pump Gtuds " No written response required 
ENOELKEI’.R H Region S, San Francisco. Office of the Diroctor 
80/00/ le 4pp 


0009160191 Forwards IE Circular 60-16. “lOCFHSO 57 Safety Evaluations 
for Changes to Radwaste Treatment 8ys '' No written response 
required 

ENOCLKEN, R H Region S. San Francisco. Office of the Director 
SO/OO/SS 1 p 


0009120450 Forwards IE Info Notice 00-31. "lialoperation Of Ooul d-Orown 
Doverl >180 Volt Type K-600S t K-OON 6008 Circuit Breakers " 

No written response required 

ENOELKEIl, R H Region 3. San Francisco. Office of the Director 
00/08/27 Ip 


T Hearing transcripts on non-ant I trust matters 


0009090779 Testimony in response to ASLAS 000607 order, ALA0-6O4 
LBCO.E . N0RDHN5EB.H S Luco. J E 80/09/04 71pp 


0009090652 Testimony in response to ASLAB 800007 order, ALAB-604 

TRiFUNAC.fl Southern California. Unlv of NOflDLINCER.H 8 Office 
of the Qenerai Counsel 00/09/05 I82pp 


8007160360 Forwards JF Devi no ? RF Yerkes combined testimony w/latter 
prof qwal 1 ficat Ions, per ASLB 000819 memorandum Ic order 
Eiplains SVC process re repts montionod In testimony. 

KercHEN,E 0 Hearing Branch 4 80/09/12 2 pp 


— 8009160363 Combined testimony in response to ABLB 800819 memorandum & 
order, on Question 9 re geoloty it seismology repts Neu data 6 
conclusions re LNQ repts have no impact on USOS position 
RF Veries prof qualifications end 

DEVINEid F Interior, Dept of. fieologtcal Survey 80/09/12 App 


U Congresslonal/Eiecutive Correspondence 


8009110314 Responds to 800530 Itr re facility licensing status Major 
const completion delays result of seismic re-evaluation ti of 
Tfl I -2 Lessons Learned Task Force reconmendatloni Facility 
oiill not be aulhorlied to load fuel until approi 1981 
DIRCK8,if x) Office of the Executive Director for Operations 
80 /08/St 2pp 


— 8009110520 Urges prompt completion of necessary requirements for 
granting facility license Delays result in Increase in 
constituent util bills Bequests licensing status 
SHUKHAY. N D House of Rep 80/03/30 Ip 


8009220253 Provides status of KRC efforts re final licensing of 
facility Further actions will be required by AGLAB. ABLB it 
Commiss 1 on 

DtRCK8,U J Office of the Eiecutive Director for Operations 
00/09/17 2pp 


DOCKET 50-324 UBUNSlflCK 9TEAM ELECTRIC PLANT. UNIT 2 


F Security, medical, emergency 6 fire protection plans 


8009S302S2 Requests that all personnel be reminded of purpose of 
emergency notification sys 6 health physics network Sys 
installed for govt use during emergency 

O'REILLY. J P Region 2, Atlanta. Office of tha Director BO/OB/32 
IP 


8007090402 Submits revised schedule for submittal of revised emergency 
plan, as specified by 800819 final rule revising 10CFR50 !, 

70 

UTLEY, E E Carolina Power * Light Co 80/09/02 Ip 


0 Adjudicatory correspondence 


6009220120 Forwards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal of info by 801101 

IPPDLITa, T A Operating Reactors Branch 2 80/00/29 2pp 


— 8009220122 Order for mod of Licenses DPR-62 it OPR-71 to add info ublck 
fully responds to NBC request for info re environ 
qualification of saf ety-rs latsd electrical equipment. In fo 
should bo submitted by 801101 

EISENHUT, D O Division of Licensing 80/08/29 6pp 


H Ooneral correspondence 


0009120437 Advises of BWR owners group organl rat i anal changes it that 
future correspondence bo forwarded to DB Waters Future 
requests for util action should be addressed to Individual 
licensees applicants 

MATERS, 0 B Carolina Power Ic Light Co 80/09/09 2pp 


P Operating license stage documents Ic correspondence 


8009110554 Suppis NRC B00707 request for proposed Tech Specs changes re 
scram discharge vo 1 vent it drain valves, 6 reactor 
protection sys t control rod block limit switch surveillance 
r aquiremeh t s Class III license foe to be submitted w/change 
EIBEIIHUT. D O Division of Licensing 90/07/22 22pp 


8009020277 Submits interim criteria for shift staffing to all OL I. CP 
licensees 6 app I Icants, per NRC 800307 Itr Discusses 
administrative provisions for emergency U overtime work 
Development I. implementation to be reviewed within 90 days 
EIEENtWT, D 0 Division of Licensing 90/07/31 7pp 


0009080080 rorwards draft NUREO-0696. "Functional Criteria for 
Emergency R.esponse Facilities “ Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREC-069& end M/o NUREO 

EISENHOT, D 0 Division of Licensing 80/08/01 il7pp 


8009230032 Informs that exemption from fee re licensing action 
associated w/TMf-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should Include proposed class of amend 
EISEHHur. D O Division of Licensing 80/08/07 60pp 


0009040309 Advises that two specific Event 5 valve configurations de 
not exist at facility per review of response to 800283 Itr 
"Primary Coolant Sys Pressure Isolation Valves,'' technical 
evaluation rept end 

IPPOLITQ, T A Operating Reactors Branch 2 80/08/08 3pp 


--8009040315 "Primary Coolant Eys Pressure Isolation i/alvas. " technical 
evaluation rept 

NO ELL. P M , ST I L WELL, T C Franklin Institute/Franklin Research 
Canter NRC-03-79~ I 18 00/07/21 3pp 
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aO{5919'Ot70 Forwards iNUREC-0<iil . "Kark I Containment Lona-Term Program 
SER Resolution of Oensric Technical ActlvitM A-7 “ Rept 
discusses generic suppression pool hgdrodgnamlc load 
definition M/o end 

IPPOLITO. T A Operating Reactors Branch 2 80/09/20 2pp 


800^030163 Forwards ne*i5ion 1 to IE IluJlctin 00-19. ’Fallui 
Kercurg-Wetted Hatrii Relags in Reac toi Protecllse Ogs of 
Operating Nuclear Power Plants Designed bg C— E ' llrltten 
response reauired 

O'REILLY J P Region P. Atlanta- Office of the Director 

ip 


os of 


80/00/ IS 


B009530772 Notif icat i on of 800905 meeting u/utll in Bethesda.MD to 
discuss procedure for amending QLs to add addl ouners 
UILSCll. J tl Licensing Branch 1 BO/OB/29 4pp 


8009D90'4 49 Forwards updated outage schedule re MarV I containment 
program mods Containment mods to conclude in Mag 1902 Plant 
unigue analgsii scheduled to be completed lo June 1781 
UTLEY. E E Carolina Power J. Light Co 80/09/02 2pp 


90091 90047 Advises of accep tab 1 1 1 tg of 791227 response to NRC 791107 
Hr re ECCB evaluation models dealing ui/fuel cladding 
sweiling t incidence of rupture 

tPPOLITO. T A Operating Reactors Bianch 2 80/09/03 2pp 


8009170166 Forwards "Recoverg of Radioactive Hatl from Brundulcli 
County Landfill near Southport. NC. " final rept 
FimR. B J Carolina Power U Light Co 80/09/05 Ip 

— 8007170191 “Recoverg of Radioactive Matl from Brunswick County Landfill 
Near Southport. NC. " final rept 
* Carolina Potuer hi Light Co 80/09/05 3Bpp 


— 0009170197 “Radiation Control !i Test Procedure 3280. Rad loactlve Matl 
Recoverg Procedure " 

• Carolina Power t Light Co 80/05/01 Spp 


0009160040 Forwards IE Into Notice 00-30. 'Potential for Unacceptable 
Interaction Between Control Rod Drive Scram FunctlPn t 
Monesscnlial Control An at Certain Ct BWR Facilities Mo 
specific action or i espouse requested 

O'REILLV.J P Region 2. Atl.inl.i. Off lie of the Diicctor BO/00/19 
Ip 

0009230059 Submits response to IE Bulletin 00-20 He s t i nghous e Tgpo 14-2 
control switches not used in s af e t g-ro ) aled applications 
FURR.H j Carolina Power fi Light Co 90/00/19 Ip 

8009230000 Submits response to IE Sullstiii 00-19 tiei curg-wo t tod rolngo 
are not used in reactor protection sys 
FURR. D J Carolina Powor 5 Light Co BO/OO/IO Ip 

6009330005 Submits addl info la Item 3 of IE Bulletin 00-02 Feodwalor 
spargers wei e evaluated t do not requite essential oqulpment 
classification 

FURR. B J Carolina Power t* Light Co 60/0Q/19 2pp 


0009090638 Ack rdcoipt of OJ Furr 000703 Itr idontifying corrective 
measures for noncomp I lane e noted In 60061 I Itr t payment of 
proposed civil ponalties 

STELLO. V Office of Ins poet ion t- Enforcement. Office of the 
Director &0/0B/2O Ip 


8009160376 Forwards results of review of ECCS equlpniont avai lab i 1 i ty 
u/dc pouar supply failure 

UTLEY. C E Carolina Power hi Light Co 80/09/11 4pp 


8009170400 Summarg of 800905 meeting w/CPlL hi NC Municipal Power Agency 
3 in Bethesda.MD re procedure for OL & CP amends 
UILSON. J R Licensing Branch 1 80/09/12 7pp 


8009230438 Forwards proposed revisions to Tech Spec s. implementing 
changes requested by NRC 800702 Itr re TKI Lessons Learned 
requirements Proposed license conditions end 
WTLEY.E E Carolina Power h- Light Co B0/09/I6 4pp 


— 0007230437 Proposed revisions lo Tech Specs. Pages 3/4 3-51 hi 52, 
B 3/4 3-3. 6-5. 6— 6 re post-accident monitoring 
Instrumentation hi min shift crew composition 
d Carolina Power h- Light Co 80/09/16 lOpp 


0009120072 Forwards SuppI 3 to IE Bulletin 80-17. "Falluro of Control 
Rods bo Insert During Scram at DliR '' Niltten roiponse 
r eqw 1 red 

□ 'REULY, JP Region 2 Atlanta, Qfflco of III* Director 00/00/20 

Ip 


8009160134 Forwards IE Circular 00-10. "10CFR50 S9 Safety Evaluatloili 
for Changes lo Radwaste Trootment Sgs “ No written i esponso 
requ 1 red 

O'REILLV.U P Region 2. Atlanta. Office of the Director 60/00/B2 
Ip 


0009020321 Responds to 0OO0O1 notice of proposed imposition of civil 
penalty ro Improper disposal of ladloactivc matl Corrective 
action token new procedure Implemented lo remove lodloactlve 
matl Penalty foe enti 

JONtS. J A Carolina Power 4 Light Co CiO/00/27 7pp 


0 Inspection reports, IE Bulletins h coi respondence 


8009090055 Forwards IE Bulldbln 90-07, Suppl 1. “BWH Jet Pump Assembly 
Failure '■ No response required 

O'REILLY. JP Region 2, Atlanta. Office of the Director 00/05/13 

Ip 


B0O9I 50329 Forwards IE Insp Repts 50-324/80-26 t 50-385/00-29 on 
800601-30 No noncompl lance noted 

LEltlS.R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/07/24 2pp 


—0009150375 IE Insp Septs 50-324/80-26 h, 50-325/80-29 on 800601-30 
No noncompliance noted Major areas Inspected control room 
observations. Uni t I refueling operati ons. review of plant 
logs, tour of vital areas h. physical security 
OUZT8. J £ Region 2. Atlanta. Office of the Director 
KELLOGO.P J Region 2, Atlanta, Reactor Opdrations Nuclaar Support 
Branch 80/07/23 3pp 


8009S40273 Forwards IE Insp Repts 50-324/80-23 U 50-325/80-26 on 
800602-06 No noncomp 1 lance noted 

LONO.F J Region 2, Atlanta. Office of the Director 80/08/04. 

2pp 


—8009240284 IE Insp Repts 50-324/80-23 h. 50-325/80-26 on 800602-06 No 
none oisp 1 lance noted Major areas Inspected site environ 
dionltorlng h. circumstances surrounding 800222 radioactive 
aiatl release from auiillary boiler sgs 

LONO.F J I HARSH. R J Region 2, Atlanta. Office of the Director 
HARDIW.A R Region 2. Atlanta. Reactor Construction hi Engineering 
Support Branch 80/08/04 I5pp 


80091 100P7 Responds to NRC 000001 Itr re violations rioted in 11 irivp 
ropts Corrective actions radiatlo-ii protection program 
improved S> offsito disposal of potentially corslaml naked 
matl terminated 

JQf'ES. J A Carolina Power Si Light Co 80/00/2/ l7pp 


8009120290 Forwards IE Info Notice 00-31, "Ma lopara 1 1 on of Oould-Droun 
Boveri 480 Volt Typo K-600S * K-DON 6006 Circuit Break ere " 

No written rospense required 

.O'REILLV.J P Region 2. Atlanta. Orfice of the Director 00/00/27 
Ip 


0009240370 Responds to IE Bulletin 60-15 Emergency notification sys 
powered from Cencrator 2 during loss of offsite power 
Diesel generator actual load test is scheduled for Fall of 
19B0 

FURR. 0 J Carolina Power h, Light Co 00/00/27 2pp 


8009110662 Responds to IE Bulletin 00-17. Suppl 3. re failure of 76 of 
185 control rods to fully insert during scram at OUR Item 1 
not applicable Periodic Test 1 1 2P revised 
FURR.B J Carolina Power h, Light Co 80/00/20 Ip 


8009230526 Forwards Revision 1 to IE Bullatin 79—26. “iBoron Loss rrom 
BUR Control Blades " Uritten s'osponse required 

O'REILLV.J P Region 2, Atlanta, Office of the Director B0/&8/29 
Ip 


8009240329 Ack receipt of 800711 h. 0011 Itri Informing NRC of slept 
taken to correct vlalotlons noted In IE Insp Repts 
30-324/80-20 «. 50-323/80-23. 

MURPHY. C E Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch 00/09/03 Ip 


8009020199 Submits response to IE Bulletin 80-17. Suppl 1 No design 
deficiencies have been noted which would preclude scram 
discharge vol from performing required functions 
FbMRr B J Carolina Power hi Light Co 80/08/07 2pp 


• 8009240340 Responds to NRC 000617 Itr re violations notod In |r Insp 
Repts 50-324/80-20 6 50-325/00-23 Corrective actions 
procedures astablJshed ro site eiig I neer I ng. QA/QC acceptance 
of surveillance data f* insdrvice Insp 

TOULISON. A C Carolina Power if Light Co 80/08/11 2 pp 
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-aC>092>10356 Responds to NFIC 000611 Hr re violations noted m IE Insp 
Rept. 50-324/00-20 U 50-325/20-23 Corrective 

reorjaniiatlon of inservice lOsp ui 1 1 irate future submittals 
TOLLlSCNfft C Carolina Pouer 5 Light Co 00/07/11 4pp 


— 0009230727 LEH BO-050/03L-0 on 000021 . sui teh 5 at a-D2l-P]S-W2|B 
Diirton Model SDB faurid out of calibr Probably cauaod by 
4ccident«ii bu4T)phig by personnel during refueling oulagc 
Suiitch ^ instrument rocallbr fx returned to sve 
TQLLISONdA C Carolina Pouer it Light Co 00/09/10 2pp 


— B009240363 PorL-ards IE Inap Jlepts 
000527-30 4 notice of violation 
MJRPHyi C E Region 2. AtlantOf 
Support Branch BO/06/J7 2pp 


50-324/00-20 U S0-335/G0-23 on 
Reactor Construction U Engineering 


8009230459 RO on BOO0l9<fire support group tripped fire protection 
deluge valve on SO-fl elevation of diesel generator bldg in 
ventilation intake Fan room Valve actuator aim facing seal 
found clacked fc actuator solenoid relag mlsarfjustod 
TOLLISOll.A C Carolina Power b Light Co 00/09/13 Ip 


-8009240360 Kotice of violation From Insp on 000527-30 

« Region 2, Atlanta, Office of the Director 00/06/16 


-8009240374 IE losp Repts S0-324/G0-2O V 50-325/80-23 on 000527-30 
Nonuonpllance noted Inservtce insp program Incomplete U 
suTve 1 1 lance activity procedures not established or 

MtfiorrrR*"^ Region 2. Atlanta, Reactor Construction 6 Engineering 
Support Branch DLAHE, J J Region 2, Atlanta, Office of the 
Director BD/06/16 5pp 


0OO92SO26S Special rept while performing insp to deteraiina fin dc,T 
oper abl 1 1 tij- d □ t ermiried that three doors inoperative Caused 
bg door closers In need of adjustment Closers roadjustod t< 
returned to operability 

TDLLISOILA C Carolina Power t. Light Co 00/09/16 Ip 


0009260635 Forwards LER G0-066/01T-0 

FURR.U J Carolina Power Light Co 80/09/19 tp 


SOO929O207 Forwards IE Circular 00-31, "Regulation of Refueling Crews 
Mo written response regutred . ^ 

0‘'REILLV>J P Region 2, At lar ta, Orflce of the Director 80/09/(0 
5pp 


--0009260630 UER 80-066/OIT-0 on 000907, raac tor core isolation toolle| 
turbine tiippod on high turbine cihaust pressure Caused by 
Improper valve positioning apparontly due to personnel 
error 

TOLLIBCN, A C Carolina Power K Light Co 00/09/19 6pp 


8009100365 Responds to 000027 I tr re notice of violation concerning 
improper disposal of r a d i oac 1 1 ve I y contaminated matE & 
problems in Implementation 6 aijt of radiation pretectian 
program Related correspondence 

JONES, J A Carolina Power 6 Light Co 00/09/12 Ip 


B009300D42 Acl receipt of payment of civil penalties {< utti 000027 I tr 
re measures taken to correct Items of nancomp 1 lance Measures 
will be reviewed during sobseguent tnspi to determine 
effectiveness In preventing addl noncpmp 1 1 ante 
SrELLD.V Office of Inspection U Enforcement, Office of the 
Director 00/09/12 ip 


0009270200 Forwards updated UER 0O-O33/O3L-1 

rOLLIBnN,A C Carolina Power 6 Light Co 00/09/19 tp 


—0009290307 Updated LCR B0-033/03L-1 on 000219. while attempting te Its 1 
3A RliR room cool er > coo ler blower motor tripped on magnetic) 

Caused by law breaker magnetics setting Breaker magnetics 
reset i bvaaker sa t i sfac t uri 1 y tested 

TOLLESD'l, A C Carolina Power 6 Light Co 00/09/19 ip 


0009300474 Forwards updated LER 0O-O62/O1T~1 

7OLLI0QN, A C Carolina Power 6 Light Co 80/09/24 Ip 


8009230693 Forwards 90-day response to IE Dulletln 77-010, re environ 
(^ualtricatlon of electrical equ t pment Add 1 qualification 
data will he submitted upon availability Response available 
in Central Files only 

UTLEV. E £ Carolina Power t, Light Co 00/09/19 Ip 


■0009300479 Updated LER 80-062/OtT-l on 000907, during unit 2 reader 
core Isolation cooling flow rate testireactor core isolation 
cooling turbine tripped on high turbine eihaust pressure 
Caused by personnel error 

raP.LISOW, A C Carolina Power ti Light Co 00/09/24 6pp 


R Periodic operating reports t, related covrespondene e 


8009160260 Forwards monthly operating repts for Aug 1900 
TOLLISOtJjA C Carolina Power 4 Light Co 00/09/09 Ip 


— 0009160263 Monthly operating repts for Aug 1900 

tflLLIS. E Carol inp Pouer b Light Co 00/07/03 lOpp 


S Reportable occurrences, LERs 4 related correspondence 


0009020380 Forwards LER 0O-O57/O3L-O 

TOLL I BON, A C Carolina Power 4 Light Co 00/08/26 ip 


—8009020391 LER BO-057/03L-0 on 000728, during tallbr 4 Functional check 
p erformanc e, low level switch 2-D21-Lt8-ND31C-3, Varway Model 
4418ci ac tuated at 133 SO Inches water applied Caused by 
instrument drift Switch recalibr 4 returned to sve 
TOLLlSOhLA C Carolina Power 4 Light Co 00/00/26 Ip 


9009150160 Part 21 rept rc teaks in heat eichanger tubes of calandrla 
type radvaste evaporator at facility Cause attributed to 
corrosive attack Evaporator unit out of sve pending repair 
of leaks in tubes 4 shell 

BENNETT. R C Whiting Corp 80/09/03 3pp 


0009100433 Submits special rept re G00B03 total loss of power to 
Emergency Dus E-3 Caused by Improperly grounded welding 
machine Welding cables rerouted 

TOLL ISDN, A C Carolina Power 4 Light Co 00/09/04 2pp 


DOCKET 50-323 ORUNSWICK 9TEAM ELECTRIC PLANT, UNIT 1 


F Becurlty, medical, emergency 4 fire protection plans 


0009230252 Requests that all porsennol bo reminded of purpose of 
emergeocy notification sys 4 health physics network 6yi 
Ihstalted for govt use during emergency 

O'REILLY, J P Region 2, Atlanta, Office of the Director 0O/O&/5J 
ip 


□009090402 Bubmils rovisod schedule for submittal of revised taergi-cy 
plan, as specified by 800819 final rule revising 1OCFR50 It 
70 

UTLEY, E E Carolina Power 4 Light Co 00/09/02 ip 


fi Adjudicatory correspondence 


0009290120 Forwards order requiring info supporting environ 
qua I I f i cat I an of safety-related electrical equipment 
Requests submittal of info by 801101 

IPPOLITO, T A Operating Reactors Branch 2 00/00/29 2pp 


■0009220122 Order for mod of Licenses DPR-62 & DPR-7i to add info* 
fully responds to NRC request for Info re environ 
qualification of saf o ty-ro lated electrical equipment Info 
should be submitted by 801101 

EIBCNHUT. 0 O Division of Licensing 00/00/29 6pp 


H Oeneral correspondotico 


8009100570 RD 00-062 on 800907, d urlng reactor cor* isolation cooling 
flow rate test at 150 pslg pretsurei RC IC turbine tripped on 
high eihaust pressure Caused by manually operated stop check 
in Bihauit to torus found in locked closed position 
TOLLIBOIf, A C Carolina Power 4 Light Co 80/09/08 3pp 


0009120437 Advises of BWR owners group organl ia t Iona 1 changes 4 thll 
future correspondence be forwarded to OD Waters Future 
requoets for util action should be addressed to Individual 


licensees k applicants 

WATERS,!) 0 Carolina Power 4 Light Co 00/09/09 


2pp 


8009230719 Forwards LER 80-050/03L-0 

TOLLISOM.A C Carolina Power 4 Light Co 


Ip 


00/09/10 
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P Operating license stage documents 1 correspondence 


8007110954 Suppls NRC 000707 request Par proposed Tech Specs changes re 
scram discharge vol vent drain valves. V reactor 
protection svs control rod blact limit Suitch surveillance 
requirements Class III license Pee to he submitted u/change 
EISENHUTi 0 0 Division of Licensing 60/07/22 22pp 


B0090202'?7 Submits interim criteiia Por shift staffing to all OL fr CP 
licensees appl icants. per NRC 600507 1 tr Discusses 
admlnistrat ivo provisions for emergency i overtime wort 
Dsvelopment & implementation to be revieued uiithln 90 days 
EISEMHUT.D G Division of Licensing 80/07/31 7pp 


0OO9OBOO3O Foriuards draft NUnEC-0696. "Functional Criteria for 
Emergency Response Facilities ' Comments requested lulthin 30 
days Proposed implementation schedule for meeting criteria 
of NUnEG-0d>9& end Ufa NUR£G 

EISEhIHl/T, 0 O Division of Licensing 60/08/01 119pp 


8009230032 Informs that oiomption from fee re licensing action 
associated ui/T<iI~2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 

EISENHUTi D O Division of Licensing 80/08/07 60pp 


8009040309 Advises that tuo specific Event 5 valve c onf i gura t 1 ons do 
not exist at facility per review of response to 800223 Itr 
"Primary Coolant Sys Pressure Isolation Valves." technical 
evaluation rept enc I 

IPPDLITOi T A Operating Reactors Branch 2 60/08/06 3pp 


— B0090403I5 “Primary Coolant Eys Pressure Isolation Valves." technical 
evaluation rept 

ROELLiP N . STJLUELL.T C Franklin Inst i tuto/Frank 1 In Research 
Center NIRC-03-79-1 18 80/07/21 5pp 


8009190570 Forwards NUREG-0651. "Mark I Containment Long-Term Program 
SER Resolution of Generic Technical Activity A-7 " Rept 
discusses generic suppression pool hydrodynamic load 
definition M/o end 

IPPOLirO. T A Operating Reactors Branch 2 80/08/20 2pp 


8009230438 Forwards proposed revisions to Tech Specs, imp lementing 
changes requested by NRC 800702 Itr re TMI Lessons Learned 
requirements Proposed license conditions end 
UTLEVrE E Carolina Power fc Light Co 80/09/15 4pp 


—0009230439 Proposed revisions to Tech Specs. Pages 3/4 3-Sl fc 32. 
D 3/4 3-3. 5-3< 5-5 rc pos t-ac c i den** monitoring 
ins trunsniation t min shift crew compositinn 
» Carolina Power t Light Co 00/09/15 lOpp 


Q Inspection leports. IF Bulletins \ coi respondence 


9009090035 Forwards IE Bulletin 90-07.Soppl 1. "BWa Jet Pump Assembly 
Failure ” Mo response leqoired 

O'REILLV. J P Region 2, Atlanta. Octice of the Director 80/05/13 
I P 


8009150329 Forwards IE Insp Repts 50-32.1/80-25 F 50-325/80-29 on 
000501-30 Mo noncomp 1 1 anc a noted 

LEIflS'R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 60/07/24 2pp 


—8009130373 IE Insp Ropls 50-324/80-26 F 90-325/80-29 on 800601-30 
Mo noncomp llancc noted Major areas inspected control room 
observatl ons. Uni t 1 refueling operat i ons. review of plant 
logs, tour of vital areas t< physical security 
OUZTS. vl E Region 2. Atlanta. Office of the Director 
KELLOGG. P \) Region 2. Atlanta. Reactor Operations Muclear Support 
Branch SO/07/23 3pp 


8009240273 Forwards IE Insp Repts 50-324/60-23 * 50-32S/BO-26 on 
800602—06 No noncomp 1 lance noted 

LONO.F J Region 2. Atlanta. Office of the Director 80/08/04 

2pp 


— 90092.J02B4 IE Insp Repts 30-324/80-23 «. 50-325/80-26 on 800602-05 No 
none oinp 1 i anc B noted Major areas Inspected site environ 
monitoring t c i r c umstances surrounding 000222 radioactive 
matl release from autiliary boiler sys 

LONO.F J . MARSH.fl J Region 2. Atlanta. Office of the Director 
HARDIN. A K Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch 80/08/04 lOpp 


8009230772 Notification of 800905 meeting w/vtil in Detliesda.HD to 
diecuss procuduro for amending OLs to Odd addi owners 
RILBUN. d N Licensing Branch 1 00/08/29 4pp 


8009090446 Forwards updated outage schedule re Mark I containment 
program mods Containment mods to conclude In May 1902 Plant 
unique analysis scheduled to be completed In June 1981 
UTLEV, E E Carolina Pawer I Light Co 00/09/02 2pp 


80-09190047 Advises of acceptability of 791227 response to NRC 791109 
Itr re ECCS evaluation models dealing w/fucl cladding 
suelling tc incidence of rupture 

IPPOLITO. T A Operating Heacters Branch 2 80/09/03 2pp 


8009170165 Eoriuards "Recovery of Radioactive Matl from Brunswick 
County Landfill near Southport. NC. ‘ final rept 
Fl/PR. Q J Carolina Power fc Light Co 80/09/05 tp 


3009020199 Submits response to IE Bulletin 00-17. Suppl I No design 
deficiencies have been noted which would preclude scram 
discharge vol from performing required functions 
FURR. B J Carolina Power Fi Light Co 30/08/07 2pp 


8009030163 Forwards Revision 1 to IE Bulletin 30-19. "Failures of 
Me« cury-llettcd Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Uritten 
response required 

O'REILLY. J P Region 2. Atlanta. Office of the Diiector 80/08/15 
IP 


8009160040 Forwards IE Info Notice 00-30. "potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function F 
Noncssentlal Control Air at Certain GE DNR Facilities " No 
specific action or response requested 

O'REILLV. JP Region 2. Atlanta. Office of the Director BO/09/19 
IP 


— 0009170191 "Recovery of Radioactive Matl from Drunsuilck County Landfill 
Near South por t. NC. " Pinal rept 
» Carolina Power f. Light Co 00/09/05 38pp 


— 8009170197 "Radiation Control F Test Procedure 3280. Radioactive Matl 
Recovery Precedure " 

e Carolina Power F Light Co 00/05/01 8pp 


3009230059 Submits response to IE Bulletin 80-20 Nestloghouse Type W-2 
control switches not used in safety-re lated applications 
FURR.B J Carolina Power F Light Co BO/08/19 Ip 


8009230000 Submits response to IF Bulletin 80-19 Mercury-wotted relays 
are not used In reactor protection sys 
FURR.B J Carolina Power Light Co 30/03/19 Ip 


8009160375 Forwards results of review of ECCS equipment availability 
w/dc power supply foiloie 

UTLEV. E £ Carolina Power 1 Light Co 80/09/11 4pp 


8009230085 Submits add 1 info re Item 3 of IE Bulletin 00-02 Feedwater 
spargers were evaluated F do not require essential equipment 
classlf icatlen 

FURR.B J Careilna Power F Light Co 80/08/19 2pp 


8009170400 Summary of 800905 meeting u/CPFU F NC Municipal Power Agency 
3 in Bethesda.MD re procedure for OL F CP amends 
UIL30N. Jff Licensing Branch 1 80/09/12 7pp 


3009190425 Application to amend License DPR-71 to revise Tech Specs by 
changing temporary spec issued N/Amend 29 re safety relief 
valve settings Effective end date of spec will be extended 
until completion of T-quericher mod 

UTLEV. E E Carolina Power F Light Co 80/09/15 2pp 


— 6009190429 Proposed Tech Spec change for Page 3/4 4~4 re safety relief 
valve settings End dote of temporary spec issued w/Amend 29 
will be extended until completion of T-quencher mod 
s Carolina Power F Light Co 80/09/15 }p 


8009090530 Ack receipt of BJ Furr S00703 Itr identifying corrective 
measures for noncomp 1 i ance noted in 800511 Itr F payment of 
proposed civil penalties 

STELLOi V Office of Inspection F Enforc ement. Office of the 
Director 80/08/20 Ip 


8009120072 Forwards Suppl 3 td IE Bulletin 80-17. "Failure of Control 
Rods to Insert During Scram at DNR " Nntten response 
required 

Q'REILLV. J P Region S. Atlanta, Office of the Director 00/08/22 
Ip 
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6009160134 Fofuari* |g Circular 60-16, “lOCPfiSO 59 SaffftiJ Evaluations 
for Changes to Raduast* Tr«atn(nt Sij« " No uritteo re-sponta 
required 

O'REILLY. J P Region 3. Atlanta. Office of the Director aO/0&/32 
Ip 


30093306,93 Foruards 90-dag response to IE *'* 

aualif ication of electrical equipment Addl qualification 
data uill be submitted upon a/ailahlUtg Response available 
In Central Files only « 

UTLEYpE E CarDlJna Poupr ^ Light Co 00/09 /Iy ip 


6009020331 Respond* to SOOBOI notice of proposed iffpoaition of civil 
pen3ttg re improper disposal of radioactive oiatl Corrective 
action taken ne<j procedure implemented to remotfe radioactive 
nabi PenoHg lee encl 

JOicSfJ A Carolina Power tt Light Co B0-/‘0B/27 7pp 


H Periodic operoting reports i related correspondence 

3009163360 Forwards monthly operating rapts for Aug 1980 
TOLLISOtJ. A C Carolina Powor tr Light Co 80/07/09 IP 


0009110037 Responds to KRC 600801 Itr re violations noted in IE tnsp 
repts Corrective actions radiation protection program 
Inpio^ed 6 offsite disposal of potentiallg contaminated 
matl terminated 

JQf,'S, J A Carolina Power i Light Co 09/03/27 17pp 


G009130290 Forwards IE Info Notice 00-31. "11a 1 op erat ion of Could-Broun 
Boveri 400 Volt Tgpe K-6005 t X-OON 6003 Circuit Breakers " 

No •written response rei^uired 

O'BEILLY. J P Region 3, Atlanta, Office of the Director 00/08/27 
Ip 


— 0009160363 Monthly operating repts for Aug 1900 

NILLtS.E Carolina Power t- Light Co 00/09/03 lOpp 


S Reportable occurrences. LERs U related correspondence 


8009150160 Part 31 rept re leaks in heat erchanger tubes of calandria 
type raduaste evaporator at facility Cause attributed to 
corrosive attack Evaporator unit out of sve pending repair 
of leaks in tubes I shell 

BENNETT. H C Whiting Corp 80/09/03 3pp 


0OO924O'37O Responds to IE Bulletin 60-tS Emergency notification sys 
powered from Generator 3 during loss of offsite power 
Diesel generator actual load test is scheduled for Fall of 
1903 

FURR.B J Carolina Power 6 Light Co 80/08/27 2pp 


8009110662 Responds to IE Bulletin 00-17, Suppl 3, re failure of 76 of 
ISS control rods to fully insert during scram at BMR Item 1 
not applicable Periodic Test 1 1 3P revised 
FUIR.O J Carolina Power L Light Co 80/03/20 Ip 


3009330526 Forwards Revision i to IE Bulletin 79—36, "Barnn Loss From 
OWR Central Glades " Written response required 

O'REILLY, JP Region 3. Atlanta, Office of the Director 80/03/29 

Ip 


S009240329 Ack receipt of 800711 I 0811 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-324/80-20 6 30-325/80-33 

HURPHY, C E Region 3, Atlanta Reactor Construction U Engineering 
Support Branch 80/09/03 ip 


——9009240340 Responds to NRC 600617 Itr re viplatiotis noted in IE Insp 
Repts 50-334/80-30 «< 50-325/80-23 Corrective actions 
procedures established re site engineering, OA/OC acceptance 
of surveillance data ft inservice insp 

TOLLISON, A C Carolina Power 6 Light Co 80/09/11 2pp 


——0099240356 Responds to- NRC 9COall Itr re violations noted in IE Insp 
Repts 50-334/80-30 L S0-325/B0-23 Corrective actions 
reorgani latlon of inservice insp will make future submittals 
more co.-nplete 

TGLLtSO’I. A C Carolina Power i Light Co 80/07/11 4pp 


— 6009240363 Forwards IE Insp Repts 50-324/80-20 Ik 50-325/00-23 on 
80-0927-30 L notice of violation 

HJRPHV,C E Region 2. Atlanta* Reactor Construction b Engineering 
Support Branch 80/06/17 3pp 


8009100433 Submits special rept re 000808 total lost of power to 
Emergency Bus E-3 Caused by improperly grounded welding 
machine Welding cables rerouted 

TOLLISOILA C Carolina Power 4 Light Co 00/09/04 2pp 


8009120366 Forwards LER B0-O5S/OaL-O 

FURR, B J Carolina power t Light Co 80/09/0S Ip 


— 8009120371 LER 0O-O55/O3L-O on 000812, dur ing startup preparations, 
reactor vessel conductivity measured excessively high Caused 
by organics breakdown in reactor vessel Series of condonsate 
makeup V reject operations performed using charcoal filters 
TOLLISON. A C Carolina Power ft Light Co 80/09/04 Ip 


8009100970 RO 00-062 on 900907, dur i ng reactor core Isolation cooling 
flow rate test at 150 psig pressur c, RCIC turbine tripped on 
high exhaust pressure Caused by manually operated stop check 
in eshaust to torus found In locked closed position 
TOLLI90rf,A C Carolina Power b Light Co 80/09/08 3pp 


8009330624 Forwards updated LER 80-012/03L-1 

TOLLISON, A C Carolina Power b Light Co 00/09/10 Ip 


— 8009330635 Updated LER a0-012/03L-l on 800324. dur i ng normal 
surve i 1 lane e, RIP valves )(206D-C, var iab 1 a leg iso-latlon For 
torus level transmitter CAC-LT-8606 b switch E4 1-LSH— NO 1 5D, 
shut b failed to reopen Caused by leaking switch diaphragm 
TOLLISON. A C Carolina Power ft Light Co 80/09/10 2pp 


6009330725 Forwards updated LER 80-O24/OaL-l 

TOLLISDfLA C Carolina Power b Light Co 00/09/10 Ip 


— 8009230735 Updated LER 0O-O24/O3L-1 on 900403, drywel 1 equipment drain 
integrator observed indicating Flow u/both pumps secured b 
common Isplatien valve shut Caused by accumulation of rust ft 
corrosion around valve seat of vacuum breaker 
TOLLISON, A C Carolina Power b Light Co 00/09/10 2pp 


— 8009240368 Notice of violation from insp on 000537-30 

• Region 2, Atlanta, Office of the Director 80/06/16 Ip 


0009330736 Forwards LER 80-066/03L-0 

TOLLISON, A C Carolina Power b Light Co 80/09/13 Ip 


— 0009240374 TE Insp Repts 50-324/80-20 4 50-325/00-23 on 800537-30 
Nonco-mpl lanc e noted inservice insp program Incomplete b 
surveillance activity procedures not established or 
implea-ented 

HcROT.A R Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch BLAKE J j Regtnn 2, Atlanta, Office of the 
Director 80/06/16 5pp 


8009390287 Forwards IE Circular 80-21, "Regulation of Refueling Crews " 
No written response required 

□ 'REILLY, J P Region 2, Atlanta, Orftce of the Director 90/09/10 

Spp 


— 8009230740 LER 0O-O66/O3L-O on 800834, dur i ng normal surveillance, 
containment atmospheric monitor oxygen analyier, 

I-CAC~ATH-1 259-2, was observed indicating upscale Caused by 
loss of sample flow due to condensate in analyzer air dryer 
TOLLISON.A C Carolina Power b Light Co 80/09/12 2pp 


8009230459 RO on 600819, fire support group tripped fire protection 
iTeluge valve on 50~ft elevation of diesel generator bldg in 
ventilation Intake fan room Valve actuator arm facing seal 
found cracked -b actuator sole.-ioid relay misadjusted 
TOLLtSON,A C Carolina Power b Light Co 80/09/15 ip 


Q009)G0365 Responds to 800837 Itr re notice of violation concerning 
improper disposal of radioactlvely contaminated matl b 
;problfr{ns in mpleiPBnbatton P /wjt or radiation protaciion 
projraw Ralatsd corraspondonco 

J A Carolina Pgipier & Lifjht Co 80/09/12 ip 


8009300042 Act receipt of payment of civil penalties b util 800937 Itr 
re measures taken to correct items of noncomp liance Measures 
will be reviewed during subsequent Insps to determine 
P''»''«nting addl noncompl lanc e 

STfcLLO.V Office of Inspection b Enrorcement, Office of the 
Director 80/09/13 Ip 


9009230670 Forwards LER 0O-O65/O3L-O 

TOLLISON.A C Carolina Power b Light Co 80/09/16 Ip 

S0092306S3 LEr 80-065/03L— 0 on 600824, after routine refueling putage 
reactor conductivity measured b oas above Tech Spec limits 
Caused by organics ioniied at vessel rate pressure b temp 
Investigation in progress to determine source of organics 
TaLLISD,NI, A C Carolina Power b Light Co 00/09/16 Ip I 

8009230709 Forwards LER aO-067/03L-0 

TQULI&aifi A C Carolina Power 4 Light Co 80/09/16 Ip 
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- -S 5092-3 071 7 LCfi 0O-O67/O3L-O on 8OO033>uhtle withdrawing control rods 
tfcrinj startup! erroneous rod blocks were received from rod 
uorth ninimiier iMso plant process coirputer printed notch 
errors chile none existed Cause not deterisined 
TCLLISC'JiA C Carolina Power 'y Light Co BO/09/16 2pp 

£i33923071fl Forwards LER BO-063/O3L-0 

XOlLISOILA C Carolina Power t Light Co 00/09/ 16 Ip 

— £0092307*15 LER 0O-O63/O3L-O on 600826> dur ing testing of reactor flow 
bias> three arerage power range monitois were actuating out 
of spec Caused bg instrunent drift Monitors recalibr t 
returned to svc 

TOLLlSCfl* A C Carolina Power t Light Co 00/09/16 3p 


— 8009130*170 re I lisp Rept 30-326/80-01 on 800519-21 Noncomp Hunt 8 noted 
failure of reactor operations committse to meet t< conduct 
q.uartor]V reviews at required frcquenci/ 

FAULKEMQERRYi [} Region 9ari franc I sc oi Reactor Opera! ions 
Nuclear Support Branch Zl'IETZlO. 0 D i CHAFFEE< A E Region 9i flan 
Francisco. Office of the Director 00/07/03 5pp 


DOCKET 50-327 6EQU0VAH NUCLEAR PLANT, UNIT 1 


E NRC Safety Evaluation Report <SFR). suppls t. c orrotpondonce 


0009000.119 Forwards Supp 1 2 to SER (NUREO-OOIl) 
SCIJNENCER-A Licensing Drench 2 80/09/0*1 2pp 


— 0009080*123 SEII for f ac i 1 s tg 

* Office of Nuclear Reactor Regulation. Director HUREO-OOIl 82 
00/00/31 l7Spp Aval 1.1b le at Nri9 *3 50 


6100926025*1 Fdrwards Buppl 3 to SER far facility 
SCHWENCCRyA Licensing Oranch S 80/09/16 2pp 


— B00926025B SER for f ac 1 1 t tg. 8opp I 3 

* Office of Nuclear Reactor Regulation. Dii actor NUREO-OOIl 03 
00/09/30 a2pp Available at NTIS 4*1 00 


EC09250Z65 Special rept while performing insp to determine fire door 
eperabilitg. determined that three doors inoperative Caused 
bg dear closers in need of adjustment Closers readjusted fi. 
returned to operabilitg 

TOLLISOIJ.AC Carolina Power i Light Co 00/09/16 Ip 


SC.O52?02a6 Forwards LER 80'058/03L-0 

TOLLISON.AC Carolina Power it Light Co GO/09/19 Ip 


— 6CM}929‘0311 LER B0-059/03L-0 on 800822. during normal surve a 1 1 anc e. 
dryuell flow integrator failed to change while sump pump was 
running Caused bg blown fuse in drgwell floor drain flow 
trans.T>i tier power supply Fuse replaced 

TOLLISOM. A C Carolina Power 5 Light Co 00/09/19 2pp 


3009300489 Forwards LER ao-069/03L-0 

TOLUISON.AC Carolina Power i Light Co 00/09/23 Ip 


— -0009300509 LER 0O-O69/O3L-O on B00&27, during normal surve 1 1 lance . RHR 
flow indicator on remote shutdown panel demons trated 
erratic indications w/sg« shutdow.n Caused bg mechanical 
failure of meter movement Movement callbr t. returned to svc 
TOLLISDN.A C Carolina Power t* Light Co 00/09/23 3pp 


0.509300559 Forwards LER 0O-O7O/O3L-O 

TGLLISOH. A C Carolina Power I Light Co 80/09/24 Ip 


- 0009300569 LER 60-070/03L— 0 on 000829. dur i ng normal opera! i on. several 
alarms received from Diesel Oenerator 1 Cause not 
determined Alarm relags reset. generator tested t returned 
to svc Update rept to he sub.nitted upon discoverg of cause 
TOLLISCN. A C Carolina Power 1 Light Co 00/09/24 ip 


I-CIChET 50-336 UNIV OF CALIFORNIA AT IRVINE RES REACTOR 
Q Inspection reports. IE Bulletins i correspondence 


G009120459 Ack receipt of 800831 Itr informing NRC of steps taken to 
c-orrect violations noted in IE Insp Rept 50-326/80-01 
CREUS.JL Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch 80/09/04 Ip 


S009I20466 Responds to NRC 800012 Itr re violations noted in IE Insp 
Rept 50—326/80-01 Corrective actions operating procedure 
revised to include annual review of reactor operational 
records 

MCCAUOH. J L California. Univ of. Irvine 80/08/21 3pp 


— 0009120470 Ack receipt of 800724 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-336/80-01 NRC 
concluded that licensee actions are not sufficient to avoid 
further violations 

CREWS, vi L Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch 80/08/12 ip 


-S0O9t20471 Responds to NRG 800703 Itr ro vioiations noted in IE Insp 
Kept 50-326/80-01 Corrective actions reactor operations 
cdernittee will establish regular schedule for review of 

^ schedule q.jarterlg committee meetings 
ncc-AUvH. J L California, Univ or, Irvine 80/07/24 Spp 

-6009120474 Forwards IE Insp Rept 50-326/80-01 on 800519-21 fr notice of 
violation 

CREWS. J L Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch 80/07/03 2pp 


■B009120476 Notice of violation from insp on 800SI9-2I 

* Region 5, San Francisco, Office of the Director 80/07/03 Ip 


F Securltg. modical, emergency it fire protection plain 


8009330267 Requests that oil porsonnel be reminded of purpose of 
emergency notification sya 6 health physics netmoi t Qyt 
installed for govt use during emergency 

O'REILLY, J P Region 2, Atlanta, Office of tho Director 00/00/83. 
>P 


8009030536 Notifies of 600032 final implementation of radiological 
emergency plan as revised by 000721 6 0019 I trs 
MILL6.LM Tennossee Valley Authority BO/00/29 Ip 

0009230333 r-orioards physical security p IdiipRevi s ion 6A Revision 
withheld Iref 10CrR2 7901 

NILL9, L H Tennossee Valley Authority 80/09/17 Ip 


0 Adjudicatory correspondence 


6009230.127 Or-der authorliing issuance of (JL I)HH-77 

CHILK. S J Office of the Secretary of tho Commission 80/09/10 

ip 


H Oeneral c orr espondonc e 


8009110387 Commonds Com-mi si i onei s for denying facility fu3 I— power 
llconso until hydrogen buildup Issue has been rosolved 
beyond any doubt No campromiso loo eepoastvo for prevantion 
of another noar-devaslaling event such as TMl 
CALDNELL, M A Affiliation Unlnown 80/07/00 Ip 


6009130301 Responds to 000703 Itr requesting NRC comment on ft Dpallone 
000619 Ur ro potential Impact of dan failure of Bond Hill 
Reservoir, which util is considering fop future const FE8 
scheduled for completion In Doc I9B0 

DIRCK&. U J Office of ths Executtvo Director for Operations 
00/09/00 Ip 


-8009130317 Requests NRC rosponte to end ft Spallon* 000619 Hr re 
patentla] impacts of Poisd Mill Rase) voll const «< operation 
within 2 cuts of receipt of request 
SCHWEIhCR.R 8 Senate 00/07/03 app 


I Financial information 


8009090343 Forwards Annual Financial Rept 1979. 

CROSS, J L Tennessee Valley Authority 80/07/04 Ip 

8009090363 Annual Financial Rept 1979 

* Tennessee Valley Authority 80/09/04 44pp 


■J Insurance t indemnity information 


8009030374 Forwards End or some nt 1 to NELIA flinder Efl-A6 

DIv a0^a/ar*''Bpp“'‘'*"'''"'’'"‘ ■ « « NoiHai- Consultants, liic 
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K Utllitij Final Saretg Analijsts Report (FSARl b amends 


8009030?di0 Foruiards a+fi davit certifijtng that Amend* 66 U 67 to FSAR 
uare mailed to 0 llooror JE 'Hagan i GA Oeparne on 6006S6 
KimSiL H Tennessee Hal leg Authopitg 80/0B/26 2p(» 


0 AdvisoTi) Co-'mittee on Reactor Safeguards reports i ton espond ente 


S00'?04043<l Forwards matl re NRC review of ice condenser containnienl i 
hgdrogen control measures for Sequoyah Nuclear Power Plari't 
ACRS has scheduled meetings in Wash ingtoni DC on B00e2a< 0702 
(/ Od to discuss issue 

TEDESCO. R L Assistant Director for Licensing 80/03/22 Jpp 

— 0OO7O4O>143 “Hydrogen Control for Sequoyah Nuclear Plant.Units I i 8 ■< 
* Office of Nuctoar Reactor Regulation, Director aO/OB/13 
eipp 


9C07120S23 Notice of ACRS SOOTIO-'IS nesting m Washington, DC to discuss 

rept on tltC latetq research budget for FN82 (i operation of — □007040450 Transcript of 800921 discussion of Sequoyah full pouir 

Sequoyah Unit 1 license in Nash i ngton, DC Pp 40~89 ' 

HOVLE, -J C Assistant Director for Eiport/Imporl t International 'll Conn iss i on 80/00/21 47pp 

Safeguards SO/06/ 1 9 6pp 


9007170766 Discusses 243i d ACRE meeting on 000710-12 re Sequoyah review 
fr research pi ogran Ft82 budget 

PLESSET.M 6 ACRS - Advisory Committee on Reactor Safeguards 
00/07/ 13 3p,) 


8009160033 Notice o-f aCHB Subcomn 1 1 tas on Structural Englneerlrig 000902 
meeting in Wash ing ton, DC to estublish mat internal pressure 
Sequoyah con t airinem t can withstand 

HOYLE J C Office of the Secretary of the Comnission 80/03/13 
2pp 


0009050394 Transcript of ACfiS Subcommittee on Structural Enginsering 
3C090S hearing in Washington, DC re establishing mai etternal 
pressure temp that Sequoyah containnent structure can 
withstand 

* ACRS - Advisory Committee cn Reactoi Safeguards GO/09/0'3 
I02pp 


3009100172 Foluards agendas for ACRS 000902 subc ormi ttee meeting G 
800904 full committee meeting re facilities 

TEDESCCIrR L Assistant Director for Licensing 80/09/02 4pp 


0(JO915'O233 Responds to request for comments on questions contained In 
V Oilinsly 000807 1 tr re facility tee condenser 
containments Fac i I i Ly is capable of sustaining pressure of 
at least 45 psig w/o structural falluie 

PLES5CT.H S ACRS - Advisory Committee on Reactor Safeguards 
80/09/08 3p p 


8009300329 Forwards ACRS GD0908 Itr to -J Ahearne re ice conde'nser 
containments 

SCHuENCERi A Licensing Dranch 3 80/09/18 2pp > 


P Operating license stage documents i correspondence 


8009110604 Requests review of R4D Associates rept, "Sequoyah 
Containment Analysis " Comments due by 300801 

TEOESCOpF L Assistant Dirac tor for Licensing 80/07/29 3pp 


8009030080 Forwards draft NUReO-0696, "Functional Criteria for 
Emergency Response Facilities " Corrments requested within SO 
days Proposed imp l enantatton schedule for meeting criteria 
of HUREG-0696 end W/o NUREG 

EISENHUTpD 0 Division of Licensing 80/00/01 tl9pp 


8008210618 Discusses preliminary assessment of use of igniters as 
method of hydrogen control ab faciUbies Assessmenb based on 
present undei stand Ing of util-proposed igniter scheme 
Eicluslva use of igniters may not be prudent 
BAflt.R A Hrooihoven National Laboratory 80/00/08 3pp 


8009150527 Forwards requests for addl info in response bo util 609311 
Itr re safety analysis of interim distributed ignition sys 
SCItHENCER, A Licensing Branch 2 80/03/28 3pp 


8009030436 Forwards Procedure IP-10, "Plant Release Rate Ca ItMletleni* 
& graphs of c unta Inraen t activity as function of monitor 
reading, in fulfillment of 000011 commitment to provide 
correlation procedure 

MILLSiL 11 Tennessee Valley Authority 80/00/29 app 


— 80090304 3B "Plant Release Rate Calculations “ 

2 QUEL, N r K.ITT8,R J , DILL, J Tennessee Valley Authority 
80/08/21 4Bpp ^ 


8009240560 Forwards preliminary staff assessment re use of halon <s 
hydrogen combustion control measure Items addressed include 
selection t design of halon delivery sys, chemical stability 
requirements, reac t ivl ty fy consequences of halon injection 
DENTON, H R Office of Nuclear Reactor Regulation, Dirsebor 
80/09/29 9pp 


— 8009240564 Staff requirements memo re Commission 800814 meetlijp 
0HILR,S J Office of the Secretary of the Commission 00/03/16 


a009'030662 Forwards "Core Degradation Program, Vol 1 Hy tfrogen Study* f 
"tore Degradation. Program Vol 2 Rept on Safety Evaluation of 
Interim Distributed Ignition Sys," in response to NRC 800028 
Itr Cross ref of NRC questions 4< util answers end 
MltLSiL t1 Tennessee Valley Authority 80/09/02 3pp 


•0OO'9O3O664 “Core Degradation Program, Vol 1 Hydrogen Study " 
s Tennessee Valley Authority 80/09/02 lOOpp 


•900'9030666 "Core Degradation Program, Vol 2 Rept on Safety EvilvitlessP 
Interim Distributed Ignition Sys " 

» Tennessee Valley Authority 00/09/02 450pp 


B0090'302S7 Forwards status rapt on 1 iconsing items requiring eompUliys 
before esceeding 5i< power operation, ident i f led in 000020 
draft full power license Procedures required as resolution 
to IE Bulletin 79-27 will be approved by 000905 
CROSS, J L Tennessee Valley Authority 80/09/03 2pp 


8009110349 Forwards proposed full-power OLiSuppl* 2 bi 3 to SER i 
“Discussion of Environ Effects of U Fuel Cycle " Tests & 
safety review ef proposal for distributed ignition sys 
eipected bo bo completed by Jan 1961 

DrNTQNrH R Office of Nuclear Reactor Regulation, Director 
80/09/03 13pp 


8009120578 Responds to request foi comments ro Sequoyah containment 
Forwards info re stringer b< skin interaction Concludes 
NRC calculations overestimated beneridal effect of 
s tr ingers 

HUBBARD, H W R b 0 Associates 00/00/19 epp 


80091 10332 Forwards full-power OL, slide presentation entitled, "NRC 
Staff Review of Sequoyah for Full Power Operation - 
Comission Dr se f ing, 800021 , “ transcript of NRC 300821 public 
meeting i draft SuppI 2 to SER, MUREO-OOl 1 

DEI4tON.HR Office of Nuclear Reactor Regulation, Director. 

80-/ 08/20 14pp 


—8009110355 Draft Suppt 3 to SER 

s Office of Nuclear Reactor Regulation, Director NUREO-OOil S3 
80/09/30 7Spp 


--S0091J039B "Discussion of Environ Effects of LI Fuel Cycle " 

» Office of Nuclear Reactor Regulation, Director 00/09/30 
92pp 


'0009110360 Suppl 2 to SER 

* Office of Nuclear Reactor Regulation, Director NURSO-OOll 8? 
80/08/31 leOpp Available at OPQ %5 SO 


—8009110341 Transcript of Commission 000821 public meeting in 
Washington, DC to discuss facility full-power license Po 
I-S7 

• Cormissicn 80/08/21 91 pp 


— 8009 110343 Draft Suppl 2 to SER 

nnvnQvie^ Nuclear Reactor Regulation, Director NUREO-OOI 1 82 


8009250243 Forwards consultant Itr on possible fire risk in ice 
condensars u/foam insulation Response requested by 300904 
for discussion at ACRS meeting 

TEDESC'O, R 1. Assistant Director for Licensing 00/07/03 2pp 


— 0OD925O247 Expresses concern re possible fire risk in ice conieMMi 
'j/foam insula t ion 

11ACD0U3ALL, E A Hrookhaven National Laboratory 80/08/19 If 
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6009030299 Foruariis description of facility ice condenser insolation 
diatls- t. containment ue 1 1 insulation structural design h 
insulation flammability revieo lesults 

CROSS^ <f L Tennessee falley Authority 60/09/04 llpp 


6009090370 Forwards addl info on temp control for mam steam valve 
raonsiln response to NRC request Info revises util 000729 
Itr 

CRCmStJ L Tennessee Valley Authority 00/09/04 2pp 


8009120389 Provides info re polyurethane foam Insulation in ice 
rordenser Auto ignition temp is 1 p ooo F ti ignition temp is 
400 to 900 F Decomposition starts at 300 F 
CRQ55< J L Tennessee Valley Authority 80/09/03 ip 


8009300594 Forward Chi It 800010 memo to Dircks re briefing on 
hydrogen control in Sequoyah containment 

OENTONfH R Office of Nuclear Reactor Regulatloni Director 
00/09/10 ip 


3007190476 Forwards Info re matl tost ropts for critical section of 
containment steel Kill test rept on critical section will be 
submitted by 000919 

HIL4.Si L ri Tennessee Valley Authority 60/09/12 4pp 


8009170297 Forwards mill test rept re critical section of containment 
steel in facility Natl suppls 600912 submittal which 
surnariios assessments of containment to withstand internal 
pressures Dversiio drawings available in Central Files only. 

KlLLSj L M Tennessee Valley Authority 00/09/13 lOpp 


8009230949 Proposes alternate replacement schedule for turbocharger 
drive gear assemblies mfg by Oeneral Motors Util will limit 
turbocharger operation to less than 200-h 
MILLS- L K Tennessee Valley Authority 60/09/17 2pp 


BC09290333 Forwards Revision 3 of response to NUREO-OS78< TMI-2 Lessons 
Learned Tash Forre status rept ^ short-term recommendationsi 
Ttems 2 1 6a Revision 3 changes procedures description for 
reducing t- quantifying leakage from liquid sys 
HILL8-LI1 Tennessee Valley Authority 80/09/22 ip 


8009300226 Requests changes to facility Tech Specs to permit plant 
startup Includes revisions to surveillance requirements- 
leakage limit for valves FCV~74~1 i FCV-74-2 i< leakage 
testing on valves after automatic or manual action 
HILLS-L « Tennessee Valley Authority 00/09/23 2pp 


8009300400 Forwards technical questions re implementation of interim 
policy on 10CFR30 it 3i 

illLLSi U 11 Tennessee Valley Authority 60/09/23 3pp 


0009290262 Application for amend of License DPR^77i chang Ing Tech Specs 
34 6 2-4. 461 4-3 4“l to permit teak testing of valves in 
Hoda 3 

HILLS-LM Tennessee Valley Authority 80/09/24 Ip 


— 8009290'2a0 Proposed Tech Specs 346 2-446 163 4-1- permi t ting leak 
testing of valves In Mode 3 t allowing util 30 days to 
accvinulate data at rated sys pressure to establish baseline 
leakage limits for RHR sys supply line valves 
e Tennessee Valley Authority 60/09/24 Spp 


O Inspection reports- IE Rulletins i correspondence 


G009040317 Forwards IE Insp Rept 50-327/80-23 on 800616 No 
noncoirp 1 i ancc noted 

BTOFIRi-J. P Region 2. Atlanta- Fuel Facility i Materials Safety 
Branch 60/07/14 2pp 


— 0009040330 IE Insp Rept 50-327/80-23 on 800616 No nontomp I lance 
n.O'ted Major areas inspected emergency exercise between TVA ti 
offsite support organ i xations 

JEHKIMS-O R Region 2- Atlanta- Fuel Facility ii Materials Safety 
Branch OIDSON-O T . COTTLE- U Region 2, Atlanta- Office of the 
Director 80/07/15 6pp 


6009100051 Forwards IE Bulletin 60-16- “Halnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
Wigh Energy Line Rupture " Written response required 
O’freiLLy, J P Region 2- Atlanta- Office of the Director 80/07/24 
If 


SO09O2O214 Forwards response to IE QoUetin 79-03A No eA-312 b A-313. 
Type 300 series fusion welded pipe used or planned for use 
in safety-related sys at greater than 6SX design stress 
except Ifatts Bar Matl under investigation at Watts Bar 
HiLLSiL 11 Tennessee Valley Authority 80/06/05 2pp 


0009090502 Respends to IE Bulletin 79-03A “Longitudinal Weld Defects 
in ASME SA“312i Type 301 Stainless Steel Pipe “ Use of matls 
still under i nvesti get ion for sys supplied by NSSS vendor 
KILLS- L M Tennessee Valley Authority 80/03/03 5pp 


8009020303 Forwards IE Insp Repts 50-327/60-24.50-328/00-15. 
50-390/80-20, 50-391/80-14, 50-430/80-13 30-439/00-13, 

30-518/00-1 1 , 50-519/00-11 - 50-320/80-11 . 50-521/80-1 1- 

50-353/ BO- 11 , BO-554 /0O- 10. 50-566/80-10 S 50-567/80-10 

O^REILLV-V P Region 2- Atlanta- Qrflce of the Director S0/08/06 

2pP 


— 6009050312 Notice of violation from insp on 800707-11 

* Region 2- Atlanta. Office of the Director 00/08/06 4pp 


—6009020337 IE Insp Ropts 50-327/80-24.50-329/60-15.50-390/60-20. 
50-391/00-14. 50-438/60-13, 50-439/00-13. 50-5 1 B/BO-1 1 . 

SO-519/00-1 1, 5O-52O/80-1 1. 50-521/00-1 1 - 50-553/00-11 . 
50-554/00-10,50-566/60-10 t 90-567/80-10 en 000707-11 
BROIJNLEE.V L - MO D ENOS, L Hegien 2, Atlanta. Office of the 

Director CDNLON. T E Region 2- Atlanta, Reactor Construction It 
Engineering Support Branch 60/09/06 24pp 


8009030146 Forwards Revision 1 to IE Bulletin 80-19, "Failures of 
Mercury-IJetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Planks Designed by C-E “ Written 
response required 

□'REILLViJ P Region 2. Atlanta- Orfice of the Director 60/08/lS 
Ip 


6009020104 Forwards table listing all components identified by drawing 
reslew which do not remain in emergency made after reset of 
an engineered safety features signal No items require mod 
to comply w/lntent of IE Bulletin 00-06 

MILLS- L II Tennessee Valley Authority 60/06/18 6pp 


8009160153 Forwards IE Circular BO-IG, "lOCFRSO 59 Safety Evaluations 
far Changes kq Radwaste Treatment Sys “ No written response 
required 

D'REILLY-J P Region 2. Atlanta- Orfice of the Director 60/06/22 
If 


6009110110 Ac k receipt of 600020 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-327/00-26 
HENNA- W S Region 2. Atlanta- Safeguards Branch 60/08/27 Ip 


— 8009110181 Responds to NRC 000728 Itr re violations noted in IE Insp 
Rept 50-327/60-26 Corrective actions withheld 
ircF lOCFfia 790) 

MILLS- L K Tennessee Valley Authority 60/08/20 ip 


— 8OO911OIC0 Forwards IE Insp Rept 50-327/80-26 on 000708-09 t< notice of 
violation Notice of violation withheld (ref 1QCFR2 7901 
HENNA. M B Region 2- Atlanta, Safeguards Branch 00/07/26 2pp 


— 9009110191 IF Insp Rept 50-327 / 80-26 on 800708-09 None amp liance noted 
testing alarms once every seven days Details withheld 
(ref 10CFR2 7901 

TOBIN, 11 J Region 2- Atlanta- Office of the Director 
OILLFSPIE. F P Region 2. Atlanta. Safeguards Branch 80/07/20 
Ip 


0009120340 Forwards IE Info Notice 60-31. ' Ha lop era t Ion of Oould-Brown 

Boverl 460 Volt Type K-600S 4 K-DON 6003 Circuit Breakers “ 

No written response required 

O'nEILLV, J P Region 2, Atlanta. Office of the Director 80/06/27 
tp 


6009120679 Responds to IF Bulletin 60-19 re failures of mercory-ue t ted 
matrix relays in reactor protective sys Relays identified 
are not used In facility Forty manhours expended for review 
MILLS. L (1 Tennessee Valley Authority 80/09/04 ip 


8009250460 Forwards response to IE Bulletin 30-lS- “Possible Loss of 
Emergency Notification Sys <ENS) w/Loss of Offsite Power 
ENS at facility is supplied power from onsite power source 
Mod to ENS power supply will be implemented 
ORORSi J L Tennessee Valley Authority 80/09/05 2pp 


8009260375 Forwards I£ Circular 80-21- "Regulation of Refueling Crews " 
No written response required 

O'REILLY, d p Region 2, Atlanta. Office of the Director 00/09/10 
Spp 


0OO93OO19S Submits response to IE Bulletin 80-06 re engineered safety 
features reset controls Pressurix^r backup heater bank has 
been found to return to normal status Operating instructions 
& operator training will provide guidance 
MILLB-L 11 Tennessee Valley Authority 00/09/15 2pp 
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R Periodic, operating reports K reloleij torresp otidenc e 


13009030397 Discharge monitoring rept for S00501-0601 

eU-ASHR/. H 1 . STtlNbR.G R Tennessee Valley Authority 60/03/00 
97pp 


6009090414 Foruards "Radiological Impact Asses sment p Sequo yah Nuclear 
Plan t. Jan-June 1930 " 

MILLSt L II Tennessee Valley Authority 80/0B/2? Ip 


— 8009090410 "Radiological Impact As ses sirent p Se quoya h Nuclear Plantp 
Oan— June 1900 " 

» Tennessee Valley Authority RH-80-ij-SQl 80/0S/29 23pp 


Q009170261 Foripjards monthly operating rept for Aug 1930 

QALLENTINEp J M Tennessee Valley Authority 30/09/09 Ip 


«— 3009170262 Monthly opeiating rept for Aug 1930 

aALLENTIKE. J 11 , HUDERp J II Tennessee Valley Authority 00/09/02 

9pp 


S Repot table occurrenceip LERs t relatee currespondence 


3009100537 Final deficiency rept re control rod drop events Operating 
procedures to be revised per lies 1 1 ngh o u se instructions 
Procedural change lui 1 1 be made prior to greater than 90?! 
pouer level ascension t ui 1 1 present pouar overshoot 
KILLSp L II Tennessee Valley Authority 30/00/05 2pp 


3009020281 Final deficiency rept re sarcty injection pump breaker 
lockout Seal-ln contact of IX relays to be removed from 
circuit breakers In 6<900^volt shutdoun boards by 30tl03 
MILLSp L II Tennessee Valley Authority 30/00/25 8pp 


3009030367 Ferujards RD BO-3 

CALHOUN* J R Tennessee Valley Authority 00/08/27 ip 


— 6007030373 RQ 60-3 ujith reactor on Mode 4 p both centrifugal charging 
pumps au toma 1 1 cal 1 y started Injecting 535 gallons of 20i 000 
ppm boiated uater at 193 F Into RCS Caused by incorrect 
sultch piani pu I at son during test performance 
a Tennessee Valley Authority 80/08/27 Ip 


6009030517 Forojards UER B0~074/03L-0 

CALHOUN* J R Tennessee Valley Authority 00/03/27 Ip 


—8009030523 UER 80-094/03L-0 on 900620, W/unl t m Modes 3-4 or 5, Hay 1960 
evaliiation for tritium uas not performed Caused by 
inadeguatc description uv piocedure 31-415 for taking 
mnnthly samples oih 1 1 e unit is i ti different modes 
ORIC'EY. C F Tennessee Valley Authority 00/00/27 Ip 


6009090547 Forteartfs LEft BO-060/03L-0 

CALHOUN-JR Tennessee Valley Authority 00/06/28 Ip 


—0009090590 I ER aO-060/03L-0 on 00052 1 , ERCH liquid effluent radiation 
-nonitors uere declared Innperable due to c ont 1 nu o us, s p orad 1 c 
spiking Caused by contactor chattering on R-B emergency gas 
treatment sys room cooler fan motor 

NERFFORD. J M Tennessee Valley Authority 30/08/26 Ip 


0007030354 Forwards LER BO- 138/031-0 

CALHOUN. J R Tennessee Valley Authority 00/06/27 Ip 


—6009060356 LFR 60-138/03L-0 on 0OOBO1, during heasy thunderstorm* coul ing 
toucr bloudUkin line effluent monitor declared inoperable 
Caused by nearby lightning strike or power line surge 
Damaged parts being repaired i backup channel Installed 
6MITH50N. J 0 Tennessee Valley Authority 60/08/29 Ip 


8007030360 Forwards LCR a0-143/03L-0 

CALHOUN, J R Tennessee Valley Authority 90/00/2? Ip 


— 80090B0367 LEft SO-H2/03L-0 on 800/13, d ur iiig testing u/unit in Mode 3* 
ice tod temp eiceeded Tech Spec Unit of 27 F Caused by 
insufficient recovery time between personnel entries 4< 
exits Uork halted t temp reduced to 27 F* 1? 5-h later 
KIRK.O B Tennessee Valley Authority 60/09/02 Ip 


6009060373 Forwards LEIt B0-I40/03L~0 

■CAlHOUIf.J R Tennessee Valley Authority 00/08/29 ip 


— 0009080330 LER e0-140/03L-O on 800809, dur ing preoperational test- diesel 
generatoi a6L6R relay coils burned out following blackout 
Initiation Caused by 06LOn relay being reset before blackout 
relays Coils replaced t- relays reset 

RDHIHE.D Tennessee Valley Authority 00/08/27 2pp 


8009030382 Forwards LER 80-127/03L-0 

CALHOUN. J R Tennessee Valley Authority 30/09/02 Ip 


--800708039I LER 0O-129/O3L-O on 800603, uh 1 1 e operating in Mode 2 at 3 5X 
power , d iese 1 generator lA-A failed to start during simulated 
loss of power to 2A-A 6 9-kV shutdown board Caused by 43T 
(LI switch being left in test position from previous test 
RECORD, D J Tennessee Valley Authority 80/07/02 2pp 


8009090527 Forwards LER 60-064/03X-1 

CALHQUN-J R Tennessee Valley Authority 00/09/02 Ip 


—8009090533 LER 0O-O64/O3X-1 on 600503. w/reac tor in Mode 4. all cones an 
ice condense engaged open door alarms Caused primarily 
by ineffective design of control rod missile shield seals 
Seals were re d cs 1 gned , f at r i ca te d & installed 
KIRK.O B Tennessee Valley Authority 80/09/02 3pp 


6009090531 Forwards LER 0O-t43/O3L-O 

CALHOUN, J R Tennessee Valley Authority 80/09/03 Ip 


—0009090583 LER B0-143/O3L-O on 80073 1 . dur 1 ng preoperational test TVA 
56, relay K.609 was manually picked up diesel operators 
ID-B, 2A-A i- 2D-B failed to start Cause unknown Generators 
were retested ti subsequently started an 600801 
ROMIIIE Tennessee Valley Authority 00/09/03 Ip 


3009120411 Forwards LER 0O-I47/O3L-O 

CALHOUN. J R Tennessee Valley Authority 30/09/04 Ip 


— 6007I20'4fl3 LER aO-149/03L-0 on 600807, dur 1 ng preoperational tests, 
turbine driven feedwater pump failed to maintain rated rpei 
Caused by overheated automatic governor Ventilation damper 
linkage repaired 6, governor controls replaced 
GELBTtJN.A H Tennessee Valley Authority 80/09/04 3pp 


8007120412 Forwards LER 0O-139/O3L-O 

CALHDUNi J R Tennessee Valley Authority 30/07/04 Ip 


—8009120440 LER a0-13?/03L on 600807, dur i ng operation in Mode 2, B train 
transfer switch for component cooling water pump supply 
tripped on three occasions Caused by thermal overload 
assembly Switches modified by defeating overload features 
KIRK, 0 8 Tennessee Valley Authority 00/09/04 2pp 


B009160325 Forwards LER aO-147/03L-0 

CALHOUN, J R Tennessee Valley Authority 30/09/04 ip 


— 8007160327 LER BO-MT/OSL-O on 800807, during support 6 hanger insp,addt 
hanger not required by design analysis was found installed 
on containment spray piping Hanger was temperary ti 
Inadvertently left in place Hanger was removed 
EUEARINOEN, J tl Tennessee Valley Authority 80/09/04 Ip 


8007160375 Forwards LER 0O-145/O3L-O 

CALHOUN, J R Tennessee Valley Authority 30/07/04 Ip 


— 8007160380 LER aO-145/03L-0 on 800807, In mode 3 op erat ion* c e 1 1 51 in 
diesel generator battery IB-B shorted ii fa i led, w/three addl 
cells already strapped out Cause not stated Diesel generator 
cells restored w/cells from diesel generator 2D-B 
ROHItlE-D Tennessee Valley Authority 00/09/04 Ip 


6007160372 Second revised final deficiency rept re possible structural 
failure of spent fuel pool gate during seismic event Problem 
to bo corrected by administratively requiring gate to romain 
in storage location during normal plant operations 
HILLS, L II Tennessee Valley Authority 80/07/08 3pp 


6009160421 Forwards LER 00- 1 46/03L-0 

CALHOUN, J R Tennessee Valley Authority 80/09/08 Ip 


—8007160,125 LER aO-l46/oaL-0 on 80061 7, fo 1 1 owing post-maint testing of 
safety infection pomp lB-B,one step of senttng instructiom 
not signed Caused by lack of i.Timedlate followup action to 
determine cause before entering mode 3 
HILSOILO Tennessee Valley Authority 80/09/00 2pp 


8007160390 Forwards LER 60-151/031-0 

CALHOUN, J R Tennessee Valley Authority BO/09/10 Ip 


k 
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— B0091i0398 LER BO-t51/03L-0 on 800011 > turb i ne driven aumli3r(| 
I’aedwabef pump failed bo short after loss of both main 
feeduabar pumps Caused by borq.ue suitch fai lurei causi ng 
vdlve FCV~I-S1 motor operator to short 

CEUSTOJli A H Tennessee Valley Aothority 80/09/10 3p p 


©0091f>040A Forsiards LER D0-155/03L'0 

CALHOUNi 0 R Tennessee Valley Authority 00/09/11 Ip 


— 8007160*112 LER aO“153/03L-0 on 000013* m/un 1 1 in mode 3* remote shutdouin 
monitoring channel L-68-312C uas found inoperable Caused by 
flaid in plant operating procedures 1 unsealed transmitter 
leg Transmitter leg uias drained 

KIRKiO B Tennessee Valley Authority 80/07/11 Ip 


B009160d63 Foruards LER B0-152/03L-O 

CALHOUUi J R Tennessee Valley Authority 00/07/11 ip 


■9007160468 LER BO-I52/03L-0 on 80081 2. d 1 es e I generator battery 10-0 
cells 49-Sl tuere found in discharged condition Caused by 
lnad»q,uate procedure Procedure has been changed !* personnel 
rrlnstructeif 

CELSTQM* A H Tennessee Valley Authority 00/09/11 3pp 


B007190471 Foruards LER 8O-14I/01T-O 

CALHOinf. J R Tennessee Valley Authority 80/09/11 Ip 


— 8009190511 LER B0-141/0IT-0 on 800829, tuh 1 1 e in Mode 5, pinhole leak teas 
■discovered in rod travel-hous Ing latch housing Interface 
seal sield on control rod drive mechanism C-ll Cause not 
stated Fault to be ground out t* ueld repaired 
WILLJAMSiW □ Tennessee Valley Authority 00/09/11 Ip 


8009190540 Foruards LER 0O-I54/O3L-O 

CALHGUILJ R Tennessee Vallay Authority 00/09/12 ip 


8009190547 LER 8a'154/03L-0 on 00081 5, au i 1 1 lary bldg vent radiation 
monitor 0-HM-90-10IO did not respond to check source Caused 
by short In 24“Volt power supply 6 detector preamplifier 
hEREFORD, J M Tennessee Valley Authority 00/09/12 Ip 


8009230524 Special Rept 00-4 on 800623, unit received safety injection 
signal from high steam flow L lo-Io Tave signal or lo steam 
gerirator pressure Approi S40 gallons borated water injected 
into RCS at 170 F Originally reported as 5,400 gallons 
■* Tennessee Valley Authority 00/09/17 4pp 


e0092309a7 Forwards LER 00-084/01 K-l 

CALHOUN, <7 R Tennessee Valley Authority 00/09/18 tp 


— 8009230994 LER 80-004/01 K-t on 000623, control room Integrity breached 
Caused by removal of door C-49 L removal of tape used from 
door C-37 C-50 In control room Door reinstalled Personnel 

relnstructed to Insure doors are not removed 
KIRK, 0 B Tennessee Valley Authority 00/09/10 2pp 


0009230730 Forwards LER BO-077/03X-1 

CALKOl/ll, J P Tennessee Valley Authority 00/09/19 tP 


— 9009230734 LER ao-077/03X-I on 800525, during Mode 4, RHR containment 
sump ret 1 rcu la ti en valve FCV-63-73 would not open due to 
failure of FCV-74-21 to actuate limit switch Halnt request 
mads to adjust limit switch 

KIRKfO B Tennessee Valley Authority 00/09/19 2pp 


6009300451 Bpedal Rept 00-5 on 800804, fire detector X8-13-29F found to 
have thermal detector in place of loniiatlon detector 
Caused by Installation of wrong type of detector Correct 
detector Installed Sys declared operable on 000005 
CALHOUN, J R Tennessee Valley Authority 00/09/25 2pp 


T Hearing transcripts on non-ant 1 trust matters 


800?] 10332 Forwards full-power OL, slide presentation entitled, '^HRC 
Staff Review of Sequoyah for Full Power Operation - 
Cenmlssion Or 1 ef ing, 000021, ” transcript of NRC 000021 public 
(aBetCny L draft Suppl 2 to SER, NUREO-OOI 1 

DElHONiH R Office of Nuclear Reactor Regulation, Director 
80/08/20 14pp 


■8009110341 Transcript of Commission 800021 public meeting in 
UeThlngtoni OC to discuss facility full-power license Pp 
1-69 

e Cornlsilon 80/00/21 91 pp 


8009290021 Transcript of S00916 public meeting in Wash ington, DC re 
discussion 8( vote on Commission program to review QL 
app 1 1 ca 1 1 ons, AH sessio^n Pp 1-62 

AHEARUE, J F , GlLlNSKT, V . OPADFORD, P A Commission 00/09/16 
65pp 


--8009290023 Forwards proposed modified license condition re hydrogen 
control measures 

AHEAHf'iE, J F Commission 00/07/11 2pp 


— 8007290026 Forwards proposed modified license condition re hydrogen 
contra] measures, as aUernalive to H Denton 800903 proposal 
Hatter should be reviewed in early 1982 
AUSTIN, / H Co,Timis31on 60/09/09 2pp 


--B009290030 For,i,ards TUA sum'nary sheets le mill certification data 
pertaining to containment 

DENTON, M R Office of Nuclear Reactor Regulation, Director 
80/09/15 20pp 


V Operator E i ami ti a 1 1 □ ns 


0009120261 Submits info on degraded core training for Operating 
empl uyees, per NRC request Training completed for licensed 
reactor L senior reactor operators Presently conducting 
training for shift technical advisors 

CROSS, J L Tennessee Valley Authority 80/09/05 Ip 


DOCKET 50-320 SEQUOYAH NUCLEAR PLANT, UNIT 2 

A App 1 1 ca 1 1 on/c ons true 1 1 on stage documents tt correspondence 


00091 10604 Requests review of RLD Associates rept, "Sequoyah 
Containment Analysis “ Comments due by 800801 

TEDESCO, R L Assistant Director for Licensing 80/07/29 2pp 


0009080080 Forwards draft NUREG-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Froposed implementation schedule for meeting criteria 
of NUnE0-O69* end W/o NUHEO 

EEBENHUT.D G Division of Licensing 80/08/01 ll9pp 


80082t061Q Discusses preliminary assessment ef use of igniters as 
method of hydrogen control at facilities Assessment based on 
present understanding of util-proposed igniter scheme 
Exclusive USB of Igniters may not be prudent 
DARI,R A Drookhaveti I'latlonal Laboratory 80/08/08 3pp 


0009120570 Responds to request for comments re Sequoyah containment 
Forwards info re stringer 1 skin interaction Concludes 
WRC calculations overestimated beneficial effect of 
stringers 

HUe8ARD,H U n 5 D Associates 80/08/10 0pp 


0009049434 Forwards ma 1 1 re NRu review of ice condenser containment h 
hydrogen control measures for Sequoyah Nuclear Power Plant 
ACRS has scheduled meetings in Nash ing ton, DC on 000828,0902 
04 to discuss issue 

TEDESCO, R U Assistant Direutor for Licensing 80/08/22 5pp 


— 8009040443 "Kydrogen Control for Sequoyah Nuclear Plant, Units 1 (■ 2 
• Office of Nuclear Reactor Regulation, Director 80/00/13 

01pp 


’eC>090404S9 Transcript of 000621 discussion mf Sequoyah full power 
license in Nash i ng ton, DC Pp 46-09 
e Carmission 60/08/21 47pp 


8009150527 Forwards requests for addl info in respcinse to util 600814 
Itr rd safety analysis of interim distributed ignition sys 
SCHWENC6R. A Licensing Branch 2 00/08/20 3pp 


8009030436 Forwards Procedure IP-13, 'Plant Release Rate Calculatiens" 
S, graphs of containment activity as function of monitor 
reading, in fulfillment of 800811 commitment to provide 
correlation procedure 

KILLS.L 14 Tennessee Valley Authority 00/08/29 3pp 


— 8009030438 "Plant Release Rate Calculations '■• 

ZOB£L,IJ , KITT3,R J , DILL,J Tennessee Valley Authority 
80/08/21 40pp 


8009240560 Forwards preliminary staff assessment re use of baton as 
hydrogen combustion control measure Items addressed include 
selection 4, ■design of ha I on delivery sys, chemical stability 
r oquirements , reac 1 1 Vi t y J, consequences of halon injection 
DENlONrH R Office of Nuclear Reactor Regulation, Director 
00/08/29 7pp 
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e009S<)0564 Staff re q^ut reoie-n ts memo re Coirnisstan 000014 meeting 
CHILKi S J Office of the Secretary of the Coaiitins i on 80/09/10 

Ip 


QOO'911034'9 Foruards proposed full-pouer OL. Supple 2 lU 3 to 6ER tt 
"DlBCUosion of Environ Effect* of U Fuel Cycle " Test* «t 
*afety revieia of propoeal for distributed ignition sys 
eipeeted to be completed b<j Jan 1901 

DENIGHiH R Office of Nuclear Reactor Regulationi Director 
80/09/03 18pp 


—8009110355 Draft Svppl 3 to SEB 

e Office of Nuclear Reactor Pegulationi Director MtlREO-OOll B3 
aO/09/30 79pp 


H Oeneral eorreipondcnce 


S009ii03S7 Comiinend* Coouniss ionere for denying facility full-power 
license until hydrogen buildup issue has been resolved 
beyond any doubt No compromise too eipensive for prevention 
of another near-devastat ing event such as TMI 
CMOUELLiM A Affiliation Unknown 80/09/08 Ip 


8009120301 Responds to 000703 Itr requesting NRC comment on K Spallont 
800619 Itr re potential Impact of dam failure of Pond Hill 
Reservoir) luh ic h util is considering for future const FES 
scheduled for completion in Dec 1980 

DIRCKSiU J Office of the Executive Director for Dpsratlans 
80/09/08 Ip 


8009110358 '^Discussion of Environ Effects of U Fuel Cycle " 
a Office of Nuclear Reactor Regulation) Director SO/09/30 
92pp 


— 8009110360 Suppl 2 to SER 

* Office of Nuclear Reactor Regulation) Director NUREO-OOll 32 
aO/OB/31 laopp Available at CPD 75 50 


9009000259 Forwards description of facility ice condenser insulation 
ma t 1 s t containment wall insulation structural design 6 
insulation f lammab i 1 i ty review results 

CROSS) J L Tennessee Valley Authority 90/09/04 ttpp 


8009090370 Forwards addl info on temp control for main steam valve 
roomS) in response to NRC request Info revises util 800729 
Itr 

CROSS. J L Tennessee Valley Authority 80/09/04 2pp 


8009300294 Forward Chilk 800818 memo to Dircks re briefing on 
hydrogen control In Sequoyah containment 

DENTON) H R Office of Nuclear Reactor Regulation) Director 
80/09/10 Ip 


— 8009120317 Requests NRC response to end K Spa 1 lone 800619 Itr re 
potential Impacts of Pond Hill Reservoir const tc operation 
within 2 wks of receipt of request 
SCMNEIKERiR 8 Senate 80/07/03 2pp 


I Financial information 


8009090543 Forwards Annual Financial Rept 1979 

CROSS) J L Tennessee Valley Authority 80/09/04 Ip 


— 8009090563 Annual Financial Rept 1979 

* Tennesseo Valley Authority 80/09/04 44pp 


K Utility Final Safety Analysis Report (FSAR) (i amende 


8009030560 Forwards affidavit certifying that Amends 66 {< 67 to FSAR 
ware mailed to D HoorO) VE Hagan (< BA Osborne on B00B26 
KILLS) L M Tennessee Valley Authority 80/08/26 2pp 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


8009190476 Forwards info re mail test repts for critical section oF 
containment steel Mill test rept on critical section will be 
submitted by 800915 

HILLS) L II Tennessee Valley Authority 80/09/12 4pp 


8009190766 Discusses 243rd ACRS meeting on 800710-12 re Sequoyah rovieia 
tt research program FY62 budget 

PLE88ET)H 3 ACRS - Advisory Committoe on Reactor Safeguards 
80/07/18 3pp 


3009170297 Forwards mill tost rept re critical section of containment 
steel in fadkity Katl suppls 800912 submittal which 
summarlios assessments of containment to withstand internal 
pressures Overs! le drawings available In Central Files only 
KILLS) L H Tennessee Valley Authority 80/09/15 lOpp 


3009290333 Forwards Revision 3 of response to NUREO-0578) TMI-2 Lessons 
Learned Task Force status rept ti short-term recommendations) 

Items 2 J 6a Revision 3 changes precedores description for 

reducing 5 quantifying leakage fron liquid sys 

HILLS. L M Tennessee Valley Authority 80/09/22 Ip 


3009300400 Forwards technical questions re Implementation of interim 
policy on lOCFRSO b SI 

HILL8.LH Tennessee Valley Authority 80/09/23 3pp 


E NRC Safety Evaluation Report (SERli suppls correspondence 


80090804(9 Forwards Suppl 2 to SER (NOREC-OOl 1 } 
SCHUENCER.A Licensing Branch 2 80/09/04 2pp 


—8009030423 SER for Facility 

» Office of Nuclear Reactor Regulation. Director NUREO-OOll 82 
80/08/31 175pp Available at NFtS 45 SO 


8009260254 Forwards Buppl 3 to SER for facility 
SCHVIENCER. A Licensing Branch 2 03/09/16 2pp 


— 8009260258 SER for Fac i 1 i tyt Sup p I 3 

« Office of Nuclear Reactor Regulation) Director NUREO-OOll S3 
BO/09/30 82pp Available at NTI5 S4 00 


F Security) medical, cmeigoncy <c fire protection plans 


8009230267 Requests that all personnel be reminded of purpose of 
emergency notification sys 6 health physics network Gys 
Installed for govt use during emergency 

□ •'REILLYiJ P Region 2. Atlanta. Office of the Director 80/06/22 

Ip 


8009230333 Forwards physical security p lani Revi i Ion 6A Revision 
withhold (ref I0CFR2 790) 

H!*XS. L M Tennessee Valley Authority 80/09/17 Ip 


8009160083 Notice of ACRS Subcominittee on Structural Engineering 800902 
meeting in Nash Ington. DC to establish mai Internal pressure 
Sequoyah containment can withstand 

MOVLE. J C Office of the Secretary of the Commission 80/08/13 

2pp 


6009050394 Transcript of ACRS Subcommittee on Structural Engineering 
800902 hearing in Hash Ing ton. DC re establishing max eiternal 
pressure temp that Sequoyah containment structure can 
withstand 

> ACRS - Advisory Committee on Reactor Safeguards 80/09/02 
ie2pp 


BOO91B0172 Foruierds agendas for ACRS 800902 subcommittoe meeting h 
800704 full committee meeting re facilities 

TEOESCO) R L Assistant Director for Licensing 80/09/02 4pp 


8009150238 Responds to request for comments on questions contained in 
V Olllnsky 800807 Itr re facility ice condenser 
containments Facility Is capable of sustaining pressure of 
at least 45 psig w/o structural failure 

PLESSET.K S ACRS - Advisory Committee on Reactor Safeguards 
80/09/00 3pp 


8009300329 Forwards ACRS 800908 Itr to J Ahearne re ice condenser 
containments 

SCHNENCER. A Licensing Branch 2 80/09/18 2pp 


P Operating license stage documents 6 correspondence 


8009230549 Proposes alternate replacement schedule for turbocharger 
drive gear assemblies mfg by Oeneral Motors Util will limit 
turbocharger operation to less than 200-h 
KILLS. L II Tennessee Valley Authority 80/09/17 2pp 


Q Inspection reports. IE Bulletins & corr aspondence 


8009100063 Forwards IE Bulletin 80-18. "Halnt of Adequate Mtn Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Lina Rupture " Mo written respons* required 
O'REILLY) J P Region 2. Atlanta. Office of the Director. 80/07/24 
ip 
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aOOWZ&aM Forwa-rds ro*pons« to IE Sulletln 79-03A No SA-312 U A-3l2i 
T'gpa 300 sories fusion uolded pipe used or plonned for use 
in sef • tv~rO 1 0 ted sys ot greater than 8SX design stress 
ticept iiatts Bar Hatl under investigation at Matts Dar 
KILLS. L M Tennessee Valley Authority BO/08/05 2pp 


8009090902 Responds to IE Bulletin 79-03A» "Longitudinal Weld Defects 
in A5K£ SA~312i Type 304 Stainless Steel Pipe " Use of matls 
still under investigation for sys supplied by NSSS vendor 
KlLLSrl. II Tennessee Valley Authority 80/08/09 2pp 


8009020303 Forwards IE Insp Rapts 50-327/80-24,50-328/80-15. 
50-390730-20. 50-391/80-14, 50-438/80-13. 90-439/80-13. 

50-510780-11. 50-519/80-1 1, 50-520/80-11, 50-521/80-11. 

50-553780-11.80-594/80-10,50-5*6/80-10 U 50-567/00-10 

O'REILLV.J P Region 2. Atlanta. Office of the Director BO/OS/06 

2pp 


— 8007020312 Notice of violation froai Insp on 800707-11 

« Region 2, Atlanta. Office of the Director 80/08/06 4pp 


— 8007020337 IE Insp Repts 50-327/80-24,50-328/00-15,50-370/00-90, 
50-371/80-14, 50-430/80-13, 90-439/80-13. 50-310/80-11. 

50-51 9/00- 1 1 . 50-520/80- 1 1 . 50-521 /0O-1 1 , 50-553/90-11 . 

50-554/80-10. 50-566/80-10 «- 50-567/80-10 on 800707-11 
BROW-NLEE. V L , KODENOS.L Regian 2, Atlanta, Office of the 
Director CONLON. T E Region 2, Atlanta, Reactor Construction t. 
Engineering Support Dranch 60/08/06 24pp 


8009170161 Foruards IE Insp Hopt 50-328/80-14 on 800700-11 No 
none orap I lance noted 

tiURPHY. C E Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch 00/00/06 2pp 


"8009170163 I£ insp Rept 50-328/80-14 on 800708—11 No noncocip 1 lance 
noted Major areas Inspected preservice 6 Inservlce insp 
prograa) 

HERDT.A R . ZAJAC.L D Region 2, Atlanta, Office of the Director 
80/00/0* 4pp 


000903014* Forwards Revision I to IE Bulletin BO-19, "Failures of 
WeTCUrv-Wettdd Hatrii Relays In Reactor Protective Bys of 
Operating Nuclear Pouer Plants Designed by C-E " Urltton 
response required 

Q^REILLV. J p Region 2, Atlanta, Office of the Director 00/00/15 

Ip 


80O7I60193 Forwards IE Circular 80-18, “lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No lurltten response 
required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/08/22 
Ip 


8007120340 Forwards IE Info Notice 80-31, "Kaloperation of Oould-Brown 
Boverl 480 Volt Typo K-600S K-DON 6003 Circuit Breaker* " 

No written response required 

□ 'REILLY. J P Region 2, Atlanta, Office of the Director 00/08/27 

Ip 


8009240454 Forwards response to IE Bulletin 80-16 re potential 
ctisappl Icatlon of Rosemount pressure transmitters No 
corrective action required due to results of evaluation that 
indicated impossibility of anomalous output 
HILLS, L n Tennessee Valley Authority 80/08/29 2pp 


9009120*79 Responifs to IE Bulletin 00-19 re failures of mar cury-uetted 
laatrts relays in reactor protective sys Relays identified 
are not used in facility Forty manhours expended for review 
lilLLE, L N Tennessee Valley Authority 80/09/04 ip 


80092*0373 Forwards IE Circular 00-21, "Regulation of Refueling Crews " 
No written response required 

O^REILLY, J P Region 2. Atlanta, Office of the Director 60/09/10 

5pp 


ft Periodic operating reports * related correspondence 


6007030397 Discharge monitoring rept for 800501-0601 

EL-ASKRV, M T . STEINER, O R Tennessee Valley Authority 80/00/00 
B7pp 


0 Reportable occurrences, LERs & related correspondence 


800904040* Second Interim deficiency rept re defective reactor vessel 
upper Internals guide tube support pins TVA & Westinghouse 
replacing pins. Next rept wilt be submitted by 000911 
HILLS, i. H Tennssseo Valley Authority 80/07/24 Ip, 


8009100537 Final deficiency rept re control rod drop events Operating 
procedures to be revised per Uestlnghouse instructions 
Procedural change will be made prior to greater than 90'/, 
power level ascension t will prevent power overshoot 
MILLS, L M Tennessee Valley Authority 60/00/05 2pp 


000910023* First interim deficiency rept re evaluation of sensing line 
connections to process piping Reanalysls of process piping 
will be completed by end of Sept Next rept uii 1 1 be submitted 
by B010I7 

MILLS, L K Tennessee Valley Authority 80/08/07 2pp 


6009100204 Final interim deficiency rept re spray header attachment 
lug re-evaluation Lug attachments for containment spray b 
RHR sys headers not properly evaluated when supports 
reanalyted for steel c antalnunent vessel dynamic movements 
MILLS, L Tennessee Valley Authority 80/08/07 2pp 


80081904*3 Final deficiency rept re hydrogen detection sys integrity 
Otll has oidered mod kits b anticipates that installation 
will be completed by 801205 

KILLSiL 11 Tennessee Valley Authority 80/08/13 2pp 


600910057* Final deficiency rept re hydrogen detection sys integrity 
Pump diaphragm rupture could result in sys Integrity breach, 
affecting plant safety Sample pump field mod kit being 
provided by Ccmslp,lnc Installation anticipated by 901205 
hlLLS.L M Tennessee Valley Authority 80/08/13 2pp 


800910049* Revised final deficiency rept re incorrect valve weights in 
upper head injection sys Addl valves w/erroneous weights 
listed Piping sys load analyses were rerun using correct 
weights 

MILLS, L M Tennessee Valley Authority 80/09/02 3pp 


6009100459 Final rept rc deficiencies in installed pipe hangers * 
discharge piping in essentia) raw cooling water pumping 
station Caused by errors in design drawings & embedded pipes 
extending past location requirements 

MILLSiL M Tennessee Valley Authority 00/09/04 2pp 


8009110320 Second interim deficiency rept re design criteria for 
secondary side pipe breaks Util completed analysis of pipe 
rupture interaction Protective devices will be added or 
piping will be rerouted Will submit next rept by 801020 
MILLS, L M Tennessee Valley Authority 00/09/04 Ip 


S009160372 Second revised final deficiency rept re possible structural 
failure of spent fuel pool gate during seismic event Problem 
to be corrected by administratively requiring gate to remain 
in storage location during normal plant operations 
KILLBtL (1 Tennasioo Valley Authority 80/07/08 3pp 


800916032* Third interim deficiency rept re defective reactor vessel 
upper internals guide tube support pins Uestlnghouse 
evaluation of guide tube pins being reviewed Replacement of 
pins underway Mext rept will be submitted by 801215 
MILLS.L II Tennessee Valley Authority 80/09/10 Ip 


0009160328 Third interim deficiency rept re environ qualification of 
Class IC instruments In valve room Si a steam generator 
pressure transmitters replaced Pressure switches for flow to 
auxiliary feed pump repaired 

MILLS.L 11 Tennessee Valley Authority 00/09/12 Ip 


6009290332 Third Intertm deficiency rept re environ qualification of 
Class IE equipment Status of NORs enc 1 Environmental ly 
qualified switches were installed Solenoid valves will be 
replaced Next rept will be submitted by 801121 
KILLS. L K. Tennessee Valley Authority 80/09/19 2pp 


8009290350 First interim deficiency rept re safety injection sys train 
8 flow defect Flow tests continuing Similar defect reported 
at Uatts Oar I tfatts Bar flow test rescheduled for 9D1D31 
Next rept will be submitted by 801023 

HlLLS.L M Tennessee Valley Authority 00/09/22 2pp 


800930039S Fourth interim deficiency rept re upper head injection 
hydraulic isolation valve accumulator weighing sys Utsl will 
delay design changes proposed by Uestlnghouse until further 
testing completed 

MILLS, LM Tennessee Valley Authority 80/09/25 ip 


0009300467 Final deficiency rept re seismic qual if ication of auxiliary 
feaduatar pump recirculation line Caused by use of Improper 
design category Line to be reclassified 6 required seismic 
supports added prior to Unit 2 fuel load 
KILLS, L M Tennessee Valley Authority 80/09/25 2pp 
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T M-carirfl tran-?ct‘ipt^ on r)on~c)iit i tru'S t triatlors 


a009S900»l Tran^cpjpt of SCORIA pobLsc rtteating in Washing ton. DC re 
diicuasion & vote on Comnvi -s $ ion p-rogTam to revicu OL 
dpp 1 i cat i onsp /iH session Pp 1-62 

AHEARNE, . F . ■GtLlllSKriy , BRADFORD, P A Commission 60/09/16 
6Sp p 


6009290023 Forwards proposed modified license condition re hydrogen 
control neissures 

AXEARMC, pJ F Cominission 80/09/U 2 pp 

6009290026 Forwards proposed modified license condition re hydrogen 
control measures. as alternative to H Denton 800903 proposal 
natter should be revloued In early 1932 
AUSrill. J H Comm I s s 1 oti QO/09/09 2pp 


V Operator Eiaminatl ons 


B009120261 Submits info on degraded core training for operating 
employoas. per NRC request Training completed for licensed 
reactor A senior reactor operators Presently conducting 
training for shift technical advisors 

CHOS!>i vl L Tennessee Valley Authority 60/09/05 Ip 


DOCKET 50-329 KIDLAND PLAJJT. UNIT I 


A App ] I c at i on/c uns t r uc 1 1 on stage documents A correspondence 


0009060000 Forwards draft NUPIE0-0’696« "Functional Criteria for 
Emergency Flcsponse Facilities ' Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NURE9-069A end W/o MVREO 

EISENMUTiDC Division of Licensing 80/03/01 I 19pp 


6009020173 Piovides satisfactory review of enc I Army Corps nf Engineers 
Itr rept re geotechnical engineering review Requests rept 
be submitted to util for response 

LEAH, 0 ilydrologic h Oeo teehn 1 cal Engineering Dranch 60/08/05 

2pp 


(1009020179 Gubirits Itr rept re completion of Gubtask 1 re geotechnical 
engineering review Identifies unresoKed Issues A suggests 
course of action Gup pi enc I 

MCCALLIQTCILP Aimy.Bopt of, Office of Surgeon General 80/07/07 

ivpp 


6009020165 Act receipt of QQ072‘) Itr from jy Cook transmitting rept 
on reactor pressure veisol support mod 

FlOREl-LltO Region 3, Chicago, Reactor Construction U Engineering 
Ouppart Dranch 60/06/11 Ip 


(1009100005 Motlficallon Fo 600622 meeting u/uti I in Oethesda,HD to 
clarify 5 suppl info le consl completion schedule 
11000,0 Operatiag Roacturs Dranch 3 80/06/21 Spp 


6009190199 Requests addl Info re permanent deuatarlng sys proposed for 
site per Hydrologic A Oeotoc hii I cal Engineering Dranch 
review 

TEDEGCCI, R L Assistant OIroctor for Licensing 60/08/27 I Ipp 


9009090397 Forwards response to W(1C flOO‘121 info request re Category 1 
masonry walls Oversiio drewings available In Central Files 
only 

CG6K<J U Consumers Power Co 60/09/03 llpp 


Q009090SOO Forwards description of nuclear operations U facility mgt 
organi latlonal changes Revisions will be submitted to 
Incorporate changes to OA program policies 
HOFFMAN, (1 P Consumers Power Co GO/09/OS 4pp 


•0009090511 “Nuclear Oves Dept," A "OANucUai Operations 
e Consumers Powei Co 80/09/03 2pp 


0009170859 Amend 81 to application far CPs A OLs . includi ng discussion 
of applicants position on need for addl borings, sot t I ement 
update A Revision 9 to response to NRC requests ro plant 
f i 1 1, or ig Inal ly referenced by Amend 72 
COOK, J l( Consumers Power Co 80/07/62 230pp 


'09290360 Forwards DAW Rept 64-1120836-00, "Evaluation of 
Instru, mentation lo Detect Inadequate Core Coo’ling Prepared 
•or 17/ Owners Group " 

'OC'K,J U Consumers Power Co 80/09/12 Ip 


— 0009290373 "Evaluation of Instrumentation to Detect Inadequate Core 
Cooling Prepared For 177 Owners Group " 

FROTH. D J Babcock A Htlcoi Co 84-1120836-00 60/08/15 22pp 


8009220238 Forwards response to NRC 701011 A 1222 Itrs requesting 
addl Info for review of application for OLs 
COOK, J H Consumers Power Co 80/09/15 Ip 


— B0092202>12 "Rept of Archaeological Mitigation A Avoidance on CPC 
R i gh t-of-Kay In Saginaw A Midland Counties, Ml '■ 

OZKER.D , TAGOART.DH Michigan. Univ of 60/02/18 EOOpp 


— 80092202d7 "Terrestrial Ecological Survey for Midland Nuclear Plant 
T1 t labauassee Substation to Oary Road Substation 345 kV 
Transmission R 1 gh t-of-Hay, " final ropt 
» Aptech Engine Bring Services 79/11 /30 200pp 


8009330530 Forwards Amend 82 to CP A OL application A Revision 11 to 
anv iron rept 

COOKiO W Consumers Power Co 00/09/15 Ip 


—0009230559 Amend 82 to application for OLs A CPs 
» Consumers Power Co. 60/09/15 Ip 


— S009230S42 Revision 11 to environ rept 

♦ Coniumers Power Co 80/09/30 tOOpp 


8009230707 Submits corrections to 000711 Itr re cracked steam 
generator manway studs at Oconee 3 
TAYLOR. nIH Babcock A Hilcox Co 80/09/15 Ip 


6009300332 Summary of 600525 meeting u/utll in Bethesda.MD re potential 
timing A methods for resuming formal docket review of OL 
app 1 1 cation 

HODO-D S Licensing Branch 3 80/09/16 6pp 


3009300309 Requests addl info re reactor pressure vessel support mods 
TEDESCOi R L Assistant Director for Licensing 60/09/19 Spp 


6009300307 Forwards affidavit acknowledging distribution of Amend 82 to 
CP A OL app 1 lea tlon, Revls ion 11 to environ rept 
COOK, J H Consumers Power Co 60/09/22 App 


C Utility Environmental Report (ER), amends A correspondence 


8009230550 Forwards Amend 82 to CP A OL application A Revision II to 
environ rept 

COOK, J H Consumers Power Co 80/09/15 Ip 


•6009230562 Revision 11 to environ rept 
a Consumers Power Co 80/09/30 lOOpp 


8009300507 Forwards affidavit acknowladg ing distribution of Amend 82 ta 
CP i> OL app 1 Icat i on, Revi s ion 11 to environ rept 
COOK.J H Consumers Power Co 80/09/22 4pp 


F Security, medical, emergency A fire protection plans 


3008080397 Forwards "Evacuation Clear-Time Estimates for Arsas Near 
Midland, MI Nuclear Power Plant," in response to NRC 791226 
A 600702 Itrs 

COOK, J H Consumers Power Co 80/07/31 2pp 


•8003060302 "Evacuation Clear-Timo Estimates for Areas Near Midland.MI 
Nuclear Power Plant '' Oversite drawings end 
e HMM Associates, Inc 00-059 00/07/31 I12pp 


6009100924 Transmits emergency planning info to be made available to 
public at UPDR In Mldlanid.MI W/o end 
SOUOERi J L Public Document Branch 00/08/27 Ip 


0 Adjudicatory correspondence 


60090S03S4 Advises of withdrawal as atty for WH Marshall Requests 
that firm name bo removed from roster i that all parties be 
notified 

MERRITT, 0 J Thompson, Niel son, KlaverKamp A James 80/00/13 2pp 


6009050423 Contention alleging that Class 9 accident will cause massive 
flow of radioactive matls into Saginaw Day river which- 
provides drinking water to area Urges full disclosure per 
NEPA 

MARSHALL, H H flapleton Interveners 80/08/27 Spp 
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6flKJW)20‘l29 Rasponse in support of 3 Starains amended petition to 
Intervene re Contention 4 on OA Urges amend of Contentions 
l.ai3 t* 4 Contentions 5 re differential soil settlement 
oust not be accepted u/o amend W/Certi f icata of 3vc 
PATQMi it D Hearing Draneh 4 80/08/29 lipp 


&00902C440 Response in support of SK Warren 0OOB14 amended petition to 
Intervene re Contentions 1 t 3 on fill soil composition h 
dewatering procedures Contentions 2 & 4 re seepage t< 
preloading should be amended Certificate of Svc end 
J0.'fESi£ H Hearing Branch 2 80/03/29 9pp 


8009030718 Response to SK Warren 000814 suppJ ?< B Btamlris amend to 
petitions to intervene Opposes Warren Contentions 2 U 
Stanlris Contentions 1,2,3 J< 5 Urges rephrasing of Stamtris 
Contention 4 re QA Certificate of Svc end 

FARNSLL, A S Consumers Power Co FABHELLi A 5 I sham, Lincoln t< 
Scale BO/08/30 llpp 


0009340001 Suppl to SK Warren petition to intervene t, amended supp 1 to 
B Stagiiris petition to Intervene Alleges Inadequacg Of 
peroanent dewatering procedures CPC financial pressures 
aJverseiv affecting resolution of soil settlement issues 
WARREN.sk, STAMIfilS.B Af f i 1 lat ion Unknown 00/09/09 Bfp 


■8009260003 Statement asserting NRC CPC positions re SK Warren t, □ 
Stamens revised contentions No objections stated bf NRC 
Partial objections stated bg CPC re circulating water lines 
& other irrelevant Issues Certificate of Svc enc 1 
HILLERiH I Consumers Power Co HILLER, H I Isham, Lincoln %> 
Beale 60/09/18 4pp 


0009160397 Forwards util answer to notice of hearing W/o enc 1 
FARMELLi A S Isham, Lincoln & Beale 80/09/11 Ip 


8009190420 Notice of appearance in proceeding Certificate of Svc encl 
SRUNNERi J E Consumers Power Co 00/09/11 3pp 


&OO9350'934 Notice of reconstitution of ASL8 due to IW Smith schedule 
conflict C Sechhoefer appointed chairman 

LAZfliR H Atomic Safetg and Licensing Board Panel 80/09/17 Ip 


0009300033 Notice of 801007-09 depositions of D HoodiL Heller 6 J Kane 
of NRC it 601013,15 ti 16 depositions of JW Simpson, W Lawhead 
4, B Erickson of Corps of Engineers, re Stamiris U Warren 
contentions Certificate of Svc end 

FARMELL, A S Consumers Power Co FARNELL, A 8 Tsham, Lincoln i 
Oeale 00/09/33 9pp 


£009250004 Advises that, in response to 800920 nal 1 gram, future 
transeripts will be mailed to 8 Oadtar 
PAFON.H D Hearing Branch 4 00/09/23 Ip 


8009390039 Responds to OA Linenberger 800910 iniiulrg re NRC conclusion 
*n Page 3 of 790906 order modifging CPs 8afotg Issues in 
question are associated w/remedlal action correcting soil 
dif iciendei 

PATON, W D Hearing Branch 4 80/09/24 3pp 


H Oenaral correspondence 


8007110280 Responds to 80072S Itr requosting Info re safetg of Midland 
A Fermi plants All nuclear plants subj to enhanced safetg 
raqulrementi resulting from TMI Lessons Learned Task Force 
reeemnendattons Supporting documentation end 
01HCK8, W *1 Office of the Executive Director for Operations 
80/08/26 24 pp 


— 8009II02S8 Requests consideration of end HC Haight Itr re safely of 
Midland I, Fermi plants 

BRDOI1FIELD<W 3 House of Rep , Foreign Affairs 80/07/28 2pp 


&CH59090040 Responds to 0OOSO7 Itr to President Carter re safety, cost A 
need for facilities NRC issued order on 771206 prohibiting 
bo'll const activities pending CP amend Studg shows two-unit 
plant uitl provide electric power at lowest cost 
EESENHUTtOO Division of Licensing 00/08/27 lOpp. 


K- tltllitg Final Safetg Analgsie Report (FSARJ A amends 


0009190218 Forwards portion of Amend 81 to F8AR, "Discussion of 
Applicant Position on Need for Addl Borings for Midland 
Plant Units 16 2 " Discussion attempts to document 
pTesentations 6 new matl introduced at 800029 meeting w/NRC 
G-OOK, J If Consumers Power Co 00/09/16 3pp 


— a009l70'221 Portion of Amend 81 to FSAR entitled, ''Discussion of 
Applicant Position on Need for Addl Doringi for Midland 
Plant Units 1 S 2 " 

s Consumers Power Co 00/09/14 AIpp 


0 Inspection reports. IE Bulletins 4 correspondence 


Q0091S0174 Forwards IE Insp flep ts SO-329/60-20 t S0-330/B0-31 on 
800708-10 6 notice of violation 

FIORELLI.O Region 3, Chicago. Reactor Construction A EngJiieorlng 
Support Dranch 80/07/16 2pp 


— 8009 1 50 197 Notice of violation from insp on. B0070D-10 

« Region 3, Chicago. Office of the Director 80/07/18 Ip 


— 0009150203 IC Insp Ropts 50-339/00-20 6 50-330/00-21 on 800708-10 
Non comp llance noted failure to specify applicable code in 
purchase order 

DANIELSON, D H Region 3, Chicago.. Reactor Construction A 
Engineering Support Branch LEE. E H K Haglon 3. Chicago, Office 
of the Director 80/07/18 6pp 


8009180231 Forwards IE Insp Ropts 50-329/00-22 A &0-33&/00-23 on 
800701-31 No none amp 1 iance noted 

FIORELLI.O Region 3, Chicago, Reactor Construction A fug t tieer I ng 
Support Branch 80/08/07 2pp 


—8009180240 IE Insp Ropts 50-327/80-22 A 50-330/00-23 on ROO/OI 31 
No noncomp I i anco noted Major areas Inspected- d » t on s I on ing of 
reactor hold down bolts, const activities of Zack Co A 
caseload forecasting 

KNOP.R C , CQOK.R J Region 3. Chicago. Office of the Director 
BO/OS/OS Spp 


6009230110 Responds to- IF Bulletin 80-00. "Exam of Containment Linar 
Penetration Welds " Circumstances addressed not considered 
problematical because NDE performed required by applicable 
codes 

COOK. J 'W Consumers Power Co 80/08/14 llfp 


0009030226 Foruar-ds Revision 1 to IE Bulletin BO-17, "Failures of 
Mercury-Wetted Matrix Relays In Reactor Piotoctlve Qys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

KEPPLER, J Q Region 3. Chicago, Office of the Director tlO/Oil/15 
IP 


8009260410 Forwards IE Insp Repts 50-329 /QO- 13 A 50-330/80-14 on 
800227-27.0305-06,0312-13 A 20,0418 A 0502 A notice of 
violet I on 

KEPPLER. -J 0 Region 3, Chicago, Office of the Director 00/08/111 

2pp 


— 0009260413 Notice of violation f t om insp on 800227-37, 0303-06, 0'J12- 13 
A 20. 0418 A 0503 

» Region 3, Chicago, Office of the Director IIO/OB/ Ul 3pp 


—8009260415 IE Insp Repts 30-327/00-13 4 50-330/80-14 on (f00227~27. 
0305-06. 0312-13 A 20,0418 A 0S02 None omp 1 ianc e noted 
inadequate procurement document c ontrel, sp ee la I procesiet 
control A purchase matl. equipment A svc control 

FOSTER, J E , ERD.C H , NOREUtUa.C E Region 3, Chicago, Office of 
the Director 80/08/13 23pp 


8007170418 Forwards IE Circular 80-10, "10CFR30 37 Qafsty rvatuatlons 
for Changes to Radwaste Treatment 8ys " No written response 
requlr ed 

KEPPLER, J 0 Region 3. Chicago, Office of the Director CiO/On/22 

ip 


8009160248 r orwards IE Insp Ropts 50-327/80-17 A 80-330/(10-10 on 
800617-10 A 0722 A 0812-13 Mo noilcompl lanco noted 
FIORELLI.O Region 3, Chlcego, Reactor Construction A Cngineurino 
Support Branch 80/08/27 2pp 


— 8009150247 IE Imp Repts 50-327/80-17 A 30-330/00-13 on B0D61 7- 1 0. 0/22 
A 0812-13 No none omp 1 1 anco noted Major areas inspected 
preservlce Insp proeeduros , work ac t tvl 1 1 es . nond eitr ue live 
examination, personnel certification. A data 
WARD.K D Region 3, Chicago, Office of the Director 
DANIELSON, D H Region 3. Chicago, Roactor Construction A 
Engineering Support Dranch 80/08/23, 6pp 


8009230071 Forwards lE Info Notice 30-31, "Ma lopera t t on of Oould-Droun 
Doveri 430 Volt Type K-6008 A K-DQN 6008 Circuit Breakers “ 

No written response required 

KEPPLER, J 0 Region 3, Chicago, (Iff ice of the Director 30/03/21) 
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6009170227 Foru^rds NRC positions t requests for addl info to IE 
Bulletins 79-21 b 00-06 re teeip effects on level 
iseasurements t engineered safety feature reset controls Info 
needed For NHC revieiu of OL applications 

TEOESCO.R L Assistant Director for Licensing 00/09/04 12pp 

0009240129 Forwards IE Circular 80-21. "Regulation of Refueling Creius “ 
No written response required 

KEPPLERp J G Region 3. Chicagoi Office of the Director 80/09/10 
Ip 

8009290472 Act receipt of 800825 1 tr informing NRC of steps taken to 
correct violations noted in. IE Insp Repts 50-329/00-20 t< 

50-330/80-21 

FIORELLI.O Region 3. Chicagoi Reactor Construction ti Engineering 
Support Branch flO/09/10 Ip 


—8009290475 Responds to NRC 800710 Itr re violations noted In IE Insp 
Repts 50-329/80-20 50-330/80-21 Corrrective actions audit 

of weld filler matls procurement initiated b fabrication 
conditions qualified 

COOK. J N Consumers Power Co BO/OB/25 4pp 


R Periodic operating reports & related correspondence 


8009040295 Forwards Bechtel nonconformance repts li tog sheets. Bechtel 
quality action reque s ts. Blilf nonconformity reptSiBbll 
inservice insp nonconformance repts. util nonconformance, 
audit finding corrective action repts 
COOK. J If Consumers Power Co 80/09/21 300pp 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A App 1 t cation/construct ion stage documents b correspondence 


8OO9O0O98O Forwards draft NUHEG-0696. "Functional Criteria for 
Emergencv Response Facilities " Comments requested within 30 
days Proposed laiplementation schedule for meeting criteria 
of NUREG-0696 end H/o NUREO 

EI5ENHUT.D 0 Division of Licensing 80/08/01 U9pp 


8009020173 Provides satisfactory review of end Army Corps of Engtnaeri 
Itr rept re geotechnical engineering review Requests rept 
bo submitted to util for response 

LEAR. 0 Hydrologic b Geotechnical Engineering Branch 80/03/05 
3pp 


6009D20179 Submits Itr rept re completion of Suhtask 1 re geotechnical 
engineering review Identifies unresolved issues b suggests 
course of action Suppl end 

MCCALLISTER. P Army. Dept of. Office of Surgeon General 80/07/07 
I7PP 


8009020165 Ac k receipt of 800724 Itr from JW Cook transmitting rept 
on reactor pressure vessel support rood 

FIORELLI.O Region 3. Chicago. Reactor Construction 8. Engineering 
Support Sranch ao/OB/Il Ip 


3009100005 Notification fo 800822 meeting u/utll in Dethesda.KD to 
clarify b suppl info re const completion schedule 
HOOD. D Operating Reactors Branch 3 80/08/21 Spp 


S Reportable occurrences. LERs b related correspondence 


8008190605 Interim deficiency rept re inconsistent crois-reFerenc Ing 
between BbU b Dechtel numbering sys effecting Instrument 
sys Instrument Indei b electrical schemes under revision for 
application of appropriate cross-refi 
COOK. J U Consumers Power Co 80/08/13 3pp 


6009030654 Ack receipt of 800731 Interim deficiency rept re safe 
shutdown boration capability 

FIORELLI.O Region 3> Chicago. Reactor Construction b Engineering 
Support Branch 80/08/14 Ip 


8009030657 Ack receipt of 600301 interim deficiency rept re reactor 
vessel broken anchor bolt 

FIORELLI.O Region 3. Chicago. Reactor Construction b Engineering 
Support Branch 80/08/14 Ip 


8D09120199 Requests addl info re permanent dewatering sys proposed for 
site per Hydrologic b Geotechnical Engineering Branch 
review 

TEOESCO.R L Assistant Director for Licensing 80/08/27 llpp 


8007090397 Forwards response to NRC 800421 info request re Category I 
masonry walls □varsiie drawings available In Central Filee 
only 

COOK. vl N Consumers Power Co 80/09/03 llpp 


8009090500 Forwards description of nuclear aperations b facility mgt 
organl lational changes Revisions will be submitted to 
incorporate changes to OA program policies 
HOFFMAN. 0 P Consumers Power Co 80/09/05 4pp 


--8007090511 "Nuclear Sves Dept." t "OA Nuclear Operations " 
a Consumers Power Co 80/09/03 2pp 


8009100664 Ack receipt of 600913 Interim rept re NSS8 component 
identlf ication 

FIORELLI.O Region 3. Chicago. Reactor Construction b Engineering 
Support Branch 80/08/28 (p 


6009230275 Interim rept re containment internal structures coating 
deficiency Substantial progress made in isolating factors 
contributing to delanlnation condition b in fo.rmulatlng 
corrective action program Nect rept by 801103 
COOK. J U Consumers Power Co 8D/09/09 Ip. 


8009170239 Amend 81 to application for CPs b OLs. including discussion 
of applicants position on need for addl bor mgs, s ett lement 
update b Revision 9 to response to NRC requests re plant 
fi 1 1. originally referenced by Amend 72 
COOK, d U Consumers Power Co 80/09/12 230pp 


8009290360 Forwards BbU Rept B6-H20B38-00. "Evaluation of 
Instrumentation to Detect Inadequate Core Cooling Prepared 
For 177 Quners Oroup “ 

COOK. d U Consumers Power Co 80/09/12 Ip 


80092 S0266 Interim Deficiency Rept 9 re component qualification test 
documentation No.nconf ormanc e Repts 1769.1795. 1796,2659 b 
2664 have been d ispos 1 tloned b quality test review for metl 
requisition has been closed Next rept Issued by 801205 
CQOKi d W Consumers Power Co E0'/0?/19 64pp 


8009250284 Deficiency rept re HCLBA restraint design Steady state 
rather than peak thrust forces were used In design of 
0-listed pipe whip restraints Investigation b identification 
of root cause recommended Another rept due by 801201 
COOKiJ. U Consumers Power Ce 80/09/19 6pp 


8009290360 Deficiency rept re high energy line break analysis of pipe 
whip restraint designs Caused by misinterpretation of 
BN-TDP— 2 Affected restraints re— evaluated Next rept by 
801121 

COOK, d M Consumers Power Co 80/09/19. 6pp. 


T Hearing transcripts on non-antl trust matters 


8009160499 Transcript of B009t0 prehearing conference In Hid land. MI 
Pp 234-408 

* Atomic Safety and Licensing Board Panel ISSUANCES OL 80/09/10 
176PP 


— 8009290373 "Evaluation of Instrumentation to Detect Inadequate Cor* 
Cooling Prepared For 177 Owners Oroup " 

FRQTM. D d Babcock b Milcox Co 86-1120838-00 00/08/15 22pp 


8009220238 Forwards response to NRC 781011 b 1222 Itrs requesting 
addl info for review of application for OLs 
COOK, d lr| Consumers Power Co 60/09/13 Ip 


— 8009220242 "Rept of Archaeological (litigation b Avoidance on CPC 
Right-of-Hay In Saginaw b Midland Counties. MI " 

QZKER, D. TAOOART. D H Michigan, Unlv of 80/02/18 200pp. 


— 8009220247 "Terrestrial Ecological Survey for Midland Nuclear Plant 
Tl ttabawasse e Substation to Gary Road Substation 345 kU 
Transmission Right-of-Uay. “ final rept 
e Aptech Engineering Services 79/11/30 200pp 


BQ092305SO Forwards Amend 82 to CP b OL application b Revision 11 to 
environ rept 

COQKid N Consumers Power Co 80/09/15 Ip 


—8009230559 Amend 82 to application for OL* b CPs 
4 Consumers Power Co 80/09/15 Ip 


8009230707 Submits correction* to 800711 Hr re crackod steam 
generator manway studs at Oconee 3 
TAVLOR. d H Babcock b Hilcox Co 80/09/15 Ip 
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Q009300332 Summary of 800825 meeting u/util in BBthe»da<MD re potential 
timing it (Ciothods for resuming formal doctet revieui of OL 
j^plieatlan 

H008> D & Licensing Branch 3 QO/09/ld> lipp 


B009300309 Hequeite addl info re reactor pressure vessel support mods 
ieDESCP«H L Assistant Director for Licensing 80/09/19 3pp 


8009300507 Eo-ruards affidavit ac k noul od g i ng distribution of Amend 82 to 
■CF S; OL app 1 1 ea t i on, Revi s ion 11 to environ rept 
COOK, J H Consumers Power Co 80/09/22 4pp 


C Utility Environmental Report (ER>, amends & correspondence 


S009330’5SO Foriuards Amend 62 to CP {, DL application h Revision 11 to 
environ rept 

C00|4, J H Consumers Power Co 80/09/19 Ip 


'8009230562 Revision 11 to environ rept 
a Consumers Power Co 80/09/30 lOOpp 


F Security, meiiical, emergency S' fire protection plans 


800G080297 Forwarde “Evacuation Clear''Time Estimates for Areas Near 
Kl-dlandiMI Nuclear Power Plant," in response to MRC 791226 
j, B0O7O2 Itrs 

COOK, J W Consumers Power Co 00/07/31 2pp 


— 8008l}S{} 302 “Evacuation Clear~Time Estimates for Areas Near Midland, MI 
Nuclear Power Plant " Dversiie drawings end 
a HMKI Associates, Inc e0''059 80/07/31 112pp 


6009100924 Transmits emergency planning info to be made available to 
public at LPBR in Midland, MI N/o end 
SOl/DCR, ,7 L Public Document Branch 80/08/27 Ip 


0- Adjudicatory correspondence 


8009090354 Advises of withdrawal as atty for tJH Marshall Requests 
that firm name be removed from roster t, that all parties be 
notified 

MERRITT, O J Th ompson, Nie Ison, KlaverKamp t James 80/08/13 2pp 


6009090423 Contention alleging that Class 9 accident will cauee massive 
flow of radioactive matls into Saginaw Day river which 
provides drinliing water to area Urges full disclosure per 
NEPA 

MARSHALL, U H Mapleton Intervenors 80/08/27 2pp 


S009020439 Response in support of D Stamiris amended petition to 
Intervene re Contention 4 on QA Urges amend of Contentions 
1,2,3 b 6 Contentions 5 re differential soli settlement 
nust not be accepted u/o amend N/Certif icate of Svc 
PATON.W D Hearing Branch 4 80/08/2? tlpp. 


BOO902044O Rosponss in support of SK IJarrcn 800814 amended petition to 
intervene me Contentions 1 & 3 on fill soil composition t< 
dewatering procedures Contentions S & 4 re seepage 
preloading should be amended Certificate of Svc end. 

JONES, B M Hearing Branch 2 80/08/29 ?pp 


0009030716 Response to 8K Warren 800814 suppl ti S Stamiris amend to 
petitions to intervene Opposes Warren Contentions 3 tc 
Sta-ralrti Contentions 1>2>3 fr 5 Urges rephrasing of Stamiris 
Contention 4 re OA Certificate of Svc end 

PARNELL, A S Consumers Power Co FAR NELL, A 8 Isham, Lincoln i 

6aal« 80/08730 llpp 


8009260001 Suppl to SK Uarron petition to intervene t, amended suppl to 
B Stamiris petition to intervene Alleges inadequacy of 
permanent dewatering procedures CPC financial pressures 
adversely affecting resolution of soil settlement Issues 
WASREN.BK, STAMJRIS.B Aff 11 latlon Unknown 80/09/09 Bpp 


— 8009260002 Statement asserting NRC 6 CPC positions re SK Warren !< D 
Stamarls revised contentions No objections stated by NRC 
Partial objections stated by CPC re circulating water lines 
-b otter irrelevant issues Certificate of Svc end 
HILLER,H I, Consumers Power Co, MILLER, M I, Isham, Lincoln t, 
Seale 80/09/18 4pp 


B009160397 Forwards util answer to notice of hearing W/o ericl 
FANNELL, A 8 Isham, Lincoln V Beale 00/09/11 Ip 


6009190420 Notice of appearance in proceeding Certificate of Svc end 
BRUNNER, J E Consumers Power Co SO/09/H 3pp 


6009250034 Notice of reconstitution of ASLB due to tW Smith schedule 
conflict C Dochhoefer appointed chairman 

LAID, R M Atomic Safety and Licensing Board Panel 80/09/19 Ip 


8009300023 Notice of 0O1OO7“O9 depositions of 0 Hood.L Heller 6 J Kane 
of NRC b 801013,15 6 16 depositions of JN Simpson, W Lauhead 
b Ft Erickson of Corps of Engineers. re Stamiris 1. Uarrsn 
contentions Certificate of Svc enc 1 

FARNELL, A S Consumers Power Co FARNEULiA S Isham, Lincoln & 
Beale 80/09/22 9pp 


8009250004 Advises that, in response to B 00920 mailg ram, future 
transcripts will be mailed to S Oadler 
PATON. W 0 Hearing Branch 4 80/09/23 Ip 


6009290039 Responds to GA Linenberger 800910 inquiry re NRC conclusion 
on Page 3 of 790906 order modifying CPs Safety issues in 
question are associated w/iomedlal action correcting toll 
d ef 1 C lenc i es 

PATON. W 0 Hearing Branch 4 80/09/24 3pp 


H Oeneral correspondence 


6009110280 Responds to 800728 Itr requesting info re safety of Midland 
S( Fermi plants All nuclear plants subj to enhanced safety 
requirements resulting from TMI Lessons Learned Task Force 
recommendations Supporting documentation end 
DIRCKSi W J Office of the Executive Director for Operations 
80/09/26 24pp 


— B0091 1028B Requests c ons i derati on of end HC Haight Itr re safety of 
Midland ti Fermi plants 

DROailFIELD, W S House of Rep , Foreign Affairs 60/07/28 2pp 


8009090040 Responds to 600507 Itr to President Carter re safety, cast L 
need for facilities NRC issued order on 791206 prohibiting 
soil const activities pending CP amend Study shows two-unit 
plant will provide electric power at lowest cost 
EIEENHUT, 0 0 Division of Licensing 80/08/27 lOpp 


K Utility Final Safety Analysis Report <F8AR) b amends 


0009190218 Forwards portion of Ame-nd 81 to F9AR, “Discussion of 
Applicant Position on Need for Addl Borings for Midland 
Plant Units 1 b 2 " Discussion attempts to document 
presentations t, new matl introduced at 600329 meeting u/NRC 
COOK, J W Consumers Power Co 60/09/16 3pp 


—800919022) Portion of Amend 81 to F8AR entitled, “Oiscussian of 
Applicant Position on Need for Addl Borings for Midland 
Plant Units 142" 

* Consumers Power Co 80/09/14 41pp 


Q rnapectlon reports, IE Bulletins 4 correspondence 


0009130194 Forwards IE Insp fiepts SO-329/00-20 t 30-330/80-21 on 
0Q'O7O&-1O t< notice of violation 

FIQRELLIiO Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 00/07/18 2pp 


— 0009150197 Notice of violation from insp on 000708-10 

» Region 3. Chicago, Office of the Director 00/07/18 ip 


— 8009130203 IE Insp Repts 30-329/80-20 N 50-330/00-31 on 000708-10 
Noncofflp I lance noted failure to specify applicable code in 
purchase -order 

DANIELSON, 0 H Region 3, Chicago, Reactor Construction L 
Engineering Support Draneh LEE, E W K Region 3. Chicago, Office 
of the Director GO/07/1B bpp 


8009180231 Forwards IE Insp Repts 50-329/80-22 6 50-330/00-23 on 
000701-31 No non c amp 1 lance noted 

riaRELLt,0 Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 00/09/07 2pp 


■0009180240 IE Insp Repts 50-329/80-22 b 50-330/80-23 on 800701-31 
No noncoirip 1 lane e noted Major areas Inspected detensioning of 
reactor hold dawn bolts, const activities of Zack Co 6 
caseload for ocas ting 

KNOP, R C > CaOK,R J Region 3, Chicago, Office of the Director 
80/09/05 Spp 


8009230110 Responds to IE Bulletin 60-00, "Exam of Containment Liner 
Penetration Nelds “ Circumstances addressed not considered 
prob tematl ca I because NOE perfoTmed required by applicable 
cod e s 

COOAi J W Consumers Power Co 90/08/14 llpp 
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DOCKETED ITEMS 


800903022& Forwards Revision 1 to IE Bulletin 00-1'fp "Failures of 
Mer cvry-h'e 1 1 e d Matrii Relags in Reactor Protective Sga of 
Qperatinj Nuclear Poiuor Pkants Designed bg C-E “ Written 
responsa required 

KEPPtEH. J O Region 3, Chicago, Office ot the Director QO/OB/15 

Ip 


80092*0410 Forwards IE Inap Repts 50-329/80-13 t, 50-330/80-14 on 
600227-29^ 0305-0A, 0312' 13 «, 20,0419 >, 0502 4 nntice of 
violation 

KEPFLERpJ 0 Region 3. Chicago. Ofrice of the Director 80/08/18 

2pp 

, — 9009260413 Notice of violation from insp on 800227-29,0305-06,0312-13 
«> 20, 0418 t 0502 

e Region 3, Chicago, Office of the Director BO/08/13 3pp 


— 8009260415 IE Insp Repts 50-329/80-13 !■ 50-330/80-14 on 800227-29, 
0305-06, 0312-13 & 20,0418 f< 0502 Nencomp 1 1 anc » heteif 
inadequate procurement dDCument c o n t ro 1 < s pec la 1 processes 
control 4 purchase matl. equipment 4, svc control 

FOSTER, J E , EHB.C M , fJDREUIUS, C E Region 3, Chicago. Office of 
the Director 00/00/13 23pp 


8009170418 Forwards IE Circular 80-10, "lOCFftSO 59 Safetg Evaluations 
for Changes to Raduaste Treatment Sg s " No written response 
required 

KEPPLER. J C Region 3, Chicago, Office of the Director 80/08/32 
Ip 


8009160248 Forwards IE Imp Repts 50-327/80-17 t 50-330/80-18 on 
800617-18 4. 0722 4. 0012-13 Nu nunc onp I lane e noted 

FIORELLI.C Region 3, Chicago. Reactor Construction 4< Engineering 
Support Branch 80/08/27 2pp 


—8009160249 IE Imp Repts 50-329/80-17 t, 50-330/80-18 on 800617-18,0722 
*• oaia-13 No noncomp 1 lance noted Major areas inspected 
preservice insp proc eiures, work ac t tv 1 1 1 es. nondos true 1 1 ve 
e laniinat I on. p ersonne 1 certification 4 data 
WARD, K D Region 3, Chicago, Office of the Director 
DANtELSDN, D H Region 3, Chicago, Reactor Construction & 
Engineering Support Branch SO/OB/25 6 pp 


S009230071 Forwards IE Info Notice 80-31, "Ma 1 op »rat i on of Oould-Brqwn 
Bovert 480 Volt Tgpo K-600S L H-DON 600S Circuit Breakers " 

Nc litritten response required 

KEPPLER. vf 0 Region 3, Chicago. Orfice of the Director 0O/Ofi/S0 

Ip 


9009170227 Forwards NRC positions S, requests for addl info to IE 
Bulletins 79-21 1< 80-06 re temp effects on level 
measurements 4 engineered safetg feature reset controls Info 
needed for NRC review of OL applications 

TEDESCO, R U Assistant Director for Licensing 80/09/04 12pp 


6009240129 Forwards IE Circular 80-21. ''*R egu la 1 1 on of Refueling Crews 
No written response required 

KEPPLER. J 0 Region 3. Chicago. Office of ^he Director 0O/O9/JO 
Ip 


8009290472 Act receipt of 800825 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-329/80-20 U 
50-330/80-21 

FIORELLIiO Region 3, Chicago. Reactor Construction t. Engineering 
Support Branch 80/09/10 Ip 


— 0009290475 Responds to NRC 800710 itr re violations noted in IE Insp 
Repts 50-329/80-20 K 50-330/00-21 Corrreetlve actions audit 
of weld filler matls procurement initiated 4, fabrication 
conditions qualified 

CQOH. J W Consumers Power Co 60/08/25 4pp 


R Periodic operating reports it related correspondence 


8009040295 Forwards Bechtel none o nf orma nc e repts 4t log shee t s. Bech t el 
qualltg action requests. 34W nonconf erml tg repts. D1.W 
Inservice insp none or.f orrance repts. util nonconformance, 
audit finding & corrective action repts 
COOK. vl W Consumers Power Co 80/08/21 300pp 


S Reportable occurrences. I ERs A related correspondence 


8009030654 Ack receipt of S00731 interim deficiencg rept re safe 
shutdown boration capability 

FIORELL.1,0 Region 3, Chicago, Reactor Construction & Engineering 
Support Branch BO/OB/14 Ip 


8009030657 Ack receipt of 800801 intepim deficiency rept re reactor 
vessel broken anchor bolt 

FIORELLI.C Region 3. Chicago. Reactor Construction U Engineering 
Support Branch 0O/O0/!4 tp 


B009100664 Ack receipt of 800813 interim rept re NSSS component 
Identification 

F10RELL1,0 Region 3. Chicago. Reactor Construction h Engineering 
Support Branch 00/08/28 Ip 


6009230275 Interim rept re containment internal structures coating 
deficiency Substantial progress made in isolating factors 
contributing to dclamination condition it In formulating 
corrective action program No i t rept by 801103 
CQGK. J W Consumers Power Co 80/09/09 Ip 


6009250268 Interim Deficiency Rept 9 re component qual if icat ion test 
documentation Nonconformance Repts 1709, 1795. 1796, 2659 fc 
2664 have been d ispos i ti oned 4 quality test review for matl 
requisition has been closed Neit rept Issued by 001205 
CDOh, J If Consumers Power Co 80/09/19 64pp 


8009250284 Deficiency rept re HELBA restraint design Steady state 
rather than peak thrust forces were used in design of 
Q-listed pipe whip restraints Investigation it identification 
of root cause recommended Another rept due by 801201 
CODitr J If Consumers Power Co 80/09/19 6 pp 


8009290360 Deficiency rept re high energy line break analysis of pipe 
whip restraint designs Caused by misinterpretation of 
BN-TDP-2 Affected restraints re-evaluated Neit rept by 
801121 

COOK, J In! Consumers Power Co 00/09/19 6 pp 


T Hearing transcripts on non-antitrust matters 


8009160499 Transcript of 600910 prehearing conference in Midland, MI 
Pp 234-408 

a Atomic Safety and Licensing Board Panel ISSUANCES OL 80/09/i0 
I76pp 


DOCKET 50-331 DUANE ARNOLD ENEROY CENTER 


F Security, medical, emergency 4, fire protection plans 


8009230302 Requests that all personnel be reminded of purpose of 
emergency notification sys & health physics network 8 ys 
Installed for govt use during emergency 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 00/08/22 
3pp 


6009180389 Foruards revised safeguards contingency plan to modified 
amended security plan Revision withhold (ref 10CFR2 7901 
ROOT.L D Iowa Electric Light 4, Power Co 00/09/15 tp 


O Adjudicatory correspondence 


6009220109 Fertuards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal of info by 801101 

IPPOLITD, TA Operating Reactors Branch 2 80/00/29 2pp. 


— 8009220112 Order for mod of License DPR-49 to add info which fully 
responds bo NRC request for info re environ qualification of 
safety-related electrical equipment Info should be submitted 
by 601101 

EISENHUT, D 0 Division of Licensing 80/08/29 6 pp 


P Operating license stage documents 4, correspondence 


0009110554 Suppls NRC 800707 request for proposed Tech Specs changes ri 
scram discharge vol vent 5 drain valves, A reactor 
protection sys 4 , control rod block limit switch surveillance 
requirements Class 111 license fee to be submitted w/change 
EISENriUr,D(} Division of Licensing, 80/07/22 22pp 


8009020297 Submits interim criteria for shift staffing to all OL i CP 
licenseas 4, app 1 lean ts, per NRC SOOS07 Itr Discusses 
administrative provisions for emergency 4, overtime work 
Development if implementation to be reviewed within 90 days 
EISENHUT.D C Division of Licensing 00/07/31 7pp 


8009060060 Forwards draft NURE0-0696r "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREQ-0696 end W/o NUREO. 

EISENHUT, D 0 Division of Licensing 00/06/01 lt9pp 



DOCKETED ITEMS 
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e0092'300’52 Informs that ocmption from fee re licensing action 
asaociated w/THI-3 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
thould include proposed class of amend 

EISEhlHUTf D 0 Division of Licensing 80/00/07 fcOpp 


S0090201‘I4 Confirms that tuo specific Event 5 valve configurations 
do not exist at facilitg NRC activities re valve 
configurations finaliied for facility Franklin Research Ctr 
■primary Coolant Sys Pressure Isolation Valves." enc 1 
IPPOLITOi T f> Operating Reactors Branch 3 80/08/08 3pp 


— €04'f020t4B “Primary Coolant Sys Pressure Isolation Valves." technical 
evaluation rept 

KOELL.P N • STILUELL.T C Franklin Ins t 1 tu te/Frank 1 1 n Reeearch 
Cantor SO/07/21 3pp 


&009l8030di Foruards hlUREO-OdiAl > "Kark 1 Containment Long-Term Program 
BER Resolution of Generic Technical Activity A-7 " Rept 
describes HRC requirements re generic suppression pool 
hV’fr^’dynamic load U/o end 

IPFOLITD. T A Operating Reactors Branch 3 60/08/20 2pp 


SOO7090777 Advises that util response to KIRC 79110? Itr re portions of 
CCCS evaluation models dealing v/fuel cladding suelling 
Incidence of rupture is acceptable llo further action 

necessary 

IPPOLITO.T A Operating Reactors Branch 3 80/08/22 2pp 


6009030289 Foruards facility Mark I project schedule re long-term 
program plant mods Schedule offered as addl clarification & 
update of Initial schedule previously submitted Util plans 
to install all major torus-related mods prior to Dec 1900 
ROQTfL D loua Electric Light it Pouier Co 80/06/20 2pp 


6009190001 Advises that commitments to NRC 791023 “Interim Position on 
Containment Purging (. Venting Pending Resdlution of 
Isolation Valve Operability." are acceptable It remain in 
effect pending completion of MRC long-term revieu 
IPPOLITO.T A Operating Reactors Branch 2 80/09/03 2pp 


6009170333 Advises that comments on MURE0-069&. "Functional Criteria 
for Emergency Response Facilities." leill be Incorporated 
Into AIF comments Applauds NRC shift of philosophy re 
location of emergency operations facility 

ROOTiL D loua Electric Light «< Power Co 80/09/09 Ip 


£009190533 Application to amend License DPR-49 modifying Tech Specs to 
reflect THT~2 Lessons Learned Category III amend fee end 
ROOTiL D loua Electric Light «< Pouier Co 00/09/10 Ip 


EO0933Q2SA Forwards fee payment for application to amend App A Tech 
Specs 

ROQTiL D town Electric Light t. Power Co 00/09/12 2pp 


B009I9054I Proposed Tech Spec changes supporting amend to License 
DPR-49 by changing Tables 3 2-A. 3 2-H, 4 2-H. Sections 6 2, 

A.3 % & B L deleting Note 8 on Page 3 2-7 to reflect TMI-2 
Lessons Learned 

• Iowa Electric Light (i Power Co 80/09/10 lApp 


O Inspection reports. IE Bulletins L correspondence 


0009090042 Forwards IE Bulletin B0“07.Suppl 1. "BWR Jet Pump Assembly 
Failure " No response required 

KEPPLCR. J O Region 3. Chicago. Office of the Director 80/05/14 


6009100154 Forwards IE Insp Rept 30-331/80-10 on 000602-30 «. notice of 
violation 

HEIEIIMANiR F Reglon.3i Chicago. Reactor Operations Nuclear Support 
Branch BO/07/24 2pp 


— £009100136 Notice of violation from insp on 600602-30 

e Region 3. Chicago. Reactor Operations Nuclear Support Branch 
80/07/23 Ip 


— 8009100161 IE Insp Rept 50-331/80-10 on 600602-30 None omp 1 lance noted 
failure to lock closed valve in standby liquid control sys 
LITTLE. M S . CHRISTIANSON. F . CLARDY, L Region 3, Chicago, Office 
of the Director 80/07/23 4pp 


8009020'170 Responds to IE Bulletin 00-16 re Rosemount. tnc transmitter 
Alsappl Icatlon Rosemount pressure transmitters not installed 
nor planned to be Installed at facility 

ROOT.L D Iowa Electric Light «. Po-eer Co 00/07/20 Ip 


0009170061 Responds to NRC request for addl info re control rod 
driveline sys Response includes info reviewed per IE 
Bulletins 79-02 ti 79-14 No reanalysis of saf e ty-re la ted 
piping sys performed 

ROOT, L D loua Electric Hgft «. Power Co 00/08/11 3pp 


8009030202 Forwards Revision I to IE Bulletin 80-19. "Failures of 
Mercury-U’e tted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

KEPPLER. J O Region 3. Chicago. Office of the Director 00/08/15 
IP 


8009090026 Responds to Item B of IE Bulletin 60— 17.6uppl 1. "Failure of 
76 of IBS Control Rods to Fully Insert During Scram at BWR " 
Operating piocedures will be revised to require surveillance 
testing of switches 

ROOT.L D Iowa Electric Light t Power Co 80/08/15 4pp 


0009150459 Forwards IE Info Notice 80-30, "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function L 
NonessentlPl Control Air at Certain 0£ flWfl Facilities “ No 
specific action or response requested 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 00/08/20 
Ip 


8009120050 Forwards Suppl 3 to IE Bulletin 60—17. "Failure of Control 
Rods to Insert During Scram at BWR " Written response 
required 

KEPPLER. J O Region 3. Chicago, Office of the Director 00/08/22 

Ip 


SOO917O420 Forwards IE Circular 00-18. “lOCFflSO 57 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

KEPPLER. J <7 Region 3. Chicago, Office of the Director 00/00/22 
Ip 


800904042') Responds to IE Bulletin 80-17. Suppl 3 Action Item I does not 
apply since scram discharge vol headers connect directly to 
Instrument vol rather than through 2-Inch pipe Revised 
procedures available at site for revieu 

ROOT.L D Iowa Electric Light L Power Co 00/08/27 2pp 


8009230082 Forwards IE Info Notice 80-31. ‘'Haloperati on of Oould-Brown 
Boverl 480 Volt Type K-600S 6 K-DON 600S Circuit Breakers " 

No written response required 

KEPPLER, J G Region 3. Chicago. Office of the Director 80/08/20 
IP 


8009120555 Responds to IE Bulletin 80-19 re failures of mercury-wetted 
matrix relays in reactor protective sys Relays are not 
used In facility Twenty-four manhours eipended for 
review 

ROOT.L D Iowa Electric Light b Power Co 80/08/29 Ip 


0009170409 Responds to IE Bulletin 80—20 re failures of Westlnghouse 
Type M-2 spring return to normal control switches Identified 
switches are not used In safety-related areas Twenty-four 
manhours expended an review 

ROOT.L D Iowa Electric Light L Power Cd 80/09/29 Ip 


9009170427 Suppls 800505 response to IE Bulletin 79-OtD re environ 
qua 1 1 f i cat 1 on of Class IE equipment Vendor co-ntact 
established re outstanding items Reviews underway Final 
response will be submitted by 801101 

ROOT.L D loua Electric Light 6 Power Co 00/06/29 Ip 


8009230484 Forwards Revision 1 to IE Bulletin 79-26. “Boron Loss From 
ONR Control Blades " Urltlen response required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 80/08/29 
Ip 


6009240103 Forwards IE Circular 80-21. "Regulation of Refueling Crews " 
No written response required 

KEPPLER.J G Region 3> Chicago. Office or the Director 00/09/10 
Ip 


R Periodic operating reports L related correspondence 


8009190499 Foruards monthly operating rept for Aug 1960 

MINECR, D L Iowa Electric Light i- Power Co 00/09/12 Ip 


—8009190504 Monthly operating rept for Aug 1960 

VAN SICKEL. J loua Electric Light *, Power Co 00/09/15 8pp 
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DOCKETED ITEMS 


S Aeportdbl# of c urr«nc UERs 4 r>ld''ed correipondenCe 


900‘?030464 Forsuartfs l_ER BO-030 /03L-0 

lilKFCX.D L louia Electric Light fr Pautr Co 8OJ'0e/29 Ip 


0OC93OO525 ForoJ«rd» loinments in response to CommiBoion 800807 ordor rl 
terminatod CE8H0 pnacesdlngs Reoponing iiiould be inimical to 
nat) security U defense 4 at odds oi/noftprol 1 Fnfat i on 
Ob foctl ves 

CIALIK. E I Meu V«rk> State of 60/0?/a3 7pp 


—8009030471 LER B0-036/O3U-O on 800B01< during normal pouer operationt 
both drguiell particulate recordPre found doi/nscalo Caused 
bg high moisture content on particulate radiation detectors 
due to fistv pacting leak Leak repaired 

racer I K toL'a Electric Light 4 Potuer Co eO/OB/29 tp 

8009170315 Faruards LER 80~039/0'3L-0 

lilN'^CK. D L loua Electric Light t Power Co 00/09/10 Ip 

^0009170320 LER 80"‘039/03L'-0 on BOOE^Of dur I ng surveillance testiblgh 
differential pressure switch PDI3 2139 tripped at 2 75 psld 
contrarg to Tech Specs Caused bg Instrument drift Switch 
cai ibr* tested & returned to sve 

RACER. M loua Electric Light 4 Pouer Co 80/09/10 Ip 

8009170324 Forwards LEfi 80~040/03L-0 

hlKfCK.D L lovia Electric Light 4 Power Co 80/09/10 Ip 

6009170328 LER 0O-O4O/O3L— O on 800812* river water supplg loop A removed 
to facilitate interchange of pump motors IP-117A & )P-117C 
as 1P-117A replaced 1P-117C on 791131 to maintain operation 
IP-il7C returned to ivc after original motor installed 
racer, K toua Etactric Light *• Power Co BO/09/10 Ip 

8009170340 Forwards LER 80-04 1/03L-0 

MIhitCK. D L loua Electric Light 4 Power Co BO/09/10 Ip. 


8009300514 Expresses concern re reopening of OE8MO 8. other related 
licensing proceedings for reprocessing sites 
FEIO.D Affiliation Unknown S0/09/J3 Ip 


8ao9S9023di Comments on rulpmaking SO-S OESHQ proceedl-ngs should bt 
reopened Technical . economic 4 safstv issue* must be 
addressed in order for decisions to be made re use of mlisd'' 
oiide fuels 

UEITZIOERO. A Affiliation Unknouin 80/09/15 Ip 


800?2d>0641 Urges resumption of OESMO hearings 

BOLOti.A E Affiliation Unknown Q0/09/1& Ip 


—■8009260646 Opposes reopening of OESMO hearings 

OUrRELL. A Affiliation Unknown 0O/O9/i3 ip 


8009260652 Urges reopening GE8MO & rsege le-r e 1 a tsd proceedings 4 
consideration of espanding scope to include recycle of LHR 
fuel in breeder reactors 

MCCORMACK. H Mouse of Rep 00/09/22 2pp 


8009300540 Comments on reopening of OEQMO proceedings Addl uig of 
nuclear generated etrctricltg should be paced to preserve 
significant quantities of hydrocarbon reserves for vsa as 
raw matls in future chemical mfg 

BURRIS. L American Institute of Chemical Engineers 00/09/23 2fp 


—9009170352 LER BO-OAI/OSL-O on 800820. control bldg Isolation damper 
£V'A0-3IA would not ci Ose. compromi s 1 ng operability of A 
control bldg standby filter unit Caused by shaft-operated 
connector bolt falling out of linkage 

RACER. M Iowa Electric Light S. Power Co 00/09/10 Ip 


8009170355 Forward* LFH 80-042/03L-0 

hlNECK.D L lowa Electric Light 4 Power Co 00/09/10 Ip 


— 0OO917O36O LER BO-042/03L-0 on BOOB13. dur ing surveillance testing, 
containment Remissive PS 43I1C tripped 2 3 p«i^. 

atovB fl*a* alloiifable s<istrumant drift Inftriifflent 

recal ibr 

RACER. H loua Electric Light 4 Pouer Co 80/09/10 Ip 


9009300549 Request extension of time for comment on Conmisslon G00d07 
order re reopening CEBMO proceeding 

HQLBEN. B 0 Allied General Muclear Services 80/09/83 Ip 

8009300S61 Supports reopening of GE3M0 4 other recycling license 
proceedings 

PRICE. J E Affiliation Unknown 90/09/23 Ip 


0 Inspection reports. IE Bulletins 4 correspondence 


0009080231 Ack receipt of IE Insp Kept 50-332/80-02 an 800700-11 Mo 
proprietary info 

HOLDEN. n B Allied Oeneral Nuclear Services 80/00/00 Ip 


8009170363 Forwards LER 80-043/03L-0 

MCNFCK. 0 L loua Electric Light 4 Power Co 


00/09/10 Ip 


0009170367 LER 80-043/03L-0 an 000813. reac tor cove isolation cooling 
turbine trip throttle valve 'eould not open during ^ 

surveillance testing resulting in limiting condition for 
•"'properly positioned latching pin 
RAUER. K g Iowa Electric Light 4 Power Co 00/09/10 Ip 


8009300493 Forwards LtR S0-044/03L-O 

MINECK D L Iowa Electric Light 4 Power Co 


80/09/23 


—0009300501 LER eO-044/03L-0 on 800024. dor i ng powsr ascension Rod BlO 
! r/ indicated downscale for any rod selected resulting 
in continuous rod withdrawal block Caused by improperly set* 

I tssted t returned to ,vc 

RAVER.H 8 Iowa Electric Light 4 Power Co 80/07/23 Ip 


DOCKET 50-332 BARNWELL REPROCEESIMO PLAMT 
Q Ad judlcatoriy correspondence 


8009170366 Comments on 
other recycle-related 
Positive affirmative 
JilBK.W F Mllliam P 


rulcmatlng SO-5 re mixed oxide fue 1. GESHO 4 
licensing proceedings should continue 
action to approve licenses recommended 
Klrt 80/08/28 4pp, 


8009080233 Forwards IE ln*p Rept 50-332/00-02 on 000708-11 No 
noncompl iance noted 

KENrlA.u D Region S. Atlanta. Safeguards Dranch 80/07/20. If 

—8009080233 IE Insp Rept 50-332/80-02 on 800708—11 No noncompliance 
noted Major areas inspected safety committee, Internel 
review 4 audits, 10CFR2I implementation 4 IE info notices 
COHVELL.O P Region 2, Atlanta. Office of the Director 
KAHLE. J B Region 2. Atlanta. Safeguards Branch 80/07/09 4pp 


8009230400 Forwards IE Circular 00-20. "Changes In Safe-Slab Tank 
Dimensions " Ho written response required 

Q'RElLLViJ.P Region 2. Atlanta, Office of the Director 00/08/21 
4pp 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 
F Security, modical. emergency 4 fire protection plans 


8009230190 Requests that all personnel be reminded of purpose of 
emergency notification sya 4 health physics nO'tulor k . Sy s 
installed for govt use during emergency 

nnvno'y^a” Region 1. Philadelphia, Office of the Director 


0 Adjudicatory corraspondt^nce 


<>« templeted Info is needed for 

VILLEhv?rr‘°AffUinir7.’!‘'‘® fuel 

vii.i-c.nv.1,. B Affiliation Unkflown 80/09/08 ip 


vuD99^uent licensifiy 

RICHARDS. R.B General EUctric Co 80/09/08 2pp 


8009220104 Forwards order requiring info supporting environ 
qual if leation of safety-related electrical equipment 
Requests submittal of info by 801101 

IPPOLITO. T A Operating Reactors Branch 2 0O/O0/S9 Spp 


-8009220107 Order for mod of License DPR-59 to add Info which fwllv 
responds to NRC request for info re environ qual if Icetloii 
of safety-related electrical equipment Info shoutd tat 
submitted by BOtlOt 

EtaCNHOT, D O Division of Licensing. 80/08/29 6pp 
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I Fin-ancidl information 


000912039^6 Forwards estimated cash flow t audited financial statements 
for 1979 

SEARV.O T Power Aotharity of the State of New York 80/09/03 
12 pp 


P Oparatlnp license stage documents it correspondence 


€009110994 Suppls NRC B00707 request ror proposed Tech Specs changes re 
scran discharge vol vent t> drain valves. S. reactor 
pretecTton sqs control rod block limit switch surveillance 
requirements Class III license fee to be submitted u/change 
EtSEIlKUT. D 0 Division of Licensing S0/07/S3 S2pp 


80090S0297 Submits interim criteria for shift staffing to all OL (. CP 
licensees i appl Icants. per NRC 000507 Itr Discusses 
admsnl f tra t t ve provisions for emergency L overtime work 
Development S. implementation to be reviewed within 90 days 
EIBeUMUT^D 0 Division of Licensing 00/07/31 7pp 


0009030080 Forwards draft NURE0“0696( "Functional Criteria for 
Emer 9 an<v Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
ot NllPeG-OA96 end W/n NUREO 

EISEKHUT. D 0 Division of Licensing 80/00/01 119pp 


0OO923OO5S Informs that exemption from fee re licensing action 
asssciated w/TKI-S Lessons Learned Is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed clast of amend 
EISEHUDT. D 0 Division of Licensing 80/00/07 60pp 


0OO9t7O399 Advises that two specific Event 9 valve configurations do 
not eiist at facility per review of response to NRC 800383 
Itr "Primary Coolant Sys Pressure Isolation Yalves." 
technical evaluation rept end 

tPPaLITO. T A Operating Reactors Branch 8 80/08/08 3pp 


— 8009170S60 "Primary Coolant Sys Pressure Isolation Valves." technical 
evaluation rapt 

IIDELLj F N . 9T1LWELL. T C Franklin Institute/Franklin Research 
Center NRC-03-79-1 18 80/07/31 5pp 


0009330337 Forwards NUREG-O 66 I 1 "Mark 1 Containment Long-Term Program 
SER«Resolution of Oonene Technical Activity A-7 " Rapt 
dascritos NRC review results re generic suppression pool 
hydrodynamic load definition N/o enci 

IPPOLITO.T A Operating Reactors Branch 2 00/08/20 Spp 


8009030903 Forwards OE comments re facility reload SER ODYN use for 
rapid prassur izabion transient analyses re future reloads 
appropriate Transition to ODYN should not unduly perturb 
reload licensing cycle or penalize plant operation 
CHERNOODiO <3 Oeneral Electric Co . Nuclear Energy Products Div 
00/00/83 3pp 


8009090778 Informs that no relief will be granted for 20-manth 
tnservice insp/lnservlce testing test cycle due to three 
major differences of position NRC position on Issues end 
IPPOLlTOfT A Operating Reactors Draneh 8 00/03/27 4pp 


8OO910DS94 Advises that response to NRC 791109 Itr re ECCS evaluation 
models dealing w/fuel cladding swelling h incidence of 
rupture is acceptable No further action necessary 
IPPQLITO* T A Operating Reactors Branch 8 80/09/03 Spp 


eOOfSVOAG? Fdruards Amends 32 b 90 to Licenses OPR-64 l< 0PR”99i 
reipeetlvely. safety evaluation notice of issuance i/ 

aviilabl lity 

VAROA. 8 A Operating Reactors Branch t 80/09/09 Spp 


•H00929044& Amends 32 fc SO to Licenses DPR-64 b DPR-99. respect ive ly, 
Changing organliatlon charts ^ position titles b- increasing 
mimbcrahlp of safety review committee for both units 
VAROAi S A Operating Reactors Branch i 80/09/09 86 pp 


■8009890451 Safety evaluation supporting Amends 32 & SO to Licenses 
SPR-M i< DPR-99j reipec 11 VO ly 

• Office of Nuclear Reactor Regulation. Director 00/09/09 3pp 


■0009290454 Notice of Issuance b availability of Amends 32 b 90 to 
Licenses DPR-64 b DPR-59. respectively 

VASOA< S A Operating Reactors Branch 1 00/09/05 3pp 


8009130362 Provides update of liark { containment program mod schedule 
previously submitted on 790629 I 0921 Installation of vent 
header deflectors b saddle supports under torus complete 
Other mods planned for completion during Fall 1931 
BAYNE, J P Power Authority of the State of Neu York aO/09/09 

2 pp 


8009260446 Requests extension until 801013 for submitting Tech Spec 
changes re Thil-2 Lessons Learned Category A Items, due to 
completion of refueling ou tog e. re s tar t of plant, fire 
protection > TMI related mods 

BAMdE.J P Power Authority of the State of New York 60/09/23 ip 


Q Inspection reports. IE Bulletins L correspondence 


8009090106 Forwards IE Bulletin 80-07, Suppl t. "RNR Jet Pump Assembly 
Failure " Response required 

QRIER.O N Region I. Philadelphia, Office of the Director 
80/05/13 Ip 


8009190936 Advises that response to IE Bulletin 80-14 will be 
consolidated u/rcply bo IE Bulletin 80-17 due to similarity 
of action items 

PASTERNAit, R J Power Authority of the State of New York 80/07/28 

Ip 


8009020115 Responds to IE Bulletin 79-03A. "Longitudinal Weld Defects 
in ASHE SA-312. Type 304 Stainless Steel Pipes " No SA-31S or 
A-312.Type 300 sei ies fusion welded pipe in use or planned 
For use in saf e ty-rel a ted sys 

PASTERNAStr R J Power Authority of the State of New York 80/07/89 
ip 


8009110297 Act receipt ©•f 000607 Itr informing NRC of steps taken to 
correct violations noted in IE Inap Rept 50-333/80-05 
ORIER.B H Region 1. Ph 1 ladelp h la. Office of the Director 
80/08/07 Spp 


— 8009110298 Responds to NRC 000916 itr re violations noted in IE Insp 
Rept 50-333/80-05 Corrective actions personnel training 
session to be conducted b instrument malnt procedure 
revi sed 

PASTERNAK. R J Power Authority of the State of Mew York 
00/06/07 7pp 


—8009110301 Forwards IE Insp Rept 90-333/00-05 on 000407-H b notice of 
violation 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 00/09/16 2pp 


— 8009110303 Notice of violation from Insp on 800407-11 

» Region 1. Ph I lade I phia, Office of the Director 80/05/09 3pp 


—00091 10306 IE Imp Rept 50-333/80-05 on 800407-11 Noncomp liance noted 
failure bo perform periodic procedure review U failure to 
implement cal Ibr program for safety-related instruments 
OREENNANiE Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch DLUtIBERO.N J Region 1, Philadelphia, Office of 
the Director 80/05/09 19pp 


8009090014 Responds to IE Bulletin 80-19. "Failures of Mercury-Wetted 
Matrix Relays In Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by C-E " Mercury-wetted relays not 
used in sys at facility 

PASTERNAK, fl J Power Authority of the State of New York 80/08/12 
Ip 


0009100117 Responds to IE Bulletin 80-20. "Failures of Wes t Ingh ouse 
Type W-? Spring Return to Neutral Control Switches " No 
Type C4-2 switches used in safety-related sys 

PASTERNAK. R J Power Authority of the State of Mew York 80/00/12 
Ip 


0009030094 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Mercury-Netted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C~E " Written 
response required 

GRIER. B N Region i. Philadelphia. Office of the Director 
00/00/ IS ip 


0009000866 Discusses IE insp on 8OO414-i0 6 . 23-25 b forwards 
proprietary version of notice of violation It notice of 
proposed imposition of civil penalty Proprietary notice 
withheld iref 10CFR2 7901 

STELLO, V Office of Inspection it Enf 01 c emetiL. Office 0 / the 
Director, 80/08/18 Spp 
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--80090G0270 Mlotice of propos«d iinp'Os i tion of civtl penalty in siaaunt 
ot alb OOO for Item or none oinp 1 lence noted in IE irvsp on 
a004l4-J& e. 23-25 

* Drrite of Inspection I Eiif orcenent . Oftice of the Director 

ao/oa/ie ip 


&009120100 Foruards Supp 1 3 to IE bulletin 0O-I7i "Failure of Control 
Rods to Insert During Scram at SUR ' Uritteri response 
requ I red 

GRIER, D H Regten 1, Ph i lade Ip hla, □fflce of the Director 
aO/Oe/22 Ip 


3009180038 Forwards IE Circular 80-IB. "lOCFRSO S9 Safety Evaluations 
for Changes to Radwaste Treatment Sys ' fJo written response 
rego i red 

GRIEP, B II Region 1, Philadelphia! Orrice of the Director 
SO/OG/22 Ip 


8009120233 Forwards IE Info Motice 60~3I "lla 1 opera 1 1 on of Goo 1 d— brown 
Doveri 480 Volt Type K-iOOS L H-DON 60CJS Circuit Breakers " 

Mo written response reguired 

GRIER. D H Region ]■ Philadelphia. Office of the Director 
80708/27 Ip 


8009230499 Foriuards Revision 1 to IE Bulletin 79-26. "Boron Loss From 
BhR Control Slades " Untten response required 
CRIER. B H Region 1. Ph i lad elph i a. Office of the Director 
BO/OS/29 Ip 


G009240G35 Forwards IE Circular 80-21. * Regulation of Refueling Crews " 
No written response required 

GRIER.D H Region It Ph i lad e 1 ph t ai Office of the Direcfcoi 
80/09/10 Ip 


8009240324 Forwards IE Info Notice 80-32. "Clarification of Certain 
Requirements for Ecc 1 us 1 ve-Use Shlpiseiits of Radioactive 
Marls ' No written response required 

GRIER. B H Region 1. Philadelphia. Office or the Director 
80/09/12 Ip 


R Periodic operating reports I related correspondence 


8009100268 Foiwards "Effluent t Uaste Disposal Semiannual Rep t. .fan— June 
1980 

PASTERNAtx. R J Power Authority of the State of New York 80/0B/26 
Ip 


— 8009100275 “'Effluent t Waste Disposal Semiannual Rep t* Jan-June 1980 
a Power Authority of the Slate or New Vorl 80/08/26 BRpp 


8009090303 Forwards monthly operating rept for Aug 1980 

PASTERhfA'Ai R J Power Authority of the State of New York 80/09/05 
Ip 


— 6009090308 Monthly operating rept for Aug IRSO 

♦ Power Authority of the State of New York 80/09/05 16pp 


S Reportable occurrences, LERs I related correspondence 


S009040591 EN-80-037 on 80081 8. not ic e of violation 4t notice of 
proposed imposition of civil penalties of S48.C0G to be 
issued Action (s based on items of nancomp ] lanc e associated 
w/ imp tement a t ion af physical security plan 

BROC/ETT, T U . THOMPSON, D Office of Inspection 6 Enforcement. 
OrfiLS of the Director BO/03/14 Ip 


8009030405 Forwards LER 80-065/037-0 

PASTERNA'A, fi J Power Authority of the State of (leu York 60/08/27 
Ip 


— S009030414 LER 80-065/03T-0 on 600814, during normal opera t Ions, uhl 1 e 
inerting primary c en ta i nment. s tandb y gas treatment sys AVD 
round inoperable Caused by blocked dram line allowing water 
to accunulate in line until fans could not discharge 
CHILDS II V PouBi Authority of the State of New Vorli 80/08/27 
2pp 


B0090304I8 Forwards LER 80-066/031-0 

PASTERMAA.R j Power Authority of the State of New York 80/08/28 

Ip 


'8009030423 LER 80 066/03L— 0 on 800805. durl ng normal shutdown, conducting 
surveillance procedure F— ISP— 8. core spray sys pipe break 
detection switches I4-DPIS-43A t 43B found set greater than 
limit Caused by instrument drift Instruments recal ibr 
CHILDS. M V Power Authority of the State of (Jew York 60/08/28 
IP 


8009020354 Forwards LER eO-O67/O3L-0 

PASTERNAA.R j Power Authority of the State of New York 80/08/29 
IP 

— S0090203S9 LER 80-067/03L-0 on 800 BO 5 . while conducting instrument 
surveillance check, steam line low pressure switches found 
set higher than 100 psig limit Caused by instrumonl drift 
Instruments calibr *. returned to sve 

CHILDS. 14 V Power Authority of the State of New York 8D/0B/29 
Ip 

8009020394 Forwards LER 90-06a/03L-0 

PASTERNAK. R J Power Authority of the State of New York 80/08/29 

Ip 

— B009020403 LER B0-06e/03L-O on 800806. dor 1 ng normal cold shutdown., 
conducting instrument surveillance F-I8P-I 5. d rywel 1 drain 
sump pump flow transmitter found out of tolerance Caused by 
instrument drift Instrument recalibr 

CHILDS. MV Power Authority of the State of New York 80/08/29 

Ip 


8009020409 Forwards LER BO-069/03L-0 

PASTERNAK. R J Power Authority of the State of Now York BO/OB/29 

Ip 


— B009i>20422 LER a0-O69/O3L-O on 800807. dur Ing normal shu tdown. wM le 
conducting surveillance test F-ST-22A. auto depressuri latlon 
sys timer found set below limit Caused by setpoint drift 
Timer adjusted 6 returned to sve 

CHILDS. 14 V Power Authority of the State of flew York 80/08/29 
Ip 


9009090359 Forwards LER B0-037/O3X-I 

PASTERNAK. R J Power Authority of the State of New York BO/09/03 
Ip 


— B00909036I LER e0-037/O3X-l on 8004 10. dur Ing normal operation »< 
surveillance t est 1 ng. feedwater control sys level transmitter 
06-LT-S2A found out of calibr Caused by seat leak on 
instrument bypass iequaliilng) valve Instrument recalibr 
CHILDS. 14 V Power Authority of the State of New York 80/09/03 
Ip 


8009120410 Forwards LER a0-070/03L-0 

PASTEIINAKi R J Power Authority of the State of New York 30/09/09 

Ip 


— 600912041S LER SO-070/03L-0 on 800809-1 5, Intermed fate range monitor 
sys problems encountered during plant shutdown, star tup t 
normal operations Cause under speculation Followup rept to 
be eubmlbted 

CHILDS, M V Power Authority of the State of New York 80/09/08 

3pp 


8009120359 Forwards LER 0O-O71/O3L-O 

PASTERNAK, n J Power Authority of the State of New York 60/09/09 
Ip 


— 8007120365 LER 60-07I/03L-0 on 000810. dur ing plant startup at less thin 
150 psig. reactor core isolation cooling turbine speed would 
not control in manual during surveillance test Sys flow also 
did not control In automatic Cause not determined 
CHILPS.N V power Authority of the State of New York 60/07/09 
Ip 


8009160445 Forwards LER eO-072/03L-0 

PA8TERI4AK. R J Power Authority of the State of New York 60/09/11 

Ip 


— -8O0916O449 LER 0O-O72/O3L-O cn 600812. dur i ng plant startup 8< operation 
low pressure coolant injection inverter tripped Caused by 
electronic control failure Following repair, invertor became 
operab le 

CHUDS.M V Power Authority of the State of New York 80/09/11 
Ip 


B00916045B Forwards LER 80-066/03X-1 

PASTERNAK. R J Power Authority of the State of New York 80/09/11 
Ip 


— 8009160476 lER a0-066/03X-l on 800805. dur Ing inotrument survei I laht* 
proce-duro F-18P-8. core spray sys pipe break detection 
switches I4-DPIS-A3A t A3B found set above oia« allowable 
Caused by instrument drift Swi tch ' reca 1 ibr 

CHILDS. W V Power Authority of the State of Mew York 60/09/11 

Ip 
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801)9li?0499 For ward 5 LER BO-073/03L-0 

PAST£RWAfl« ft J Power Authority of the State of New York BO/09/12 

Ip 


-&C0?19049f> t-ER 90'073/03L-0 on 900015 durlny s urve 1 1 1 anc s i of f gas 
radiation monitor B found out of calibr Caused by 
instrument drift t< detector aging Adjusted t restored 
monitor to operable status 3 days after discovery 
» Power Authority of the State of New Vofk 80/09/12 Ip 


DOCKET 90-334 HEAVER VALLEY POUER STATION, UNIT 1 


F Security, medical, emergency ti fire protection plans 


9009230173 Heiiuests that all personnel be reminded of purpose of 
emergency notification sys health physics network Sys 
installed for govt use during emergency 

CRIER, B H Region 1, Philadelphia, Office of the Director 
SD/OB/22 3pp 


C Adjudicatory correspondence 


BOO'9220093 Forwards order reyuiring Info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal of Info by 801101 

VAROA- S A Operating Reactors Branch 1 90/09/29 3pp 


— a00922009A Order for mod of License DPR-66 to add info which fully 
responds to NRC request for info re environ qualification of 
safety-related electrical equipment Info should be submitted 
by BOilOl 

EI8ENHUT, D 0 Division of Licensing 00/00/29 Dpp 


P Operating license stage documents I< correspondence 


8009020297 Submits interim criteria for shift staffing to all QU it CP 
licensees St app 1 icants, per NRC 000507 1 tr Discusses 
adnlni s tra 1 1 ve provisions for emergency I, overtime work 
Development t> implementation to be reviewed within 90 days 
EtEENHU'r. D 0 Division of Licensing 80/07/31 7pp 


8009030167 Requests written justification of long-term operability of 
long head safety injection pumps on basis of mods made as 
results of tests run at facility S, elsewhere 
VASOAt B A Operating Reactors Branch 1 00/07/31 2pp 


B0O90S00BO Forwards draft NUREG-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NLIREG-0696 end W/o NUREO 

EIBENHDT, D 0 Division of Licensing 90/08/01 119pp 


QOQ9230052 Informs that exemption from fee re licensing action 
aisoclated w/TJIl-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requestod submittal 
should include proposed class of amend 
EISEIOlUTj D 0 Division of Licensing 90/09/07 hOpp 


6009190794 Forwards revised Westinghouso STS 3 9 8 2,3 9 10 8i Bases 
3/4 9 B i 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Vlritten response required 
NOVAK. T M Assistant Director for Operating Reactors 00/08/15 
Ip 


— 8009190817 Revised Westinghouse STS 3 9 8 2, 3 9 10 5 Bases 3/4 9 8 8, 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
control rods 

a Assistant Director for Operating Reactors 80/0A/23 21pp 


S00918052S Ack receipt of 800S14 application for amend of license re 
Tech Bpec changes Review determined to require Class II fee 
OlOCS, R M License Fee Kanagement Branch 80/03/21 Ip 


8009190589 Forwards Amend 29 to License DPR-AA, safety evaluation 8, 
notice of issuance 8' availability 

EISENHUr, □ 0 Division of Licensing 00/08/27 2pp 


— 8009190596 Amend 29 to License DPR-6i, revising Tech Specs to reflect 
mods made to alleviate NPSH problems w/low head safety 
Injection recirculation spray pumps 

VAROA, S A Operating Reactors Branch 1 60/08/27 12pp 


— 8009190602 Safety evaluation supporting Amend 28 to License DPR-66 
a Office of Nuclear Reactor Regulation, Director 00/00/27 
18 pp 


— -8009190607 Notice of issuance it availability of Amend 28 to License 
DPR-66 

GROTEIJHlIIS, H Operating Reactors Branch 1 90/09/27 2pp 


9009150219 Forwards Amend 29 to License OPR-66. saf e ty evaluation 8 
notice of issuance V availability 

VAROA, 3 A Operating Reactors Branch 1 80/08/29 3pp 


--8009150244 Amend 29 to License DPR-66 , rev i s ing Tech Specs to eliminate 
use of reactoT coolant pump position trip above setpoint 
P-0 

VARGA, S A Operating Reactors Branch 1 00/09/29 4pp 


— 8009150246 Safety evaluation supporting Amend 29 to License DPR-66 
* Office of Nuclear Reactor Regulation, Director 00/00/29 2pp 


'8009150243 Notice of issuance 6 availability of Amend 29 to License 
DPR-66 

NEIGHBORS, J D Operating Reactors Branch 1 80/08/29 2pp 


B00909040S Forwards "Low Head Safety Injection Pumps Presently 
Installed at Beaver Valley Power 5 1 at i □ n, Un 1 1 1," in 
response to NRC 000731 1 tr Rept describes mods b testing 
conducted to assure long-term operability of pumps 
DUNN.C N Duquesive Light Co 80/09/04 ip 


'8009090412 "Low Head Safety Injection Pumps Presently Installed at 
Beaver Power Station, i/ni t 1 " 

IRELAND, R N , SIEBER.J D , CAREY. J J Ouquesne Light Co 
80/09/04 4pp 


8009100609 Forwards Class II fee to suppl Class IV fee submitted in 
9D0S14 application for amend of License DPn-66 
MQOREi G H Ouquesne Light Co 80/09/04 Ip 


— 9009100617 Forwards check for Class II foe 

DIGGS, n M License Foe Management Branch 80/09/09 tp 


8009260166 Forwards Amend 30 to License DPR-66i safety evaluation 8. 
notice of Issuance 6 availablLity 

VAROA, 3 A Operating Reactors Drafich 1 80/09/10 3pp 


— 0009260191 Amend 30 to License DPR-6i , r e v i s 1 ng ladialugical Tech Specs 
to reflect now streamline break protection sys 
VARGA, 9 A Operating Reactors Branch 1 90/09/10 30pp 


■0009260106 Siifety evaluation supporting Amend 30 to License pPR-66 
* Operating Reactors Branch 1 80/09/10 20pp 


--8009260192 Notice of issuance & availability of Amend 30 to License 
DPR-66 

VARGA, S A Opeiating Reactors Branch I 00/09/10 2pp 


0009230601 Confirms 800915 talcon re qua 1 if i c at ion of chlorine 
detection sys per Reg Guide 1 95 Detection sys qualified for 
all expected environs 8 severe environs that could lead to 
chlorine release 

SIEDER.J 0 Ouquesne Light Co 80/09/16 3pp 


0009230711 Confirms 800909 telcon re basis for selecting essential 
sys regarding clarification of NUnEG-OS70 Item 214 
81EDER, J D Ouquesne Light Co 60/09/16 Ip 


9009230263 Application to amend License DPR-66, chang Ing Tech Specs 
Sections 3 3,3 4,3 11,4 3,4 4 4 1 1 tc) add auxiliary 

feedwater to engineered safety feature sys Instrumentation 8, 
revising accident monitoring instrumentation requirements 
DUNN, C N Duquesne Light Co 90/09/17 2p p 


'8009230269 Proposed Tech Specs 3 3. 3 4, 3 1 1 . 4 3, 4 4 8< 4 1 1 re 
engineered safety feature ins trumenba t i an, acc iden t 
manitaritig t ns trumen tat ion, sur ve 1 1 lane e requiremen ts, RCS 
pressurizer 8, min shift crew composition 
e Duquesne Light Co 90/09/17 31pp 


8009230454 Confirms B00904 tel con re compliance u/NUREO-057a, I tern 
2 I 3 b concerning wide range pressure inputs 4 resistance 
temp detector uncertainty Util will upgrade tiansaf ety-grade 
input to safety grade during second refueling 
SlEOERiJ 0 Duquesne Light Co 80/09/17 Ip 


0009230593 Confirms 000919 telcon re clarification of util position 
w/respect to NRC questions concerning 800-620 submittal on 
THI Short-Term Lessons learned requirements 
8IEBER,J 0 Ouquesne Light Co B0/C9/17 8p p 
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0OO^3OO3S<? Responds to NHC 800019 I »r re revisions to Tech Specs 
Revisions ujtll he provided in Oct 1930 Tech Spec changes are 
not irmed iate !</ nocessarg Min of 23 ft or leater over top 
of reactor vessel flange during movement of fuel asaemhlies 
BWM, C ti Duguesno Light Co 08/O9/S<. 2pp 


a Inspection reports^ IC Bulletins if correspondence 


80091B0001 Foruards IE Ifisp Pept 50~33«l/90-l‘l on B90S19-23 No 
nonconpliance noted 

aRDNNERi'E J Region !< Phi ladelph la. Reactor Operations Nuclear 
Support Branch 80/07/10 2pp 


--8009100005 IE Insp Rept 50-334/80- 1 '» on 800919-23 No none offlp 1 ia nee 
noted Major area* Inspected design change mod control. 

QA/OC surveillance, audits t followup «n prevtouslg 
identified Items 

GREENHAtj.E Region Philadelphia. Reactor Operations Nuclear 
Support Branch NAPUDA. 0 • SI.MONETrt. 6 Region ]. Ph i ladelph 1 a. 
Office of the Director 80/07/1* Bpp 


B009li0244 Foruards IE Insp Rept 90-334/80-19 on 800627-38 No 
none omp 1 lance noted 

MARTIN. N 0 Region 1. Philadelphia. Safeguards Branch BO/07/84 

2pp 


— 8009160246 IE Insp Rept 50-334/00-19 on 800627-26 Mo nunc omp Uance 
noted Major areas Inspected licensee actions taken In 
response to possible intrusion into protected area Details 
withheld (ref 10CFR2 7901 

SMITH. 0 C Region I. Philadelphia. Safeguards Branch DELVIN. J 
Region 1. Philadelphia. Office of the Director 80/07/24 Ip 


8009110047 Forwards 16 Insp Ropt 50-334/80-12 on 800420-0531 No 
noncompliance noted 

BRUNN'ERiE J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/07/35 2pp 


— 8009110050 IE Insp Rept 50-334/80-12 on 800420-0531 Ne noncomp 1 lance 
noted Major areas inspected plant ep erat 1 ons. ap parent 
gaseous uaste tant release 6 potential recirculation sprag 
heat exchange Integrltg problem 

BECKMAN. 0 A > REGNER.J D Region 1. Ph i 1 ad elph I a. Office of the 
Oirectar MCCABE.E C Region 1. Fh 1 lade 1 phlo. Reactor Operations 
Nuclear Support Branch 80/07/23 S'Opp 


8009100384 Ack receipt of 800417 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-334/80-05 
BRUNNER. E -J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 60/08/11 2pp 


— 3009100389 Responds to NRC B00329 Itr re Violation* noted in IE Insp 
Ropt 90-334/80-05 Corrective actions refueling luater storage 
tank level Indicators rearranged U meteoroleg i cal callbr 
procedures altered 

DUNN.C N Duguesne Light Co 80/04/17 6pp 


— 8009100392 Forwards IE Insp Ropt 50-334/80-05 on 800209-08 & 12-13 
6 notice of violation 

BRUNNER. E J Region 1, Philadelphia. Reactor Operations Nuclear 
Support Branch 60/03/25 2pp 


—8009100395 Notice of violation from insp on 800205-00 «. 12-13 

• Region 1. Ph 1 lade 1 ph ia. Office of the Director 00/03/24 3pp 


— 8009100399 IE Insp Rept 50-334/00-05 on 800205-08 l< 12-13 Noncompl iance 
noted failure to post temporarg changes L revisions, fai lure 
to use approved procedure to perform Tech Spec callbr & 
failure to document callbr 

BAI/NACK.U Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch BLUMOERO.N Region 1. Philadelphia. Office of the 
Director 80/03/24 ISpp 


0009150430 Forwards Performance Appraisal Branch insp planning data to 
facllltalre 800818-22 insp Insp will examine problems 
identified ui/Paciftc Pumps 

BRUNNER. E J Region !• Philadelphia. Reactor Operations Nuclear 
Support Branch 00/08/i 1 5pp 


8009090116 Forwards responses to IE Bulletin 77-14 It Suppls 1 & 2. 
"Seismic AnalgsJs for As-Suilt Saf e tg-Re I ated Piping Sgs “ 

H/comp let 1 on of modSrall piping sgs will be able to perfarci 
required safetv functions during seismic event 

WOOL EVER. E J ■ SENCHVSHVN. J B Ouquesne Light Co 80/08/14 Opp 


—8009090119 “Response to IE Bulletin 79-H »' Util schedule for 
completion of response end 

• Stone ft Rebster Engineering Corp 80/08/14 lOpp 


0009030070 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Kercurg-Metted Hatris Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

ORtERi B H Region 1. Ph i lade 1 ph la. Office of the Director 
80/08/15 Ip 


8009180470 Forwards tE Circular 60-10. "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys '' No written response 
required 

ORIERiB H Region 1. Ph i lade 1 ph la. office of the Director 
00/08/22 Ip 


8009090781 Forwards evaluation of util 790430.0514,17 tc 0712 responses 
to IE Bulletin 79-06A Appropriate actions taken to meet 
bulletin requirements Further actions may be required 
VAROA. S A Operating Reactors Branch I 80/08/27 16pp 


8009120176 Fo.rwardc IE Info Notice 00-31. “Maloperation of Oould-Brown 
Boverl 460 Volt Type K-600S I K-DON 600S Circuit Breakers ” 

No written response required 

ORIER. B H Region 1. Phi iadelphia. Office of the Director 
aO/OB/27 Ip 


800908030'9 Forwards response to NRC 800801 notice of violation In IE 
Insp Rept 50-334/00-15 Corrective action callbr procedures 
will be revised by 801031 

DUNN.C N Duquosne Light Co 00/09/02 3pp 


8009070374 Responds to NRC 000818 Itr re violations noted in IE Inxp 
Ropt 50-334/00-22 Corrective action personnel responsible 
for preparing Radeon Form 4 5 Instructed to promptly update 
forir upon receipt of required info 
DUNN.C N Ouquesne Light Co 80/09/03 3pp 


0009230780 Forwards IE Circular 80-21, "Regulation of Refueling Crews 
No written response required 

ORIER, 8 H Region 1, Ph 1 ladel ph ia, Office of the Director 
80/09/10 Ip 


8009160374 Responds to IE Bulletin 79-14. “Seismic Analysis for 
As~Bui I t Safety-Related Piping Sys " Long-term evaluation 
of any as-built discrepancies will be based on appropriate 
loading combination for design L operation 
PU.VN> C N Commonwealth Edison Co 80/09/11 2pp 


8009240309 Forwards IE Info Notice 80-32. “Clarif Ication of Certain 
Requirements for Exc losivo-Ose Shipments of Radioactive 
Matls " No written response required 

ORIER. B N Region I. Ph 1 lade Iph ia. Office of the Director 
80/09/12 ip 


R Periodic operating report* ti related correspondence 


8009030390 Forwards NPDES discharge monitoring repts for Jul 1980 
M08RE,<; N Duquesne Light Co 00/08/29 2pp 


—9009030395 NPDES discharge monitoring repts for Jul 1960 
MOORE. 0 U Duquasne Light Co 80/08/29 13pp 


9009IB01B8 Forwards tnonthly operating rept for Aug 1980 
DUiNN. C N Duquesna Light Co 60/09/15 ip 


--B009160I94 Monthly operating rept for Aug 1960 
TIHAO.D R Duquesne Light Co 80/09/03 4pp 


8009170446 Notifies that addl time is needed to complete semiannual 
effluent rept for first six months of 1980 Rept will be 
submitted by 600930 Dose estimation data will be forwarded 
by 801030 

DUNN.C N Duquesne Light Co 00/09/15 2pp 


S Reportable occurrences. LERs 2 related correspondence 


8009050250 Forwards LER 80-060/03L-0 

UERLIN0. J A Duquesne Light Co 80/08/28 2pp 


—8009050254 LER 80-060/03L-0 on 800827, dl ecovered that damage to ECCS 
charging pumps nay occur following secondary lida high 
energy line break Caused by excessive bach pressure 
preventing sufficient flow to prevent damage to pumps 
LACEV. If S Duquesne Light Co 80/08/28 2pp 


6007120377 Forwards LER aO-047/03L-0 

KERLINC.J A Duquesne Light Co 80/09/04 2pp 
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■&00?tS0396 LER 60-047/031.-0 on 8 OO 8 OS 1 dur ing cierciie modei emerjencg 
dl 0 cel g-enerator ootputr circuit breaker failed to close 
Canted bg relay latch inoperab 1 1 1 1 y > due to dirty contacts 
After replacing contact b loc ki d 1 ese 1 tested satisfactorily 
LACEViW 6 Duquesne Light Co eO/O'f/Od Spp 


BO091SO393 RQ evaluation & reanalysis required by IE Bulletin 79-14 
ravraled that certain piping 4i supports have less 
coniervatisn than assumed for safety analysis Cause 
unstated Pipe support uill be added prior to startup 
HEftLItlOi J A Duquesne Light Co 80/09/03 app 


aOO^aSOSSl BOi aO-062/01P ti SO-OAS/OIP on e00908i dur ing evaluation h 
Tdanalysif required by IE Bulletin 79-14. over s tressed 
conditions Pocind on boron injection tank h charging pump 1C 
discharge linos 

CfERLtHO. 0 A Duquesne Light Co 80/09/03 Ip 


0009160309 Forwards LERs BO-062/01T-0 «< SO-063/01T-0 
WERLINOtO A Duquesne Light Co 80/09/09 3pp 


•8009160311 LER 0O-O6S/O1T-O on 800908. ovarstrass condition found to 
eiist on boron injection tank discharge line during seismic 
event Cause unknown Pipe support mods will be completed 
before startup 

LACEV. W 3, Duquesne Light Co 80/09/09, 2pp 


-—90091603)3 LER 0O-O63/O1T-O on 800908. overstress condition found to 
erist an 1C charging pump discharge line during seismic 
event, Cause unknown Pipe support mods will be completed 
before startup 

LACEV.ll 3 Duquesne Light Co 80/09/09 2pp 


8009160444 Forwards LER B0-OS9/0IT-0 

WCRLINOi'J A Duquesne Light Co 80/09/09 3pp 


--80091604S1 LER S0-OS9/OIT-O on 800823. during diesel restart on low 
pressure following shutdown from surveillance run. starter 
motor burned up Caused by open field winding Btarter was 
replaced 

lACEVtiy 6 Duquesne Light Co 80/09/09 2pp 


8009160470 Forwards LER 0O-O64/O3L-O 

MeRLIKO.JA Duquesne Light Co 80/09/10 2pp 


■8CK>9160472 LER aO-064/03L-0 on B0082S. chemist failed to analyie reactor 
coota'nt for chloride % fluoride h did not analyte until 
800837, Caused by personnel error Chemists were reinstructed 
in sampling requirements 

LACEYiU a, Duquesne Light Co 80/09/10 Ip 


8009160400 Forwards LER BO-OOa/OlT-1 

lfCni.lhlO>J A Duquesne Light Co 80/09/11 2pp 


9009(604(1 LER 0O-OOB/O1T-1 on 800220. dur Ing in-plant Insp. polentlal 
Qverstress condition of cable spreading room floor indicated 
due to postulated seismic loading Caused by utitlilng 
underside of floor to higher degree than original design 
LACEY. W 8 Duquesne Light Co, 80/09/11 3pp 


B<109190SOO RO evaluation (1 analysis required by IE Bulletin 79-14 
revealed piping 4( supports have less conservatism during 
saismCe events Hods will be made prior to startup 
IfERLiMS.ifA Duquesne Light Co 80/09/15 2pp 


6<Kk9a40450 Forwards LERs 80-06S/OfT-0, 80-066/OIT-0 8 < 80-O67/OIT-O 
IfERLINO.U A Duquesne Light Co 80/09/17 2pp 


•8009240496 LER 80-06S/OIT-0 on 800912. determined that both river water 
supply lines will be'subj to overstress during seismic 
event Caused by dead weight t. DGE loading factors Corrective 
actions underway 

LACEY. U S Duquesne Light Co 80/09/17 2pp 


— B(XJ934045B LER BO-O66/OIT-0 on 000912. determined that "A" steam 
ganerator steam outlet pipe hangers will be subj to 
overstresf during seismic event Caused by dead weight 4i 
OSe loading factors Hanger mods completed 
LACEY. M S Duquesne Light Co 80/09/17 2pp 


8009240461 LER 80-067/0)7-0 on 900912. determined that branch line ef 
24-lnch raactor plant component cooling water header will be 
subf to overstress during seismic event Caused by dead 
wslgbt 4t OSE loading factors 

LACEY. M 8 Duquesne Light Co 80/09/17 2pp 


K>Ck9a90a51 Forwards LER 0O-OS2/OIT-O 
bfCRLIHO.J. A Duquesne Light Co 80/09/19 2pp 


—6009290257 LER 90-OS2/01T-0 on BO0726. d lese 1 fire pump was running 
below rated RPM h pressure Caused by clogged fuel oil 
filter Filter replaced 

LACEY, W S Duquesne Light Co 90/09/19 2pp 


8009300412 RO 60-070/01P on 600922. born dilution discovered during 
RC 6 initial fill b ve n t. caus I •n g unplanned reactivity 
insertion to eiceed Tech Specs limits Caused by procedural 
deficiency Doric acid blender total flow setpoint changed 
WERLINO, J A Duquesne Light Co 90/09/23 2pp 


6009300543 LER 60-021 has been cancelled 
* Duke Power Co 80/09/25 Ip 


DOCKET 50-33 5 6 T LUCIE PLANT, UNIT 1 


F Security, medical, emergency ^ fire protectio'n plans 


6007290624 Forwards proposed revision to emergency plan Apps will be 
forwarded under separate cover Complete implementation will 
depend on availability of essential resources 
UHRIO.R E Florida Power «< Light Co 00/07/23 Ip 


—0007290625 Draft emergency plan 

Florida Power *< Light Co 00/07/15 )40pp 


8009230261 Requests that all personnel be reminded of purpose of 
emergency no tlfi cation sys 4 hcaltli physics network Sys 
installed for govt use during emergency 

O'REILLY. J P Region 2. Atlanta. Office of the Director SO/06/22 
IP 


6009100922 Transmits emergency planning Info to be made available to 
public at LPDR.Fort Pierce. PL W/o ene 1 
SOUDEB.J L Public Document Branch 90/08/27 Ip 


0 Ad judicatory correspondence 


6009190297 Forwards order requiring info supporting environ 
qualification of safety -related electrical equipment 
Requests submittal of info by 801101 

CLARK. R A Opera ting Reactors Branch 3 00/08/29 2pp 


'6009190302 Order for mod of License DPR-67 to add info which fully 
responds to NRC request for info re environ qua 1 1 f icatlon 
o t saf ety~r ola t ed e Icc trlcal equl pmen t Info should be 
submitted by 801101 

ElSENHUr.D O Division of Licensing 80/08/29 App 


M Antitrust correspond ence 


^009)90091 Hatlon before US Court of Appeals for DC Circuit, for 
eipedlbed consideration of petition for review re 
consolidation of Civil Action 80-1099 u/adminl strati ve 
proceeding M/Cer t i f lea t e of Sve Related correspondence 
JABLON, fi A . LANDSHAN, R K Florida Cities JADLON, R A Spiegel A 
McDiarmld 00/09/ i 5 Spp 


8009300476 Response before US Court of Appeals for DC Circuit, in 
opposition to petitioners' motion far eipedlted 
consideration of Civil Action 30-1099 Certificate of Sve 
end Related correspondence 

DVH. H , BDUKNIOHT, J A Florida Power 8 . Light Co DYM. H Covington 
ir Burling 80/09/25 Spp 


P Operating license stage documents correspondence 


8009020297 Submits interim criteria for shift staffing to all OL i. CP 
tlcdnsees U app 1 Icants. p er NRC 800507 ) tr Discusses 
admlnistra t ive provisions For emergency 8 overtime work 
Development k implementation to be reviewed within 90 days 
EIseNHur.D 0 Division of Licensing 80/07/31 7pp 


8009000080 Forwards draft NDREij-0696, "Functional Criteria for 
Emergency Responie Facilities " Comments requested within 30 
days Proposed Implementation schedule for meeting criteria 
of NUREO-0696 end M/o NUfiEO 

EIEENKUr.O 0 Division of Licensing 80/08/01 lf9pp 


8009230052 Informs that exemption from fee re licensing action 
associated w/THI-2 Lessons Learned Is unjustified Previous 
determination should be disregarded Requested subml tta 1 
sifould include proposed class of amend 
EISEMHJT. 0 0 Division of Licensing 80/09/07 60pp 
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e009040‘t‘?0 Responds to NRC 600723 Ur requesting opinion advice re 
potential void rormatson in vessel head Phenopiena is 
unaffected bg relatlvelg saia 1 1 differences in fuel design 
Cotipang would not analqie event unless asied bg customer 
OWSLEVi 0 F Esson Nuclear Co , Inc (sobs of E«son Corp ) 
eO/DB/S^ 1 p 


6009110325 Informs that util has contracted C-E for technical support 
t consultation (n order to respond to questions re aspects 
of 800611 natural circulation cooldown at facility Responds 
to NRC 300612 !tr requesting technical opinion U advice 
SCHERER. A E Combustion Engineering, Inc 80/07/05 2pp 


8007130251 Forwards info re auiiliarq feedwater sgs In response to NRC 
800502 request Includes info re emergency operating 
procedure re alternate sources of auiiilarg feedwater, pump 
area corciunl cations redundant condensate tank 
UNRIG. R E Florida Power I. Light Co 80/07/10 3pp 


8007160200 Forwards revised plans for monitoring noble gases which 
might be released from steam plant. per TNi Lessons Learned 
Task Force short-term requirements 

UHRIO.fl E Florida Power i, Light Co 80/07/1 1 2pp 


0009160378 Responds to NSC 800702 1 tr re TKI-related Tech Specs 
Proposed specs have been drafted I forwarded to onsite 
offsite review committees for review t. approval 
UHRIC. R E Florida Power 4, Light Co 80/07/12 Ip 


3009160444 Forwards response to NRC 000721 request for add 1 Info re 
adequacy of station electric distribution sgs voltages 
UHRIO. R E Florida Power & Light Co 60/09/12 4pp 


8009230306 Forwards updated response re natural circulation cooldown 
Emergency Operating Procedure 0120040 revised to address 
recognition of potential for upper head steam formation 6 
cooldown rate necessary to prevent void furmatlon 
UHRIG. R E Florida Power U, Light Co 80/09/16 3pp 


Q Inspection reports. IE Dulletins it correspondence 


6009220132 Forwards IE Insp Rept 50-335/80-17 on 800609-10. No 
uonconp I lance noted 

STOflR. P Region 2. Atlanta. Fuel Facility & Haterials Safety 
Branch SO/06/26 2pp 


—8009220184 IE Insp Rept S0-33S/80-17 on 800609-10 No noncompliance 
noted Major areas inspected previous insp findings It IE 
Bulletin 79-10 

JENKINS. 0 R Region 2. Atlanta, Fuel Facility & Materials Safety 
Branch PERROTTl, D J Region 2. Atlanta. Off ice of the Director 
80/06/26 3pp 


8009100047 Forwards IE Bulletin BO-IB. "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Written response required 
D'REtLLY.JP Region 2. Atlanta, Office of the Director 80/07/84 
Ip 


8(307030320 Suppis response to IE Bulletin 80-04, "Analysis of PNR Main 
Stream Line Break u/contlnued Feedwater Addition ” Complete 
analysis of automatic auiiliary feedwater initiation, 
supports installation of automatic sys 
UHRtO, R E Carolina Power & Light Co 80/08/04 Ip 


8007240066 Forwards IE Insp Repts 50-335/80-23 I 50-309/80-09 on 
800719— C0 No noncompliance noted 

MURPHY. C E Region 2, Atlanta, Reactor Construction tc Engineering 
Support Branch 80/08/05 2pp 


— 80091^40071 IE Insp Repts 50-335/80-23 8, 50-389/80-07 on 800715-10 
No noncomp 1 lanc e noted Major areas Inspected records 
associated w/work performance during outage in areas of 
Installation welding, weld rod control ti core drilling 
VANOQDRN.P K Region 2, Atlanta. Office of the Director 
HERDTiA R Region 2. Atlanta, Reactor Construction it Engineering 
Support Branch 80/08/04 6pp 


8007020172 Submits response to IE Bulletin 77-03A Facility has no 
fusion welded SA-312. Type 304 stainless steel pipe in use or 
planned for use in safety-related sys 
UHRIO, B E Florida Power U Light Co 90/08/06 Ip 


8007020306 Informs of visual fc ulkrasonlc examinations on 
representative samples of circumferential welds in sys 
containing stagnant oxygenated t' berated water, per IE 
Bulletin 79-17 No stress corrosion in welds 
UHRlGiR E Florida Power ^ Light Co 80/00/14. Ip 


8009030156 Forwards Revision 1 to IE Gullelin 80-19, "Failures of 
Merc ury-Hetted Matrii Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
r esponse required 

O'REILLY, JP Region 5, Atlanta, Office of the Director 80/00/15 
IP 


8009170374 Forwards corrected page for licensee 800804 response to IE 
Dulletin 80-06 re engineered safety feature reset controls 
UHRIO, R E Florida Power 5 Light Co 80/08/17 3pp 


8007160143 Forwards IE Circular 80-18, "10CFR50 57 Safety Evaluations 

for changes to Radwaste Treatment Sys “ No written response 
required 

0 'REILLY, J P Region S- Atlanta. Office of the Director 80/08/22 

Ip 


8009120308 Forwards IE Info Notice a0-3i, "Ma loperation of Oould-Broun 
Boveri 480 Volt Typo K-6003 4. K— DON 6008 Circuit Drealters “ 

No written response required 

Q'REruLV, J P Region 2. Atlanta. Office of the Director BO/OB/27 
Ip 


8007190137 Responds to IE Bulletin 60-15 Fourteen manhours expended 
preparing rept & 434 manhours expended on corrective action 
UHRIG.R E Florida Power t< Light Co 80/09/02 3pp 


8007290277 Forwards IE Circular 00-21, "Regulation of Refueling Crews * 
No written response required 

Q'REILLV, J P Region 2, Atlanta, Office of the Director 80/09/10 
5pp 


8007300152 Submits response to IE Dulletin 80-20 Westinghouse Type H-2 
switches are used in safety-related 4160-volb switchgear 
Switches used do not use neutral function which caused 
problem refercriced in bulletin 

UHRIO, R E Flprida Power 5 Light Co 80/09/12 Ip 


6009300372 Forwards response to IE Bulletin 79-14. "Seismic Analysis 
for As-Built Oaf cty-Re latod Piping Sys " 

UHRIO, R E Flarida Power 4, Light Co 80/09/19 609pp 


R Periodic operating reports L related correspondence 


8009170279 Forwards monthly operating repts for Aug 1980 
SCHMIDT, A D Florida Power 4 Light Co 80/09/06 Ip 


— BOD91702SI Monthly operating repts for Aug 1900 

CHILS0:N, V T Florida Power & Light Co 80/09/06 I5pp 


5 Reportable occurrences, LERs 4 related correspondence 


8009020365 Forwards LER aO-033/03L-0 

SCHMIDT, A D Florida Power 4 Light Co 80/08/25 ip 


— 6009020372 LER 0O-O33/O3L-O on 800724, while at 1007. power, control 
element assembly 63 dropped to fully inserted position 
Caused by tochnlcian accidently shorting output of IS-vott 
power supply while taking routine voltage measurements 
PACE.P L Florida Power 4, Light Co 80/08/25 Ip 


8009120312 Forwards LER B0-034/03L-0 

SCHMIDT, A D Florida Power 4, Light Co 80/09/02 ip 


— 8009120316 LER 80-034/03L~0 on 800818, dur ing full power operation, 
control element assembly iCEA) 41 dropped to full insertion 
Caused by failure of CEA 41 core power programmer i5-volt 
power supply power supply replaced 
PACE.P L Flarida Power 4, Light Co 00/09/02 Ip 


8009120307 Forwards LER eO-035/03L-0 

SCHMIDT, A D Florida Power 4 Light Co 80/09/03 Ip 


— 8009120318 LER BO-03S/03L-0 on 800804, dur ing full power operation, 
control element assembly (CEAl 16 dropped to full insertion 
Caused by failure of CEA 16 core power programmer 15-volt 
power supply Power supply replaced 
PACE.P L Florida Power 4> Light Co 80/09/03 Ip 


B0091502SB Forwards LER 80-036/03L-0 

aCHMIDT.A D Florida Power 4, Light Co 80/09/03 Ip 


— 6009150290 LER 80-036/03L-0 on 000005, during full power operation, 
control element assembly 23 dropped to full insertion Caused 
by failure in core element assembly core power programmer 
15-volt power supply Power supply replaced 
PACE.P L Florida Power ti Light Co 00/09/03 ip 


S. 
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3009300482 ForiuariH LER 80-040/03L-0 

SCHMlOr. A 0 Florida Power 4 Light Co 30/09/15 Ip 


B00903005B Safety evaluation supporting /imoiid fiO to ticooso 0l’n-/>5 
a Otfico of Nocleai Weactor Regulation. Ditectoi n0/0£l/l9 'Ipp 


'S009300485 LER 0O-O4O/O3U-O on BOO01 5i d ur j ng startup node, c o n tro 1 
(lament assembly 30 dropped into fully inserted position 
Cause undetermined No correotive action necessary 
PACe.P L Florida Power L Light Co 00/09/15 Ip 


DOCKET 50-334 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


Security, medical, emergency 4 fire protection plans 


8009230130 Requests that all personnel be reminded of purpose of 
emergency notificetion sys fj health physics network Sys 
installed for g pvt use during emergency 

CRIER, 3 H Region 1, Ph 1 lad e 1 ph 1 a > Office of the Director 
fiO/03/22 3pp 


— 8009030062 Notice of issuance A availability of Amend 60 to License 
DPR -6 5 

TRAPlMELLiC II Operating Reactors H ranch 3 00/03/ 19 2p P 


8009100454 Advises that mgt meeting u/NRC in Deri in. CT has been 
rescheduled for 800911 Agenda enc I 

CRIER, n K Region 1, F>h 1 lade I ph 1 a. Office of the Oirectni 
BO/Oa/20 3pp 


3009050195 Forwards add] info on Cycle 4 reload vo bh o rma 1 -h y di au 1 i i t . 
transient t> accident analyses. t< reactor physics & fuels, iir 
response to NRC 800006 Itr 

COUNSIL.W G Northeast Nuclear Energy Co (subs of Northenst 
Utilities} ao/03/25 26pp 


0- Adjudicatory correspondence 


6009190322 Forwards order requiring info supporting environ 
qualification of safety-re lated electrical equipment 
Rsquests submittal of info by BOllOl 

CLARXpRA Operating Reactors Branch 3 30/08/29 2pp 


•6009190328 Order for mod of License DPR—6S tg add info which fully 
reiponds to NRC request for info re environ qua 1 if i ca tion 
ef safety-related electrical equipment Info should be 
submitted by 301101 

EISCMHUr.D 0 Division of Licensing 80/00/29 6pp 


P Operating license stage documents t- correspondence 


S009G20297 Submits interim criteria for shift staffing to all OU tt CP 
iicinsces t. appt icants, per NRC 800507 Itr Discusses 
administrative provisions for emergency & overtime work 
Davciopnent t implementation to be reviewed within 90 days 
eiEElIHUT.DO Division of Licensing 80/07/31 7pp 


80C91B0309 “Safety Evaluation of Inservtce Testing Program for Pumps & 
Valves.* Interim rept 790426-901025 

FEHRINCER, JM , RQCKHOLD, H C EObO Idaho, Inc FIN A-6253 
8009180309 00/07/31 32pp 


e0090900&0 Forwards draft NUREO-0696, "Functional Criteria for 
Cerrgency Response Facilities “ Com.sents requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREG-0696 end W/o NUREC 

El&ENHUT. D 0 Division of Licensing 80/09/01 llVpp 


e009]20709 Forwards agenda of 000821 meeting at util ofes to discuss 
assaisment of regulatory performaneo 

SHIER. B M Region 1. Philadelphia. Office of the Director 
90/09/04 2pp 


90091 1D553 Forwards addl info requests re thermal hydraulics it accident 
4i transient analysis sections of basic safety rept, Cycle 
4 reload safety analysis Requests addl 1 nf o. r equos ted on 
800710.16 & 29. fa y 600315 to meet review schedule 
MOVAKiT.H Assistant Director for Operating Reactors 80/08/06 


8009230052 Informs that aiemption from fee re licensing action 
■sssciited w/TMI-2 Lessons Learned is unjustified Previous 
•d* ternilnatlon should be disregarded Requested submittal 
Include proposed class of amend 
EISENHVT.D C Division of Licensing 80/08/07 60p p 


#009180213 Confirms that two specific Event S valve configurations do 
not eiist at facility Franklin Research Ctr Technical 
Evaluation Rspt. "Primary Coolant Sys Pressure Isolation 
Valvosi" end 

CCARH. R A Operating Reactors Branch 3 00/08/15 2pp 


-3009180219 “Priniary Coolant Sys Pressure Isolation Valves," technical 
evaluation rept 

WOELLrP N . sriUHELL. T C Franklin Ins ti tute/Frankl In Research 
Center. NRC-03-79-n8 80/07/21 4pp 


8009150247 Forwards addl info requested by NRC re design mod to 
Cycle 4 fuel assemblies b DA program In affect during design 
of Cycle 4 reload fuel 

COUNSIL.W G . FEE. W F Northeast Nuclear Energy Co (subi of 
Northeast Utilities) 30/00/27 6pp 


D-OODOOQBTO Advises that util will not meet deadline for i mp 1 emen ta t ton 
of NUPE8-057B roqu I rem en ts re emergency procedures & 
retraining for accidents *> transients NRC feedback needed 
COUNSrU, W 0 Connecticut yantoe Atomic Powoi Co CDUN'IIL.IJQ 
Northeast Nuclear Energy Co Isubs of Noi theasl Utilities) 

OO/Oe/20 2pp 


B0090S0103 Application for amend tu Licotise DPR- 6D, i near porn t i ny 
proposed revisions to Tech Specs required to support plant 
operation during Cycle 4 reload 

CDUNSIU.U C Northeast Nuclear Enorgy Co (sutis of Northeast 
Utilities) BO/OS/27 3pp 


B007050105 Proposed revisions to Tech Specs required to suppart plant 
operation during Cycle 4 reload 

* Northeast Nuclear Energy Cci tsubs of Northeast Utllllios) 
30/03/29 2Bpp 


3009170662 Requests Class III fee for review of £100020 applicntlon for 
proposed Tech Spec changes re automatic initiation of 
auxiliary feedwater sys Application involves consideration, 
of single safety issue 

MILLFR. U 0 License Toe Nanngemont Branch BO/07/02 Ip 


8007110371 Requests that one L supporting documaril bo dockotod undei 
Ki 1 1 sto-nc 

HAPOi P S Assistant Diiectoi for Core i fcnlalnmont Bustems 
80/07/09 Ip 


8007100445 Advises that C-E owners group B002I5. 0630 8. 0731 Itri re 
asyirmetr Ic LOCA loads are applicable to Millstone Unit 2 t< 
should be rog.srdod as util response to NftC 780125 request 
COUNSlLillG Northeast Nuc1o.it Energy Co fsubs of Northeast 
Utilities) 30/09/10 2pp 


0009180357 Forwards imp 1 emeu tat 1 on status of Catogoiy 0 TMI-S lessons 
Eearned requirements for each facility Ochodules 
specifically Identify Items where r equl r oaient cannot bo met 
or schedule is not feasible 

COUNSIL, U G Connecticut Yankee Atomic Power Co CDUN3IL.M 0 
Northeast Nuclear Enorgy Co (subs of Northeast Gtllitlei) 

60/09/19 ^3pp 


a00929033£ ApplicatJen for amend to Licenses DPR-ftl , Df*n -2 1 t, [)PR-6D, 
incorpor.ltlng revisions to Tech Specs for ftCS per 
TMI-rolated requirements Foe ent 1 

COUNSIL. If G Cpnnocticut Vaiikoe Atomic Pnwor Co CQUfFjll.U d 
Northeast Utilities 80/09/16 6pp 


- 0007290372 Proposed revisions to Tech Specs 3/4 4 3 for limiting 
condition for operation of RC8 relief sys 

Connecticut Yankee Atomic Power Co 78/12/08 3pp 


- 3007290377 Proposed revisions to Tech Specs 3/4 4-3a re llmiLiiig 
conditions for □perafian of HCB relief va 1 vos-operat lug 
K Connecticut Yaiikoo Atomic Power Co 60/09/30 Ip 


007030D4B Forwards Amend 60 to License DPR-65, safety evaluation 
notici of Issuance b availability 

CLARK.R A Operating Reactors Branch 3 80/08/17 app 


8009270381 Proposed revisions to Tech Bpecs 3/4 4 4 
conditions for operation of RCS press urlier 
■K Connecticut Yankee Atomic Power Co 00/07/30 


for I tmi ting 

2pp 


-00090300,54 Amend 60 to License DPR-65, ehang Ing Tech Specs to a 1 1 
containment electrical penetrations module replacement 
cancurrsnt u/fuel moven^ent 

TRAMMELL.C operating Reactors Branch 3 80/03/19 7pp 


-3009290384 Proposed revisions to Tech 8poes 3/4 4 5 
generators 

* Coo'nectlcut Yankee Atomic Power Co 80/09/30 


for nCfJ 4 team 
Ip 
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— 6009290337 Profosed resrisions to Teed Specs 6 0 for administrative 
♦ Connecticut Yanlee Atomic Pouier Co 00/09/30 3pp 

a009300!79 Forwards nonp ropr i e tari/ 4 proprietarij rBpts< "Ouide TMtible 
Inset Deiijn “ Withholding application 4 affidavit end 
Propr i e t ari; version withheld Iref I0CFR2 790) 

CCldSIL 'I O northeast Utilities 60/09/IB 16pP 


— 6009300183 "Guide Thimble Inset Design< " nonpropr 1 etarg version 
* fJortheast Utilities 60/09/30 15pp 


0009300291 Corrects typographical error in Tech Spec Table 3 9-1 of 
Amend 60 to License DPR-65 Doors 292 4 297i listed as 
servicing s o I id i f i catl on sys area# should be 292 4 207 
CQUNoILi If 0 ffortheast Ifucledr Energy Co (subs of Northeast 
Utilities) 80/09/22 Ip 


0 Inspection reportSt IE Bulletins 4 correspondence 


G009I 50082 Forwards IE Insp Repts 50-245/60-10 4 50“336/e0'07 on 
803601-0705 No nonconp J i anc e noted 

DfiUNNEH.E J Region 1, Philadelphia. Reactor Operations Nuclear 
Support Branch BD/07/14 2pp 

—0009150063 IE Insp Repts 50-245/60-10 4 50-336/80-07 on 600601-0705 
flo noncomp 1 1 anc e noted Major areas inspected control room, 
accessible portions of Unit 1 reactor 4 intake bldgsiUnit 2 
end 4 condensate polishing facility 

KEIMIO.R R Region I, Ph i lade 1 ph 1 a. Reactor Operations Nuclear 
Support Branch EHEDLDSitf. J T , ZlMttERMWl.H P Region 1. 
Philadelphia. Office Pf the Director 80/07/11 7pp 


6009110482 Responds to IE Bulletin 80-16 re Rosemount. Inc pressure 
transmitters Model tlSI or 1152 Util does not plan tp 
Install suby transmitters at facility 
CGUNSIU.il 0 Northeast Util Ities BO/07/31 Ip 


6009150465 Discusses B00805 meeting u/util re physical protection 
program Insp findings 4 forwards outline of corrective 
actions End uithheld (ref 10CFft2 790) 

ORIER.B H Region 1. Philadelphia. Office of the Director 
BO/OB/07 1 p 


8009100109 Updates 600716 response to IE Bulletin 79-02, Rev* s 1 on 2. 
"Pipe Support Base Plate Designs Using Concrete Expansion 
Anchor Bolts." by forwarding revised list of seismic 
Category I supports on block walls using subj bolts 
COUNSIL. IJ <P Northeast Nuclear Energy Co [subs of Northeast 
Ubilitiesl 80/06/11 6pp 


8007030031 forwards Revision 1 to IE Bulletin 80-19, "Failures of 
Mercury-IJetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

GRIER. B H Region 1. Philadelphia, Office of the Director 
80/06/15 ip 


8009180017 Forwards IE Circular 80-16. "lOCFfiSO 59 Safety Evaluation* 
for Changes to Radwaste Treatment Sys " No written response 
required 

crier, 6 H Region 1, Philadelphia, Office of the Director 
80/06/22 ip 


6009120190 Forwards IE Info Notice 80-31, "Ma lop era 1 1 on of Could— Brown 
Boveri 4B3 Volt Type R-6005 S K-DOIl 60OB Circuit Breakers " 

No written response required 

crier. B H Region 1. Philadelphia. Office of the Director 
eo/oa/27 tp 


8009230791 Forwards IE Circular 80-21, 'Regulation of Refueling Crew* " 
No written response required 

CRIER. B H Region 1. Philadelphia, Office or the Director 
BO/09/10 ip 


8009240319 Forwards IE Info Notice 60-32, "Clarification of Certain 
Requirements for Exclusive-Use Bhipments of Radioactive 
Matli " No written response required 

GRIER. B H Region 1. Philadelphia, Office of the Director 
80/09/12 tp 


R Periodic operating reports 4 related correspondence 


0°J’^2O2e3 "Semiannual Radioactive Effluents Release Rep t, Jan-June, 

• Northeast fluclear Energy Co (subs of Northeast Utilities) 
80/06/29 tOOpp 


3009230345 Forwards monthly operating rept for Aug I960 
MBOCZKA.E J Northeast Utilltiee 00/09/10 tp 


— 8009230347 Monthly operating rept for Aug 1900 

HOWLETT, 0 H Northeast Utilities 80/09/03 Spp 


S Reportable occuirences, LCRs 4 related correspondence 


8009020284 Forwards LER B0-O27/O3L-0 

HRQCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/08/25 Ip 


— 8O09O2O28S LED BO-027/03L-0 on 800729. d ur 1 ng steady state power 
epe ration, leak from failed socket weld found on fitting in 
i~lnch safety injection tank recirculation line Caused by 
crack due to long-term fatigue attributed to vibration. 

HARRIS. U S Northeast Nuclear Energy Co (subs ef Northeast 
Utilities) 80/08/25 app 


8009160457 Forwards LERs 0O-O28/O3L-O, B0-Oa9/03L-0 4 0O-O3O/O3L-O 
MR0C2KA.E J Northeast Utilities 80/09/08 Ip 


—8009180461 LER 80~02a/03L-0 on 800811, at 1007. pouier. c ontro 1 element 
assembly 41 dropped from 160 to zero steps Caused by faulty 
jumper cable from refuel disconnect panel to reactor head 
Fewer reduced 4 assemltly realigned Replacement planned 
HARRIS, U 8 Northeast Utilities 80/09/03 Ip 


— 8009160464 LER B0-029/O3L-0 on 80081 2, dor i ng surveillance test on 12 U 
dieselil25 VDC ground alarm received Caused by frayed 
insulation on wire in Dendix connector allouling contact 
between bare wire 4 connector shell Mire recovered 
HARRIS.J S Northeast Utlli ties 00/09/08 Ip 


— 6009160469 LEfi 60-030/03L-0 on 000812, during routine operation* 
containment air temp exceeded ISO F Caused by sve water temp 
control valve to reactor bldg closed cooling water heat 
exchangers being set too high Valve readjusted 
HARRIS.J S Northeast Utilities 80/09/08 Ip 


B0091 90460 forwards LERs 8O-O20/O3L-O, aO-O29/O3L-0 4 0O~oao/O3L-O 
MROCZKAi E J Northeast Nuclear Energy Co (subs of Northeast 
Uti lltles) 80/09/08 ip 


— 8009190531 LER 80-D26/03L-0 on 00001 1 , during steady state lOOi: power 
opera t ion, con tro I element assembly 41 dropped to lera steps 
from 180 steps Apparently caused by faulty jumper cable from 
refuel disconnect panel to reactor head 

HARRIS, J 8 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/09/00 Ip 


— 0009190537 LER aO-029/03L-0 on 800612. during 13U diesel surveillance 
testing. 125 VDC (Dus 201A) ground alarm was received Caused 
by frayed Insulation on one wire in Dendix connector Frayed 
insulation replaced 

HARRIS, J S Northeast Nuclear Energy Co (subs of Northeast 
Utilities) BO/O9/0S Ip 


— 8009190543 LEfi 80-030/03L-0 on 000012. during routine power qperatloh. 
containment air temp found In excess of 120 F limit Caused 
by SVC water temp control valve to reactor bldg closed 
cooling water heat exchangers set too high Valve readjosted 
HARRIS, U S Northeast Nuclear Energy Co (subs of hlortheast 
Utilities) 80/09/00 ip 


B009260649 Forwards LEfi 0O-O3I/O3L-O 

MRDCZKA.E J Northeast Utilities 80/09/12 Ip 


— 8009260654 LER GO-03I/03L-0 on 800817, one of two min channels of 
wide range neutron flux instrumentation required for Mode 9 
failed Caused by defective preamplifier Component replaced 
HARRIS.J S Northeast Utilities 00/09/12 Ip 


DOCKET 50-330 NORTH ANNA POWER STATION, UNIT 1 


0 NRC Draft/Final Environmental Statements, suppls 4 correspondence 


SOD91S0523 FES for facility 

« Office of Nuclear Reactor Regulation, Director NLlREG~0134 ADD 2 
B0/D8/31 93pp Available at NTIS 43 25 



DOCKETED ITEMS 


F Seti^ritgfi niedical' emerijency {> fire protection plans 


SO'09230273 Reqvests that all personnel be reminded of purpose of 
emergencv t>et i f icat i on sijs health phgsics netuorii Sgs 
installed for govt use during emergencg 

O'fieiULy. J P Region 2, Atlanta, Otnce of the Director 80/09/22 

Ip 


eO-09230320 Forurards revised nuclear securitg personnel training t 
qualification program Program ulthheld (ref 10CFR2 7901 
SVCVIA. 6 R Virginia Electric t- Power Co 80/09/19 ip 


80Q9260X82 Requests cilension of 30 dags to respond to 800804 request 
that cniargency plan be revised Request is based on scope of 
revision tf internal re/ieu required 

StfLVIA.D R Virginia Electric t Power Co 80/09/22 ip 


0 Adjudicatory correspondence 


Q0a'?2£0&i5 Forwards order requiring into supporting environ 
qaal i f icat 1 on of safety-related electrical equipment 
Requests submittal of info by 001101 

CLARK, R A Operating Reactors Qranch 3 80/08/29 2pp 


8009090881 Advises that Class II fee is required for review associated 
ui/tssuance of Amend IB on 800S19 

MILLER. W O License Fee Management Branch 80/08/22 Ip 


B00903042h Requests amend to OLs consisting of changes to Tech Specs k 
to ETS Proposed changes eiicl 

FERGOSOM, J H Virginia Electric k Power Co 00/08/28 4pp 


-“8009030428 Proposed Tech Spec i, ETS changes transferring independent 
review respons lb 1 1 1 1 y from eiistitig Sys Nuclear Safety 
Operating Committee to Safety Evaluation t Control staff 
» Virginia Electric t> Power Co 0O/O8/2B 44pp 


8009090344 Application to amend Licenses NPr-4 S< NPF“7i trans fernng 
independent review responsibility from sys nuclear safety 
*/ operating committee to safety evaluation k control staff 
t audit responsibility to QA dept Received w/o encl check 
FERGU30M. J H Virginia Electric fr Power Co 00/00/20 4pp 


— 0009090347 Proposed Tech Spec changes to Sect Ion 6, t ransf e rr ing 
Independent review responsibility fi om sys safety 4 
operating committee to safety evaluation 4 control staff 4 
audit responsibility to QA dept 

* Virginia Electric 4 Power Co 90/08/28 GSpp 


— 0009240624 Order for mod of License NPF-4 to add info which fully 
responds to NflC request for info re environ qua 1 1 f icat ion of 
safety-related eloctileal equipment Info should be submitted 
by BDIlOl 

EISENNOr, D G Division of Licensing 60/08/29 6pp 


— B0090903S2 Proposed ETS change to Section 5, transferring independent 
review responsibility from sys safety 4 operating committee 
to safety evaluation 4 control staff 4 audit responsibility 
to OA dept 

e Virginia Electric 4 Power Co 80/00/28 9pp 


9009230629 Advises of changes to Station Settlement Procedure 1-PT-lll 
per ALAB-570 Settlement monitoring Points 11,12,13 4 14 4 
all reference to Units 3 t 4 sve water pump house have been 
deleted 

SYLVIA, B R Virginia Electric 4 Power Co 80/09/19 Ip 


8007110431 Forwards FPRI repts on resin intiusions Into boilers 4 steam 
generators per NRC request Concurs w/EPRI cone lusions, which 
are app 1 1 cab le, in part, to facility 

SYLVIA. D n Virginia Electric 4 Power Co 80/09/09 ip 


H Oeneral correspondence 


9009090436 Responds to encl Botetourt County Chamber of Commerce 800626 
request to FERC for info re when facilities will be 
operational Lists status of plant opciatlng schedules 
DENTON, H B Office of Nuclear Reactor Regulation, Director 
e0/09/'0S 3pp 


— 8009110433 EPRT Repts RP-623-3, f i r 4 1 4 second progress repts, Apr 4 dun, 
1979. respec 1 1 ve ly, RP-623-1 , f our th progress reptiviul 1979 & 

RP-I563~2. first progress rept.-Jone 1900 Repts concern rosin 
intruslDns Into boilers 4 steam generators 
e Electric Power Research Institute 80/09/09 600pp 


9009160429 Forwards fee in response to NRC 800022 request for payment 
re issuance of Amend 18 to License NPF-,| 

BAVM.E A Virginia Electric 4 Power Co 80/09/il ip 


J Insurance 4 indemnity information 


0009090334 Forwards Endorsement 1 to NELIA Binder EB-70 

ANDREUS. C U Marsh 4 McLennan Inc . M 4 M Nuclear Consultants, Inc 
Dll 00/09/03 2pp 


P Operating license stage documents 4 correspondence 


6009110610 Forwards request for addl info re bypass 4 reset of 
engineered safety features per review of 790113 4 1220 
submittals Requests response within 30 days 
CLARK, R A Operating Reactors Branch 3 80/07/10 4pp 


8009020297 Submits Interim ciiterla for shift staffing to all OL 4 CP 
licensees 4 app 1 Icants, per NRC 000907 1 tr Discusses 
administrative provisions for emergency 4 overtime work 
Development 4 implementation to be reviewed within 90 days 
EISEKHUr.O G Division of Licensing 80/07/31 7pp 


60Q90S0080 Forwards draft NUREG~0696i "Functional Criteria for 
Emergencg Response Facilities '■ Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0676 encl U/o NUREO 

EI&ENIIUT. D 0 Division of Licensing 00/08/01 119pp 


B0072300S2 Informs that eiemption from fee re licensing actlen 
associated w/TMl-2 Lessons Learned Is unjustified Previous 
deteraii nai 1 on should be disregarded Requested submittal 
should Include proposed class of amend 
EJSEHHJTfD G Division of Licensing 00/09/07 60pp 


8009190794 Forwards revised Hestlnghouse STS 3 9 B 2, 3 9 10 4 Oases 
S'/I 9 8 4 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
asspmblles or control rods Mrltten response required 
NOVAK, T H Asskstant Director for Operating Reactors 80/08/13 
)P 


— 8009160433 Submits info re util 000711 fee payment 

DIGGS, R H License Fee Management Branch 80/09/15 Ip 


6009260929 Requests analysis of precision obtainable from direct 
measurement sys for sve water pipe ozpan.slo'n joints as 
compared ui/eiisting indirect sys 4 cost estimate for 
imp le.menta 1 1 on 

NOVAK, T 11 Assistant Director for Operating Reactors 80/09/12 

2pp 


800719052S Bubmits info re maintaining min of 23 ft of water over 
reactoi vessel flange during fuel movement, in response to 
NRC 800819 I tr Changes to Tech Specs to include RHR sys 
requirements identified in NRC 300611 I tr being reviewed 
SYLVIA, B R Virginia Electric » Power Co 80/09/16 2pp 


8009230287 Submits update re secondary chemistry program Facility 
maintains secondary chemistry in compliance w/Ueatlnghouse 
all volatile treatment guidelines Until evaluation is 
comp 1 eted, Uni t I Pewdei units will operate in bypass mode 
SYLVIA, B R Virginia Electric 4 Power Co 80/07/17 Ip 


8007220134 Forwards comments on NUREQ-0696 In response to NRC 800B0I 
request Implementation of requirements according to time 
schedule not considered feasible Requests meeting to discuss 
preliminary plan re effective emergency response facilities 
FERGUSON. J H Virginia Electric 4 Dower Co 80/07/18 16pp 


8009230292 Notifies of delay until Oct 1980 of responses to NRC 800710 
4 39 requests for add) info re bypass 4 reset engineered 
safety feature actuation signals 

SYLVIA, B R Virginia Electric 4 Power Co S0/O7/18 Ip 


8007290349 Provides addl info re electrical distribution sys voltages 
Designs encl 

SYLVIA, B R Virginia Electric 4 Power Co 80/07/24 33pp. 


— 0009190817 Revised Mestinghouse STS 3 9 8 2, 3 9 10 4 Bases 3/4 9 0 4 
3/4 9 10 requlrl-ng 23 ft of water over top of reactor 
pressure vessel flange during movement of fuel assemblies or 
central rods 

* Assistant Director for Operating Reactors 80/06/23 21pp 


8009300249 Forwards addl Info r* multiple structure amplified response 
spectra evaluation of piping sys design, per NRC 000725 
request Table 1, 1 dent 1 fy 1 ng status of each problem 4 basis 
for acceptability under Phase 1 effort, encl 
SYLVIA. B R Virginia Electric 4 Power Co 70/09/26 9pp 
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ij Insfipttion report*. IE Bulletins 4 correspondence 


0009100056 Foruard* IE Sulletin 00-16. "Kaint of A<I«q,uate rtin Flow 
Through Cervtntugal Charging Pumps Pollouing Secondary Bido 
High Enerjiy Cine fiuptore “ Written response required 
O'REILLt.J P Region 2. Atlanta. Orrice of the 
I? 


Director 80/07/24 


0009020242 Submits response to IE Bulletin 79-03A For Morth Anna.no 
8A-312 or A-312. Tgpe 300 senes fusion ueldad pipe in use 
at greater than B54 design stress For Surrg. eight fittings 
determined in eieess of 05/ design stress - 

SfLVIA. 8 R Virginia Electric 4 Pouor Co B0/O8/OB app 


8009030141 Forwards Revision I to IE Bulletin BO-19, "Failures of 
Herfurg-Wetted Hatri» fielags in Reactor Protective Sy* of 
Operating Nuclear Power Plants Designed bg C-E ” Written 
response required 

O’REILLV. J P Region 3. Atlanta. Office of the Director BO/OB/15 
Ip 


8009230356 Foruards corrections to monthlg operating repts for Aug 

I'Bao 

SYLVIA'S R Virginia Electric V Power Co 80/09/17 tp 


— 0009230360 Corrected operating repts for Aug 1900 

NEUFBR. A 0 Virginia Electric & Power Co 80/09/09 2pp 


S Reportable occurrences. LERs 4 related correspondence 


S0O9OSOOS6 Disagrees ui/vtil plan to shut off recirculation flew at 
interim fls re low Plow from auslllarg feed pump 1-FM-P-3B 
discussed in LER 80-061/017-0 Recirculation flow path should 
be retained to prntoct pump 

CHECK.P S Assistant Director for Plant Sgstems 80/08/04 Ip 


8009120702 Part 21 rept re potential nonconservati sm in indicated 
feedwater flow due to fouling of feedwater venturi 
Detailed engineering evaluation is being performed 
SYLVIA. 8 R Virginia Electric 4 Power Co 80/09/15 3pp 


0005230097 Submits supplemental response to IE Bulletin 79-18 Design 
change to provide visual evac.jation signal in diesel 
generator rooms will be completed bg B00930 
SYLVIA. B R Virginia Electric 4 Power Co 80/08/21 Ip 

0009160172 Forwards IE Circular 00-18. “lOCFRSO 59 Bafetil Evaluations 
for Changes to Radwastc Treatment Sgs “ No written response 

O'REILLY. JP Region 2 Atlanta. Office of the Director BO/OB/22 
IP 

8009120031 Responds to IE Bulletin 80-19 Surrg Units 1 4 2 do not use 
mercurg-uetted re lags in reactor protection sgs No response 
for North Anna Unit* I 2 

SYLVIA. B R Virginia Electric i Pover Co BO/OB/27 Spp 


8009120314 Forwards IE Info Notice 00-31. "Haloperatlon of Oould-Broun 
Boveri 400 Volt Tgpe K-600S 1 K-BON 60C3 Circuit Breakers " 

No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/00/27 

Ip 


000903095 S Forwards LER 80-060 /03L-0 

CARTWRIGHT. U R Virginia Electric 4 Power Co 00/03/27 }p 


— 8009030561 LER BO-068/03L-0 on 800801 . dur ing full power, e 1 ectr 1 cal loti 
discovered as having been added to IH emergeneg bus w/o 
approved jumper Caused bg improper administrative controls 
Lead Isolated from emergeneg bus 4 personnel re InstrUc ted 
CARTURIOHT. U R Virginia Electric & Power Co BO/OS/27 2pp 


8009030606 Forwards LEfi 80-061 /OlX-1 

CARTWRIGHT. W R Virginia Electric 4 Power Co 80/00/27 Ip 


—0009030614 LER 80-O61/O1X-1 on B0070B. S&U review indicated that undir 
accident condlt ions. aux 1 1 iarg feedwater pump 1-FW-P-3B mag 
not be able to function as designed Cause unknoiun Testing 
on pump (dill be conducted to determine pump flow capaeltg 
CARTURIOHT. U R Virginia Electric 4 Power Co 00/09/27 2pp 


B009030629 Forwards LER 80-069/03L-0 

CARTWRIGHT. M R. Virginia Electric 4 Power Co 00/00/27 Ip 


8009240399 Forwards response to IE Bulletin 60-15 re possible loss of 
emergeneg notification sgs u/loss of offsite power Design 
change initiated to change power supplg to vital bus 
Administrative Procedure 29 6 revised Affidavit encl 
SYLVIA, 3 R Virginia Electric 4 Power Co BO/Q9/05 3pp 


—8009030632 LER a0-069/03L-0 on 000001, while operating in Node 1 at lOOX 
power. sample analgsls indicated boron concentrations in 
excess of Tech Spec limit Caused by stratif Ication of boric 
acid in either accumulator or makeup source (RUST) 

CARTURIOHT. W R Virginia Electric 4 Power Co BO/OB /27 2pp 


0009260517 Forwards IE Circular 00-21. 'Rsgualtion pf Refueling Crews " 
No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/09/10 
3PP 


8009150257 Forwards response to NRC 0OOS2O Itr re violations noted in 
IE Insp Repts 90-336/00-29 4 50-339/80-28 Corrective 
actions specific instructions given to control room 
operators re when to place channel In tripped condition 
SYLVIA. B R Virginia Electric 4 Power Co 80/09/12 4pp 


0009300116 Forwards response to IE Bulletin 80-20 Westinghouse Tgpe H-3 
control switch applications found Subj switches have bean 
tested satlsf actor 1 Ig 

SYLVIA. B S Virginia Electric 4 Power Co 80/09/1 S 3pp 


80093002S5 Summariies results of extensive steam generator map 
performed during refueling outage Intention to install steam 
generator insp ports should be reconsidered until aftnr more 
insps are performed 

SYLVIA. 0 B Virginia Electric 4 Power Co BO/09/36 4pp 


R Periodic operating reports 4 related correspondence 


6009050329 Forwards "Radioactive Effluent Release Rept far North Anna 
Power Station. " Jan - June 1980 

SYLVIA. B R Virginia Electric t Power Co 80/09/02 I2p 


•8009050335 ''Radioactive Effl'jent Release Rept for North Anna Fewer 
Station. ■■ Jan- June 1980 

GILBERT, J D . HGPPEfi.DK, CARTWRIGHT, M R Virginia Electric 4 
Power Co 80/09/02 223pp 


8009290319 Forwards monthly operating repts for Aug 1900 
SYLVIA, a R Virginia Electric 4 Power Co 00/09/15 ip 


•8009290321 Konihlg operating repts for Aug 1900 

^ • NEUFER.a 0 Virginia Electric 4 Power Co 

pn/rioyno o*.. * 


9009030642 Forwards LER 80-072 /03L-0 

CARTURIOHT. U R Virginia Electric 4 Power Co eo/OB/27 Ip 


— 0009030649 LER 80-072/03L-0 on SOOSOa, conta inment bulk average temp 
exceeded Tech Spec limit Caused bg operation during period 
of high outside temp Temp returned to 105 F within 4-h Ns 
corrective action necessary 

CARTURIGHTrU R Virginia Electric 4 Power Co 00/00/27 Spp 


8009030653 Forwards LER 0O-O7O/O3L-O 

CARTWRIGHT, M fl Virginia Electric 4 Power Co 00/08/27 Ip, 


—8009030658 LER a0-070/03L-0 on 800814. t onta inment air particulate hlfk 
flow alarm was actuated Caused by dislocated high flow relay 
switch Switch replaced 4 loose relay socket tightened 
CAHTHRIOHT, W R Virginia Electric 4 Power Co 00/08/27 2pp 


8009030612 Forwards LER 00-071 /OlT-0 

CARTWRIGHT. W R Virginia Electric 4 Power Co 80/00/29, Ip 


—8009030623 LER 80-071/01T-0 on 000010. review per IE Bulletin 79-OIB 
Indicated info inadequate to demonstrate environ 
qua 1 1 f 1 cat 1 on of signal processors Operators alerted to 
possible erroneous indication from processors 
CARTWRIGHT. M R Virginia Electric 4 Power Co 00/08/29' 2pp 


8009090499 Forwards LER 80-074 /O3L-0 

CARTURIOHT. U R Virginia Electric 4 Power Co 00/09/03 ip 


—8009090512 LER 80-074/ 03U-0 on 000810, w/unl t in Mode I. axial flui 
difference deviated greater than 5X from target 4 quadrant 
power tilt ratio exceeded 1 02 Caused by xenon transient 
during 4 after load reduction 

CARTWRIOHT. W R Virginia Electric 4 Power Co 80/09/03 apf 


8009090541 Forwards LER 80-063 /03L-0 

CARTWRIGHT, W R Virginia Electric 4 Power Co SO/09/0S Ip. 
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•8009090586 LER 0O-O65/O3L-O on 800807-09, w/uni t at 1007. pouer 
e>rat i on, c ontro I room operator reported piessunier 
protection channel III level indication approt 67 higher 
than >ndlcation< on channels I & 1 1 

CARTWRIGHT, W R Virginia Electric it Power Co 80/09/05 2pp 


0009220243 Forwards LER 80-067/03X-1 

CARTWRIGHT, W B Virginia Electric 6 Power Co 00/09/16 Ip 


•8009220334 LER 80-067/03X’- 1 on 000724, mi 1 1 ga 1 1 on sgs leak check was not 
performed within 92-day surveillance Interval Caused by lack 
of proper maint repts issued to operations dept Logging 
process altered to allow timely notice to applicable dept 
CARTWRIGHT, W R Virginia Electric i Pouer Co 80/09/16 2p p 


8009220251 Forwards LER G0-073/03L-0 

CARTWRIOHT.W R Virginia Electric 6 Power Co 80/09/16 ip 


■8009220306 LER 0O-O73/O3L-O on 80081 8, op erab 1 1 1 ty of one low head 
safety injection sys was compromised when HOV-1063A valve 
was de-energlied Caused by need to rework weld on leaking 
drain valve Held reworked t< tested satisfactorily 
CARTHRIGHT, H R Virginia Electric Power Co 00/09/16 2pp 


8009220369 Forwards LER a0'076/03L-0 

CARTWRIGHTf W R Virginia Electric i< Power Co 80/09/16 Ip 


•0009220373 LER eO-076/03L-0 on 800820 u/unil in Mode 1, discovered 
that casing cooling pump 1-R6-P-3A test had not met 
acceptance criteria Caused by personnel failure to notice 
that differential pressure was above acceptable limits 
CABTWflIOHTiW R Virginia Electric t Power Co 00/09/16 2pp 


8009230605 Forwards LER 0O-O75/O3L-O 

CARTWRIOMT, W R Virginia Electric & Power Co 80/07/10 Ip 


■3009230613 LER BO-075/03L-0 on 000904, In Mode t at lOOX pouer, sample 
analysis of 31 accumulator IQ revealed etcessive boron 
concentration Caused by stratification of stagnant solution 
in accumulator Concentration diluted 

CARTWRIOHT.W R Virginia Electric »< Power Co 00/09/10 2pp 


0009230622 Forwards LER ao-077/03L-0 

CARTMRIOHT, W R, Virginia Electric t> Power Co 00/09/10 Ip 


— 8009230636 LER aO-077/03L-0 on 000021, performing ECCS valve position 
ver If icatlon, incorr ec t valve alignment affecting both LH81 
pump min flow recirculation paths discovered Cause relates 
to change In RWAT flow path alignment to reduce temp 
CARTWRIOHT.W R Virginia Electric i Power Co 00/09/16 2pp 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


D tJKC Draft/Final Environmental Statements, suppls & correspondence 


8009180523 FES for facility 

* Office of Nuclear Reactor Regulation, Director NUfiEO-0134 ADD 3 
00/03/31 S3pp Available at NTI0 «3 25 


E NRC Safety Evaluation Report <8ER), suppls (■ correspondence 


8009110503 6ER for f ac 1 1 1 ty , Bupp 1 12 

a Office of Nuclear Reactor Regulation, Director NUREO-0053 312, 
00/00/31 9pp Available at NTI8 *1 75 


8009240636 Forwards Suppl 12 to SER, address ing issue of emergency 
preparedness W/o end 

YQUNOBLOQDi B J Licensing Dranch 1 80/09/00 3pp 


F Seciirlti|i medical, emergency fc fire protection plans 


8009230273 Requests that all personnel be reminded of purpose of 
emergency notification sys & health physics network Sys 
installed for govt use during emergency 

O'REICLy, J P Region 2, Atlanta, Office of the Director 00/00/22 

Ip 


S0093000S6 Summary of 800812 meeting w/util, State of VA ti FEMA in 
Bethesda.HD re discussion of joint emergency plan exercise 
at p lant site 

DRDMERIGK.AW Licensing Branch 1 80/09/12 4pp 


S009230320 Forwards revised nuclear security personnel training tt 
qualification program Program withheld (ref 10CFR2 790) 

SYLVIA. D R, Virginia Electric tc Power Co 80/09/19 Ip 


8009260182 Requests extersion of 30 days to respond to 800604 request 
that emergency plan be revised Request is based an scope of 
revision 6 internal review required 

SYLVIA. 0 R Virginia Electric 7/ Posjer Co 00/09/22 Ip 


G Adjudicatory correspondence 


8007230629 Advises of changes to Station Settlement Procedure l-PT-111 
per ALAB-57a Set 1 1 ement mon Itormg Points 11.12, 13 t 14 *■ 
all reference to Units 3 t 4 sve water pomp house have been 
deleted 

SYLVIA, H n Virginia Electric 6 Power Co 80/09/19 Ip 


H General correspondence 


8009220033 Responds to 600805 request to reconsider decision to delay 
startup of facility NRC has not decided to delay issuance of 
full power OU License will be issued upon completion t< FEMA 
approval of emergency preparedness etsrcise 
INGRAM, F Office of Public Affairs 30/00/13 Ip 


— 8009220037 Urges rec onsidsrat i on of decision bo delay facility startup 
Danger of nuclear accident extremely snail Alternatives 
present greater risk 

BANIJORTH.C S Affiliation Unknown 80/03/05 Ip 


6009090436 Responds to end Botetourt County Chamber of Commerce 800626 
request to FERC for info re when facilities will be 
operational Lists status of plant op era ting schedules 
DENION.H R Office of Nuclear Reactor Regulation. Director 
00/09/05 3pp 


•J Insurance t indemnity information 


8009090304 Forwards Endorsement 1 to NtLIA Binder EQ-70 

ANDREWS, C L Marsh 8 McLennan. Inc , M A M Nuclear Consultants, Inc 
Div 80/09/03 2pp 


P Operating license stage documents A correspondence 


3009080030 Forwards draft NUREG~0696, "Functional Criteria for 
Emergency Response Facilities " Com.rents requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end W/o NURCG 

EISENHUT, D 0 Division of Licensing 00/08/01 119pp 


8009090330 Responds to 300802 tslcon re Commission decision to defer 
Issuance of full power license Review of SER found emergency 
preparedness matters not completed License A Tech Specs were 
stilt being modified for review 
AHEARNE.J F Commission 60/00/08 2pp 


■6009090333 Requests that Commission reconsider IJRC staff recommendation 
that util be permitted to operate facility Test of emergency 
evacuation procedures scheduled for 800816 
OALTON.UN Virginia, State of 00/00/02 2pp 


8009090346 Responds to 800801 telcon re Commission decision to defer 
issuance of full power license Review of SER found emergency 
preparedness matter not completed License A Tech Specs were 
still being modified for review 
AHEARNE, J F Commission 30/00/08 £pp 


— 6009090347 Requests that Com/vi ss i on reconsider 800731 action denying 
util permission to begin commercial operation of facility 
IJALSKE, C Atomic Industrial FeroiH 80/08/01 Ip 


3009050172 Forwards Amend 2 to License NPF-7, safety evaluation 4 notice 
of Issuance A availability 

YOUNODLDOD.D J Licensing Branch 1 00/06/18 Opp 

— 8009050196 Amend 2 to License NPF-7 permitting conduct of water hammer 
demonstration test 

YOUNGBLOOD, Q J Licensing Branch 1 80/03/18 2pp 

— 8009050201 Safety evaluation supporting Amend 2 to License NPF-7 

4 Office af Nuclear Reactor Regulation, Director 00/08/10 3pp 


— 8009050204 Notice of Issuance A availability of Amend 2 to License 
l.tRF-7 

YOUNGBLOOD, 8 J Licensing Branch 1 80/08/10 2pp 


0009160656 Forwards License NPF~7 lu/App A to Tech fipccsiFft notice A 
NUREO-0664 

EISENHUTiD 0 Division of Licensing 80/08/21 3pp 
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— aOO'9160657 License NPF-7 lor fac i 1 1 ty- author 1 1 1119 operation at lOOV 

p-Q'tjQr 

DEHTOM, K B Office of Nuclear Reactor Regulation, Director 

aO/Oe/ 2 I 53pp 

— B009I60&59 Notice of issuance of License NPF-7 for operation at 100!t 
pouer 

VOUNGSLOODi B J Licensing Branch I SO/OB/21 2pp 

“'B009160i61 Bevision 1 to. facility Tech Specs. App fi to License NPF-7 
* Assistant Director for Operating Reactors NUREO-0664 111 
eO/08/31 420pp Available at «PD »? 00 


--SOOBliOttl ETS <rad lological i nonra d 1 0 1 og i ca I ) , App A to License NPF-7 
» Assistant Director for Dpciatlng Reactors NUREG-0664 fli 
BO/Oa/31 59pp 

6OO9O90SA3 Advises +hat util met MRC r e gui recients t g conpletion of 
Condition 3 C {5) to License NPF-7, dtd 300036 Matter 
T esalved 

ElseiJhiir. D C Disiilon of Licensing BO/08/22 3pp 


800903042& Requests anend to OLs consisting of changes to Tech Specs & 
to ETS Proposed changes enc 1 

FBBOUSOll.J H Virginia Electric Poo/er Co 30/00/20 4pp 


— B00.903042B Proposed Tech Spec i ETS changes transferring independent 
revieu r espons 1 1> 1 I ■ t g from eiistlng Sys Nuclear Safety 
Operating Cormittee to Safety Evaluation & Control staff 
■* Virginia Electric J, Poioer Co BO/OB/aQ 44pp 


8009070344 Application to amend Licenses NPF-4 4 NPF-7 , trans f err 1 ng 
Independent revleu responsibility from sys nuclear safety 
Sr operating committee to safety evaluation t control staff 
ti audit responsibility to OA dept Received y/o end check 
FEROVSQN, J H Virginia Electric 4 Pouer Co BG/DB/BB 4pp 


--8009090347 Proposed Tech Spec changes to Section f>i tran s f err 1 ng 
Independent review responsibility from sys safety & 
operating coi^mittee to safety evaluation & control staff 4 
audit responsibility to QA dept 

» Virginia Electric t Power Co BO/OB/SB 35pp 


— -8009090352 Proposed ETS change to Section 5, trans f e rr Ing Independent 
review responsibility from sys safety It operating committee 
to safety evaluation t control staff 4 audit responsibility 
to OA dept 

a Virginia Electric t Power Co 00/06/20 9pp 


0OO9I9O&SB Not 1 r 1 c a ti on, of rescheduled 000909-10 (netting w/utll at site 
to discuss pump 4 valve inservice testing Meeting originally 
scheduled B0D&26-27 

DRBMERICKiA N Licensing Branch 1 8D/O0/EB 4pp 


80091 1O9A0 “North Anna Power Station Unit 2 Tech SpecsiApp A to 
License HPB-7 ■ 

» Commission tiURE0-06A4 B1 80/03/31 2S0pp 


3009000394 Forwards 3S detailed support drawings for pipe supports 
installed on low head safety injection discharge piping 
shown on 12030-MSK-I04B-5, for use In performing independent 
voriflcatlan of 64N pipe stress analysis 

SVLVIA,B R Virginia Electric 4 Power Co BO/09/02 37pp 


8009090A40 Forwards questions 4 comrnents re pumps 4 valves inservice 
testing program to be used as basis for B0O909-I0 meeting 
agenda 

TEDESCO, R L Assistant Director for Licensing 60/09/05 18pP 


B009t503l9 Notifies that facility is operating at SOX power Neutron 
shield test completed 4 levels are lower than expected 
Plant will be operating at 30/. power by 000911 
YQUNCDLOOD, II J Licensing Branch I 80/09/1 i fp 


B009260629 Requests analysis of precision obtainable from direct 
measurement sys for svc water pipe expansion joints as 
compared w/existing indirect sys 4 cost estimate for 
imp I amenta tlon 

NOVAK. T M Assistant Diractor for Operating Reactors BO/09/12 

2pp 


8009190325 Submits info re maintaining min of 23 ft of water over 
reactor vessel flange during fuel movement, in response to 
NRC 0OOB1S 1 tr Changes to Tech Specs to include RHfi syi 
requirements Identified In NRC 000611 Itr being reviewed. 
SYLVIA, B R Virginia Electric 4 Power Co. BO/09/16 2pp 


6009220134 Forwards comments on NUnEO-0696 in response to NflC 000801 
request Emp 1 eiren tat 1 on of requirements according to time 
schedule not considered feasible Requests meeting to discuss 
prel iminarij plan re effective emergency response facilities 
FERGUSON, J H Virginia Electric 4 Power Co 00/09/lB I6pp 


6009290490 Forwards Pages 3/4 4-.) 4 3/4 4-5 of Tech Specs to substitute 
sections incorrectly numbered 

YOUNG, 0 J Licensing Drench 1 BO/09/I9 2pp 


— 0009290496 Corrected pages incorpnrting corrected Sections 
3 4 I 4,4 A 1 3 1-4,3 4 1 5.3 4 2 4 4 4 2 of Tech Specs re 
boron c oncentra 1 10 ns 

» Licensing aranch 1 80/09/19 4pp 


0 inspection reports, IE Bulletins 4 correspondence 


0OO91OOOS6 Forwards IE Dullotin 80-18, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Bide 
High Energy Line Rupture " Uritten response required 
O'REILLY, JP Region a, Atlanta. Office of the Director 60/07/24 
Ip 


8009020242 Submits response to IE Bulletin 79-03A For North Anna, no 
0A-312 of A'312, Type 300 series fusion welded pipe in use 
at greater than 857 design stress For Surry, eight fittings 
determined in excess of 85X design stress 

SYLVIA. D R Virginia Electric 4 Power Co SO/OS/OB 2pp 


B009030141 Forwards Revision 1 to IE Bulletin 00-19, “Failures of 
Morcury-Wette d Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plents Designed by C-E '' Written 
response required 

□ 'REILLY, JP Region 2, Atlanta, Office of the Director 60/08/15 
ip 


3009160172 Forwards IE Circular 80-18. “lOCFRSO 59 Befcty Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/08/22 

Ip 


6009120031 Responds to IE Bulletin 80-19 Burry Units 1 4 2 do not use 
mercury-wetted relays in roactor protection sys No response 
for North Anna Units 142 

SYLVIA. B R. Virginia Electric 4 Power Co, eO/OB/27 2pp 


6009120314 Forwards IE Info Notice BO-31. "Me I op era t i on of Oould-Bmun 
Bovert 4B0 Volt Type K-600S 4 K-DDN 600S Circuit Breakers " 

No written response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director BO/08/37 

Ip 


6009S40D99 Forwards response to IE Bulletin BO-IS ro possible loss of 
emergency notification sys w/loss of offsite power Design 
change initiated to change power supply to vital bus 
Administrative Procedure 29,6 revised Affidavit end 
SYLVIA. B fi Virginia Electric 4 Power Co 80/09/03 3pp 


8009260517 Forwards IE Circular 80-21, “Reguattlon of Refueling Crews " 
No written response required 

0'REILLY,J P Region 2. Atlanta, Office of the Director 80/09/10 
Spp 


B0091S0257 Forwards response to NRC B00820 Itr ro violations noted in 
IE Insp Repts 50-338/80-2? 4 50-339/00-28 Corrective 
actions specific Instructions given to control room 
operators re when to place channel In tripped condition 
SYLVIA.B R Virginia Electric 4 Power Co 80/09/12 4pp 


G009J001I6 Forwards response to IE Bulletin 80-20 Uestinghouse Type N-2 
control switch applications found Subj switches have been 
tested satisfactorily 

SYLVIA.B R Virginia Electric it Power Co 80/09/15 Spp 


R Periodic operating reports & related correspondence 


6009050329 Foriuards “Radioactive Effluent Release Rept for North Anna 
Power Station,'' Jan - June 1900 

SYLVIA, D R Virginia Electric 4 Power Co BO/09/02 12p 


— B00905033S “Radioactive Effluent Release Rept for North Anna Power 
Btatlon. " Jan-June 1980 

GILBERT, J D . HOPPER. D M , CARTWRIGHT, W R Virginia Electric Sc 
Power Co 60/09/02 22Sp p 


6009290319 Forwards monthly operating repts for Aug 1980 
SYLVIA. B R Virginia Electric 4. Power Co 80/09/15 Ip 
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Ba0'?29032l Month 1« aperatinj rept* for Aug 190O 

WOODSMAUL.M A . NEUFER.A C Virginia Electric 
60/09/09 9pp 


ti Pouer Co 


Forward* correction* to 

1930 

6/LVIA.B ft Virginia Electric * 


oionthlg operating rept* /or 
Power Co 00/09/17 ip 


Aug 


0009220355 Foruiards LEW 00-093 /O3L-0 

CAftTWR IGH I. W n Virginia Electric 4 Power Co 80/09/1 A 


Ip 


--0OO922O36O UER 80-O53/O3L- 0 on 0OOB25. d ur mg Mode 1 operatlOniC steam 
line flow Channel A indicated low Si channel plated in trip 
condition Caoeed bg instrument dri#t Channol reCalltir S< 
returned to *vc 

CAnrWftlCHt. W B Virginia rioctric 4 Power Co fJO/09/lA app 


6009235360 Corrected operating rept* for Aug 1980 

A.£UFER»A 8 Virginia Electric h Power Co 80/09/09 2pp 


0OO923OSS9 Forward* LEfi OO 040/03L-0 

CARTWRIGHT. W R Virginia Elettiic 6 Powei Co 00/09/16 Ip 


s Reporlatle occurrences. UERs 4 related correspondence 


0C59O38S67 forwards LEft BO-OAB/OSL-O 

CARtUSlCHT. U R Virginia Electric 4 Power Co 90/00/27 Ip 


--8009230AOO LER 60-O.IB/03L-0 on 6000^8, p or formi ng i n»p. lectin i c i on* 
discovered Peed flow square rout c omparator card out of 
callbr Cause undetermined Card recalibf 4 i eturned to *vc 
CARTWRIGHT. W R Virginia Electric t Pouor Co 00/09/16 Spp 


8009030571 UER BO-043/03L-0 on 800014. during Hode S operation, 

sressurlier pouer relief valve declared Inoperable when 
nitrogen gas supplg required for overpressure protection 
dropped belou 1.775 psig Caused bg low nitrogen pressure 
CARTRRtOHT.W R Virginia Electric I Power CO 00/00/27 Zpp 


B009030576 Forwards UER 00-044 /03L-0 

CARIH9IGHT, W R Virginia Electric It Power Co 80/00/27 Ip 


800923055*1 Forwards UER a0-047/03U-0 

CARTWR lOHT. W R Virginia Electric i/ Power Co 00/09/10 Ip 


—0009230577 UER 00-047/03L-0 on 000019. in Mode 2 at 354 power, steam Plow 
indications on loop* A. D 4 C g.>vo erroneous readings Cou«ed 
b (4 de*ign deficiency in pressure sensing sy* venturi in 
main steam line Engineering study 4 design mod carried nut 
CARTWHICHT.W R Virginia Electiic t f’dsior Co flO/09/18 2pp 


0009030506 UER BO-044/031 -0 on 000730. dor Ing Hode 2 generation at 3X 

pouer bypass feedwater regulator valve failed open, causing 
high water level in steam generator A Caused by valve 
opsrater fai lure, possib 1 y caused by water in air line 
CARTWRICHT. W R Virginia Electric 4 Power Co 00/00/27 2pp 


8009030593 Forwards UER 80-04&/03U-0 

CARTHftlGHT. W R Virginia Electric 4 Power Co 80/00/27 Ip 


3009030600 UER 0O~O46/O3U-O on 000010. white heating in Mode 3 

operation, position indication For control rod 0-9 greater 
than 12 steps from demand position Caused by voltage drift 
in signal conditioning card Recallbr 4 functional test done 
CARTWRIGHT. W R Virginia Electric 4 Pouer Co 80/08/27 2pp 


T Hearing transcript* on non-ant i I rus t mailer* 


0009100101 Transcript of 000020 moeliiny in hi a *6 1 ng ton. DC to itlicuis 
full power license Pp 1-50 u/supportlng documentation 
e Commissi on 00/08/20 57pp 


U Conge as s t onal/Eiec utlve Correspondence 


0009090330 Responds to 000005 Ur re Commission declsiion to defer 
issuance of full power license Review of OER found emergency 
preparedness matters not completed Ulceiise it Tech Bpeci wore 
still being aiodlfled foi review 
AHEARHE. J F Commission 00/ 00/1 1 2pp 


0009030615 Forwards UER BO-04S/03U-0 

CARTU'RICHT.U R Virginia Electilc 4 Power Co 80/09/27. Ip 

— a009030619 UER a0-045/03U-0 on 000003. during RCS cooldown, control room 
operator observed greater than 12 step deviation betueen 
rod indicator 4 demand indicator Caused by instrument drift 
Rod position indicator recallbr 

CARTWRIGHT, W R Virginia Electric 4 Power Co 00/09/37 2pp 


8009090538 Forwards UER 80-037/03L-0 

CARTWRICHT.W R Virginia Electric 4 Power Co 80/09/05 Ip 


— 8009090584 UER B0-037/03U-0 on 000807. dur ing Hode 3 operation, samp 1 a 
analysis Indicated high boron concentration in SI 
accumulators A 4 C Caused by stratification of boric acid in 
maleup source or accumulators 

CARTMROOHT.H R Virginia Electric 4 Power Co 80/09/09 2pp 


8009100412 Forwards UER 80-052/03U-0 

CARTWRIGHT, U R Virginia Electric 4 Power Co 00/09/12 Ip 


--0059180417 UER 0O-O5a/O3L-O on Q00B23, w/unl t at 47. power. C main steam 
trip valve would not fully close using train A close 
pushbutton Caused by solenoid operated valve in instrument 
air line to trip valve stuck in open position 

CART2RICIIT. U R Virginia Electric 4 Power Co 00/09/12 3pp 


0009220239 Forward* UER 80-049/03L~0 

CARTViRiOHT.U R Virginia Electric 4 Power Co. 00/09/16 Ip 


— 8009220319 UER eo-049/03L-0 on 800822, operating in Mode 2 at 3!C power, 
loops A 4 C channel tour steam/flow bistables were tripped 
to slloumod to condensate pots Upon return to svc.A Palled 
high Caused by instrument drift 4 improper valve lineup 
CARTWRIGHT, U R Virginia Electric 4 Power Co 80/09/16 app. 


8009220241 forwards LER 00-051 /03L'0 

CARTURIOHT.U R Virginia Electric 4 Power Co 80/09/16 Ip 


— 8009220315 UER BO-051/03L-0 on 800021 , w/uni t in Mode 2, C feed line 
containment isolation cheek valve 2-FU-126 did not meet post 
maint valve cycling test requirements Caused by failure of 
valve to shut completely due to burr on pivot pin bushing 
* Virginia Electric t Power Co 80/09/16 3pp 


—0009090343 Roquosls that Commission reconsider 000731 action denying 
util permission to begin c drr.me rc ia 1 operation of facility 
SHAWdON. P C . nnAOSIIAU, d L , HARUCOD. T P Virginia. Otate of 
BO/Oa/05 ip 


DOCKET 50-340 BEABROOlt NUCLEAR 8TATI0.V. I 'MIT I 


A App I Icatlon/construction stago documents 4 correspondence 


0007080080 Fortuord* draft NURE0~0696, "Functional Criteria for 
Emorgoncy Rosponse Facllltlss " Conments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NORCO-0696 end W/o NUBCO 

ETSEhiHUT.DO D i vi s i on of (.1 c ens ing 00/00/01 I 17pp 


DOCKET 30-341 EMRICO FERKI ATOMIC POHfR PLANT. UMIT 2 


A App 1 1 ca t i on/cons true 1 1 on stage documents f correspondonte 


8009000000 Forwards draft NUREa-0696. "runctlonal Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule For meeting criteria 
of MURE0-0676 end W/q NURCO 

EtSEHHVTi D 0 Division of Licensing OO/OO/Ol ll9pp 


8009120690 Forwards "Mart I Cantainment Long-Term Program 8CH, 
Resolution of Generic Technical Activity A-7. " RLfRE0-066i 
M/o enc 1 

SCHUENCER.A Licensing Drench S B0/03/S0 Spp 


B009030602 Submits response to 800711 Itr requesting estimate for const 
completion date Util currently estimates latest fuel load 
date for plant to be Alov 1902 Review of plant 1974 OU 
application should resume w/piib 1 1 sb i ng of 8FR by liar 19CII 
TAUBER, H Detroit Edison Co 00/00/26 2po 


8007260091 Notifies of 801007 proposed dale to review whether OUL 4 BRV 
responses should be considered separately or combined during 
ASME code fatigue calculations GE selected samples to 
smphaslte highly fatigued components 

HILSQN. J N Assistant Director for Licensing 00/09/13 9pp 


S009a4Cl502 Forwards Amend 30 to application for licenses 4 Amend 30 to 
FBARi including drawings * calculations requested by NRC 
TflOMAB.E B LeSoeuf. Lambi Letby 4 HacRae 80/09/22 ip 
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—8009240507 Anend 30 to application 
transmittina add I info reiuested 
HtlDLLiC M Detroit Edison Co 


tor license for purpose of 
bg NRC 

80/09/ia 2pp 


—8039240509 Amend 30 to FSAR 

* Detroit Edison Co 80/09/30 50pp 


— 8009240513 Drauings t calculations requested by URCi subinitted in 
conjunction u/Amend 30 to FSAR 
* Detroit Edison Co 80/09/22 27Spp 


H Oeneral correspondence 


a009ll0sa0 Responds to 000728 Itr requesting info re safety of Midland 
h Fermi plants All nuclear plants subj to enhanced safety 
requirements resulting from TMl Lessons Learned Task Force 
recommendations Supporting documentation enc 1 
DIRCKS tl J Office of the Eiecutive Director for Operations 
80/08/26 24pp 


—8009110233 Requests consideration of end MC Haight Itr re safety of 
Midland t Fermi plants 

QROOMFIELD. H S House or Rep i Foreign Affairs Q0/’07/2B 2pp 


I Financial information 


8009160016 Responds to IE Qulletln 79-03A re longitudinal ueld defects 
in ASKE SA-3I2 Type 304 stainless steel pipe spools 
Manufacturer revieun util results V description of 
corrective action util be submitted by 8009 IS 
HlHFSiE Detroit Edison Co 8O/0S/26 Ip 


80091B0029 Requests eitension until 801001 to respond to IE Bulletin 
80-16 re potential misapplication of Rosemount pressure 
transmitters Required analysis compler eitenslve 

HEHES^E Detroit Edison Co 80/08/26 Ip 


6009230072 Forwards IE Info Notice 80-31, ' Ma loperation of Oould-Breun 

B over I 400 Volt Typo K-600S t K-DON 6003 Circuit Breakers “ 

No written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 60/oa/2B 
If 


8009090417 Submits revision to 300513 Itr uhich responded to IE 
Ouiletin 0O-oa> “Inadequate QA for Nuclear Supplied 
Equipment “ Provides reasons for accepting statements re 
OA/OC program as basis for judging equipment integrity 
HINES, E Detroit Edison Co 30/09/04 3pp 


S009250446 Revises 0OOS13 response to IE Bulletin 80-02< "Inadequate 
QA for Nuclear Supplied Equipment " Thermal feoduator 
sleeves were fabricated under properly controlled QA 
prog ram 

HINF3, E Detroit Edison Co 80/09/04 3pp 


0009220043 Discusses impact of licensing re merging of two cooperatives 
that together oun 207, of facility Action ui 1 1 have no 
significant impact on licensing procedure 
KINIKER.L Licensing Branch 2 60/03/25 Ip 


8009240101 Forwards 10 Circular 00-21, "Regulation of Refueling Crews • 
No written response required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 60/09/10 
Ip 


H Utility Final Safety Analysis Report (FSAR) fc amends 


8009240502 Forwards Amend 30 to application for licenses it Amend 30 to 
FSAR. including drawings A calculations requested bg NRC 
THOHAS.E a LeBoeuf, Lamb, Ueiby i MacRae 30/09/22 Ip 


•8009240S09 Amend 30 to FSAR 

« Detroit Edison Co BO/09/30 50pp 


— 8009240513 Drawings it calculations requested by NRC, lubmi t ted in 
conjunction w/Amend 30 to FSAR 
* Detroit Edison Co 00/09/22 27Spp 


H Antitrust correspondence 


8009260056 Forwards notice of receipt of OL application l< request for 
antitrust info 

SCliHENCER, A Licensing Branch 2 80/08/27 2pp 


S Reportable occurrences, LERs A related correspondence 


8009040453 Interim deficiency rept re Agastat relay bases Different 
model relay mounting base has been ordered Evaluation of OE 
proposal to modify relay bases is continuing Final rept 
will be submitted by 801006 

FAHRNER.H J Detroit Edison Co 80/08/05 2pp 


6009160417 Folkoiuup to final deficiency rept re design inadequacy of OA 
relief valves u/insuf f ic i en t capacity to limit pressure in 
event of reducing valve failure t, discharge blockage Cause 
not stated Design mods underway to replace valves 
FAHRNER,H J Detroit Edison Co 80/09/0S 3pp 


0009290065 Ack receipt of 800805 interim deficiency rept re Agastat 
relay base problem Final rept awaited for review 
FtORELLIiO Region 3, Chicago, Reactor Construction ti Engineering 
Support Branch 80/09/10 Ip 


'BQD9260063 Notice of receipt of OL application request for antitrust 
info 

SCHMENCEB,A Licensing Branch 2 80/09/27 2pp 


Q Inspection reports, IE Bulletins t correspondence 


8009090029 Forwards IE Bulletin 60-07, Supp I 1, “BUR Jet Pump Assembly 
Failure ' Wo response required 

KEPPLER, J (J Region 3, Chicago, Office of the Director 80/05/14 

Ip 


8009030190 Forwards Revision I to IE Bulletin 60-19, "Failures of 
He rcury-lletted Matrii Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-6 " Written 
response required 

KEPPLER,Je Regions, Chicago, Office of the Director 80/09/ 1 S 

»P 


8009150479 Forwards IE Info Notice 80-30, "Potential for Unacceptable 
Interaction Between Control Rod Dm e Scram Function t, 

Nonessential Control Air at Certain OE BUR Facilities " No 
specific action or response requested 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/00/20 

‘P 


0009120046 Forwards Suppl 3 to IE Bulletin 80-17, ''Failure of Control 
Rods i-o Insert During Scran at BWR " No written response 
required 

KEPPLER. J G Regions, Chicago, Office of the Director 80/00/22 

Ip 


3009170426 Forwards IE Circular 00-10, "lOCFRSO 59 Safety Evaluations 
for Lhanges to Radwaste Treatment Sys " No written response 
required ^ 

EPPLERiJ 0 Region 3, Chicago, Office of the Director 80/00/22 
0 


DOCKET 50-344 TROJAN NUCLEAR PLANT, PORTLAND GENERAL ELECTRIC 


F Security, medical, emergency ^ fire protection plans 


8009110616 Requests participation in study of people-related problem* 
in nuclear safeguards Study involves collection of data 
on licensee security forces & practices 
EISENHUT,DO Division of Licensing 00/07/25 2pp 


8009030327 Notifies of 800819,22 i> 30 regional workshops re development 
of guidance for acceptable method for coping u/emerganc 1 es 
Requests that representative be sent Discussion will include 
function of facilities i location 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 

00/08/12 2pp 


8009230339 Requests that all personnel be reminded of purpose of 
emerg ency notification sys i health physics network. Sys 
Installed for govt use during emergency 

ENSELKEN.R H Region 5, San Francisco, Office of the Director. 
8(3/08/22 3pp 


0009100509 Forwards safeguards info re security plan Info withheld 
(ref lOCFfia 790) 

fraODWIN,C Portland General Electric Co 80/09/04 Ip 


6 Adjudicatory correspondence 


0009020034 Order clarifying A8LB 000711 initial decision re control 
bldg mods Provisions of POE-1020 through Revision 4 it POtiE 
Exhibit 27 will be solely imposed as license conditions All 
other matt will become part of amended FSAR 

MILLER, H E Atomic Safety and Licensing Board Panel 80/08/27 

8pp 
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6009'0403A-3 Order granting extension until G00909 #or Commission to 
review Director's decision under lOCFHS 206 

CHILKrS J Office of the Secretarg of the Commission SO/00/29 
Ip 


6009190309 Forwards order requiring into supporting environ 
qualification of safetg-related electrical equipment 
Aequests submittal of info 801101 

CLflUKi R A Operating Reactors Branch 3 80/08/29 2pp 


'6009190311 Order for mod of License NPF-1 to add Info which firllg 
responds to RRC request for Info re environ qualification 
of s af e t g~r 0 1 a ted electrical equipment Info should be 
submitted by 801101 

EJSENHUr. 0 0 Division of Licensing 80/08/2? 6pp 


8009I800'10 Order adhering to ASLD 800711 initial decision which 
rejected State of OR proposed license conditions re 
accelerated reporting 

MILLERiM E Atomic Safety and Licensing Board Panel 80/09/04 
SpP 


80090902S2 Advises that NRC will not file exceptions to ASLO 800711 
initial deeisloniper ASLQ 600627 clarifying order 
ORAVi J R Hearing Branch 1 80/09/09 Ip 


8009110011 Certifies sve of LER 80-017/03L--0 w/rolated correspondence! 
Upon parties in proceed ingi on 800905 

tICCARRELiS F Portland Oenerel Electric Co 80/09/05 2pp 


6009120244 Order granting extension until 800930 for Commission to 
reviasj Director's decision under tOCFR2 206> 00~60'-36 
CHILKi 8 J Office of the Secretary of the Commission 00/09/09 
Ip 


00091901B9 Order extending until 800929 time for State of OR to either 
ulthdraui exceptions to ASLB 600711 dec i s lon< amend exceptions 
in light of ruling or notify ASLAO of intent to proceed w/ 
appeal on basis of oxceptions as now formulated 
BISHOPi C J Atomic Safety and Licensing Appeal Panel 00/09/15 

2pp 


8009290452 Informs Commission of Director's denial re suspension of 
plant operations in light of volcanic activity at Mount St 
Helant ftocommonds effects of activity on evacuation be 
considered in conjunction w/requtred omergeney planning 
MALSCILM 0 Office of the Ooneral Counsel 8ECY-A-80-13a 
aO/09/15 44pp 


80D9300S66 Amended exceptions to initial decision re license conditions 
4 to ABLB order re State of OR motion for reconsideration 
Accelerated reporting of design changes 4i completion of 
sslsmlt evaluation must be imposed Certificate of Sve end 
OSTRANDER* F W Oregom State of 80/09/23 5pp 


H General carreepondence 


6009110389 Requests that facility be closed defueled Eruptions from 
Mount Saint Helens would make moving out of area impossible 
If nuclear accident should occur 
8RCW< C A Affiliation Unknown 00/07/29 Ip 


J Insurance V Indemnity information 


9009190501 Forwards Endorsements 41 fc 34 to ANI t< MABLU Policies NF-228 
tf MF-8bt resp ec ti vel y 

WILSON, F R _ Portland General Electric Co 80/08/04 3pp 


P Operating license stage documents & correspondence 


6009020297 Submits interim criteria for shift staffing to all OL b CP 
licensees ti app 1 icantsi per NRC 800507 Itr Discusses 
administrative provisions for emergency & overtime work. 

Development ik implementation to be reviewed within 90 days 
EISENHUT. D 0. Division of Licensing 00/07/31 7pp 


8009080080 Forwards draft NUREG-069A, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUnEO-0696 end M/o NUREO 

EISENHUT. D 0 Division of Licensing 80/08/01 119pp 


90D9230052 Informs that exemption from fee re licensing action 
associated w/TMI-2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
Should include proposed class of amend 
EISENHUT. DG Di vis i on of Lie ens Ing 00/00/07 iOpp 


8009190794 Forwards revised Hesttnghause STS 393 2,3 9 10 b Bases 
3/4 9 0 i 3/4 9 10 to require 23 f *■ of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Written response required 
NDVAFi T M Assistant Director for Operating Reactors 60/08/15 
ip 


—8009190617 Revised Mestinghouse STS 3 9 8 2. 3 9 10 b Oases 3/4 9 B i 
3/4 9 10 requiring 23 ft of water over top of reactor 
pressuie vessel flange during iroveirent of fuel assemblies or 
control rods 

e Assistant Director for Operating Reactors 80/06/23 21pp 


6009020039 Advises that finite element analyses performed by Bechtel 
have been completed Refined displacement mu 1 1 1 p 1 1 cat! nn 
factors are at or below 800628 criteria Summary of results 
enc I 

QROEHLi D J Portland General Electric Co 90/08/20 3pp 


□009090023 Summary of 600823 meeting u/util I'n Portland, Oft re effect of 
volcanic activity at Mount St Helens on plant 
TRAMHELUiCH Operating Reactors Branch 3 80/00/23 34pp 


8009160385 Responds to NRC G00Q15 Itr re making revisions to Tech Specs 
assuring water level requirements during Mode 6 Current 
procedures require min of 10 ft of water above fuel assembly 
during transfer 

GODDMINi C Portland General Electric Co 60/09/10 tp 


8009260032 Advises that util response re ECCS evaluation node Is. deal ing 
w/fuel cladding swelling Ci incidence of rupture, is 
accep tab 1 e 

CLARK, R A Operating Reactors Branch 3 80/09/10 2pp 


6009160466 Advises that license change application re implementation of 
TKt-2 Lessons Learned requirements will be submitted by 
80E103 

GOODWIN, C Portland General Electric Co 60/09/12 Ip 


0009220363 Provides addl inPo in response tq NRC 800723 Itr re 
relationship of recent volcanic activity at Mount St Helens 
to facility Info addresses NRC Questions 361 (.2 b 3 End 
maps available in Central Files only 

GODDMIN.C Port land General Electric Co 80/09/15 t3pp 


8009290117 Notification of 800925 meeting w/util 6 Westinghpuse in 
Bethesda.MD to discuss lab examination results of steam 
generator U-bend samp 1 es 

TRAMMELL, C M Operating Reactors Branch 3 80/09/16 2pp 


Q Inspection reports, 1C Bulletins i correspond ence 


8009020244 Forward# IE Insp Rept 50-344/80“! 4 on 800602“30 No 
noncompllance noted 

CREWS, J L Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch B'0/07/22 2pp 


— 8009020251 IE insp Rept 30-344/D0-l<l on 600602-30 No noncompliance 
noted Major areas Inspected plant operat i ona , naint. 
surveillance tes t ing, p hy s i c a I secur 1 ty, p r ecurement, emergency 
preparedness b LER followup 

MALMROS, M H , JOHNSTON. 0 W Region 5, San Francisco, Office of the 
Director STERNBERG. D M Region 5. San Francisco, Reactor 
□peratlons Nuclear Support Branch 60/07/22 Spp 


0009260300 Forwards IE Info Notice 80-29, "Drokon Studs on Terry 
Turbine Stoam Inlet Flange " No written response required 
ENGELKEN, R H Region 3, San Francisco, Office of the Director 
00/08/07 Ip 


8009160620 Responds to IE Bui leton 79-03A, "Long t tudinal Held Defects 
in ASME SA-312. Typo 304 Stainless Steel Pipe '* No subj pipe 
at facility subjected to design stress greater than 65% of 
code al louab ie stress 

GOQDMINtC Portland General Electric Co 60/06/09 8pp 


0009150009 Updates 600603 response to IE Bulletin 8O-0B re containment 
penetration welds Still unable to locate documentation for 
11 welds Tndepandent checks indicate proper radiography 
procedures followed Helds to be rerad legraphed Spring 19SI 
GOODWIN, C Portland General Electric Co 00/06/14 ip 


8009150059 Suppis response to IE Bulletin 00-05 re vacuum protection 
measures for all sys that contain primary water Licensee 
800609 Itr outlined commitment to provide locking b warning 
on valves w/o redundant sys tanks have redundant protection 
GOODWIN, C Portland General Electric Co 00/08/14 Spp 
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QOO'9250337 Responds to TE B-ulletin 00-15. re possible loss of emergencij 
tio t i Ficd 1 1 on sgsCENS) lh/Ioss of offsite pooler Sys powered 
from telephone company Efflerjency power supplies consist of 
set of batteries 5 dc diesel generator 

OOODWIN^C Portland General Electric Co 00/00/14 3pp 


a0090302‘90 Foruiards Revision 1 to IE Bulletin 00-19, "Failures of 
Ker c ury-lfet ted Matrii Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Hritten 
response required 

EKGELKEN, fl H Region 5, Ban Francisco. Office of the Director 
00/00/15 Ip 


0009S70404 Forwards IE Info Notice 00-27, ’ Degradation of Reactor 
Coolant Pump Studs " 

EMGELKENi R H Region 3, San Franc IscOj Office of the Director 

BO/Oa/ia 4pp 


a0091A0l93 Forwards IE Circular 00-10, ''10CFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
requ i red 

ENOELKElIrR H Region 5, San Francisco, Office of the Director 
00/08/23 ip 


8009240375 Opdates 000702 response to IE Bulletin 80-00. re containment 
liner penetration welds Documentation found for welds 
identified in Table 1 as I terns 1,51 t 74 l/nable to locate 
docume nta 1 1 on for 11 welds 

OOODlflNi C Portland General Electric Co 00/00/25 Ip 


800912D4iO Fovwardi IE Info Notice 00-31. "Ma loperatton nf Gould-Brown 
Boverl 400 Volt Type K-diOD0 i. K-DON 6000 Circuit Dreaters “ 

No Written response required 

ENGHLKEN, R H Region 5, San Francisco, Office of the Director 

ao/oa/27 Ip 


OOO91IO0O8 Forwards, "Environ Qua 1 1 f lea t i on of Electrical Equipment, 
Naster List," Revision K per 800114 IE Bulletin 77-OIB 
requirements t 800829 order for license mod Enel available 
In Central Files only 

OOQDHIN, C Portland General Electric Co 80/09/05 2pp 


8009300312 Ack receipt of 800022 itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-344/00-17 
BOOK, HE Region S, Ban Francisco, Fuel Facility 4. Materials Eafety 
Branch 00/09/13 Ip 


— 8009300314 Responds to NRC 000006 Itr re violations noted in JE Imp 
Rept 50-344/00—17 Corrective actions procedure Implemented 
requiring checklist be used during insp of drums prior to 
shipment to verify proper labeling 

OaODWIll.C Portland Oeneral Electric Co 00/00/32 3p p 


•0009300318 Forwards IE Insp Rept SO-344/BO-17 on 000619 t< notice of 
violation 

BO0K,H E Region 5, San Francisco. Fuel Facility ft Materials 
Safety Branch 00/08/06 2pp 


--0OO93DO319 Notice of violation from insp on B00619 

* Region 5, San Francisco* Office of the Director 00/00/05 

apf 


—0009300324 IE Insp Rept 50-344/00-17 on 0DO619 Noncompliance noted 
failure to mark two drums "Rad loac t 1 ve-LSA" i one container 
appeared to fail requirement of strong tight package 
PONG, r , NENSLAUSKIiF A Region 5, San Francisco, Off Ice of the 
Director fi'QOK>H E Region S, San Francisco, Fuel Facility U 
Materials Safety Branch 80/00/05 7pp 


R Periodic operating reports L related correspondence 


8009030575 Forwards "Effluent t Uaste Disposal Semiannual Rept. Jan-June 
1900 " 

OOODNIN.C Portland General Electric Co 00/08/20 Ip 


— 8009030979 "Effluent 4: Naste Disposal Semiannual Rep t, Jan- June 1900 
♦ Portland General Electric Co 00/00/20 66pp 


0009100239 Forwards monthly operating rept for Aug 1900, 
YONGTi C P, Portland General Electric Co 00/09/02 Ip 


—0009100242 Monthly operating rept for Aug 1900 

RAIR>0 G Portland General Electric Co. 80/09/03 3pp 


5 Reportable occurrences, LERs b related correspondence 


0009090410 RO on 000731 , dur 1 ng Mode I monthly functional testing, 
found seismic monitoring sensor ST 6336 in cable spreading 
room not responding acceptably Caused by malfunction of 
seismic triailal accelerometer ST 6336 Channel repaired 
YUNOTi C P Portland General Electric Co 80/00/28 2pp 


0009130471 Forwards RD re seismic monitoring instrument being 
inoperable for period eiceedlng 30 days 

VUNOT. C P Portland Oeneral Electric Co 00/00/20 Ip 


-•8009150475 RO on 800731 , dur ing monthly functional testing, seismic 
monitoring sensor ST 6336 did not respond acceptably Caused 
by seismic triaiial accelerometer in cable spreading room 
failure to functionally test Channel was repaired 
* Portland General Electric Co 80/00/38 tp 


0DO926D5O6 Forwards updated LER BO-OOS/OIT-I 

VUNDT, C P Portland General Electric Co 80/00/29 Ip 


—8009260510 Updated LER BO-OOS/OlT-l on 800411, main steam isolation 
valves did not fully close as required Caused by component 
failure Immediately freed up stems 6 cycle valves Permanent 
cnrrectlve action is under investigation 

PERRVi J C Portland General Electric Co 00/06/2? 3pp 


B009I70309 RO during 800910- 1201, cab le spreading room sprinkler 
fire suppression sys L will be Inoperable during mod to 
three zoned deluge sys 20.21 i. 22 Backup fire protection 
measures will be employed 

yUNOT.C P Portland General Electric Co 00/09/04 Ip 


0009100449 Forwards LER BO-017/03L-0 

BROEHL. D J Portland Oeneral Electric Co 00/09/05 Ip 


•6009100453 Forwards RO-17 re inoperable containment spray pump ream 
fan 

VUNOT.C P Portland General Electric Co 00/00/29 2pp 


■8009100461 RD 0D-17 on BOOB03, one-inch conduit A6-4S96, supp lying pouir 
to HV2S2A fan for west containment spray pump room. damegtd 
by concrete core drilling Drilling procedure changed to 
Include voice communication between driller b observer 
a Portland General Electric Co 00/08/29 Ip 


— 6009100467 LER aO-017/03U-0 on 000003, during concrete core drilling, 
conduit damaged which supplied power to west containment 
spray pump room fan Fan rendered inoperable Caused by core 
drilling crew error Certificate of 0vc end 
PERHY,J C Portland General Electric Co 00/00/29 4pp. 


0009100379 Describes evaluations S followup actions re LERs 
8D-005/01T-0, 0O-OO9/O3L-O b 00-01 0/03L-0, in response to 
800723 Ur 

COODWIN. C Portland General Electric Co 00/09/05 6pp 


0009300471 R0 followup to CP Yundt 000924 rept to M Malmros re 
high steam flow bistable trip setpoints incorrectly set but 
within limits of Tech Bpecs Occurrence will be reported to 
NRC as LER 

YUNDT, C P Portland General Electric Co 00/09/25 ip 


DOCKET 50-346 DAVIB-DESSE NUCLEAR POWER STATION. UNIT 1 


F Security, medical, emergency b fire protection plans 


0009230309 Requests that all personnel be reminded of purpose of 
emergency notification sys t> health physics network Sys 
Installed for govt use during emergency 

KEPPLER.JO Region 3, Chicago, Office of the Director 90/09/22 
3pp 


8009120430 Forwards update re current status of fire protection 
upgrades at facility 

CR0U6E,R P Toledo Edison Co 00/09/05 5pp 


G Adjudicatory correspondence 


0009190572 Forwards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Requests fubmittat of info by 001101 

REISiR N Operating Reactors Branch 4 00/08/29 2pp 
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783 


SOO*?l9£>5-B!l Order for moil of Utcense NPF-S to odd info which fullv 

r« 4 ;)andt to NSC renuest for info re environ qualification of 
safotv-related electrical equipment Info ehould be submitted 
hq BOSSOl 

Er8ChHUf>D 0 Division of Licensing 00/08/29 6fl p 


P □g.erating license stage documents Ji correspondence 


0007150070 Responds to B00523 recommendations concerning lessons 
learned PTOm B0022A transient at Crgstal River Submits 
results of investigations le use of atmospheric dump valve 
at Oconee Units I -3> Wt Unit i- Davi s-Dosse Unit t i Tt1I-l 
DEMTCUli H R Office of Kuclear Reactor Regulatiohi Director 
30^07/21 2pp 


8007020277 Submits interim criteria for shift staffing to all OL ^ CP 
licensees b app 1 i cants> per NRC 80D507 1 tr Discusses 
adailniitrativB provisions for emergency !i overtime work 
Devtlopnent it imp i ementa t ion to be reviewed within 90 days 
ElSEliRUrp D 0 Division of Licensing 80/07/31 7pp 


8009080030 Forwards draft NUnE0-0t96i "Functional Criteria for 
Craergencg Response Facilities " Comments requested ulbhin 30 
fays Proposed implementation schedule for meeting criteria 
of MUfiE0*0696 end W/o NUREO 

EISEfiXUT.n 0 Division of Licensing 80/00/01 119pp 


0009230052 Informs that oiemptlon from fee re licensing action 
associated tuyThI-2 Lessons Learned is unjustified Previous 
deternination should be disregarded Requesbed submittal 
should Include propoied class of amend 
EISEKHUT. D 0 Division of Licensing 80/00/07 60pp 

0009030*77 Informs of Class 3 fee raqulromenb for review of fish 
in^lingement study 

niLCERiH 0 License Fee Management Branch 00/00/lR Ip 

0009090*43 Requests Class MI fee for Ofc of Nuclear Reactor 
Regulation review of util B00721 &> 0304 submittals re RC5 
flou indication 

DT&&5<R M License Fie Management Branch 60/09/25 Ip 


000930004* Forwards Amend 30 to License NPr-3i safety evaluation b 
notice of issuance t> availability 

REl 0, R If Operating Reactors Branch 4 BO/OB/27 2pp 


— 8009300052 Amend 30 to License NPF-3i deleting License Condition 
2 C OlCr) re submittal of seismic reanalysis 
REIOiR M Operating Reactors Branch 4 00/00/27 Spp 


— 8009300053 Bafety evaluation supporting Amend 30 to License NPF^3 

* Office of Nuclear Reactor Regulation^ Director 90/00/27 3pp. 


— SOOffODOOS? Notice of issuance * availability of Amend 30 to License 
MPF-3 

RElUfR W Operating Reactors Branch 4 00/00/27 2pp 

0009190145 Forwards corrected Tech 8pec Page 3/4 5-4 Issued on 000725 
u/Amard 28 bo DL 

BEtOr R U Operating Roactors Branch 4 30/07/04 3pp 

— BOO919OI40 Corrected Tech Spec Pago 3/4 5-4i or ig inal ly issued 000725 
a Operating Reactors Branch 4 00/09/04 2pp 


0009100172 Forwards Ub(f repti "Evaluation of Ins trumentat i an to 
Detect Inadequate Core Cooling Prepared for 177 Ouners 
(Sraup “ 

CRCUSEtR P Toledo Edison Co 60/09/08 Ip 


0009100176 "Evaluation of Ins trumentat 1 on to Detect Inadequate Core 
Cooling Prepared for 177 Dwners Group '' 

FROTH. D J Babcock tNllcoi Co 00-1120036-00 BO/OB/IS 2lpp 


600926034* Forwards Amend 31 to License NPF-3, safety evaluation 8i 
notice of issuance U availability 

RElDift U Operating Reactors Branch 4 80/09/00 2pp 


■9009260353 Amend 31 to License NPF-3. mod i fy mg containment purge U 
exhaust isolation valves b allowing plant, in cold shutdown, 
to heat up b operate at power w/valves inoperable 
REIO. R W Operating Reactors Branch 4 00/09/08 7pp 


•80H09260358 Safety evaluation supporting Amend 31 to License NPF-3. 
* Operating Reactors Branch 4 00/09/08 2pp 


— 0009260364 Notice of issuance A availability of Amend 31 to License 
NPr-3 

REID. R IJ Operating Reactors Branch 4 80/09/OS 2pp 


G00925049I Informs of ec < e p tab i 1 1 1 y ot response to NRC 791109 1 tr re 
portions of ECCS evaluation models dealing w/fuel cladding 
s .veiling I incidence uf rupture 

REID.W N Operating Reactors Branch 4 80/09/09 2pp 


0009220297 Forwards application for amend of License NPF— 3. tons I s ting 
of proposed Tech Spec changes, in response to NRC 000702 Itr 
re TKI Lessons Learned Category A requirements 
CROJSE. n P Toledo Edison Co 00/09/16 Ip 


--□009220301 Application for amend of License NPF-3. c on s i s t i ng of 
proposed Tech Spec c hange s. suppor ting actions to satisfy 
Tm Lessoni Learned Category A requirements 
CROUSE, R P Toledo Edison Co 80/09/16 ip 


--0OO922O313 Proposed Tech Specs 1 2,3 3-3-3 3-11.4 3-2.3 3-iO, 4 3-10. 
3 4 11.6 3 - 6 5,6 2-t.3/4 4 4,3/4 4 5,3/4 4 10 b 3 4 4 11 
re safety features actuation sys i nstru, mentation Made in 
response to TMI Lessons Learned, Category A requirements 
* Toledo Edison Co 00/09/16 14pp 


Q Inspection reports, IE Bulletins b correspondence 


8009290019 Forwards IE Insp Rep t 50-346/00-17 on 000604 No 
nohcompllance noted 

MEFPLER-J a Region 3. Chicago. Office of the Director 00/07/10 

2pp 


— 0009290020 IE Insp Rept 50-346/00-17 on 800604 No noncoirpl lance noted 
Major areas inspected aisossments of security insp findings 
b enforcemant actions re 008430 personnel overeaposure 
TAMOLINO T H Region 3, Chicago, Office of the Director 

HEISHMAN. R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 08/07/09 I2pp 


0OO915OSO4 Forwards IE Insp Rept 5O-346/B0-2I on 000700-09 No 
nancomp I ianc e noted 

FIOREULI-O Region 3, Chicago, Reactor Construction b Engineering 
Support Branch 80/07/20 2pp 


— 8009150503 IE Insp Rept 50-346/80-21 on 800703-09 No nancomp I lane e 
noted Major areas inspected QA/OC program. imp lement ing 
pr DC cduT es I wor k activities 4. IE Bulletin 79-17 b IE Bulletin 
80-03 sc t i vi t i es 

MARD, it D Region 3. Chicago, Office of the Director 
DANIELSON, D H Region 3. Chicago. Reactor Construction b 
Engineering Support Branch 00/07/25 4pp 


8009300E3B Forwards IE Insp Rept SO-346/50-19 on 000*16-20.23-27 b 30 b 
0701-03 b 07-11 b notice of violation 

NEISHMAN. R F Region 3. Chicago. Reactor Qperabions Nuclear Support 
Branch 00/08/12 2pp 


— 0009300240 Notice of violation from insp on 000620.23-27 b 30 b 0701-03 
b 07- I 1 

a Region 3. Chicago. Office of the Director 00/00/11 2pp 


--3009300243 IE Imp Rept 50-346/00-19 on 000620.23-27 b 30 b 0701-03 b 
07-11 Nancomp I I ance noted failure to keep log af events b 
to properly log locked valve position 

REYES. L A . WARNICK.R F Region 3, Chicago. Off 1C* of the 
Director 30/08/11 Mpp 


S009150067 Forwards Revision I to 600.103 response to IE Bulletin 
79-0111 Revlstion I supercedes initial response b provides 
addl evaluation work sheets re components sub j to increased 
radiation from rec i rcu tating fluid following LOCA W/o end 
CnOUBE.R P Toledo Edison Co 00/03/14 3pp 


3009030214 Forwards Revision t to IE Bulletin 00-19. "Failures of 
Mercury-Wetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

KEPPLERi / G Region 3. Chicago. Office of the Director 00/08/19 

ip 


0009220176 Bubmibs addl info re IE Bulletin 79-14. "BeLamic Analysis 
for As-Built Safety-Related Piping Sys " Stress calculation 
on main steam line outside containment was calculated using 
proposed mod support sys Instead of as— built configuration 
CROUSE.R P Toledo Edison Co 00/08/10 Spp 


0009290097 Forwards IE Insp Rept 90-346/30-22 on 000722-24 No 
noncompl I anc e noted 

FIORELLI. 0 Region 3. Chicago, Reactor Construction b Engineering 
Suppdrt Branch 00/08/19 2pp 
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-aOOTO'JOlOl JE Insj Rept 5O-3-J6/0O-22 on 800722-24 No noncompliancs 
noted Kaior areas inspected pipe whip restraint (nod at hot 
leg risers, sngbher instal lationa. atcesslh le area piping J< 

Vltl. 1 T . DRICKLY.R H . DANIECSOM. D H Region 3. Chicago. Office 
of the Director 00/09/18 7pp 


0009260459 Foruards IE Insp Bept 
violation 

DAVIS. A D Region 3> Chicago. 
0 ranch 90/08/20 2pp 


50-346/80-24 on 900721-25 U notice of 
Fuel Facilitg ft Materials Safety 


8009160391 Foruards LER 80-012/03L-1 

MURRAY. T D Toledo Edison Co 80/09/09 Ip 


— BO09160399 LER 0O-Oi2/O3L-1 on 800201. reactor operator notlcad control 
room position indication oiae lost for letdoun cooler 
isolation valve MU2A Caused bg const personnel bumping Into 
disconnect suitch breaker Suiitch repositioned 
STOTZ. J C Toledo Edison Co 00/02/29 3pp 


B0091203S1 Foruards LER 80-061 /03L-0 

MURRAY.TD Toledo Edison Co 80/09/10 Ip 


—8009260661 Notice oF violation from insp on 800721-25 

* Region 3. Chicago. Office of the Director 80/08/19 ip 


— 9009260665 IE Insp Rept 50-346/80-24 on 800721-25 None omp 1 lance notod 
failure to report erceedlng Tech Spec limiting operating 
condition L to perform sulfate monitoring at ronulred 
4 1) t vr VA 1 

PHILLIPS.M P . QESTMANH.H J . ESSIG.T H Region 3. Chicago. Office 
of the Director 80/09/18 lOpp 


— 8009120356 LER aO-061/O3L-O on 800812. dur ing callbr ft maint records 
choc k > personne I found valve SVS005 Installed 760826 for 
temporary use uas not replaced Caused bg inadequate 
admi nlstratl ve control Replacement for SVSOOS requested 
I8LEY. T Toledo Edison Co 80/09/10 3pp 


8009230692 Foruards LER e0-062/O3L-0 

MURRAY.TD Toledo Edison Co 80/09/18 ip 


8009110504 Foruards response to IE Bulletin 00-15. "Possible Lots of 
Emergency Notiiication Sgs (EKS) u/Loss of Offsite Pouer 
Adequacy of emergency notification sys verified in 800625 
util Insp u/appropr 1 ate telephone company representative 
CROUSE. R P Toledo Edison Co 80/08/22 3pp 


—6009230686 LER 60-062/03L-0 on 800903. uhile performing ualkdoun per IE 
Bulletin 80-1 1 . dl scovered that protective curbs had not been 
provided around one of pipe chases in mechanical room 3 ft 
4 Caused by AE error Curbs tel 1 1 be added 
KURRAV.T D Toledo Edison Co 80/09/19 3pp 


B009I70437 Foruards IE Circular 80-18, “lOCFfiSO 59 Safety Evaluations 
for Changes to Raduaste Treatment Sys “ No uritten response 
required 

KEPPLER.J G Region 3. Chicago. Office of the Director 80/09/22 

ip 

8009260097 Foruards 30-day response to Item 1 of IE Bulletin 80-19. 
Revision 1. "Failures of Mercury-Wetted Matrim Relays in 
Reactor Protective Sys of Operating Nuclear Power Plants 
Designed by C-E " No subj relays used 
CRQ’JSE.R P Toledo Edison Co 80/0B/26 2pp 


8009230058 Foruards I£ Info Notice 90-31, “Ma lop ora t i on of Oould-Broun 
Boveri 480 Volt Type K-6003 ft K-DON 6003 Circuit Breakers " 

No uritten response required 

M.EPPLER. JO Region 3, Chicago. Ofrlce of the Director S0/O3/2B 

Ip 


8009240118 Foruards IE Circular 80-21. "Regulation of Refueling Creus “ 
Mo uritten response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/09/10 
if 


R Periodic operating reports ft related correspondence 


8009080317 Foruards "Semiannual Radioactive Liquid 4 Oaseous Release 
Rept, Jan-June 1900 " 

nURRA/.T D Toledo Edison Co BO/OB/21 Ip 


— 8009080319 "Semiannual Radioactive Liquid t Gaseous Release Rept Jan- 
Jone 1980 " 

« Toledo Edison Co 80/08/21 B7pp 


B009230690 Foruards LER 80-063/O3L-0 

MURRAY.TD Toledo Edison Co 80/09/10 Ip 


— 8009230692 LER 90-063/03L-0 on 800823. control room operator discoverid 
that indicating lights on safety features actuation sys 
indication panel For damper 095442 uere out Caused by random 
failure of fuse in control circuit Fuse replaced 
THOMPSON. T Toledo Edison Co 80/09/18 2pp 


8009230671 Foruards LER 80-064/03L-0 

MURRAY.TD Toledo Edison Co 80/09/19 Ip 


— 8009230680 LER a0-064/03L-0 on 800822, s tat Ion experienced loss of 
essential instrument ac panel Y2 Caused by failure of YV-2 
inverter output fuse No cause determined for fuse failure 
Failed fuse replaced 

I8LEY, T Toledo Edison Co 80/09/18 3pp 


8009290363 Foruards LER 80-06S/03L-0 

MURRAY. T 0 Toledo Edison Co 00/09/23 ip 


— 8009290370 LER B0-065/03L-O on 800826. loss of position indication light 
caused loss of control pouer to breakers rendering emergency 
diesel generator 1-1 inoperable Caused by human error Suitch 
reclosed K breaker position indication returned 
i'lATHENY.D Toledo Edison Co 80/09/23 3pp 
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F Security, medical, emergency ft fire protection plans 


109150276 Foruards monthly operating rept for Aug 1980 
MURRAY, T D Toledo Edison Co 80/07/09 Ip 


-8009150277 Monthly operating rept for Aug 1980 
SARSOUR. B Toledo Edison Co 80/09/09 I6pp 


) Reportable occurrences, LERs ft related correspondence 


1009020333 Foruards LERs B0-055/03L-0, 80-056/03L-0( 80-057 /03L-0 ft 
30-058/0 IT-O 

MURRAY. T D Toledo Edison Co 80/03/22 Ip 


8009230249 Requests that all personnel be reminded of purpose of 
emergency notification sys ft health physics netuork Sys 
installed for govt use during emergency 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/08/22 

Ip 


8009090S8S Foruards summary of 800821 uorklng session re installation 
of fire barriers for cable trays ft conduits Util concludes 
that all Cornell treeits ft requirements have been fulfilled 
CLAYTOIf. F L Alabama Pouer Co 80/09/02 2pp 


0 Adjudicatory correspondence 


—8009020376 LER 80-0S8/03L-0 on 800724. loss of decay 
by DHI2 going shot uas observed DHll closed uhile 
to restore SPAS CH4 cabinet to normal DHll closed 
uhile removing bistable 8A413 Caused by personnel 
FROHNE. R Toledo Edison Co 80/09/07 Ip 


heat flou caused 
attempting 
on 800803 
error 


8009020057 Foruards LER 80-060/01 T-0 

MURRAY, T D Toledo Edison Co 80/08/26 Ip 


-8009020061 LER 80-060/01T-0 on 800013. during ) esettim 
decay heat isolation valve DH 11 began closing Caus. 
personnel error OH U reopened, DH pump l-Q started 1 
tdb 1 1 shetf Tvc^i Sp^cs 

ISLEY.T Toledo Edison Co 90/08/26 3pp 


of trip point, 
by 

flou 


8009230115 Foruards order requiring info supporting environ 
qua I if icatl on of safety-related electrical equipment. 
Requests submittal of info by 801101 

VARGA. S A Operating Reactors Branch I 80/08/29 2pp 


— BD07230117 Order for mod of License NFP-2 to add info uhleh fully 
responds to NRC request for info re environ qualification 
of safety-related electrical equipment Info should be 
BUbmitted by 601101 

EtSENHUr. DG Division of Licensing 80/08/29 6pp 
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B00ra00407 Informs of K Forrar resigna<;ion from full-time ASLAP 
position Name should be deleted from svc list for all but 
Farleq antitrust proceeding 8vc list for all other dockets 
need contain only two ASLAB members 

HdS^NTMALi A S Atomic Safety and Licensing Appeal Panel B0/09/2S 
If 


M Ocneral correspondence 


SWVSOOgSb Requests that distribution list be revised to reflect recent 
agt-ievel reorgani latlon UO Mhitt has assumed 
responsibilities formerly assigned to AH Barton 
CLAYTONpF L Alabama Power Co 80/09/23 Ip 


J Insurance t< indemnitij information 


8009020278 Forwards AN! Secondary Financial Protection Binder ED-73 
• Karsh fc HcLennani Inc , M t M Nuclear Consultants> Inc Div 
eO/Oe/2& bpp 


K Utility Final Safety Analysis fleport (FSAR) & amends 


8009150239 Forieards Amend 74 to FSAR for Unit 1 2( to application for OL 
■for Unit 2 Certificate of 0vc enc 1 
CLAYTON. F U Alabama Pooler Co 80/09/12 2pp 


— B009150260 Amend 74 to application for OL for Unit 2 *< to FSAR for Unit 

1 

CLAVTON,F L Alabama Poyler Co 80/09/12 Ip 


— 8009150263 Amend 74 to FSAR 

e Alabama Power Co 80/09/12 9pp 


H Antitrust correspondence 


B(X)909O339 Motion for issuance of decision at earliest convenience 
Proceeding pending since 790300 Certificate of Svc encl 
Oranted by ASLAB on 000908 

SLUME.M 8 Antitrust Division 80/09/05 3pp 


6009260662 Response in support of NRC 800905 motion for issuance of 
daclslen Issues, if resolved. wi 1 1 affect future power supply 
6 development of supply planning Injury may occur If 
delayed Certificate of Svc enc I 

MJELHFELT. D C Municipal Electric Utility Association. Alabama 
HJEUMFELT, D C Hjelmfclt.D C 80/09/23 3pp 


P Operating license stage documents & correspondence 


6009080294 Forwards "Setpoint Study for Farley 1 {<2." proprietary 
IMCAP-B3131 & nonproprietary (WCAP-9769) versions. 

Appllcatian & affidavit for withholding one 1 

AMOERBON, T M Mestlnghouse Electric Corp 80/07/23 13pp 


— 8009060299 "Setpoint Study for Farley 1 6 2. " nonproprlotary version 
KO.M UestlnghouSD Electric Corp ORTCNBERO. L I i ROSSI. C E 
Uestingheuse Electric Corp . Nuclear Energy Systems MCAP-9760 
74/05/31 216pp 


8009020297 Submits interim criteria for shift staffing to all QL t< CP 
licensees 6 appl icants. per NRC 800S07 Itr Discusses 
adfflini stra 1 1 ve provisions for emergency it overtime work 
Devc lapisen t it implementation to be reviewed within 90 days 
EI6ENHUT.D 0 Division of Licensing 00/07/31 7pp 


8009080060 Forwards draft NUREO-0696. "Functional Criteria for 
Eeicrgancy Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREI3-0696 encl W/o NUREO 

EISEHMUT.D 0 Division of Licensing 80/08/01 119pp 


30092300S2 Informs that eremptlon from fee re licensing action 
associated ei/rKI-2 Lessons Learned Is unjustified Previous 
determination should bo disregarded Requested submittal 
should include proposed class of amend 
EI&CNWr. D 0 Division of Licensing 60/08/07 60pp 


8OQ'9kl00'3O Forwards Amend IS to License NPF-2t safety evaluation (< 
rotiee of issuance U availability 

VARffA. 8 A Operating Reactors Branch i, 80/08/14 2pp 


-—8009110031 Amend 15 to License NPF-2. revising low-low steam generator 
water level reactor trip setpoint to compensate for high 
containment pressure following postulated high energy line 
brrak 

VAROA. S A Operating Reactors Branch 1 00/08/14 6pp 


—B0091 10033 Safety evaluation supporting Amend IS to License (JPF— 2 

* Office of Nuclear Reactor Regulation. Director 60/06/14 3pp 


—8009110039 Notice of issuance 6 availability of Amend IS to License 
LVF-E 

VARCA. S A Dperating Reactors Branch 1 80/08/14 2pp 


8009190794 Forwards revised Uestinghause STS 3 9 0 2.3 9 lO IP Bases 
3/4 9 8 * 3/4 9 10 to require 23 ft of water over top of 
reactor pressure vessel flange during movement of fuel 
assemblies or control rods Written response required 
NOVAK. T M Assistant Director for Operating Reactors 80/OB/15 
1 P 


— 8009190817 Revised Mestlnghouse STS 3 9 6 2. 3 9 10 8. Bases 3/4 9 B 6 
3/4 7 10 requiring 23 ft of water over top of reactor 
pressure flange during movement of fuel assemblies or 
control rods 

* Assistant Director for Operating Reactors 00/06/23 21pp 


8009080387 Forwards summary ^ results of 800819 working session w/NRC 
re hot shutdown panel, per 000814 tetcon w/NRC 
CLAYTON, F L Alabama Power Co 80/00/28 2pp 


8009090566 Requests that radiological ETS for Unit 2. NRC approved 
during wk of 80D823.be implemented foi Unit 1 on 010101 to 
assure consistent impl ementati on for both units 
CLAYTON.F L Alabama Power Co 80/09/02 Ip 


8009120423 Requests that Tech Gpecs re exposure of fuel assemblies h 
control rods remain unchanged until after receipt of Unit 2 
full power OL 

CLAYTON.F L Alabama Power Co 80/09/03 Ip 


8007110371 Requests that end supporting document be docketed under 
Millstone 

KAPO. P S Assistant Director for Coro A Containment Systems 
80/09/09 Ip 


8007160358 Requests that RHR Tech Spocs.as agreed for Unit 2. be 
implemented for Unit 1 after receipt of Unit 3 full power OL 
to assure consistent implementation for both units 
CLA^TCN. F L Alabama Power Co 80/09/10 Ip 


6009300301 Forwards su.mmary of results achieved at 600910 meeting re 
isolation of hot shutdown panel L main control board 
Instrumentation mods, r esul ting from NRC 800915 request for 
addi info 

CLAYTON.F L Alabama Power Co 00/09/22 2pp 


8009300424 Supports EPRI A Mestlnghouse conments on NUREO— 0577* r e 
alternate approach for demonstrating nuclear support 
structure adequacy.per 600702 commitment 
CLAYTON.F L Alabama Power Co. 60/09/26 Ip 


Q Inspection reports. IE Bulletins U correspondence 


6009110256 Forwards lesponse to IE Bulletin 79-018. Items 1*2 tc 3 re 
environ qua I i f ic at Ion. of electrical equipment Includes 
master list for each sys or subsystem w/electrical 
equipment Items within scope of bulletin 
CLAYTON.F L Alabama Power Co ao/04/29 350pp 


8009020.166 Forwards IE Insp Repts 50-340/00-15 t- 50-364/80-10 on 
800623-26 No none ompl lone a noted 

STOMR. U P Region 2. Atlanta, Fuel Facility Materials Safety 
Branch 00/07/14 2pp 


“8009020477 IE Insp Repts 50-340/80-15 U 50-364/80-18 on 800623-26 No 
noncomp 1 lancD noted Major areas inspected radwaste mgt 
OIOSON.A F Region 2. Atlanta, Fuel Facility b Materials Safety 
Branch NR AY, *7 R Region 2, Atlanta, Office of the Director 
80/07/11 6pp 


8009100040 Forwards IE Bulletin 60-18, “Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Fat lowing Secondary Side 
High Energy Line Rupture “ Hritten response required 
O'HEILLY.J P Region 2. Atlanta, Office of the Director 80/07/24 
Ip 


8009110102 Forwards IE Insp Repts 50-348/60-17 4. SO-364/80-23 on 800602 
-30 No noncomp 1 iance noted 

LEMIS.R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/07/29 2pp 
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—8009110202 IE Insp Repts 50-340/80-89 t 50-364/80-23 on 800602-30 tio 
ndncamp I lance noted llajor area; inspected sgt intejritg 
outside c onta i nment. mom tor ing ins trumen ta t ion. rad la t Ion 
con trol s I P I ui d leak3;piping vibration U tire haiards 
DBADFORDpW H ■ MARTIN, R D Region 2. Atlanta, Office of the 
Director 80/07/20 7pp 


8009050052 Responds to IE Qutletin 79-OJA, "Longitudinal Ueld Defects 
in ASHE SA-312, Tgpe 304 Stainless Steel Ripe " No 300 series 
fusion lueided pipe used in sa f etg-related sgs tubj to 
stresses greater than B5/i of itiai altoi/able stresses 
CLA^TOJtF C Alabama Pouier Co 60/00/01 2pf 


8009300534 Responds to IE 3uHetin 79-OlDi "Environ Qualification of 
Class IE Eguipinent " Responses submitted on Q0042? L 0730 
completalg addressed bulletin requirements No further 
act I on required 

CLAYTON. F U Alabama Power Co 00/09/22 Ip 


n Periodic operating reports & related correspondence 


0009030491 Forwards "Semiannual Radioactive Effluent Release Repti 
dan-Juno 1980 " 

CLAYTON. F L Alabama Power Co 00/08/20 Jp 


8009020291 Forwards response to IE Dulletin 00-15 Emergency 
notification sgs verified as powered offsite u/backup 
battery packs 

CLAYTON, F L Alabama Power Co 80/09/06 5pp 


8009120045 Forwards IE Imp Hepts 50-349/80-14 ti 50-364/80-16 pn 
800609-13 I 16-20 6 notice of violation 

LEMIS. n C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/09/08 2pp 


—8009120052 Notice of violation from insp on 800609-13 t 16-20 

* Region 2. Atlanta. Office of the Director 89/08/06 2pp 


— BOJ9I2007I IE Insp Repts 50-340/80-14 t 50-364/00-16 on 000609-13 U 
16-20 Honcomp I lane e noted failure to provide definitive 
corrective action for identified iratl storage inadequacies & 
failure to control consumables in safety-related sys 
BELISLE.O A . FORD.E J Region 2, Atlanta, Office of the Director 
UPRIGHT. C H Region 2. Atlanta. Reactor Operations Nuclear 
Support Branch 80/06/06 35pp 


3009030123 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Kercury-Uetted Matrijt Relays in Reactor Protective Egs of 
Operating Nuclear Power Plants Designed by C-E " Nritten 
response required 

O'REILLY.U P Region 2. Atlanta. Office of the Director 80/00/15 

tp 


0009160110 Forwards IE Circular BO-IB. "lOCFflSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sy s '' No written response 
required 

O'RERLV.J P Region 2, Atlanta. Office of the Director 00/08/22 
tp 


S009I20251 Forwards IE Info Notice BO-31. "Ma I op era t i on of Gould— Broun 
Boveri 400 Volt Typo K-600S 6 K-DON 6003 Circuit Breakers " 

No written response required 

0'’REII.LV.J P Region 2, Atlanta. Office of the Director 80/00/27 
Ip 


8009110687 Responds to IE Bulletin BO-19 Merc ury — we t t e d relays not 
utiliied in reactor protection lys in either facility 
CLAYTON, F L Alabama Power Co 30/08/29 Ip 


B009190576 Ack receipt of 0OOS12 Itr informing NftC of steps taken to 
correct vlalatlons noted in IE Insp Repts 50-348/80-16 6 
50-364/00-19 

MURPHY. C E Region 2, Atlanta. Reactor Cons true tlpn fc Engineering 
Support Branch 80/09/03 2pp 


— 8009030495 "Semiannual Radioactive Effluent Release Rep t. Jan-Uune 
1900 " 

» Alabama Power Co 80/08/28 55pp 


8009160269 Forwards monthly operating rept for Aug 1900 
CLAYTOIJ, F L Alabama Power Co 80/09/11 2pp 


— 8009160270 Monthly operating rept for Aug 1980 

HAIRSTON, H 0 Alabama Power Co 00/09/01 Spp 


8009230566 Forwards corrections to printout Pages 1.3.4 t, 7 of draft 
summary of effluent Si waste disposal semiannual rept for 
1978. in response to NRC 000825 Itr Corrected pages available 
in Central Files only 

CLAYTON, F L Alabama Power Co 80/09/15 tpp 


S Reportable occurrences. LERs 6 related correspondence 


8009020062 Forwards LER 80-044/03L-0 

CLAVraN, F L Alabama Power Co 00/08/22 Ip 


--8009020060 LER 0O-O44/O3L-O on 000723. dur ing surveillance tesb.dietel 
generator 1C failed to reach rated speed 8i voltage fc was 
declared inoperable Cause under continued Investigation 
HAIRSTON, H 0 Alabama Power Co 00/00/22 2pp 


0009030427 Forwards LER 0O-O45/O3L-O 

CLAVTOUiF L Alabama Power Co 00/08/26 Ip 


— 6009030439 LER B0-048/O3L-0 on 000727. vacuum pump tripped on loti flbu 
causing containment atmosphere radioactivity monitoring sys 
Rll S' Rt2 to be declared inoperable Caused by fouled filter 
paper in vacuum pump Paper replaced 
HAIRSTON, W Q Alabama Power Co 80/00/26 Ip 


0009160320 Forwards LER 0O-O46/O3L-O 

CLAYTON. F L Alabama Power Co 00/09/00 Ip 


— 0009160323 LER BO-046/03L-0 on 000813. steam flow channel associated u/ 
flow transmittei 475 failed low Caused by defective loop 
power supply cord Cord replaced h channel returned to sve 
HAlRSTONi 14 0 Alabama Power Co 80/09/00 Ip 


0009160307 Forwards LER SO-047/03L-0 

CLAYTON. F L AJabama Power Co 80/09/i i Ip 


•60091 905B3 Responds to NRC 000723 Itr re violations noted In IE Insp 
Repts 59— 340/0O'-t6 L 50-364/SO— 19 Corrective actions 
testing tc analysis initiated to determine probable error 
introduced through improper use of torque muittplieri 
CLAYTON. F L Alabama Power Co 00/00/12 Spp 


—9009160308 LER 8O-047/OaL-O on 000012, sve water bldg 0 train battery 
sys declared inoperable due to low specific gravity of 
battery cell No cause found Battery placed on equaLize & 
gravity returned to normal 

HAIRSTON, M G Alabama Power Co 80/09/11 Ip 


— 0009 1905S8 Forward 5 IE Insp Repts 50-340/80-16 50-364/90-19 on 

800617-20 te notice of violation 

it'JRPHYiC E Region 2, Atlanta, Reactor Construction 4» Engineering 
Support Branch 80/01/23 2pp 


■-9009l‘?0593 Notice of violation from insp on 800617-20 

» Region 2, Atlanta. Reactor Construction t. Engineering Bupport 
Branch 80/07/21 2pp 


8009230722 Forwards LER 8O-O40/O3L-O 

CLAYTOM. F L Alabama Power Co 80/09/16 Ip 


8009230729 LER BO-048/03L-0 on 800017, conta Inment atmoshpere gaseous L 
particulate radioactivity monitoring sys were declared 
inoperable due to pump failure «■ pump trip on low flow 
Caused by pump burnout t, sys flow ma lad jus tment 
HAIRSTON, 14 0 Alabama Power Co 00/09/16 Ip 


-8009190-609 IE Insp Repts 50-340/00-16 fe 50-364/90-19 on 800617-20 
Noncompliance noted torque wrench multiplier used for IE 
Bulletin 79-02 testing not controlled or calibr 4, inadequate 
instruction for mod 6 insp of support 

AN9.WP Region 2, Atlanta, Office of the Director HERDT, A 
Region 2. Atlanta. Reactor Construction 4 Engineering Support 
Branch 80/07/21 Agg 

>9290276 Forwards IE Circular 90-21. "Regulation of Refueling Crews " 
o written response required 

'REfUt-Y.J P Region 2, Atlanta. Office of the Director 0O/O9/tO 
P 


9009230710 Forwards LER aO-049/O3L-O 

CLAVTON.F L Alabama Power Co 00/09/19 Ip 


--8009230737 LER ao-049/03U-0 On 800920, reac tor trip instrumentation 
channel associated w/RCS loop flow transmitter 434 
inoperable due to loss of flow indication Caused by 
defective transistors on card CI-242 
HAIH9T0M, W 0 Alabama Power Co 00/09/18 Ip 


8009300572 Forwards LER 80-050/03L-0 

CLAVTON.F L Alabama Power Co 80/09/24 Ip 
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,a00?300577 L£R a0-O50/O3L-O on 80082S. svc water train 0 dc distribution 
tils declared incperabla when no output indication drooi 
battery charger 4 was Dbaer\ed Caused by actuation of high 
voltage shutdown relay flesst & returned to svc 
HAIRSTON^U 0 Alabama Power Co 60/09/24 Ip 


— 0009150462 
o* large 
att e^p ts 
erOR , , A 


Requests puilic detat* r# Hues apprjpriate ts e.acoatiei 
population Ctrl near planrt Eipressas Confidence in 
by Coirni SI loners tc represent poblu concerns 
Affiliation Ultra. n G3/C/3'I9 Ip 


,09300523 Forwards UER 00-051 /03L-0 
CL.AYTOM. F L Alabama Power Co 00/09/25 tp 


^009300527 LCR 60-051/03L-0 on 600626i d i osel generator 1C failed to 
reach spaed within specified limits Apparent cause was 
lealing check valve in fuel oil sys Valve replaced & diesel 
generator returned to svc 

HAtRSTQMiM O Alabama Power Co 60/09/25 2pp 


0009220078 Responds to 000935 Ur 
atilstsej Util applitaticn for 
emailed safety t» environ re«iev 
''*^'■"•3 If application is 
INCRAf'.F Office of Public Affa 


CppOiiCicn 
Out wtll be 4i.^bj«cttd 
> t*PC t be tub 

contested 

ir% 63/03/13 Ip 


sP 


to c-rtt cf 
t o 

o# 


'60092*.003t Eipresstfi concern re 
aTtvcl* re dangers of noilear 
haver. P Affiliation UrHnc,.i 


ccnst of racilities Forwards 
Plants 

ej/CD'O? 2pp 


ipaper 


(>■9300511 Forwards LER 0O-O52/O3U-O 
Ct^AVTOHiF L Alabama Power Co 80/09/26 Ip 


g-OO'fl'aOOSl 5 LER 80-O52/O3L-O on e00B29, electronic switching sys BIH 
• eguencer failed to meet time requirement for steps 2 t> 3 
Caused by setpoint drift Agastat timers satisfactorily 

reset 

IfAinSTONitr 0 Alabama Power Co 60/09/26 Ip 


Ofsarator Eianina tions 


000915031* 
Borough 
nuc 1 ear 
s tudie s 
OENTD/f H 
B0/0B/2S 


Responds to £00710 Ur tp President Carter trarsmittin 
of Phoen I IV 1 1 le. PA resoluticn ccposing const of 
reactors FacilUy is not undergoing review util 
re evacuation time estinites have been subnitted 
R Office of Ljclear Reactor Regulation. Director 
2pp 


3 


•'8009130310 Forwards Borough of Phoeni ■ , i lie. PA 010716 Ur to President 
Car t« r . t ransmt 1 1 1 og Resolution 60-10 opposing const of 
nuclear reactors Requests response 

seal. M M President of UB />• Eiecutive Offices 63/07/25 6pp 


i?l'O0318 Forwards revised operating shift manning ti training Schedule 
• S' 600304 etam results U 600904 verbal request 
UAVTOn.F L. Alabama Power Co 80/09/08 6pp 


Kef 50-352 LIHERICK CENERATlNO STATION. UNIT I 


Ap p ) icat lon/conibruc t Ion stage documents t> correspondence 


?OS0O8'0 Forwards draft NUREO-0696. "Functional Criteria for 
mcrSI'ency Response Facilities " Comments requested within 30 
a>gfi Proposed implementation schedule for meeting criteria 
P NiJRE0-0h9i end W/o NUREO 

1B£MFP1T>D 0 Division of Licensing 60/08/01 li9pp 


PI. 10742 Notlftcabion of 800904-05 meeting w/Mark II owners group to 
I'scust plants chugging C/0 ti lateral load specs 
iOEftSONi C Containment Systems Branch 80/06/29 14pp 


0 Inspection reports, IE Bulletins i ccrrespondence 

8009090089 Forwards IE Bulletin 0O--O7.Suppl 1. “BWR Jet Pump Assembly 
Failure '• No response required 

ORIER.B H Region i. Ph i lade] phla. Office of the Director 
BO/03/13 Ip 


8009100981 Forwards IE Insp Repts 50-352/60-13 t< 50'353/B0-n on 
600602— 13 No noncoAp I lanc e noted 

CARLSON. R T Region 1. Ph i lade Iphia, Reactor Construction 1. 
Engineerstig Support Branch 93/07/21 Zpp 


■8009100BB4 IE Insp Repts 50-352/00-13 t 50-353/00-11 on 800602-13 No 
noncomp 1 lance noted Major areas inspected Unit 1. 
installation 1. welding of safety-re lated piping R supports. 

Unit 2. t<our of facility conducted 

MATTIA. J C Region 1. Ph i lade 1 ph la. Office of the Director 
MCOAUCHV.R W Region 1 Ph i lade Iph la. Reactor Construction 6 
Engineering Support Branch 60/07/16 6pp 


fSS0378' Forwards Amend 24 to application for OL t, revised Pages to 
fAfl. Summary description of amend revision end 
lAOLEViE J Philadelphia Electric Co 80/09/24 4pp 


•O^SWSao Amend 24 to application for OL Revises P8AR Pages 5 12-13 & 
5.2-16 Cerbificate of Svc end 

BOVERtV S Phi ladclphia Electric Co SO/09/34 4pp 


09290382 Amend 24 to P8AR. revising Pages 5 2-13 «, 5 2-16 
• Philadelphia Electric Co 80/09/24 app 


0009090222 Ac k receipt of 800710 Ur inforning NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/00-04 6 
50-353/80-04 

CARLSON^R T Region I. Ph i ladelph la. Reactor Construction 6 
Engineering Support Branch 80/08/05 Ip 


—800909022* Responds to tJRC BCOolO Itr re violations noted in IE Insp 
Repts S'O— 352/60-04 t 50-353/60-04 Corrective actions 
concrete strength will be based on 90-day compressive 
strength tests 

KEMPER. J 3 Philadelphia Electric Co 60/07/10 4pp 


be llty Preliminary Safety Analysis Report, amends 


290378 Forwards Amend 24 to application for OL It revised Pages to 
\R. Suai'nary description of amend revision end 
NDI.EV, E.J Philadelphia Electric Co 60/09/24 4pp 


l?2'90330 Amend 24 to application for OL Revises P6AR Pages S 12-13 b 
». 2—16 Certificate of Svc end 

lOVETRiV.S Philadelphia Electric Co 80/09/24 4pp 


■V2903S2 Amend 24 to P8AR, revie ing Pages 5 2-13 tt 5 2-16 
Philadelphia EUctrlc Co 60/09/24 3pp 


curltV' madlcali emergency ti fire protection plans 


70332 Forwards "Limerick Nuclear Oeneratlng Station Preliminary 
cuation Time Estimates " Rept withheld (ref 10CFR2 790) 

KLEVvJ nub Corp 80/08/22 Ip 


letral C’Orresp'ondanco 


—8009090229 Forwards IE Insp Repts 50-352/60-04 i 50-353/80-04 on 
800319-21 tt 0402-04 No noncomp J ianue noted 

OARLBON. R T Region 1. Philadelphia. Reactor Construction ti 
Engineering Support Branch 80/06/10 2pp 


— B009090232 IE Insp Repts 50-352/80-04 t SO-353/80-04 on 000319-21 
0402-04 No nancomp 1 lance noted One deviation noted failure 
to maet P5AR commitment for concrete strength in 20-day 
compression tests 

EBMETER.S D Region 1, Phi ladetphia. Reactor Construction I, 
Engineering Support Branch ChAUONARV. S K Region 1. 
ph i 1 ade I ph ia> Office of the Director 80/06/06 7pp 


8009100022 Ack receipt of 000717 Ur informing NRC of steps talen to 
correct violations noted in IE Insp Repts 50-352/80-05 t 

50-353780-05 

CAHLSO-fJfR T Region 1. Philadelphia. Reactor Construction 
Engineering Support Branch 90/08/05 IP 


-8009100026 Responds to NRC 800619 Ur re violations noted 
ROpts 50-352/80-05 |i 50-353/80-05 Corrective actions we 
cavity repaired for pipe restraint 

KEMPER, J 8 Philadelphia Electric Co 80/07/17 3pp 


in IE 
Id 


30448 Responds to 800319 Itr requesting public debate re issues 
ropriate to avacuatlon of large population ctrs near 

rOfj, H R. Office of Nuclear Reactor Regulatloni Director 

>^ysi 3pp 


__QQQ,p 100025 Forwards IE Insp Repts 50-352/60-05 6 50-353/60-05 or 
-0430 tt notice of violation 

CARLSOM.R T Region I, Phi ladelph la. Reactor Construction V 
Engineering Support Branch 60/06/19 2pp 


flOO910002a Notice of violation fror imp on 800326-0430 

« ReRioo t. PhlUdelphU, Office of the Director BO/OA/13 
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— B009100030 IE in%p Repti SO-352/eO-OS K 50"333/a0-0e on 800326-0430 
Noncomp 1 lance noted f^Llvre to repair ueld cavity proper)i| 
for pipe restraint 

MCOAUGHf,F? M Region 1. Philadelphia. Reactor Construction U 
Engineering Support Branch MATTIA* J C Region 1/ Ph i J ad elph J «p 
O ffice of the Director 80/06/13 19pp 


-0009100078 Discusses 800527 testlmong bg V ' “* * * yic* 

pP6 slianti pe eraergencg planning NRC met ui/Onger on B00A3O 
Bauer has committed to assuring that all uttl mgt level* 
have sincere commitment to effective emergeneg measures 
AHEARKEi J F Commission 80/08/20 Ip 


e0091900-i-l Acl receipt of 800804 Itr inforiiiing NRC of steps taken to 
correct violations noted in IE fnsp ReptS S0-352/SO-09 U 
50-353/80-03 

SHiTH.O H Region li Ph 1 1 ade Iph la. Fuel Facilltg i> Materials Safetg 
Branch 00/08/14 ip 


— 0009190040 Re.poncPs to HRC 800714 Itr re violations noted in IE Insp 
Repts 50-3S2/BO-09 I 30-353/80-08 Corrective actions seuage 
pumped on continuous batch basis from holding tanks to 
treatrent plant 

KFMPER. U S Philadelphia Electric Co 80/08/04 3pp 


— 0009190049 Forwards IE losp Repks 50-352/80-09 fc 50-353/80-08 on 
600522-27 t notice of violation 

EMlTHvG H Region 1. Ph i lade Iph i ai Fuel Focilitg fc Materials 
Safety Branch 80/07/14 2pp 


— 6009190053 Notice of violation from irasp on 600522-27 

e Region 1> Ph i ladelph lai Fuel Facility 5 Materials Safetg Branch 
80/07/07 Ip 


DOCKET 50-353 UIHERICK OENERATINO STATION, UNIT 3 
A App 1 Icatl on/construc t ton stage document* Ik correspondeiic* 

8009000080 Forwards draft NUREO-0696, "Functional Criteria for 
Emergoncy Facilities " Coirmont* requestad within 30 

daqs Proposed imp 1 omontat ion schedule for meeting criteria 
of NUREG-'0696 end W/o NUREO 

ElSENHUTfD 0 Division of Licensing 80/08/01 ll”pp 

8009110742 Notification of 800904-05 meeting ui/Marh II quner* group to 
discuss plants chugging C/0 i. lateral load spec* 

ANDERSON) C Containment Sgs terns Branch 00/00/29 I4pp 


B Utllitg Preliminarg Safetg Analgsls Report, amend* 

8009290378 Forwards Amend 24 to application for OL & revised Page* to 
P8AR Summary description of amend revision end 
BRADLEY.n J Philadelphia Electric Co 80/09/24 4pp 


•8009190056 IE Insp Repts 50-352/80-09 4. 50-353/00-08 on 800522-27 
Nonconp I lance noted failure to control untreated wastewater 
5 discharge from site 

BORES, R J Region I, Philadelphia, Fuel Facility (c Materials 
Safety Branch JACKSON, T J Region I, Philadelphia, Office of the 
Director 00/07/07 9pp 


"0009290380 Amend 24 to application for OL Revises P6AR Pages 5 12-13 t 
5 2-16, Certificate of Svc end 

DOVER, V S Philadelphia Electric Co 80/09/24 4pp 


—8009290302 Amend 24 to PSAR, revising Pages 5 2-13 «« S 2-16. 
« Philadelphia Electric Co 80/09/24 3pp 


6009030063 Foruards Revision 1 to IE Bulletin 80-19, "Failures of 
Hercurg-lle tted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plant* Designed by C-E " Mritten 
response required 

GRIER, B If Region 1, Ph i lade 1 ph la. Office of the Director 
80/08/15 ip 


8009120106 Forwards Suppl 3 to IE Bulletin BO-17, “Failure of Control 
Rods to Insert During Scram at BUR *' No written response 
required 

GRtER.B H Region 1, Phi ladelph la. Office of the Director 
80/08/22 Ip 


8009180035 Forwards IE Circular 80-18, “10CFR50 39 Safetg Evaluations 
for Changes to Radwasta Treatment Sy* " No written response 
required 

CRIERfO H Region 1, Ph i lad elph la. Office of the Director 
eo/Oa/22 ip 


8009120200 Forwards IE Info Notice 80-31, “Ma I opera t ion of Oeuld-Brown 
Bo\eri 480 Volt Type K-600S 4 K-DON 6008 Circuit Breakers " 

No written response required 

CRIERiO H Region 1, Ph 1 1 ade I ph la. Office of the Director 
80/00/27 Ip 


8009230794 Forwards IE Circular 80-21, "Regulation of Refueling Crows " 
MO written response required 

CRIER, B H Region I, Philadelphia, Office of the Director 
80/09/10 Ip 


8009240353 Forward* IE Info Wotico 80-32. "Clarification of Certain 
Requirements for Exclusive-Use Shipments of Radleactlve 
Matls “ No written response required 

ORIER.O H Region 1, Phi lade 1 ph ia. Office of the Director 
80/09/12 Ip 


S Reportable occurrences. UERs J, related correspondence 


F Security, medical, emergency & fire protection plans 


8009170332 Forwards "Limerick Nuclear Generating Station Prellmlnarv 
Evacuation Time Estimates " Rept withheld (ref 10CFR2 7901 
BERKLEY. J NUS Corp 80/08/22 Ip 


H Qeneral correspondence 


8009180448 Responds to 000319 Itr requesting public debate re issue* 
appropriate to evacuation of large population ctr* near 
plants 

DEMION.H R Office of Nuclear Reactor Regulation, Director 
80/04/21 3pp 

— 8009160462 Requests public debate re issue* appropriate to evacuation 
of large population ctrs near plants Expresses confidence in 
attempts by Commissioners to represent public concerns 
EMQRY.K Affiliation Unknown 80/03/1? Ip 


8009220076 Responds to 800809 Itr expressing opposition to const of 
faclitties Utlt application for OL* will be subjected to 
detailed safetg environ reviews by NRC t, mag be subj of 
public hearing if application is contested 
INORAM.F Office uf Public Affairs 80/00/13 Ip 


— B0092200B1 Expresses concern re const of facilities Forward* newspapef 
article re dangers of nuclear plant* 

MAVER.P Affiliation Unknown 80/08/09 2pp 


8009150316 Responds to 000718 Itr to President Carter transmitting 
Borough of Phoenl x vi 1 1 e, PA resolution opposing const of 
nuclear reactors Facility is not undergoing review Util 
studies re evacuation time ostimates have been submitted 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/08/25 2pp 


0009040425 Advises of completion of investigation of engineering 
documents re Fairbanks Horse Model 38108-1/8 powered 
generator sets w/stacked heat exchangers Potential for 
situation similar to Limerick does not exist 

MORIARTV, J M Colt Industries, Inc , Fairbanks Morse Engine Oiv 
eO/Oa/27 Ip ’ 


Congress! onal /Ex ecut i ve Correspondence 


8009100073 Discusses 800527 testimony by V Boyer, util senior vice 
president, re emergency planning NRC met u/Boger on 800630 
Boyer has committed to assuring that all util mgt levels 
^®"'"'*tment to effective emergency measures 
AHEARKE, J F Cooiinisslen BO/oa/ao Ip 


-8009150310 Forwards Borough of Phoenl ivl 1 le, PA 800718 Itr to President 
Carter, transmitting Resolution 80-10 opposing const of 
nuclear reactors Requests response 

SEAL, K H President of U6 6 Executive Offices 80/07/25 


6pp 


0 Inspection reports, IE Bulletins it correspondence 


0009090009 Forwards IE Bulletin B0'07i5upp) 1, “BWR Jot Pump Assembly 
Failure " No response required 

ORIERiB H Region I, Philadelphia, Office of the Director 
00/03/13 Ip 

6009100881 Forwards IE Insp Repts 50-352/80-13 fr 5O-3S3/0O-1I on 
600602-13 No noncamp 1 iance noted 

CARLSON, R T Region 1, Philadelphia, Reactor Construction & 
Engineering Support Branch 00/07/21 2 pp 
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—6009100084 IE Insp Rept* 50-332/00-13 «- 50-353/80-11 on B00602-13 No 
noncoiapliance noted tiojor area? inspected Unit 1< 
inltallotion ti ueldinp of safety-related piping t< supports! 

Unit 2> tour of facility conducted 

KATTIA. J C Region 1. Ph i lade Iph ia> Office Of the Director 
MCOAU-CHyi R U Region 1> Phi lade Ipb la. Reactor Construction ft 
Engineering Support Branch 80/07/16 6pp 


aoO9'090222 Ack receipt of 800710 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50—352/80-04 tt 
90-353/80 -04 

CARLSONtR T Region 1. Philadelphia. Reactor Construction 
Engineering Support Branch 80/08/05 Ip 


— 8009090226 Responds to NRC 800610 itr re violations noted in IE Insp 
RepCt 50-352/80-04 t> 30-353/80-04 Corrective actions 
concrete strength ulll be based an 90-dav compressive 
strength tests 

KEKPER.J 8 Philadelphia Electric Co 80/07/10 4pp 


— 8fl'O9i>70229 Forwards IE Insp Repts 50-352/80-04 t. 90-353/00-04 on 
600319-21 6 0402-04 No noncompliance noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction ft 
Engineering Support Branch 60/06/10 2pp 


— 8009090232 IE Insp Repts 50-352/80-04 t- 50-353/00-04 on 000319-21 4 
0402-04 No noncomp 1 lance noted One deviation noted failure 
to meet PSAR commitment for concrete strength In 20-dav 
compression tests 

EBNETERiS 0 Region 1. Philadelphia. Reactor Construction & 
Engineering Support Branch CHAUOHARY.S K Region 1> 
Philadelphia. Office of .the Director 00/06/06 7pp 


0009100022 Ack receipt of 800717 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-392/80-05 8. 
90-353/60-05 

CARLSQM.R T Region 1. Philadelphia. Reactor Construction 
Engineering Support Branch 80/08/05 Ip 


— 8009100036 Responds to NRC 800617 Itr re violations noted in IE Insp 
Repts 90-352/80-05 & 50-333/80-05 Corrective actions ue 1 d 
cavity repaired for pipe restraint 

HENfER. J S Philadelphia Electric Co 80/07/17 3pp 


— 0009100025 Forwards IE Insp Repts 50-392/60-05 «< 50-353/00-05 on 000326 
-0430 it notice of violation 

CARLSON. R T Region 1. Philadelphia. Reactor Construction % 
Engineering Support Branch 00/06/17 2pp 


— 8009100020 Notice of violation from insp on 800326-0430 

U Region 1. Phi lade Iph la. Office of the Director 80/06/13 ip 


— 8009 100030 IE Insp Repts 50-352/80-05 lt> 50-353/80-05 on 800326-0430 
Honcomp 1 lanco noted failure to repair weld cavity properly 
for pipe restraint 

HCOAUCHY. R U Region 1. Philadelphia. Reactor Construction & 
Engineering Support Branch MATTIA. J C Region 1> Philadelphia. 
Office of the Director 80/06/13 19pp 


8009190044 Ack receipt of 600804 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-392/80-09 t. 

90-353/00-08 

SMITH. OH Region 1. Phi ladelphia. Fuel Facility Materials Safety 
Branch 80/08/14 ip 


— 8809190040 Responds to NRC 000714 Hr re violations noted in JE Insp 
Repts 90-352/B0'’O7 50-353/00-08 Corrective actions sewage 

pumped on continuous batch basis from holding tanks te 
treatment plant 

KFMPER.J S Philadelphia Electric Co 80/08/04 Spp 


--BOQ9190O49 Forwards IE Insp Repts 50-352/00-09 A 50-393/00-08 on 
800522-27 t notice of violation 

SMITH.O H Region 1. Philadelphia. Fuel Facility A Materials 
Safety Branch 80/07/14 2pp 


— 8009190053 Notice of violation from insp on 800522-27, 

« Region 1. Philadelphia. Fuel racllHy A Materials Safety Branch 
00/07/07 Ip 


— 0009190036 IE Insp Repts 50-392/80-09 A 90-353/80-08 on 000522-27 
Honcompl iance noted failure to control untreated wastewater 
A discharge from site 

BORES, R.J Region 1, Philadelphia. Fuel Facility A Materials 
Safety Branch JACKSON. T J Region 1. Philadelphia. Office of the 
Director 80/07/07 9pp 


0009030003 Forwards Revision I to IE Bulletin 80-19. "Failures of 
Kercur y~Ke tted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

DRIER. B H Region 1. Philadelphia. Office of the Director 
80/00/15 Ip 


8009120106 Forwards Eupp) 3 to IE Bulletin 00-17. “Failure of Control 
Rads to Insert During Scram at BUR ^ No written response 
requ i red 

GRIER. B H Region 1. Philadelphia. Office of the Director 

00/00/22 1 p 


0OO918f'O3S Forwards IE Circular 80-18. "I0CFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " Mo written response 
requ 1 r ed 

CRIER. B H Region 1. Ph i lad e 1 ph la. Office of the Director 
eo/OD/22 Ip 


8009120200 Forwards IE Info Notice 80-31. "Malop ora t ion of Oould-Brown 
Dover 1 400 Volt Type H-6005 A K-DDN 6005 Circuit Breakers " 

No written response required 

DRIER B H Region i. Philadelphia. Office of the Director 
ao/OB/27 ip 


8009230794 Forwards IE Circular 00-21, "Regulation of Refueling Crews " 
No written response required 

GRIER, D H Region t. Philadelphia. Office of the Director 
80/09/10 ip 


0009240353 Forwards IE Info Notice 80—32 “Clarification of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Matls ” No written response required 

GRIER. 0 H Region 1. Ph i lad e Ip h la. Office of the Oirretor 
80/09/12 Ip 


6 Reportable occurrences. LERs S related correspondence 


0009040425 Advises of completion of Investigation of engineering 
documents re Fairbanks Morse Model 30TD0— 1/8 powered 
generator sets w/stacked heat eichangers Potential for 
situation similar to Llmerlci does not exist 

MDRIARTV, J « Colt Industries. Inc . Fairbanks Morse Engine Div 
80/08/27 ip 


tf Congresslonal/Erocutive Correspondence 


800910'0073 Discusses 800527 testimony by V Ooyei.uttl senior vice 
president. re emergency planning NRC met w/Boyer on 600634 
Boyer has committed to assuring that all util mgt levels 
have sincere commitment to sffoctive emergency measures 
AHEARNE. JF Commission 00/48/20 ip 


— 8009100078 Discusses 800527 testimony by V Doycr.utll senior vice 
president. re emergency planning NRC met u/Boyer on 800630 
Ooyo’r has committed to assuring that all utll mgt levels 
have sincere commitment to effective emergency measures 
AHEARNE. J F Commission 60/00/24 Ip 


DOCKET 90-354 HOPE CREEK NUCLEAR STATION. UNIT 1 
A App 1 1 cat 1 on/construc t i on stage documents A correspondence 


0409080084 Forwards draft NUnEO-0696. 'Tunctional Criteria for 
Emergency Response Facilities “ Comments requested within 30 
days Proposed implementation schedule for flieetlng criteria 
of NUnEG-0696 end N/o NUREO 

EI3EMHUT.D0 D i vis I on of L (< ens i ng 80/08/01 119pp 


Q04918416B Forwards NURE0-066t, "Hark I Containment Long-Term Program 
SER Resolution of Oenorlt Tachnlcal Activity A-7 " Rept 
describes requirements re gene.ic suppression pool 
hydrodynamic load M/o end 

SCHWENCER.A Licensing flianch 3 80/08/20 2pp 


Q Inspection reports. IE Bulletins A correspondence 


8009090C96 Forwards IE Bulletin 00-07. Suppl !■ "OWR Jot Pump Assembly 
Failure " No response required 

GRIER.B H Region 1. Philadelphia. Office of the Director 
60/45/13 Ip 


8409190107 Forwards IE Insp Repts 50-354/00-09 A 50-355/84-09 on 
000602-27 No none omp I lane e noted 

CARLSON.R T Region 1. Ph i lad e Ip h la. Reactor Construction A 
Engineering Support Branch 80/07/25 2pp 
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•8009190190 IE Insp ftepfcs 5O-354/^B0''0? U 50-355/GO-09 cn 600*02-37 No 
noncotop I lane e noted Major areal inipected PDH vent line 
bellcuii repa 1 r j ba c k F 1 1 1 I ng I compaction t es t ln 9 < i true tura 1 
itael installation t< uelding activities inside containment 
SATEflflfl. W H , HCCAUGHY, 6 U Region I, Philadelphia. Office of the 
fllreeter 00/07/24 Spp 


8009110472 Responds to IE Bi/lletin 79-03A. "Longitudinal Held Defects 
in ASKE SA-312, Tgpe 304 Stainless Steel Pipe " No ASHE 
5A~312 or ASTH A-312 Type 300 series Fuslon-uielded piping 
products use greater than BSX of alloiuable stresses 
MARTHA T J Public Service Electric L Oas Oo of New Jersey 
aO/07/30 2pp 


S009I90203 Act receipt of S00721 1 tr informing NRC of steps taten to 
correct violations noted in IE Ijisp ftepts S0-354/B0-09 It 
50-359/90-04 

CARLSON.R T Region 1< Ph i lade Iph la. Reactor Construction £< 
Engineering Support Branch 60/08/06 Ip 


— 8009190210 Responds to NRC 600618 1 tr re violations noted in IE Insp 
Rspts 50-354/60-04 *■ 50-355/80-04 Corrective actions review 
of concrete specs tt procedures h training for all civil OC 
eramlners increased 

MARTIN. T J Public Service Electric i Oas Co of Neu Jersey 
80/07/21 3pp 


— 8009190214 Forwards IE Insp Repts 60-354/00-04 fc 50-355/60-04 on 800331 
-0430 h notice of violation 

CARLSON. R T Region Ip Philadelphia! Reactor Construction & 
Engineering Support Branch Q0/06/1B 2pp 


— 8009190216 Motice of violation from insp on 000331-0430 

• Region I. Philadelphia. Office ef the Director 60/06/17 Ip 


— 8009190223 IE Insp Repts 50-354/80-04 L 50-355/60-04 on 800331-0430 
None omplia nee no t ed' fa i i ure to follow procedures designed to 
prevent segregation of concrete during placement & failure 
of QC to take action to stop improper placement 

MCCAOCHV.R M . BATEMAN, W H Region 1. Philadelphia. Office of the 
Director 80/06/17 i3pp 


8009030060 Forwards Revision I to JE Bulletin 80-19. "Failures of 
Mercury-Netted Katrli Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Nrltten 
rasponse required 

CRIER. B H Region i. Philadelphia, Office of the Director 
80/08/15 Ip 


B009120IIO Forwards Suppt 3 to IE Bulletin 80-17, "Failure of Control 
Rods to Insert During Scram at DUR " No written responae 
required 

GRIER, B K Region 1. Philadelphia, Office of the Director 
80/08/22 ip 


B0091B0044 Forwards IE Circular 80-18, ‘M0CFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

ORIER.BH Region 1. Philadelphia, Office of the DlTaetor 

80/08/22 1 p 


80090905S9 Responds to IE Sulletin 80-16 re potential misapplication of 
Rosemount Models 1151 A 1152- Invest i gatlon should he 
completed by BOlliO Awaiting response from Bechtel t, 

AE 

MARTIN.! J Public Service Electric L Gas Co of Mew Jersey 

ao/oe/27 ip 


8009120239 Forwards IE Info Notice 80-31, "Malopera t i on of Gould— Brown 
Bov or 1 400 Volt Typo K-600B & K-DON 6008 Circuit Breators " 

No written response required 

DRIER. B K Region 1, Philadelphia, Office of the Director 
80/08/27 Ip 


-BOD9230798 Forwards IE Circular 80-21. "Regulation of Refueling Crews " 
No written response required 

GRIER.B H Region 1, Philadelphia. Office of the Director 
80/09/10 ip 


8009240330 Forwards IE Info Notice 80-32, “Clarification of Certain 
Requirements for Er c luiive-lPse Shipments of Radioactive 
Matls " No written response required 

ORIER.B H Region 1, Philadelphia, Office Of the Director 
00/09/12 ip 


S Repoi table occurrences, LERs 4 related correspondence 


8009120210 Part 21 ropt re epoiy surface sys whose qualification it 
indeterminable due to conflicting data in qualification test 
repts 4 data not supported by actual tost results 
Investigation is continuing 

MARTIN,! J Public Service Electric 4 Gas Co of New Jersay 
00/06/12 2pp 


8009150037 Act receipt of interim rept re potential significant 
deficiency of biological shield supplied by PX Engineering 
Co 

CARLSON, R T Region 1, Philadelphia, Reactor Construction & 
Engineering Support Branch 80/08/20 ip 


— 80091SD043 Interim rept re potential significant deficiency of 
biological shield supplied by PX Engineering Co Oechtel 
currently conducting investigation of documentation &< 
effecting re-examlnati on where appropriate 

MARTIN,! J Public Service Electric & Oas Co of New Jersey 
80/06/07 ip 


0009160650 Part 21 rept re Con/Chem opo»y surfacer sys Buppls 800812 
1 tr re subj item reported by Bechtel Power Corp Mill advise 
of schedule dates of completion when Bechtel engineering 
stud t es finalized 

NARTINiT J Public Service Electric Si Gas Co of New Jersey 
90/09/02 2pp 


DOCKET 30-355 HOPE CREEK NUCLEAR STATION. UNIT 2 


A App 1 lea tl on/cona true t ion stage documents & correspondence 


8D090S0060 Forwards draft NURE0-0696i "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days. Proposed implementation schedule for meeting criteria 
of NUREO-0696 end W/o NUREO 

EISENHUr.O G Division of Licensing 80/08/01 U9pp 


0009100168 Forwards NUREO-OAAi, "Mark 1 Containment Long-Term Program 
SER Resolution of Generic Technical Activity A-7 “ Rept 
describes requirements re generic suppression pool 
hydrodynamic load N/a enc 1 

SCHNENCER, A Licensing Branch 3 80/00/20 2pp 


Q Inspection reports, IE Bulletins U. correspondence 


8009090096 Forwards IE Bulletin 80-07, Suppl 1, “BUR Jet Pump Assembly 
Failure " No response required 

ORIER.B h) Region 1, Philadelphia, Office of the Director 
90/05/13 Ip 


6009190197 Forwards IE Insp Repts 50-354/80-09 t, 50-399/90-09 on 
0006-02-27 No none omp 1 ianc a noted 

CARLSON, R T Region 1, Philadelphia, Reactor Construction tc 
Engineering Support Branch 00/07/25 2pp 


—9009150190 IE Insp Repts 30-354/80-09 & S0-35D/BO-09 on 000602-27 Ho 
nuncemp 1 lance noted Major areas inspec ted ' POM vent line 
bellows repair, bac kf i 1 1 Ing 4 compaction tes ting, structural 
steel Installation 4 welding activities inside containmint 
BATEMAN, W H . MCCAUOHY, R W Region 1, Ph 1 lade Iph ia> Office of the 
Director 60/07/24 Spp 


8009110472 Responds to IE Bulletin 79-03A, "Long i tudlnal Meld Defects 
in ABME SA-312, Type 304 Stainless Steel Pipe " No ASME 
SA-312 or A8TM A-312 Type 300 series f us 1 on-we 1 ded piping 
products use greater than 85% of allowable stresses 
MARTIN,! J Public Service Electric 4i Gas Co of New Jersey 
80/07/30 2pp 


6009190203 Ack receipt of 800721 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-334/80-04 It 
50-355/80-04 

CARLSON, R T Region 1, Ph 1 ladelph ia, Reactor Construction 4, 
Engineering Support Branch 80/03/0* Ip 


0009190210 Responds to NRC 800618 Itr re violations noted In IE Insf 
Repts 50-334/80-04 S 50-335/90-04 Corrective actions review 
of concrots specs 4. procedures ti training for all civil OC 
siamlnirs increased 

MARTIN, T J Public Service Electric 4< Gas Co of New Jersey 
90/07/21 3pp 


—8007190214 Forwards IE Insp Repts 50-354/00-04 4, 50-355/80-04 bn 800331 
-0430 t( notice of violation, 

CARLSON, R T Region I, Ph i ladelph ia, Reactor Construction 4 
Engineering Support Branch 80/06/18 2pp 



DOCKETED ITEMS 


■e0&7l‘?025a IE tnsp Rept« 50-3S4/80-04 »■ SO-355/80-04 on 000331-0430 
Moncoitipl lance noted failure to follow procedures designed to 
prevent segregation of concrete during placement 4c failure 
of QC to take action to stop improper placement 

KCCAUOHYcR U • BATEtlAN'c U i< Region 1. Philadelphia' Office of the 
Director 30/06/17 13pp 


BOOfOSOOiO Forwards Revision 1 to IE flolletin ao-lfc "‘Failures of 
Hercurg'Wetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
rtsponte required 

CRIER) B HI Region 1< Philadelphia! Office of the Director 
80/DB/15 Ip 


6009120110 Forwards Suppl 3 to IE Bulletin 80-17< "Failure of Control 
Rods to Insert During Bcram at BWR " No written response 
required 

ORIERcD H Region 1. Philadelphia, Office of the Director 
eO/08/22 IP 


B009IB0044 Forwards IE Circular 00-10, "10CFR30 59 Safety Evaluations 

for Changes to Radwaste Treatment Sys " No written response 
required 

GRIERpO H Region 1, Philadelphia, Office of the Director 
00/08722 Ip 


8009090559 Responds to IE Bulletin B0-1& re potential misapplication of 
Roieai-Dunt Models 1151 it 1152 Investigation should be 
conpleted by 801110 Awaiting response from Bechtel h 
AE 

HARTINc T J Public Service Electric 1 Oas Co of New Jersey 
aO/09/27 I P 


B009120239 Forwards IE Info Notice 80-31, "Maloperat ion of Oould-Qrown 
Boverl 430 Volt Type K-600S 4. K-DON 6003 Circuit Breakers " 

Ko written response required 

CR1ER>D H Region 1, Ph i iadelph iai Office of the Director 
B0/0&/Z7 Ip 


600923079’S Forwards IE Circular 80-21, "Regulation of Refueling Crews 
No written response required 

CRIER. B H Region 1. Ph i lade iph ia> Office of the Director 
80/09/10 Ip 


8009240330 Forwards IE Info Notice 80-32, "Clarification of Certain 
Requirements for Eic 1 us i ve-Use Shipments of Radioactive 
Hail* " No written response required 

CRIER, S, H Region I, Philadelphia, Office of the Director 
80/09/12 Ip 


DOCHET 50-356 UNIV OF ILLINOIS LOPRA RESEARCH REACTOR 


R Periodic operating reports 6 related correspondence 


8009130486 Forwards "Annual RoptiAug 1979-Aug 1980, I L LDPRA Reactor " 
BECK, 0 P , CHILTON, A D Illinois, Unlv of, Vrdana-Chanipa Ign 
eO/09/03 ip 


— 6009150461 "Aimual Bept, Aug 1979-Aug 19B0, IL LOPRA Reactor 
• Illinois, Unlv of, Urbana-Champaign BO/09/03 Ip 


DOCKET 30-358 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A Appl lea t ion/cons true t ion stage documents 4, correspondence 


8009020117 Confirms 800724 teleon arranging NRC 000730 4, 31 meeting 
kf/eeveral SMR license Forwards sample Itr w/meeting 
e chedulc 

NEfSHNANiR F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch BO/07/24 Ip" 


8009080090 Forwards draft NUREO-0696, "Functional Criteria for 
EAtrgency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUfiEO'0696 end U/o NUREO 

EISEHHUT, DO Division of Licensing 00/09/01 H9pp 


3069D9063I Notification of cancellation of 800827 meeting w/BUR 
licensing review group to discuss concensus positions on TMI 
l«sves <NURED-0694> 

«]L50N,J N Assistant Director for Licensing SO/OB/04 lOpp 


8009110255 Requests that util advise NRC on number of lines exempted on 
aialn steam, nuc lear boi ler, res 1 dual heat removal, coolant 
Injection, reactor recirculation 4, standby liquid control sys 
r« permitted exemptions under ASME Code, Section XI, lWB-1220 
BCHWENCEfl.A Licensing Branch 2 80/09/21, 6pp 


B0091 10742 Notification of 000904-05 meeting w/Mar k II owners group to 
discuss plants chugging C/Q 6 lateral load specs 
ANDERSON, C Containment Systems Branch 00/00/29 I4pp 

8009260671 Forwards request for add) info re Catego'ry I masonry wall 
design 

TEDESCO. R L Assistant Director for Licensing 00/09/10 Spp 


0OO929OOS6 Forwards positions re degraded grid voltage 4, protection of 
reactor containment electrical p ene tra 1 1 ons, d eve I o ped during 
rev tew of FSAR Requests date or response 

TEDESCO, R L Assistant Director for Licensing 90/09/12 0pp 


8009260091 Notifies of 901007 proposed date to review whether QQE 4, SRV 
responses should be considered separately or combined during 
AShE code fatigue calculations OE selected samples to 
emphasize highly fatigued components 

WILSON, J N Assistant Director for Licensing BO/09/15 9pp 


£ NRC Safety Evaluation Report (SERI, suppls 4 corre spondence 


9009250267 Requests addi info re containment pressure boundary fracture 
toughness for final 5£R completion 

TEDESCO, R L Assistant Director far Licensing BO/09/10 3pp 


F Security, medical, emergency 6 fire protection plans 


80D90305B8 Forwards Revision 16 to "'Fire Protection Evaluation Rept 
DORCMANH, E A Cincinnati Oas 6 Electric Co 80/08/29 Ip 


— 8009030590 Revision 16 to "Fire Protection Evaluation Hept 
e Cincinnati Oas 4, Electric Co 80/08/31 2pp 


0009050333 Comment* on util 0OOB18 preliminary evacuation time study 4, 
requests NBC Insure that City of Mentor has integral role in 
facility emergency planning Study has serious flaws that 
must be examined 4 corrected 
REDER, M Mentor, KY 80/09/02 2pp 


B0092S0490 Immediate action Itr re potentially deficient fire stop 
matl mfg by Tech-Sll, l-nc Lists products found to be in 
nonconformance u/proje-ct 6 NBC requirements It actions to bo 
completed before leaded elastomer Installation is continued 
KEPPLER.J, ff Region 3, Chicago. Office of the Director 00/09/04 
Spp 


0 Adjudicatory c orreipoodenee 


0009030693 Response to parties' comments on Contention 5 per ASLD 
800714 order re potential haiards of irradiated fuel 
transportation Urges same degree of protection for residents 
of nonurban areas Certificate of Sve 4, address change end 
FANiiHAlfSER, D Frankh aus er , D D WQLIVER, J Wo I iver, J 0 80/00/26 

Spp 


SQ0902044S Forwards Commission 800519 amend to emergency planning 
rules N/o end 

□ARTH, C A Hearing Branch 3 80/09/29 Ip 


80090SD272 Responds to ASLB 800804 memorandum on behalf of util, re 
util 4, NRC plans for analyzing t evaluating safety 
significance of 000727 earthquake Utlt has concluded that 
event had no safety significance for facility 

CONNER, T ff Conner, Moore tr Cor bar CONNER. T 0 Cincinnati Oat & 
Electric Co 00/09/02 2pp 


8009100595 Response in opposition to applicants' motion for summary 
dltposltlon of Contention 5, per ASLB 800714 order inviting 
comments in light of physical protection final rule Durden 
of proof not sustained Certificate of Sve end 

MARTIN, D K , DESHEAft, S L Kentucky, State of 80/09/04 lOpp 


0009220413 Memorandum advising NRC to provide ASLB u/best estimate for 
itsuance of BER suppl re unresolved generic issues Urges NRC 
to evaluate applicants f inane ial ability re i terns manda t ed 
by TKT accident 6 various contingencies 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 80/09/17 
4pp 


8009300016 Response in opposition to State of KY B00904 objection to 
summary disposition of Contention 5 Concurs w/ASLB 800714 
memorandum 4, order Challenge to spent fuel casks design le 
barred as matter of law Certificate of Sve end 
CONNER, T B , WETTERHAHN, « J Cincinnati Oas 4 Electric Co 
CONNER, d a Conner, Moore U Corber 80/09/23 7pp 
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DOCKETED ITEMS 


0 Inspection repoctoi IE Dullotins it correspondence 


8009040531 Foruerds IE Qu lie tin 00-07, Bupp) 1. "aHn Jet Pump Assembly 
Failure '' Response required 

KEPPLER. J C Rejion 3, Chicago. Office of the Director BO/OS/14 

Ip 


80091104.55 forwards IE Insp Rept 50-358/00-15 on 800623-27 6 notice of 
violation 

FIORELLI.O Region 3. Chicagoi Reactor Construction tt Engineering 
Support Branch 00/07/25 2pp 


— 8009110656 h’otlce of violation from insp on 800623-27 

e Region 3, Chicago. Office of the Director 80/07/23 Ip 


0009260137 Responds to IE Bulletin 80-19 fc Revision 1< "Failures of 
Kercury-Uet ted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Pousr Plants Designed by C-£ ” Relays not 
utlliied In reactor protective sys of facility 
DOROHANM. e A Cincinnati Oas «< Electric Co 80/09/03 Ip 


8009240090' Forwards IE Circular BO-21, "Regulation of Refueling Creus ■ 
No uritten response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/09/10 
It 


8009290146 Forwards requesc for Info re turbine disc for NRC revlcu »f 
inservice insp program 

fEDESCO, R L Assistant Director for Licensing 80/09/10 4pp 


-8009110661 IE Insp Rept 50-358/80-15 on B00623-27 None amp 1 lance noted 
failure to establish controls to assure that structural 
design changes arc implemented in field !< verified by QC 
KNOPiR C . BARRETr.P A Region 3. Chicago, Office of the Director 
00/07/25 4pp 


000916090? Forwards IE Insp Rept 3O-3S0/6O-14 on 600602-06,09-10.16-20 
V 23—26 6 notice of violation 

HEI8HI1AN, R F Region 3, Chicago. Reactor Operations Nuclear Support 
Branch 00/07/31 2 pp 


— 8009160512 Notice of violation from insp on 800602-06,09-10,16-20 t 
23-26 

* Region 3, Chicago, Office of the Director 80/07/30 2pp 


—0009160514 IE Insp Rept 90-358/00-14 on 800602-06,09-10,16-20 I, 23-26 
Honconip 1 lane e noted inadequate corrective action to control 
weld rod t Inadequato corrective action taken on audit 
findings 

UARNICK, R F . DANIELS.F T Region 3. Chicago, Office of the 
Director 80/07/30 7pp 


8009030192 Forwards Revision i to IE Bulletin 30-19. "Failures of 
Hercury-lle ttod Matrix Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Uritten 
response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/OB/I5 

Ip 


8009IS0473 Forwards IE Info Notice 60-30. "Potential for Unacceptable 
Interaction Oetween Control Rod Drive Scram Function l< 

Nonessential Control Air at Certain CE BNR Facilities " No 
specific action or response requested 

KEPPLERf J 0 Region 3. Chicago, Office of the Director 60/08/20 

Ip 


B0D929O446 Ack receipt of 800821 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Rept SO-390/BO-1S 
FIORELLIiO Region 3. Chicago, Reactor Constroctlon i Engineering 
Support Branch 80/09/10 Ip 


— 6009290460 Responds to NRC 1 tr re violations noted in IE Insp Rept 
50-356/80-13 Corrective actions procedure establishing 
method to verify field activities will be Issued 
B0R9MAMN,E A Cincinnati Oas << Electric Co 80/0B/2( 2pp 


8 Reportable occurrences, LERs I, related correspondence 


B0091S0062 Part 21 rept re power plant noncomplying valves Reanalytii 
90/ complete Corrective action Involves design changes t< 
review hy customer engineering tt field personnel High 
priority on valves which must meet increased loading. 

NIERAUS.P U Mil Ham Powell Co 60/08/03 2pp 


8009100620 Ack receipt of B00804 Hr informing NRC of actions taken to 
correct deficiency re Ruskln fire dampers 

FIORELLI, C Region 3, Chicago, Reactor Construction t< Engineering 
Support Branch SO/OS/25 Ip 


6009250490 Immediate action Hr re potentially deficient fire stop 
eiatl mfg by Toeh-311,Inc Lists products found to be in 
nonconformance lu/project NRC requirements tt actions to be 
completed before leaded elastomer installation is continued 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 90/09/04 

2pp 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION. UNIT 2 


A App I icat ien/construc t ton stage documents & correspondence 


8009120032 Forwards Suppl 3 to IE Bulletin 80-17, "Failure of Control 
Rods tP Insert During Scram at DNR " No uritten response 
r aqulr ed 

KCPPLER, J O Region 3. Chicago. Office of the Director 60/00/22 

Ip 


8009170408 Forwards IE Circular 80-IB, "I0CFR30 39 Safe-y Evaluations 
for Changes to Radwaste Treatment Sys " Mo written response 
requ 1 red 

KEPPLER.U 0 Region 3. Chicago, Office of the Director 80/00/22 
(P 


60092300BI Forwards IE Info Notice 80-31, "Maloperation of Oould-Brown 
Dover i 480 Volt Type K-600S t K-DDII 600S Circuit Breakers " 

No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 60/08/28 
Ip 


0009250223 Ack receipt of 800804 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-356/80-09 
KEPPLER, J 0 Region 3. Chicago. Office of the Director 00/08/30 
ip 


— 6009250227 Responds to NRC 000703 Hr re violations noted in IE Insp 
Rept 50-3S8/B0-09 Corrective actions MJ Kaiser procedure re 
control of nonconforming matls will be revised 
BaRGMANN. E A Cincinnati Oas i Electric Co 60/00/04 2pp 


309170422 Responds to IE Bulletin &0-I9 P Revision 1 re failures of 
iercury-we tted matrix relays in reactor protective sys 
denblfled relays are not used in facility Four manhours 
ipended for Investigation 

OROKANN.E A Cincinnati Oas t' Electric Co 00/09/02 Ip 


6009120503 Notification of contract execut ion. Mod 5 to "Simulation of 
Earthquake Ground Motions for San Onofre " Contractor K Aki 
MCNULTY.A Administrative Contracts Branch FIN B-693i 60/04/01 

tp 


— 8009120514 Mod 5. extending period of performance t> adding addl fundi ii 
"Simulation of Ground Motions for Ban Onofre “ 

AKt'K Massachusetts Institute of Technology PERLMAN. U 
Administrative Contracts Branch FIN B-6S31 80/04/01 Ip 


8009060060 Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUAEO-0696 end N/o NUREO 

EISENHUT, D 0 Division of Licensing 80/06/01 119pp 


6009020CD6 Forwarde addendum to June 1900 response to Question 361 63. 
re origin of folds & faults. of f shore & south of faelllty.per 
NRC request during 800814 geosciences meeting Addendum will 
be Included in Amend 21 to F9AR, to be submitted In Oct 1980 
OASKIN.K P Southern California Edison Co 00/08/22 2pp 


— 8009020007 Addendum to June 1900 response to Question 361 63 re origin 
of folds I. Paul tsi offshore %• south of facility Four 
composite geologic cross-sections end 
■» Southern California Edison Co 80/08/22 23pp 


—0009020010 "Offshore Geologic Structure. " Plate 2, Sheet 
a Southern California Edison Co 80/08/31 Ip. 


12 


0009100417 Summary of 800724 meeting w/applicants to discuss analysi* 
of Imperial Valley earthquake of Oct 1979 
ROOD. N Licensing Branch 3 80/08/87 16pp 


9170439 Responds to IE Bulletin 80-30 re failures uf Ues t Inghousa 
pe M-a spring return to neutral conbrol switches 
xntlfied suitchee are not used In safety-related areas 
mandays expanded for investigation 

IKAMH, E A Cincinnati Gas 4 Electric Co 80/09/02 Ip 


8009150420 Not if teat ion of contract execution “FoHowon to SlmoJatien 
of Earthquake Ground Motions for San Onofre Nuclear 
Generating Btatiosi." awarded to E Luco 

LITTLE. M Administrative Contracts Branch FIN 8-6898-0 80/06/2/ 

ip 



DOCKETED ITEMS 
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•ffOO?! 50424 Contract '‘FoUouon to Simulation of Earthquake Ground 
Hotton« for San Onofre Nuclear Generating Station<" awarded 
to C Uuco 

LUCO^'if £ Lucoi J E PERLMAN p J Administrative Contracts Branch 
FIN B-6a9a-0 BO/Oa/27 5pp 


SiH)'9l40Z27 Notification of 000909-10 meeting u/util to conduct 
caseload forecast panel site visit 
ROODpW Uicenslng Branch 3 80/00/27 4pp 


800V|di0252 Summary of 800812-15 meeting w/Southern CA Edison CopC-Ep 
B echtel 4i San. Diego Gas 4 Electric Co In Bethesda.MO to 
discusi nOJl-TMI related open items 
RDCBiH Licensing Branch 3 SO/00/27 llpp 


e0'0?24O62Z Notification of 800909-11 meeting u/util in San C 1 eraenle. CA 
to pconduct electrical site visit 
ROCDiH Licensing Branch 3 00/08/27 3pp 


0OO9’24OOS2 Notification of contract execution "Folloiuoo to Simulation 
of Earthquake Ground Motions for San Onofre Nuclear 
Generating Station ” Contractor R Hermann 

LITTLEi K Admi nis trabive Contracts Branch FIN B-6090-0 80/00/30 

ip 


--aO0?340057 Contract "Follouon to Simulation of Earthquake Ground 
HPtioni for San Onofre Nuclear Generating Station." awarded 
to R Hermann 

HERKANli. ft St Louis Univ PERLMAN. J Administrative Contracts 
Branch FIN 8-6098-0 80/00/28 5pp 


800i9030302 Forwards responses to NRC 800523 4 0616 t trs. propr i e tary 
tc rioiiproppietary versions of CEN-135(s)p "CPC/CCAC Software 
Kads for San Onofre Unit 2." in response to NRC question 
221 la llithholding affidavit end 

SASKINiK P, Southern California Edison Co 00/09/03 77pp 


■BGOfOSOOOa “CPC/CEAC Software Mods for San Onofre Unit 2 " Proprietary 
version withheld iref J0CFn2 790) 

* Combustion Engineering, tnc CEN-135<S)-NP 00/00/31 79pp 


eC)09SlOS47 MO' 1 1 f ica tion of 800910 meeting w/util 4 C-E in Dethesda.MD 
to discuss NRC questions re CENPD-178 
fliXJD.H Licensing Branch 3 0O/O9/O'» 3pp 


B009IS0273 Notification of 800909 meeting u/util 4 C-E in Windsor, CT 
to discuss audit of CENPD-178 analysis methods 
ncODi H Licensing Branch 3 60/09/04 3pp 


6049)80330 Forwards questions re Executive Order 11980 - Flood Plain 
Ngt Response requested by 600912 

TEDESCa.R L Assistant Director for Licensing 00/09/04 4pp 


8009290143 Notification of 800926 meeting w/utils 4 Kerr-McGee Chemical 
Carp In BetJiesda.MG to discuss review 4 recommendations for 
sits specific ground response spectra 4 program plans for 
soismic functional qualification of Class IE equipment 
M.LfSONI> D. P Systematic Evaluation Program Branch 00/09/08 3pp 


6009190913 Notification of 000923 meeting w/util,US08 4 CDMO in Menlo 
ParkiCA to discuss seismology 4 geology re facilities. 

ROOD, H Licensing Branch 3 00/09/09 3pp 


6009180421 Forwards response to hydraulic engineering questions re 
flood plain mgti per NRC 600904 request Site does not fall 
within floodplain as defined by Executive Order 11900 
BASKIN. K P Gouthern California Edison Co 00/09/10 4pp 


•8009180429 "Preconst Floodp lains, Uni ts 2 4 3 " 
a Southern Califonnia Edison Co 80/09/10 Ip 


•8009100433 "Post-Const Floodplains. Units 2 4 3 " 
a Southern California Edison Co 00/09/10 Ip 


BQ092501S'0 Approves of util 000115 plans to terminate preoperat lonal 
••nltorlng program 

SCHMENCCR. A Licensing Branch 3, 80/09/11 3pp 

3309230481 Forwards proposed memorandum of agreement for San Onofre 
transmission lines 4, two Itrs from State of CA, Dept of 
Parts 4 Recreation, per 600909 tolcon Formal request for 
concurrance will fallow shortly 

SCALETTtvD. 3 Licensing Branch 3 00/09/13, 9pp 


'-S0092S0456 Informs of assuming H Bass responsibilities Requests 
Informal aieeting w/NRC to discuss directions of mutual 
Interests in preserving cultural resources 
BELL, D A. California, State of 80/04/18 Ip 


F Security, medical, emergency t- fire protection plans 


0009030356 Notifies of 000019,22 4 30 regional workshops re development 
of guida.nce for acceptable method for coping w/emergenc i e s 
at facility Requests that representative be sent Subj areas 
to be discussed include function of facilities 4 location 
EMCELKEN, R H Region 5, San Fiancisco, Office of the Director 

60/08/12 2pp 


0000270270 Forwards Ju 1 1960 revised etrergency plan, it, response to NRC 
791031 request for addl info Licensee is assisting local 
govt in devising emei gency rasponse procedures 
BASKIN, K P Southern California Edison Co 60/08/10 2pp 


.0000270200 Emergency plan 

* Southern Californio Edison Co * San Diego Gas 4 Electric Cq 
00/07/31 225PP 


8009030367 Forwards revised safeguards contingency plan per NftC 791211 
4 000324 requests Plan withheld (ref 10CFR2 790) 

BASKIN, K P Southern California Edison Co 80/08/28 2p p 


8009050206 Forwards Revision 1 to security force training 4 
qualification plan Plan withheld Cref 10CFR2 790} 

BASKIN. K P Southern California Edison Co 60/09/03 Ip 


6009240347 Forwards emergency planning Info for placement in local PDR 
SOUDER, J L Division of Rules and Records 60/09/04 Ip 


G Adjudicatory correspondence 


6009020059 Order establishing discovery schedule Discovery re geology, 
seismology 4 emeigency planning shall end 30 days following 
NRC safety evaluation t sve of emergency plan Depositions 
shall te completed 40 days after such sves 

smith, I H Atomic Safety and Licensing Board Panel 80/08/27 Spp 


8009160339 Forwards NUnEO-73/l 1 1 , NUREG-0654 L NUnEO-0696 in response 
to 600611 telcon re emergency planning inro W/o enc 1 s 
DAVIS, L D Hearing Branch 4 BO/OS/27 Ip 


8009110396 Forwards stipulation to extend time within which Southern 
CA Edison Co will answer Intervener Friends of The Earth 
00061 1 interrogatories 

PICOTT.D R Chickering 4 Gregory 60/09/03 ip 


— 8009110399 Stipulation between par t i es . al lowing Southern CA Edison Co 
extension until 0OO91S to respond to intervenor Friends of 
The Earth 60061 i interrogatories Approved by A3LD on 800909 
PIOOTT.D R Southorn California Edison Co PIOOTT.DR San Diego 
Oas 1 Electric Co PIGOTT.U R Chickering 4 Gregory 80/08/27 
2pp 


0009100406 Interrogatories directed to NRC re Cristlanitos fault, 
Nowport-Ing 1 ewood-Rose Canyon-San Miguel fault zone 4 other 
seismic-related issues Certificate of Sve end 

UHARTON, R J , POOALIES, J K Friends of the Earth WHARTON, R J 
Wharton & Pegalies 80/09/04 I7pp 


0009190299 Responds to FOIA request for 15 documents listed in 
bibliography of NiJREG-0625, "Repb of aitlng Policy Task 
Force " Documents 6-8 4 13 are available in PDR Forwards 
rema ining documents 

FELTON, J H Division of Roles and Records 80/09/04 Ip 


•0009190507 Informs Commission of proposed changes to meteorological 
model used in assessing potential accident consequences foi 
nuclear plants, for determination of site acceptability & 
adequacy of cnglnDercd safety features 

MINDOUE, R B Office of Standards Development, Director 
8ECY-79-362 79/06/04 7pp 


— 0009190630 Requests that end. "Differences in Procedures for 
Estimating Atmospheric Dispersion Conditions at Inland 4 
Coastal Sites. " be sent to appropriate Boards 
SCIwra.J F Hearings Division 79/04/04 16pp 


8009090774 Forwards 000819 FR notice re final rules upgrading emergency 
planning regulatlons.effectlve 601103 
CHANDLER, L J Hearing Branch 1 80/09/05 19pp 


8009160341 Advises that NDFlEG-75/t 1 1, NURE0-0fa94 4 NUftEO-0696 were 
mailed on eO0e27 per 800028 Inquiry about emergency planning 
info Discovery requests should be made through counsel 
Wharton 

DAVIS. L D Hearing Branch 4 00/09/11 Ip 
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6009190OB3 Respan5« to lotervenor Friends at The Earth 80081 t fourth 
iet cf tnter rage tor ie« Objects to portions requesting 
production of documents Certificate of Sve end 

PIOOTT. D R . CASEY. S D . KOCHER.C R Southern California Edison Co 
30/09/15 d6pp 


H Oenerai correspondence 


3009050359 Urges NRC not to Issue lou pouer fuel loading license for 
Unit 2 

L1TFI-M.lt Affiliation Unkn-oun 80/08/.aS Ip 


30091S0448 Opposes licensing of facility for loui level fuel loading 
due to undue risks posed to public health £ safety Requests 
to be informed of NRC actions 4. future public hearings 
HARRIS, JF Affiliation Unknown 30/08/28 ip 


8009] 10399 Opposes licensing of facility 

KLEIN. S Affiliation Unknown BO/03/29 Ip 


— 3009190344 Application for amend to facility license app 1 1 cat 1 ont.. 
incorporating Amend 20 to FEAR Amend consists of responses 
to NUnEG-0694 « NUREG-0660. “TMI-Related Requirements for 
Neu OLs " 

• Southern California Edison Co OILLMANtO W San Diego Oaf b 
Electric Co 80/09/ 12 3pp 


— 00091903SI Amend 20 to FSAR, me I ud i ng responses to NUREG-0694 b MUREG* 
0h60. "TMl-Related Requirements for New OLs ■' 

a Southern, California Edison Co * San Diego Gas U Electric Co 
BO/OB/31 225pp 


P Operating license stage documents b correspondence 


80092A0022 Notification of second rescheduling until 801003 for meeting 
u/SEP owners group 4 KKC. Inc lo discuss NRC initial review 
of site-specific ground response spectra ti util program 
for seismic functional qualification of Class IE equipment 
ALLISON. D P Systematic Evaluation Program Branch 80/09/10 3pp 


3009110398 Opposes low level testing L licensing of fact lity. since no 
evacuation plan possible 

HART INEZ P R Af f i I la 1 1 on Unk noun 80/09/29 Ip 


8009120IB3 Opposes licensing of Facility for low power testing allowing 
bypass of new TMl mods A evacuation laws Requests 
notification of public hearings on issue & any procedural 
change 

COHFH. E Affiliation Unknoun 80/03/29 Ip 


600912044-1 Opposes licensing of facili ty f or low level testing due to 
undue risks posed to health t safety of public t. environ 
BRCMN. P Affiliation Unknown 80/09/29 Ip 


0 Inspection reports. IE Bulletins & correspondence 


8009020258 Forwards IE Insp Repts 30-31.1/80-09 b 90-362/80-0* on 
800429-0901 No noncomp 1 lanes noted 

SPENCER. O S Region S. San Francisco. Reactor Construction b 
Engineering Support Branch 80/07/10 2pp 


—8009020267 IE Insp Repts 30-361/80-09 b 50-362/80-06 on 800429-0501 
No noncofflpl lance noted Kajor areas Inspected const 
activities including previous open items b equipment storage 
b ma 1 nt 

ECKHARDT.J H . ELIM. J 0 Region 5. Ban Francisco. Office of the 
Director HAYNES.R C Region 3, San Francisco. Reactor 
Construction b Englnooring Support Branch 80/07/10 6pp 


8009050330 Eipresses opposition to nuclear energy b licensing of Unit 
2 

COHE-N. P Affiliation Unknown 60/09/03 Ip 


6009110430 Opposes granting lou power loading license to avoid 
evacuation plan requirements 

PULIDO. 11 Affiliation Unknoun 80/09/03 Ip 


8009100449 Forwards updated IOCFR2. 50.51 b 100 W/o end 
CHANDLER, L J Hearing Branch I 00/09/05 ]p 


8009160626 Responds to IE Bulletin 79-03A. "Longitudinal Weld Defects 
in ASKE SA-312,Type 304 Stainless Steel Plpo " Only piping 
components subjected to design stresses greater than B5X of 
allowable stresses listed in end 

BASKIN, K P Southern California Edison Co 80/09/01 7pp 


6009260297 Forwards IE Info Notice 00-29, "Broken Studs on Terry 
Turbine Steam Inlet Flango " No written response required 
ENOELKEM. R H Region 5. San Francisco, Office of the Director 
80/00/07 ip 


800912016'8 Opposes granting lou-pouor fuel loading license, or any 
license, to Unit 2 Requests any info re new developments 
concernirg facility operation 

PAUlSOM. K Affiliation Unknoun 80/09/09 ip 


6009120475 Forwards IE Insp Rept 30-361/80-11 on 800615-0717 No 
noncomp 1 lanco noted 

CREUS, -J L Region 3. San Francisco, Reactor Operations Nuclear 
Support Branch 80/00/12 2pp 


8009120435 Opp-oses licensing of facility Hunan needs should be placed 
before monetary gains 

POLLACK. S Affiliation Unknoun 00/09/03 Ip 


8009120430 Eipresses concern re low power fuel loading license for 
plant < requests info- re public hearings 
5IQUR.S R Affl nation Unknown 80/09/05 Ip 


B009120439 Opposes licensing of facility due to undue risks posed to 
public b future health b safety 

DEI'ECOUR.C Affiliation Unknown 80/09/05 Ip 


•B009120479 IE Insp Rept 50-361/00-11 on 000613-0717 No none ompl lance 
noted Major areas Inspected preoperational teal program b 
procedures & Independent insp program 

FAULKENQERRY. B Region 5. San Francisco. Reactor Operations 
Nudear Support Branch JOHNSON, A D . PATE. R J Region 9. San 
Francisco, Office of the Director 00/08/11 4pp 


0009030280 Forwards Revision 1 to IE Bulletin 00-19. "Failures of 
Mercury-Watted Hatrli Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

ENGELKEN. R H Region 3. San Francisco. Office o# the Director 
80/00/19 Ip 


8009120442 Opposes licensing of facility for low level testing doe to 
undue risks posed to public b environ health b safety 
Nuclear power is unnecessary 

POLLEITiR Affiliation Unknown 90/09/05 ip 


8009290457 Forwards IE Info Notice 00-27. "Degradation of Reactor 
Coolant Pump Studs " 

ENOELKEN. R H Region 9, San Francisco. Office of the Director 
80/08/ 18 4pp 


8009230637 Protests plant licensing even ir autborl la 1 1 on is only for 
operation at 57. capacity Expresses concern that conversion 
to safe nonnuclear fuels will consequently be more 
di f f leu 1 1 

MARTIN. <1 Affiliation Unknown SO/09/14 Ip 


6009160184 Forwards 16 Circular 80-16. "lOCFRSO 39 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

ENOELKEN, R H Region 5. San Francisco, Office of the Director 
00/08/22 Ip 


0009230633 Forwards transcript of 800314 public meeting in Bethesda.MD 
re seismic issues Similar documents usually available at 
LPDR W/o end 

DAVIS. L D Hearing Branch 4 00/09/18 Ip 


8009300017 Submits response to IE Bulletin 00-16 Rosemount Models 1151 
b 1192 pressure transmitters are not planned for use in 
safety— related applications 

BASKtH. K P Southern California Edison Co 80/00/26 2pp. 


K Utility Final Safety Analysis Report (FSAR) b amends 


8009190333 Forwards Amend 20 to FSAR Amend contains responses to NUREi 
0660 i NUREO-069.1, “TMI-H elated Requirements for Hew QLs " 

DIETCH. R Southern California Edison Co 80/09/12 ip 


8009120463 Forwards IE Info Notice B0-3t, "Kaloperation of Gould-Brown 
Bovori 400 Volt Typo K-600S « K-DON 600S Circuit Breakers “ 

No written response required 

ENSELKFN, R H Region 3, San Francisco, Office of the Director 
80/00/27 ip 


DOCKETED ITEMS 


195 


S Rsportabic occurrences. LERs i> related correspondence 


8009090470 Final deficiency rept re lubricated arrature bumpers on some 
fiEHA Site 3 starters t> contactors mtg by Square D Co All 30 
suspect starters upi 1 1 be inspected during Sept 19QO Starter 
bunpers containing lubricant uiill be replaced 
PAPAV.U r Southern California Edison Co 00/09/03 3pp 


8049300431 Final deficiency rept re excessive bypass flau for high 
pressure safety injection pumps Orifice assembly design has 
been modified by manufacturer t ui 1 1 be installed by SOIOIS 
PAPAYi L T Southern California Edison Co SO/09/25 3pp 


T Hearing transcripts on non-a.it i trust matters 


8009240053 Notification of contract execution "Folloiuon to Simulation 
of Earthquake Oround Motions for San Onofre Nuclear 
Generating Station ” Contractor R Hermann 

LlTILE.M Administrative Contracts Branch FIN B-6B9a-0 80/09/26 

Ip 


"8009240057 Contract "FoUouon to Simulation of Earthquake Ground 
Motions for San Qnofre Nuclear Generating Station." auarded 
to R Hermann 

HERMAMH, R St Louis Univ FIN 3-6898-0 00/00/26 5pp 


8009050302 Foriiiards responses to NRC 800533 t 0616 1 trSj propr i etary 
If nonpreprietary versions of CEN-135t5}. “CPC/CEAC Softuare 
Mods for San □nofre Unit 2." in response to NRC question 
221 18 Uithholding affidavit enc] 

BASKIN. K P Southern California Edison Co 80/09/03 77pp 


6009)00021 Summary of 0OOB14 meeting u/util h U50S In Bethesda. HD re 
offshore exploration results Transcript enc 1 
ROOD. H Licensing Branch 3 60/08/21 4pp 


— B0090S0308 "CPC/CEAC Software Mods for San Onofre Unit 2 " Proprietary 
version tulthheld (ref 10CFB2 790) 

« Combustion Engineering. Inc ceM-I35( Sl-MP 90/06/31 79pp 


— 8409100024 Transcript of 800814 public meeting u/util li UQGS in 
SetheSda.MD re offshore exploration results Pp 1-76 
* Licensing Branch 3 80/08/14 05pp 


8009110547 Notification of 800910 meeting w/uti 1 I- C-E in flcthesda.MD 
to discuss NRC questions re CEMPD'-170 
ROOO^ H Licensing Branch 3 80/09/04 3pp 


BUCKET 50-362 SAN ONOFRE NUCLEAR STATION. UNIT 3 


A Appllcation/construction stage documents t cerrespondence 


fl00?1205OS Notification of contract e xecut ion. Mod S to “Simulation of 
Earthquake Ground Notions for San Onofre " Contractor K Aki 
KCNULTy.A Administrative Contracts Branch FIN D-6331 60/04/01 

tf 


— 80091205)4 Nad S. extending period of performance U adding addl funds to 
"Simulation of Oround (lotions for San Onofre " 

AKI.K Massachusetts Institute of Technology FIN B-6531 
64/04/01 Ip 


8009120273 Notification of 600909 meeting lu/uttl 6 C-E in Uindsor. CT 
to discuss audit of CEN°D-176 analysis methods 
BOQD/H Licensing Branch 3 80/09/04 3pp 


6009100330 Forwards questions re Executive Order 11908 — Flood Plain 
Mgt Response requested by 800912 

TEOESCO. R L Assistant Director for Licensing 60/09/04 4pp 


0009290143 Notification of B00926 meeting ui/utlls 4. Keri — KcOee Chemical 
Corp in Bethssda.MO to discuss revleu 4 recommendations for 
site specific ground response spectra 4. program plans for 
seismic functional qualification of Class IE equipment 
ALLISON. D P Systematic Evaluation Program Dranch 80/09/08 3pp 


6009080080' Forwards draft NUREC-0696t "Functional Criteria for 
Emergency Response Facilities “ Comments requested uithln 30 
fays Proposed implementation schedule for meeting criteria 
ef NUREO-0696 end U/o NUREO 

EISENKUT. D 0 Division of Licensing 80/08/01 119pp 


S009030006 Forwards addendum to June 1980 response to Question 361 63. 
rt origi'n of folds 6 faults, offshore 6 south of facility, per 
NRC request during 800814 geosciences meeting Addendum will 
be included in Amend 2i to F8Afl. to be submitted in Oct 1980 
BASKIN. K P Southern California Edison Co 80/08/22 2pp 


— B009020007 Addendum to June 1900 response to Question 361 63 re origin 
of folds l< faul ts. of f shore 4- south of facility Four 
composite geologic cross-sections end 
a Bouthern California Edison Co SO/OS/22 23pp 


— E009D2DOI0 "Offshore Geologic Structure." Plate 2iSheet 12 
• Southern California Edison Co 80/08/31 tp 


6009190913 Notification of 800923 meeting w/uttl.U6GS 5 CntIO in Nenlo 
Park.CA to discuss seismology 4 geology re facilities 
ROOD. H Licensing Branch 3 80/09/09 3pp 


80091B0431 Forwards response to hydraulic engineering questions re 
flood plain mgt. per NRC 800904 request Site does not fall 
within floodplain as defined by Executive Order I193B 
BAEKIN.K P Suuthern California Edison Co 80/09/10 4pp 


--8009180429 “Preconst F I ondp I al ns . Uni Is 2 6 3" 

* Southern Califoinla Edison Co 80/09/10 tp 


— 8009180433 "Post-Const Floodplains. Units 2 t- 3 " 
e Southern California Edison Co 00/09/10 Ip 


0009250130 Approves of U'til BOOltS plans to terminate preoperational 
monitoring program 

6CHNENCER.A Licensing Branch 3 60/09/11 3pp 


8009100417 Summary of 800724 meeting w/applicants to discuss analysis 
■of Imperial Valley earthquake of Oct 1979 
ROOD. fi Licensing Branch 3 80/08/27 16pp 


6009150420 Notification of contract execution "Follouion to Simulation 
of Earthquake Ground Notions for San Onofre Nuclear 
Generating Station. " awarded to E Luco 

LITTLE. N Administrative Contracts Branch FIN 0-6898-0 60/08/27 

If 


— 80091S0424 C'Ontract “Followon to Simulation of Earthquake Oround 
K'Otlons for San Onofre Nuclear Oenerating Station. “ awarded 
to E Luco 

LUCO.J E Luco. d E FIN 0-6898-0 80/00/27 5pp 


©009160227 Notification of 800909-10 meeting w/utll to conduct 
castlodd forecast panel site visit 
RDOO.H Licensing Branch 3 60/08/27 4pp 


^009160252 Summary of 800812-15 meeting u/8outhern CA Edison Co.C-E. 
Sichtel 4( San Diego Gas 4 Electric Co in Bothesda. I'lD to 
discuss non-Ttll related open items 
ROaO.N Licensing Branch 3 80/08/27 Upp 


S009240622 Notification of 000909-11 meeting w/util in Ban Clemente. CA 
to C'On'duc t electrical site visit 
RCN30.H Licensing Branch 3 80/08/27 Spp 


8009250451 Forwards proposed memorandum of agreement for Son Gnofre 
transmission lines V two Itrs from State of CA. Dept of 
Parks 4 Recr eat i on. p er 800909 telcon Formal request for 
concurrence will fallow shortly 

SCALETTI.D C Licensing Branch 3 60/09/13 9pp 


— 8009290456 Informs of assuming H Bass responsibilities Requests 
infoimal piestlng w/NRC to discuss directions of mutual 
interests in preserving cultural resources 
DELL. D A CaJlfornia, State of 80/04/18 Ip 


F Security, medical, cmargency fire protection plans 


8009030338 Notifies of 800819.22 30 regional ujarkshops re development 

of guidance for acceptable methoti for coping w/emergenc i as 
at faciliby Requests that representative be sent Subj areas 
to be discussed include function of facilities 6 location 
ENOELKEN.R H Region 5. 8an Francisco. Office of the Director 

80/00/12 2pp 


800B27027Q Faruiards Jul 1900 revised emergency plan, in response to NRC 
791031 request for addl Info Licensee is assisting local 
govt in devising emergency response procedures 
BASKIN. K P southern California Edison Co 80/08/18 2pp 


“-6008270280 Emergency plan 

* Southern California Edison Co * Ban Diego Gas 4 Electric Co 
90/07/31 223pp 
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aoo«?0303a-/ 

& 800324 
QASKIM. K 


Foruiard-s rsvljed safeguards centinjencg plan 
requests Plan ulthheld <ref lOCFRa 790) 

P SootKern California Edison Co B 0 / 0 B/ 2 B 


per NRC 791211 

2pp 


8009030390 Expresses opposition 
2 

COHtNi P Affiliation Unknouin 


to nuclear energy f/ 


80/09/03 Ip 


licensing of Unit 


80090902B& Forwards Revision 1 to securitg force training i 
qualification plan Plan withheld (ret 10CFR2 790) 

BASKIN. K P Southern California Edison Co BO/09/03 Ip 


80091104.30 Opposes granting low power loading license to avoid 
evacuation plan requirements 

PULIDO, li Affiliation Unknown 80/09/03 Ip 


6009240347 Foritiords emergency planning info for placement 
SOUOER. J L Division of Rules and Records 00/09/04 


in local PER 

Ip 


8009100448 Forwards updated 10CFR2- 50, 51 t 100 U/o end 
CHANDLER. L J Hearing Branch 1 80/09/05 Ip 


C Adjudicatorg correspondence 


8009020059 Order establishing dlscoverq schedule Discovery re geology, 
scismolagy i, emergency planning shall end 30 days following 
NHC safety evaluation h. svc of emergency plan Depositions 
shall be completed 40 days after such svcs 

BrtXTU, E W Atomic Safety and Licensing Board Panel 00/08/27 5pp 

80091*0339 Forwards MUREG-75/i 11 . NUHEO-OtSd h lvUHEC-0696. in response 
to 800811 telcon re emergency planning info H/o ends 
DAVIS. L 0 Hearing Branch 4 60/03/27 Ip 

600911039* Forwards stipulation to attend tunc within which Southern 
CA Edison Co will answer intervenor Friends of The Earth 
800811 interrogatories 

PIQOTT. 0 n Chlckering 4. Gregory 00/09/03 Ip 


— 8009110399 Stipulation between part l es, al lowing Southern CA Edison Co 
extension until 800915 to respond to intervenor Friends of 
The Earth 800811 interrogatories Approved by ASLD on 800908 
PlOOTTpD R Southern California Edison Co PIOOTT-D R San Diego 
Cas t Electric Co PiGOrr, D R Ch i cker 1 ng 4 Gregory 80/08/27 
2pP 


8009100406 Int er roga t or 1 Bs directed to NRC re Cristlanitos fault. 
Newpor t-I ngl ewood-Rose Canyon-San Miguel fault lone t other 
se i S<n i c-rela ted issues Certificate of Svc end 

WHARTON, R J . POGALIES. J K Friends of the Earth WHARTON.R J 
Wharton 4 Pogalles 80/09/04 17pp 


0009190299 Responds to FQIA request fdr IS documents listed in 
bibliography fo NUnEG-0625. '"Rept of Siting Policy Task 
Force " Documents 6-8 t 13 are available in PDR Forwards 
remainltig documents 

FELTQM. J n Division of Rules and Records 00/09/04 Ip 


— 8009190507 Informs Commission of proposed changes to meteorological 
model used in assessing potential accident consequences for 
nuclear plants. For determination of site acceptability (< 
adequacy of engineered safety features 

MHI'fOGUE.R 8 Office of Standards Development. Director 
5ECY-79-362 79/06/04 7pp 


8009120108 Opposes granting low-power fuel loading license, or any 
license, to Unit 2 Requests any info re new developments 
concerning facility operation 

PAULSON. K Affiliation Unknown 80/09/05 Ip 


6009230637 Protests plant licensing even if authorization is only for 
operation at 5X capacity Expresses concern that conversion 
to safe nonnuclear fools will consequently be more 
dif ricul t 

HARTIN.n Affiliation Unknown 80/09/14 Ip 


8009230633 Forwards transcript of 800614 public meeting in Bethesda.HO 
re seismic issues Similar documents usually available at 
LPDR U/O end 

DAVIS.L D Hearing Dranch 4 80/09/10 Ip 


H Utility Final Safety Analysis Report <FSAR) 6 amends 


8009190338 Forwards Amend 20 to FSAR Amend contains responses to NUREO- 
0660 ti NUREO-0694, “TMI-Re lated Requirements for New OLs " 

DIEICH.B Southern California Edison Co 00/09/12 Ip 


— 8009190344 Application for amend to facility license applications, 
incorporating Amend 20 to FSAR Amend consists of responses 
to NUREO-0694 6 NURE0-066O, "TMI-Related Requirements for 
New DLs 

• Southern California Edison Co OILLHAN.D W Ban Diego Gas t. 
Electric Co 80/09/12 3pp 


— 8009190331 Amend 20 to FSAR, Inc lud ing responses to NUREO-0694 t< KUREO- 
0660, **TKI -Re lated Requirements for New OLs " 

» Southern California Edison Co * San Diego Oas U Electric Co 
80/08/31 225pp 


D Inspection reports, IE Bulletins S' correspondence 


8009020258 Forwards IE Insp Repts 50-361 /e0'09 & 50-362/80-06 on 
800428-0301 No noncompliance noted 

SPENCER, O 8 Region 5, San Francisco, Reactor Construction 6 
Engineering Support Branch 80/07/10 2pp 


--0009190630 Requests that enci, ''Differences in Procedures for 
Estimating Atmospheric Dispersion Conditions at Inland 6 
Coastal Sites," be sent to appropriate Boards 
BCINTO, V F Hearings Division 79/04/04 t6pp 


6009090774 Forwards 800819 FR notice re final rules upgrading emergency 
ptannlng reg ul at i ons, e f f ec t ive 901103 
CHANDLER, L J Hearing Dranch 1 80/09/05 19pp 


6009160341 Advises that NUflEO-75/ 1 1 £ , NUREG-0654 U NUREO-0696 were 
mailed on 800927 per 000028 inquiry about emergency planning 
info Discovery requests should be nade through counsel 
Whar ton 

DAVT3,L D Hearing Branch 4 00/09/11 Ip 


8009190083 Response to Intervenor Friends of The Earth 800811 fourth 
sot of Interrogatories Objects to portions requesting 
production of documents Certificate of Svc end 

PIOOTTiO R • CASEVtS B , KOCHER.C R Southern California Edison Co 
60/09/15 46pp 


H General correspondence 


— 9009020267 IE Insp Repts 50-361/80-09 fc 50-362/80-06 on 800420-0501 
No noncompliance noted Major areas inspected const 
activities Including previous open items & equipment storage 
6 malnt 

ECKHARDT,J H , ELIN, J 0 Region 3, San Francisco, Office of the 
Director HAYNES. R C Region 5. San Francisco. Reactor 
Construction J« Engineering Support Dranch 00/07/10 6pp 


8009160626 Responds to IE Bulletin 79-03A, "Longitudinal Meld Defects 
In ASME 0A-312, Type 304 Stainless Stool Pipe " Only piping 
components subjected to design stresses greater than 6SX of 
allowable stresses listed in end 

RASKIN.K P Southern California Edison Co 80/08/01 7pp 


8009260297 Forwards IE Info Notice 00-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No written response required 
EHGELKEH. R H Region 3. Ban Francisco, Office of the Director 
80/08/07 Ip 


8009030280. Forwards Revision 1 to IE Bulletin 80-19, “Failores of 
Mercury-Matted Matrix Relays in Reactor Protective Syi of 
Operating Nuclear Power Plants Designed by C-E '* Written 
response required, 

ENGELKEN. R H Region 5, San Francisco. Office of the Director 
80/06/ 19 Ip 


0009050399 l/rges NRC not 
Unit a 

LlTFINfR Affiliation 


to Issue lou potiior fuel 
Unknown 00/08/28 ip 


load ing 


license for 


0009110398 Opposes low level testing t licensing of foe i 1 1 ty , s inco no 
evacuation plan possible 

MAHTI(JEZ,P R Affiliation Unknown 60/08/29 Ip 


8009ia0'‘*44 Opposes licensing of facilitg for low level testing due to 
undue risks posed to health 4. safety of public A environ 
BROWM' P Affiliation Unknown 80/00/29 Ip 


8009290457 Forwards IE Info Notice 80-27, "Degradation of Reactor 
Coolant Pump Studs " 

ENOELKElUfl H Region 5, San Francisco, Office of the Director 
80/00/18 4pp 


800.9160104 Forwards IE Circular 00-18, "I0CFR50 59 Safety Evaluations 
for Changes te Radwaste rroatment Bys " No written response 
r equt rad 

EMGELKEHtR H Region 3, Sen Francisco, Office of the Director 
SO/Oa/22 Ip 
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BOffWOOOl? Submits response to IE Sulletin SO-li Rosemount Models 1151 
& 1153 pressure transmitters are not planned for use in 
sairetv~''el*ted applications 

3ASKIN> K P Southern California Edison Co Q0/06/2d> Spp 


EOO9i204&3 Forwards IE Info Notice 0O-31i “Ma loperat i on of Ooold-Broun 
Bosari 400 Volt Tt(pe K-iOOS t H-DON 6005 Circuit Breakers " 

Ito written response required 

EHOEUKEN.R H Region 5. San Francisco, Office of the Director 
80/00/37 Ip 


3 Reportable occurrences, LERs related correspondence 


a{>!>9'090470 Final deficiencg rept re lubricated armature bumpers on some 
f/EMA 8tie 3 starters i/ contactors mfg bg Square D Co All 30 
SEJSpdct starters will be inspected during Sept 1980 Starter 
bumpers containing lubricant util be replaced 
PAPAYiI- T Southern California Edison Co BO/09/03 3pp 


6009300431 Final deficiencg rapt re excessive bgpass flou for high 
pressure safetg injection pumps Orifice assemblg design has 
been modified bg manufacturer (, will be Installed bg BOIOIS 
PAPAV,t. T Southern California Edison Co 80/09/25 Spp 


f Haaring transcripts on non-ant i trust matters 


8009100021 Summai g of 800814 meeting u/util it US06 in BsthasdaiMD re 
offsfiore exploration results Transcript end 
HCODpH Licensing Branch 3 00/08/21 4pp 


“-8009'100024 Transcript of 800014 public meeting u/utll 9 UBOS in 
BethesdaiHD re offshore exploration results Pp 1-76 
e Licensing Branch 3 80/08/14 8Spp 


OOCKET 50-363 FORKED RIVER NUCLEAR STATION, UNIT 1 


A Applicatlon/construction stage documents 4i correspondence 


8009000080 Forwards draft NUREG-0696, "Functional Criteria for 
Emergencg Response Facilities " Comments requested within 30 
dags Proposed implementation schedule for meeting criteria 
of r4l;flE0-06?6 end N/o NURCO 

EISENHUT. D 0 Division of Licensing 80/08/01 ll?pp 


0 Inspection reports, IE Bulletins 4< correspondence 


B009030042 Forwards Revision I to IE Bulletin 80-19, "Failures of 
Hercurg-Wet ted Matrix Retags in Reactor Protective 8gs of 
Operating Nuclear Power Plants Designed bg C-E " Nritten 
response required 

CRtERiB H Region i, Philadelphia. Office of the Director 
80/08/15 I p 


0009100004 Forwards IE Circular 80-18, “lOCFflSO 59 Safetg Evaluations 
for Changes to Radwasto Treatment Sgs " No written response 
required 

enlER.D H Region 1. Philadelphia, Office of the Director 
80/08/23 ip 


8009120177 Forwards IE Info Notice 00-31, "Maloperation of Oould-Brown 
Goveri 480 Volt Tgpe K-600S % K-DON 600S Circuit Breakers " 
ffo written response required 

CRIER, B M Region 1, Philadelphia, Office of the Director 

ao/oa/27 ip 


6009240033 Forwards IE Circular 80-21, "Regulation of Refueling Crews 
Mb written response required 

GRIER, a H Region 1, Ph 1 ladelph ia. Office of the Director 
80/09/10 ip 


8009240311 Forwards IE Info Notice 80-32, "Clarification of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Hatls " Mo written response required 

GRIER. B H Region 1, Philadelphia, Office of the Director 
80/09/12 Ip 


DOCKET 50-364 JOSEPH M FARLEY NUCLEAR PLANT, UNIT 2 


A Appl icatlon/construetion stage documents correspondence 


6009080394 Forwards "Setpoint Btudg for Farleg 1 A 2," proprietarg 
IVICAP-B3131 & nonproprietarg lWCAP-9760) versions 
Application t affidavit for withholding enc 1 
AMDEflSOM, r M Mestinghouse Electric Corp 00/07/25 13pp 


--8009080299 "Setpoint Btudg for Farleg 1 4 2," nonpropnotarg version 
KO.M Westinghouse Electric Corp ORTEiNBERO.L I . ROSSI. C E 
ties 1 1 ngh 0 us e Electric Corp , Nuclear Erargg Sgstems WCAP-976S 
74/05/31 2I6pp 


0009080080 Forwards draft NUHEO-0696, "Functional Criteria for 
Emergencg Response Facilities ' Com, rents requested within 30 
dags Proposed implementation schedule for meeting criteria 
ot NUREG-0696 end U/a NUREG 

EISENHUT. DO Division of Licensing 00/08/01 n9pp 


0009020030 Forwards util position on licensing issues re shift manning, 
low power test proced ures, h igh range radiation detection, 
fire protection 4 securttg plan 

CLAYTON, F L Alabama Power Cc 80/08/19 6pp 


8009020045 Forwards info re T(4I-2 action plan per 000716 request 
CLAYTD,i,F L Alabama Power Co 80/08/20 3pp 


8009020030 Provides addl info re shift supervisor functions in response 
to NRC 000819 request One of two shirt supervisors will be 
designated as supervisor in charge ,4 wi ! 1 hold Unit 1 4, Unit 
2 license 

CLAYTON, F L Alabama Power Co 80/08/22 Ip 


0009090120 Forwards request for addl info re PCS vents, RHR sgs 4 
bgpass, override 4 reset circuits at engineered safetg 
features 

TEDESCOi R L Assistant Director for Licensing 00/00/25 IBpP 


8009170174 Informs that fecilitg will be readg for fuel loading 4 low 
power testing license bg 800919 Submits info to assist tn 
obtaining proper fee for license 

SCHNENCER.A Licensing Branch 2 00/00/27 2pp 


8009030492 Submits addl info requested bg NRC 000124 I tr re 
qual l f lea 1 1 on of Barton Lot 2 transmitters Review of 
differential pressure transmitters proved acceptable for 
respective functions 

CLAYTON, F L Alabama Power Co 00/00/28 Ip 


8007080397 Forwards summarg 4 results of 000919 working session u/NRC 
re hot shutdown panel. per 800814 telcoci w/NRC 
CLAYTON.F L Alabama Power Co 90/08/28 2pp 


8009110541 Notification of 000905 meeting w/utll A Westinghouse in 
Dethesda.KD to discuss Nestinghouse proposed response to 
staff questions re UCAP-7292 

KINTNER.L L Licensing Branch 2 80/08/29 3pp 


0009190409 Informs of 800903 meeting w/Com/nis s ion re DU for facilitg 
Draft 8ER Suppl 4, license 4 Tech Sp ecs, addendum to FES 4 
1 i censec 800825 Itr demonstrating c omp 1 lanc e w/Comm i ss ion 
regulations encl U/o encls 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/00/29 Ip 


8009230767 Notification of 800902-03 .-nee ting w/util in Zion, IL to run 
selected transients 4 accidents on simulator 4 to evaluate 
emergencg operating procedures 

KINTNER.L L Licensing nraiich 2 80/00/29 2p p 


8009040246 Submits response to NRC request resulting from 000821-28 
meeting re App A Tech Specs 3338, ‘Accident Honitcring 
Instrumentation" 4379. "Snubbers " Info should be 
considered in development of final App A Tech Specs 
CLAYTON.F L Alabama Power Co 00/09/02 Spp 


0009040251 Proposed Tech Specs 3330 4 4338 re accident monitoring 
Instrumentation limiting condition for operation 4 
sur vei 1 lance re quire merits, respect! velg 
» Alabama Power Co 90/09/02 3pp 


8009040396 Forwards "Special Low Power Tests Bafetg Evaluation," tr 
draft startup test procedures, "Coo Id own Capabllitg of 
Charging 4 Letdown Sgs,' "Natural C 1 rcu la tl pn, 4 "Forced 
Circulation Cooldown " 

CLAYTON.F L Alabama Power Co 00/09/02 7pp 


— 0009040307 "Special Low Power Tests Safetg Evaluation 
* Alabama Power Co 90/08/31 47pp 


— 8009040389 Draft Phase 111 Test Procedure 301-7-001 . "Cooldown 
Capabllitg of Charging 4 Letdown Sgs " 

« Alabama Power Co 00/07/26 16pp 


— 0009040390 Draft Phase Til Test Procedure SOI -7-002. "Natural 
Circulation " 

e Alabama Power Co 00/07/26 40pp 
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i}Oa9040a‘?l Draft Phase III Test Prscedure 501-7-003, "Forced 
CircvlatiDH Cooldown 
♦ iMabama Power Co 3<i/QB/lO <Hpp 

0OO?O4O353 Draft Phase III Test Procedure 50l-7-003< "Natural 
Circulation N/Simulated Loss of Power Conditions 
» rtlahama Power Co flO/07/Sa 41pp 


--0009040395 Draft Phase 111 Tost Procedure 5Ol-7-00d, "Effect of S/0 
Secondarii Side Isolation on Natural Circulation " 

* Alabama Power Co 00/07/29 42pp 


0009290329 Notifies of incorporation of addl documents Into license 
application NPF-8, Item 3 C &, per App 0 lOCFPSO Nesttnghouse 
Topical Rep t, WCAP-9292 I responses to NRC 790729 request 
for Info filed w/NRC 

CLATTON, F L Alabama Power Co BO/07/23 2pp 


8009300301 Forwards summary of results achle/ed at 800919 meeting re 
isolation of hat shutdown panel t< main control board 
Instrumentation mods, r esul t Ing from NRC 800915 request for 
addl info 

CLAYTON, F L Alabama Power Co 80/09/32 2pp 


6009080293 Forwards ttifo rp Category I masonry walls, per NRC BO0431 
request Dversiie drawings available In Central Files only 
CLAYTON, F L Alabama Power Co 00/09/02 4pp 


8009290391 Forwards response to NRC Power Sys Granch Question* 
040 1-040 14 re diesel generators 
CLAYTONiF L Alabama Power Co BO/09/S4 24pp 


e0090905i6 Requests that radiological ETS for Unit 2, NRC approved 
during wk of 600025, be implemented for l/nit 1 on BIOlOl to 
assure consistent Imp 1 em,enta t i on for both units 
CLAYTON, r L Alabama Power Co 0O'/O9/O2 Ip 


3009120425 Requests that Tech Specs re exposure of fuel assemblies U 
cuntrol rods remain unchanged until after receipt of Unit 2 
fill I power Du 

Ct-AVTON, F L Alabama Power Co 80/09/03 tp 


8009150484 Forwards proposed mod to auxiliary 
solenoid valves per NRC license requirement 
t lower power testing 

CLAYTON, F i Alabama Power Co 30/09/00 


feedwater flow control 
for fuel loading 

4pp 


8009160413 Forwards responso to NRC request for addl Info re Reactor 
Sgs Branch Question 2IQ l.ltem 3 re cavitation b< air 
entra 1 nmsnt 

CLAYTON, F L Alabama Power Co 80/09/08 3pp 


F Security, medical, emergency t fire protection plans 


8009100334 SummariiDs 800812 meeting t 800813 telcon re completion of 
fire protection sys t' equipment installation Nods are 
scheduled for completion In late Oct 19S0 
CLAYTON, F L Alabama Power Co 80/00/10 2pp 


6009020030 Forwards util position on licensing issues re shift manniivgj 
low power test procedures, h igh range radiation detection, 
fire protection 4- security plan 
CLAYTON, F L Alabema Power Co BO/O0/J9 6pp 


8009230249 Requests that all personnel be reminded of purpose of 
emergency no 1 1 f icat ion sys V health physics netuiorb 8ys 
installed for govt use during emergency 

O'REILLY, J P Region 2, Atlanta, Office of the Director 30/00/22 

Ip 


0 Adjudicatorv correspondence 


8009240551 Forwards request foi add] info t. Power Sys t Hechanical 
Engineering Branch positions re overload protection design t< 
tlCPD safety sys respectively 

TEDEBCa.R L Assistant Director for Licensing 60/09/10 9pp 


B0090904IS Author! IBS Director of Ofe of Nuclear Reactor Regulation to 
issue License NPF-S for fuel loading t low power testing 
HQYuEi J C Office of the Secretary of the Commission 80/O9/0S 

Ip 


8007170353 Forwards Phase III Test Procedure 501-7-003, "Natural 
Circulation W/Simulated Loss of Offsite AC Power,” b< Phase 
tIJ Test Procedure 501-7-006, "Cooling M/SlmulatEd Loss of 
Power Conditions ■' 

CLAYTON, F L Alabama Power Co 80/09/ J I 4pp 


--8009170396 Phase [Jf Test Procedure 501-7-006, "Cadiing U/Simulated 
Loss of Power Conditions " 

» Alabama Power Co 80/09/08 25pp 


8009300051 Notification of 800910 meeting u/utll In Dethesda.ND to 
discuss review of license applicetlon 
KINTNER.L Licensing Branch 2 80/09/11 3pp 


8009300288 Natlficatton of 800918 meeting w/util in QethesdaiMD to 
review containment purge requirements, RCS vents If leakage 
tests for RCS valves 

KINlNERrL Licensing Branch H 80/09/11 2 pp 


80091S0259 Forwards Amend 74 to F9AR for Unit 1 6 to application for OL 
for Unit 2 Certificate of Sve end 
CLAYTON, F L Alabana Power Co 80/09/12 2pp 


■8009150260 Amend 74 to application for QL for Unit 2 6 to FSAR for Unit 
I 

CLAYTON, F L Alabama Power Co 80/09/12 ip 


— B007IS0263 Amend 74 to FSAR 

a Alabama Power Co 80/09/12 9 fp 


0009170214 Forwards "Environ ffuali f lea t ion of Class |E Equipment, 
response to NURES-OSSfl Response withheld {ref 10CFR2 790) 
CLAYTON, F L Alabama Power Co 80/09/12 9pp 


0009230465 Forwards addl info re potential design deficiencies in 
bypass, overr 1 de b reset circuits of engineered safety 
featuresrin response to NRC 000825 1 tr 
CLAYTON, F L Alabama Power Co 80/09/12 4pp 


8009230448 Forwards addl inio re turbine trip w/o reactor trip below 
SOX pover. In response to ItemC 3 10 of 11 K 3 in NUFtEC- 
0694 

CLAYTON, F L Alabama Power Co 80/09/16 I4pp 


8D09220226 Comments on rulemaking SO-5 CE8M0 proceedings should bt 
reopened Technical, economic 5i safety issues mult bo 
addressed in order for decisions bo be made re use of miied- 
otlde fuels 

NEITZaERQ, A Affiliation Unknown 00/09/15 Ip 


6009300407 Informs of M Farrar resignation from full-time A6LAP 
position Name should be deleted from sve list for ell but 
Farley antitrust proceeding 0vc list for all other dockets 
need contain only two ASLAB members 

ROSENTHAL, A 3 Atomic Safety and Licensing Appeal Panel 80/09/25 
Ip 


H General correspondence 


8009300435 Requests that distribution list be revised to reflect recent 
mgt-level reorgan 1 latl on WO Whitt has assumed 
responsibilities formerly assigned to AR Barton 
CLAYTON, F U Alabama Power Co 80/09/23 Ip 


M Antitrust correspondence 


8009090339 Notion for issuance of decision at earliest convenience 
Proceeding pending since 790300 Certificate of Svp end 
Oranted by ASLAB on 800908 

BLU.NE,« 0 Antitrust Division 00/09/05 3pp 


0009260662 Response in support of NRC 800905 motion for Issuance of 
decision Issues, if resol ved, wi 1 1 affect future power supply 
6 development of supply planning Injury may occur if 
delayed Certificate of Sve ene 1 

HJECMFELTiD C Nunlcipal Electric Utility Association, Alabama 

HJELMFELT-DC Hfelmfolt.DC 00/09/23 3pp 


3 Inspection reports, IE Bulletins it correspondence 


0009020466 Forwards IE Insp Repts 50-348/80-15 & 50-364/80-16 on 
600623-26 No none omp 1 1 anc e noted 

BTOHRrJ P Region 2, Atlanta, Fuel Facility tf Natsrials Safety 
Branch 80/07/14 2pp 


—8009020477 IE Insp Repts 5O-34a/0O“l5 i, 50-364/80-10 on 600623-26 No 
noncompt lance noted Ha jor areas Inspected raduiaste mgt 
OISSOlhA F Region 2, Atlanta, Fuel Facility it Material* Safety 
Branch WRAY, J R Region 2, Atlanta, Office of the Director 
80/07/11 6pp 
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aC09100010 Forwards IE Qulletin 80-10. "Kaint of Adequate Min Flow 
Th^□u^^ Centrifugal Charging Pumge Follouing Bscondarg Side 
High Energg Line Rupture " Written response required 
O’flEtLLViJ P Region 3. Atlanta. Office of the Dll ector 80/07/24 

Ip 


6009030415 Foriuards IE in»p Rspt 50-364/80-20 on 800630-0702 Me 
noncoinp 1 lance noted 

KUHPHV'i C E Region 2. Atlanta Reactor Construction t> Engineering 
Support Rranch BO/07/25 2pp 


— BOOVOS0421 IE Insp Rept 50-364/80-20 on 800630-0702 No none omp 1 1 ance 
noted Major areas Inspected preservice insp activities 
CRQls'LEV' B R Region 2. Atlanta. Office of the Director 
KERDT. A R Region 2. Atlanta. Reactor Construction t( Engineering 
Support Branch 80/07/23 5pp 


8009110102 Foruardi IE Insp Repts 30-348/00-19 ti 50-364/80-23 on 800602 
-30 No noncoippl lance noted 

LEtflSi R C Region 2 Atlanta. Reactor Operations Nuclear Support 
Branch 80/07/29 2pp 


— 8009110202 IE Insp Repts 50-348/80-19 »• 50-364/80-23 on 800602-30 No 
none onpl iance noted Major areas inspected sgs integrity 
outside con tainment. mom tor ing instrumentation, radiation 
controls. f luid leaks. piping vibration 6 fire haiards 
BRAOFORD.H H . HARTIN.R D Region 2. Atlanta. Office of the 
Director 80/07/28 7pp 


&0090S0032 Responds to IE Bulletin 79-03A. "Longitudinal Weld Defects 
in ASKE 5A-3l2>Tgpe 304 Stainless Steel Pipe " No 300 series 
fusion veldsd pipe used in safetg-re latod sgs subj to 
stresses greater rhan 0511 of max allouiable stresses 
CLAYTON. F L Alabama Power Co BO/OB/Oi 2pp 


B00912004S Forwards IE Insp Repts 50-348/80-14 5 50-364/00-16 on 
800609-13 t< 16-20 f notice of violation 

LEHIS.S C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/08/08 2pp 


— 80091200S2 Notice of violation from insp on 800609-13 6 16-20 
* Region 2. Atlanta. Office of the Director 80/08/06 2pp 


— 8009120071 IE Insp Repts 50-340/80-14 «. 50-364/00-16 on 000609-13 * 
16-20 Iloncomp 1 lance noted failure to provide definitive 
corrective action for identified matl storage inadequacies t 
failure to control consumables In safetg-relabed sqs 
BELISLEiO A > FORD. E J Region 2. Atlanta. Office of the Director 
UPRIOHf.C M Region 2. Atlanta. Reactor Operations Nuclear 
Support Branch 80/08/06 35pp 


0009020301 Foriuards revisions to 800107 response re IE Bulletin 79-02. 
~Pipa Support Base Plate Designs Using Concrete Expansion 
Anchor Bolts." Revision 2. Item 9 Zt 800115 response to IE 
Bulletin 79-14 re as-built safetg-relatod piping sgs 
CLAVTOH. F L Alabama Pouep Co 80/08/13 9pp 


S0090301S3 Forwards Revision I to IE Bulletin 80-19. "Failures of 
Kercurii-Wattad Matrix Rclags in Reactor Protective Sgs of 
Operating Nuclear Pooler Plants Designed bg C-E " Written 
response required 

O’BEILUV.J P Region 2. Atlanta. Office of the Director BO/08/15 

Ip 


0009100237 Ack receipt of IE Insp Rept 50-364/80-24 on 000708-11 No 
proprJetarg info 

CLAYTON. F L Alabama Power Co 80/08/22 ip 


— 8009100300 Forwards IE Insp Rept 50-364/80-24 on 800708-1 t No 
noncompl iancB noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction ti Engineering 
Support Branch 80/00/01 2pp 


— 8009100307 IE Insp Rapt 50-364/80-24 on 800708-11 No noncompHance 
notad Major areas Inspected, instrumentation components It sgs 
work 6 work activities 5 instrumentation cables tt 
terminations work it work activities 

COHLON. T E Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch OIDBONS. T D . HERR 1 WEATHER < N Region 2. Atlanta. 
Office of the Director 80/08/01 4pp 


8009160110 Forwards IE Circular 80-18. "IOCFR30 39 Safotg Evaluations 
for Changes to Radwaste Treatment Sgs " No written response 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Oirsetor 80/08/22 

tp 


B009120251 forwards IE Info Notice 80-31. ' tfa { op erat i on of Oou id -Brown 

Boverl dSO Volt Tgpe K— 600S I IC— DON 600S Circuit Breakers " 

No written response required 

O'REILL/.U P Region 2. Atlanta. Orfice of the Director 80/08/27 
1 P 


8009110687 Responds to IE Bulletin 80-19 Merc urg— we t ted relags not 
utiliied In reactor protection sgs in either facilitg 
CLAYTON. F L Alabama Powei Co 80/08/29 Ip 


8009190576 Ack receipt of 800812 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-34B/80— 16 6 
50-364/00-19 

MORPHY. C E Region 2. Atl<inta. Reactor Construction t Engineering 
Support Branch 80/09/03 ?pp 


— 0009190503 Responds to NRC 800723 Itr re violations noted in IE Insp 
Repts 50—348/60-16 t. 50-364/80-19 Corrective actions 
testing 6 analgsis initiated to determine probable error 
introduced through improper use of torque multipliers 
CLAYTON. F L Alabama Power Co 83/08/12 5pp 


— B009I905S3 Forwards IE Insp Repts 30-348/00-16 6 50-364/80-17 on 
830617—20 t notice of violation 

MORPHY, C C Region 2. Atlanta, Reactor Construction 6 Engineering 
Support Branch 60/07/23 2pp 


— B009190S93 Notice of violation from insp on 600617-20 

* Region 2. Atlanta. Reactor Construction V Engineering Support 
Branch 80/07/21 2pp 


—6009190609 IE Insp Repts 50-346/80-16 9 50-36.1/00-19 on 800617-20 
Noncompliance noted torque wrench multiplier used for IE 
Bulletin 79-02 testing not controlled or calibr b inadequate 
instruebson for mod t insp of support 

ANO, U P Region 2. Atlanta. Office of the Director HERDT.A 
Region 2. Atlanta. Reactor Construction 6 Engineering Support 
Branch 80/07/21 4pp 


8009290P76 Forwards IE Circular H0-2J. “Regulation of Refueling Crews 
Mo written response required 

O'REILLY, J P Region 2. Atlanta, Orrlce of the Director 80/09/10 
3pp 


S Reportable occurrences. LERs 4 related correspondence 


8009100363 Deflcioncg evaluation rept re Westinghouse centrifugal 
charging pump operation following secondarg side high energg 
line rupture Design change implemented to remove safotg 
Injection initiation closure signal from isolation valves 
CLAYTON.F L Alabama Power Co 80/08/20 4pp 


T Hearing transcripts on non-antl trust matters 


8009180222 Transcript of 800904 meeting in Wa sh i ng ton. DC re low power 
OL Pp 1-9 

« Coirmlsslon 80/09/04 I2pp 


V Operator Examinations 


0009)00318 Forwards revised operating shift manning & training schedule 
per 800804 exam results t 80090-1 verbal request 
CLAYTON.F L Alabama Power Co 00/09/08 6pp 


0009300.138 Advises that tiaining program far mitigating core damage 
Is scheduled to commence on 60092? £ to be completed by mid 
Nov 1980 Training program will become part of 
requa 1 1 f icAtt on program 

CLAYTO.l.F L Alabama Power Co 80/09/24 Ip 


8009300463 Revises commitments submitted 800924 re training for 
mitigating core damage Selected personnel will receive 
pertinent training in areas where assistance would be 
expected in event of severe coro damage 
CLAYTON.F L Alabama Power Co 80/09/25 tp 


DOCKET 50-366 EDWIN 1 HATCH NUCLEAR PLANT. UNIT 2 


F Sccuritgr medical, emergency 6 fire protection plant 


8009230265 Requests that all personnel be reminded of purpose of 
emergency notification sgs h health physics network Sys 
Installed for govt use liurlng emergency 

□ 'REILLY, J P Region 2. Atlanta. Office of the Director 80/08/22 
IP 
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0OO'?O3O40'l N’otiFios that final /ertion of upgraded Bmergencij plan uilt 
be lubolltted bg BI0102 

WIBMEfl.U A Georgia power Ca 00/08/29 Ip 


8009140448 Informs of ot > I concept of physical meant for alerting t 
providing clear instryctsons to populace within plume 
exposure emergency planning xone Design concept is to 
provide tone alert receivers far all et tab I l thmen ts in lone 
WIBNEH. W A Georgia Power Co 80/09/12 3pp 


0 Adjudlcatorg correspondence 


S009240597 Forward* order requiring Info supporting environ 
qualification of saPetg-related electrical oqulpment 
Requests submittal of info bg 801101 

REID< R IJ Operating Reactors Branch 4 80/08/29 Spp 

— 8009240403 Order for mod of Licenses DPR-S7 t NPF-5 to add info which 
f u 1 1 g responds to NRC request for Into re entiron 
qua 1 1 r icat ion of safetg-re lated electrical equipment Info 
should be submitted by 801101 

ElSEfltfjrrD G Division o^P Licensing 80/08/29 4pp 


P Operating license stage documents L correspondence 


8009110554 Suppls NRC 800707 request for proposed Tech Specs changes re 
scram discharge vol vent 4 drain valvesi 4 reactor 
protection sys 4 control rod bloct limit switch survelllanca 
requirements Class 111 license fee to be submitted ui/change 
EISENHUT. D 0 Division of Licensing 80/07/22 22pp 


B00902029V Submits interim criteria for Shift staffing to all OL 4 CP 
licensees 1 app 1 i cants* p er flRC 800507 Itr Discusses 
adr 1 nl s tra t i VO provisions for emergency t overtime wort 
Development 4 imp I ementa t ton to be reviewed within 90 days 
El5EtfHUT. D G Division of Licensing 80/07/31 7pp 


8007080080 Forwards draft MJREG-049*. “Functional Criteria for 
Emergency Response Facilities '* Camments requested within 30 
dags Proposed implementation schedule for neetlng criteria 
of NUREG-0694 end M/o tlOREG 

EISENHUT. D G Division of Licensing 80/08/01 I I9pp 


8009230052 Informs that esemption from fee re licensing action 
associated w/Tfil— 2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include proposed class of amend 
EISENHUT. D O Division of Licensing 00/08/07 40pp 


0009230763 Forwjirds "Mark I Containment Long-Term Program 8ER. 
Resolution of Generic Technical Activity A— 7. “ NUFlEG-0661 
W/o end 

RElDiR N Operating Reactors Sranch 4 80/08/20 2pp 


8009180163 Lists Issues to be addressed re restart of unit Items 
Identified should be resolved prior to Cycle 2 operation 4 
do not Include anticipated submittals of Tech Spec changes 
Requests response advising of submittal date for each item 
VERRELLI.D M Operating Reac<^ars Oranch 4 60/08/26 3pp 


0009190423 Application for amend to Licenses DPR-57 4 NPF-S coilsisting 
of changes to Tech Specs 

WIDMER. M A Georgia Power Co 80/07/15 4pp 


— B009I90432 Proposed changes to Tech Specs Tables 336 4-1,4 3 6 4“t & 
6 2 2-1 & Tech Specs 6 3 for unit staff qua I 1 f Ic a t Ions. 4 4 
for training (< 6 9 for review (c audit 
•* Georgia Power Co 80/09/15 Spp 


Q Inspection reports. IE Dulletlns i correspondence 


80090-90057 Forwards IE Bulletin 30-07. Suppl t> ”BHR Jet Pomp Assembly 
Failure " No response required 

O'RElLLYiJ P Region 2. Atlanta. Office of the Director 80/05/13 

ip 


8009150332 Forwards IE Insp Repts 50-321/00-26 4 50-366/80-26 on 
800625-26 No noncompi lane e nated 

MURPHYi C E Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch 80/07/23 2pp 


—8009150370 IE Insp Repts 50-321/80-26 4 50-366/80-26 on 800625-26 
No noncorap 1 lance noted JTajor areas inspected settling of 
structural backfill around RHR 4 plant sve water intake 
structure 4 piping 

HARRIS. J R Region 2. Atlanta, Office uf the Director 

CONLOd, T E Region. 2. Atlanta, Reactor Construction 4 Engineering 

Support Branch 80/07/22 3pp 


8009220265 Forwards IE Insp Repts 50-321/80-24 4 90-366/80-24 on 
800513-0609 f notice of violation 

LEUtS. R C Region 2. Atlanta Reactor Operations Nuclear Support 
Branch 80/07/25 2pp 


—8009220337 Notice of violation from insp on 800513-0607 

LEUIS, R C Region 2. Atlanta, Reactoi Operations Nuclear Support 
Branch 00/07/25 Ip 


—8009220341 IC Insp Repts 50-321/80-24 t 50-366/80-24 on 000513-060? 
Noncomp 1 lance noted motor bearing cooling water inlet valves 
were found improperly shut on RHR sve water pumps 
DANCE. H C Region S. Atlanta, Reactor Operations Nuclear Support 
Qranih RDGERS.R F Region 2. Atlanta. Office of the Director 
80/07/25 9pp 


8009050076 Forwards partial response to IE Bulletin 60-08. “Exam of 
Containment Liner Penetration Nelds '' Seven welds 
failed nondestructive eiaminatlon Unit 1 containment 4 Unit 
2 torus penetration info forthcoming 
UIDNER.N A Georgia Power Co 80/08/05 Spp 


8009020287 Submits response to IE Bulletin 80-17, Suppl i Procedures 
have been established to assure operability of scram 
discharge vol 

NIONER.U A Oeorgla Power Co 60/08/07 2pp 


8009030154 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Hercury-Wetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Nritten 
response required 

O'REILLY. J P Rsgion S, Atlanta, Office of the Director 80/03/15 

Ip 


8009020180 Responds to Suppl 1 of IE Bulletin 80-17 re failure of 
control rods to Insert during scram at DNR Eiisting 
design of facility meets requireraent for continuous 
monitoring of water level in scram discharge vole 
WIDNER.W A Georgia Power Co BO/OB/19 2pp 


8009020393 Submits status of recent util efforts towards compliance u/ 
IE Bulletin 79-OlD, "Environ Qualification of Class IE 
Equipment “ Util has joined BUR owners group effort on 
bulletin 

UIDNER, N A Georgia Power Co 80/03/19 2pp 


8009160039 Forwards IE Info Notice 80-30. “Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function 4 
Nonessential Control Air at Certain OE BUR Facilities " No 
specific action or response requested 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/08/19 
•p 

8009230105 Submits response to IE Bulletin 79-OlB Expects to complete 
qual 1 f 1 cat ion test program 4 component replacement by 
820630 

UIDNER. N A Georgia Power Co 80/08/19 2pp 


8009110671 Responds to IE Bulletin 79-0111 Forwards 90-day repts re 
environ qualification of Class IE equipment. summary of 
outstanding Items 4 summary of equipment w/lpss than 40-yr 
aging qualification U/o ends 
UIDNER, U A Georgia Pewer Co 80/08/22 2pp 


8009120077 Forwards Suppl 3 to IE Bulletin 80-17, "Failure of Control 
Rods to Inverts During Scram at " <<iritten r«sponss 

required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/08/22 

Ip 


0009160147 Forwards IE Circular 80-18, "lOCFRSO 59 Safety Evaluation* 
for Changes to Radwaste Treatment Sys “ No written response 
required 

Q'REILLV. J P Region 2. Atlanta. Office of the Director 60/08/22 
ip 


B009110824 Acfc receipt of S00731 Ur informing NRC of steps taken to 
correct deviations noted in IE Insp Repts 50-321/80-024 
50-366/80-02 

MURPHY, C E Region 2. Atlanta. Reactor Construction 4 Engineering 
Support Branch. 80/08/25 Ip 


—8009110828 Responds to NRC 800208 Ur re violations noted in IE Imp 
Repts S0-32I/B0-02 4 50-366/80-02 Corrective actions 
relocation of fire pump controller 4 installation of tamper 
alarms for fire valves to be completed Aug 1980 
UIDNER, U A Oeorgla Power Co 80/07/31 Ip 
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90091303] I ForiuaTds IE Into Notice 0O-3I< "f^a lopera 1 1 on of Cou Id-Brown 
Boveri dBO Volk Type K-6O0S S' K-DDN 600S Circyit Breakers " 

Ho uritiketi response re<iuired 

O'REILUVpJ P Region 2. Atlanta, Office of the Director SO/OB/27 

Ip 


a'009110&76 Responds to IE Bulletin 80-15 Etnergencg notification sgs 
pDidered by telephone company To ensure sys eikensions 
operate independently of plant p h ones > tes t i ng uas conducted 
on aOOSlB All eitenslons operable during power trip 
HIDNER.M A Oeorgla Power Co SO/OB/29 Ip 


Sa0?2302O4 Forwards IE Insp Repts 50-321/80-34 t 50-366/80-34 on 
900313-14 No noncomp 1 lance npted 

KENNA, U 0 Region 2, Atlanta Safeguards Branch 0O/OG/29 Ip 


—0009230210 IE Jnsp Repts 50-321 /BO-34 i 50-366/80-34 on B00813-14 No 
noncompl ianc d noted Major areas inspected licensee 
imp 1 ementatl on of contingency strike plan Details withheld 
(ref 10CFft2 790) 

MCGlflRE, D R Region 3, Atlanta, Safeguards Branch TOBIN, H J 
Region 3. Atlanta, Office of the Director 80/0B/29 Ip 


0009230525 Forwards Revision 1 to IE Bulletin 79-26, "Boron Loss From 
BtsH Control Blades “ Wi i tten response required 

O'REtLLYjJ P Region 2, Atlanta, Office of the Director OO/OB/29 

Ip 


a009240367 Responds to IE Bulletin 00-17, Suppl 3 Outlines procedures in 
effect re loss of Instrument air, loss of control rod 
drl ve 1 Ine, r od drift undrained scram discharge vol Function 
test of switches required prior to startup 
HtO.'lER.It A Georgia Power Co 80/08/29 2pp 


8009290262 Forwards IE Circular 00-21, "Regulation of Refueling Crews 
No written response required 

Q'fteiLLVfJ P Region 2. Atlanta, Office of the Director 00/09/10 

Spp 


8007300104 Submits response to IF Bulletin 00-20 No tie s t i ng h euse Type 
tl-2 control switches used In safety-related applications 
A Georgia Power Ce 00/09/12 Ip 


R Periodic operating reports & related correspondence 


00090304S5 Forwards "Bemiannuol Radioactive Effluent Release Rept, 
Jan— June 1980 

MAMhY, H Ooorg ia Power Co 90/00/30 Ip 


— 9009030419 "Bomi annua 1 Radioactive Effluent Release Rept," Jan-June 
1900 

a Oeorgla Power Co 80/00)30 44pp 


B0091S0496 Forwards monthly operating rept for Aug 1900 
RANHY. M Georgia Power Co 80/09/10 Ip 


'6'00918OS35 Monthly operating rept for Aug 1900 

UMDGRtfDOD, P R Georgia Power Co 00/09/10 9pp 


S Reportablo occurrences, LERs related correspondence 


8009030451 Forwards LER 0O-il3/O3U-O 

HANRYi H Georgia Power Co 00/00/25 Ip 


--SO09030461 LER eO“lI3/03L-0 on 000796, w/reac tor in shutdown mode 
fallowing performance of manual scram per IE Bulletin 00-17, 
scram discharge vol hi level switches 2C11-N013A t, D found 
inoperable Caused by crushed floats Rapt update to follow 
CaGOIlJ. C U Geortfla Power Co 00/00/25 2pp 


8009020369 Forwards LER 80~l09/03L-0 

MANRYi M Georgia Power Co 00/08/26 Ip 


— 8009020374 LER e0-I09/03L-0 on 000809, wh i le performing HPCl valve 
op erabii 1 1 y , HPC I suppression chamber suction valve 2E41-F041 
failed when cycled to check for battery ground Caused by 
motor ijinding failure due to high temp Motor repaired 
HIX, R X Georgia Power Co 00/08/26 2pp 


8009020400 Forwards LER 80-122/03L-0 

rtWlRV. M Georgia Power Co 80/08/26 Ip 


— 8009020405 LER B0-t22/03L-0 on 80081 1 , during steady state operation at 
full power* wbi le performing HN'P-2-300I , reac tor high pressure 
instriimcnt test, switch 2B21-M023C actuated at 1,060 pdig 
Caused by setpoint drift Switch recallbr 
NIX.R r Georgia Power Co 00/08/26 Ip 


8009030442 Forwards LER 00-106/03L-0 

MA'RY.M Ceoigia Power Co 80/03/26 Ip 


--6009030447 LEW 0O-1O6/O3L-O on QO072B, w/ r ea c for in cold shutdown, 
potassium s ul fa te> natural ascanite I potassium hydrogen 
sulfite deposits discovered around seams on sacrificial 
shield Cause undetermined Update rept will be submitted 
CDGGIII, C L Georgia Power Co BO/08/26 2pp 


8009020362 Forwards LER ao-ll9/02L-0 

MArRVill Georgia Power Co 80/08/27 Ip 


•8009020367 LER 80-119/02L-0 on 800805, d u r i ng QA audit s urve 1 1 1 ance , f t re 
barrier penetration seal th, ough rloor uf control room was 
found breached Caused by failure to reseal following cable 
removal Seal repaired 800020 Fire watch established 
CCGGIN, C L Georg la Power Ce 00/00/29 2pp 


8009020419 Forwards LER 00-123/031-0 

MANHY, M Georgia Power Co 80/03/29 Ip 


■8009020433 LER 80-123/03L-0 on 8000 1 2, d ur i ng normal op erat ion, uh 1 1 e 
performing reactor core isolation cooling steam line 
pressure instrument functional tes t, eu tb oard isolation valve 
failed to fully close Caused by detective torque switch 
l-IIX,R T Georgia Power Co 80/0H/29 2pp 


0009090438 Forwards updated LER 00-032/01 4- 1 
MANRV, M Georgia Power Co 00/09/04 Ip 


— B00909043S Updated LER BO-032/01X-1 on 000327, dur ing simulated loss of 
sys pressure surveillance test, 2D plank sve water pump 
sequenced improperly Cause not found 0ys tested t, pump tied 
to bus within required limits Test, continued u/no problems 
CDG01M,C L Georgia Power Co 00/09/04 Spp 


3009090406 Forwards LER a0-124/O3U-0 

MAhfRY.M Georgia Power Co 80/09/04 Ip 


— 0009090495 LER a0-124/03L-0 on 80001 3, d u r l ng surveillance of torus 
drywell vacuum brea k ers , 2T40-F323 J valve failed to give 
proper light Indication On 000027. 2T4B-F323I failed In 
similar manner Cause not known 
NIX,R T Georgia Power Co 00/09/04 2p p 


S009150331 Forwards LER SO-126/03L-0 

HANKY, M Georgia Power Co 00/09/09 Ip 


--0009150333 LER 00- I26y-03L -O an 000824, dur i ng steady state operation at 
1540 MW 2P33-POO lA, pr imary containment hydrogen 6 oxygen 
analyier became inoperable Caused by faulty design of 
regent gas flowmeter Design change requested 
HIX.R T Georgia Power Co 00/09/09 2pp 


0009160205 Forwards LER 00-125 /CI3L-0 

MANRY.M Georgia Power Co 00/09/1 1 Ip 


— G009160306 LER 0O-125/O3L-O on 000024, dur 1 n g control room panel check, 
2E32-F001B valve found to have no indicating lights Caused 
by open fuse in valve control circuit Circuit integrity 
verified t control fuse replaced 
NIX.R T Georgia Power Co 00/09/11 2pp 


0009230316 RO an 000908, fo llow i ng reactor scram.RPCI auto initiated b 
injected due to low reactor water levo! Caused by H3IV 
c 1 osure , wh i c h caused reactor scram, loss of RFPf A increased 
reactor pressure HPCl retui nod water level to normal 
MANRV, M Georgia Power Co 80/09/15 2pp 


0009290270 Forwards LER D0-105/O3L-0 

MANRV. M Georgia Power Co 00/09/18 Ip 


'8009290301 LEH 90-105/03L-0 on B00B21 , ni trogen pressure was lost to 
both standby liquid control sys accumulators Caused by 
"A" test valve leak b "D" test vaKe being broken while 
installing test gauge Test valves replaced 
N!X,n T Georgia Power Co 80/09/10 2pp 


0009300519 Forwards LER 8G-12B/03L-0 

MAi,iRY, M Georgia Power Co B-0'/09/23 tp 


8009300526 LER B0-t28/03L-0 on 80090S. reac tor high pressure instruments 

2B21-N023C L D actuated above Tech Specs Caused by setpoint I 

drift Ewitches recalibr t- tested successfully . 

HIX,R T Georgia Power Co 80/09/23 2pp ' 

I 

I 
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DOCKETED ITEMS 


V Oparator 1 Hdt toti« 


0009050391 Forwards eicerpt fron n«ui tTaininj outllno r« criteria tor 
operator training ti llcensin) Current poJicv ri-qi/lree 
instructors attend annual simulator training t retraining 
lectures as part ef aggroved r e<|ual i -f 1 da t ion prograis 
MAMRY. 11 Oeorgta Power Co 00/03/12 7pp 


DOCKET 50-367 3AILLV GEKERATINO STATICM 


A App 1 1 cation/cons truct ion stage documents 4 correspondence 


8009080080 Forwards draft HUREC-069*. "Functional Crltorla for 
Emergency Response Facilities ‘ Cor.iT\ent5 requested ulthln 30 
dags Proposed Imp J ertienta 1 1 on schedule for meeting criteria 
of NURE&'0696 end U/o NOREC 

EISENHUT, D G Division of Licensing BO/Ofl/OI 11?PP 


80091107.42 Notification of 800904-05 meeting w/«arl 11 owners group to 
discuss plants chugging C/Q 6 lateral load specs 
AflDERSON. C Containment Systems Branch 00/00/29 14pp 


0009300419 Forttfar(fs "Preliminary RaviBui»Soll Parameters Used in USDS 
RepV 76-138. Effects of Seepage From Flg^Ash Settling Ponds & 

Const Dewatering on Groundwater Levels in Couiles Unitj IN 
Dunes Hatl Lateshore. IN. " in response to 600131 meeting 
BOHN. R J Northern Indiana Poilic Service Co flO/09/S6 Ip 


— a009300‘)21 ’■Preliminary Review. Boll Parameters Usetf In OS03 Rept 
76" 138. Effects of Seepage Fruni Fly-Ash Settling Ponds l« 

Const Dewatering an Orounduater Levels in Cowles Unit. IN 
Dunes Natl Lakeshore.IN “ 

a Northern Indiana Public Service Co 80/05/31 34pp 


0 Adjudicatory correspondance 


0009030553 Forwards appeal re denial of appropriateness of contentions 
In hearings on CP renewal Norliabtc evacuation plan should be 
formallied & made operable before OL stage 
SCHULTZ. 0 Affiliation Unknoom 00/00/36 Ip 


0009020048 Response to A5LB 80080.7 special prehearing conference order 
re short pilings as Issue In pro.ceeding Issue should not be 
deferred due to new method of installation li serious safety 
questions that may arise Certificate of Sve end 
BEKI/LER.8 N . FAHNEft.T C . HURRAY. M J Illinois. State of 
80/00/35 9pp 


8009090631 Ack receipt of 800605 request to join State of IL petition 
for suspension or revocation of CP Consideration of request 
delayed pending outcame of risk assessment study 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/08/35 1 p 


--8009090637 Requests under 10CFR3 206. sub mi t ted on behalf of Intervenors 
City of Gary. IN. Uni ted Steelworkers of America Local 6787. 

Ballly Ail lance. Save the Dunes Council (t Critical Hast 
Energy Project, to join Stale of IL petition to suspend CP 
COHN. D 0 Cary, IN COHN. D 0 Public Citizen Litigation Group 
80/06/05 7pp 


— 6009090633 Petition to Intervene ti request for bearing submitted on 
behalf of City of Gary, IN. Un i ted Steelworkers of America 
Local 6767.Ratlly Al 1 lance. Save the Dunes Council ft Critical 
Kass Energy Project 

COHll.D B . SCHULTZ, U 0 Gary. IN COHN. D D Public Citiien 
Litigation Croup 80/06/05 7pp 


— 0009090633 Response, submi t ted on behalf of City of Oary. IN. United 
Steeluor kers of America Local 6787.Sailly Al 1 iance. Save the 
Dunes Council L Critical Mass Energy Project, to NBC It util 
opposition to petition to intervene Draft affidavits end 
COHN. D 8 . SCHULTZ, If Q Gary, IN COHN. D 5 Public Citlten 
Litigation Group 80/02/36 20pp 


8009030084 Motion to compel NRC to determine whether to issue 
supp 1 emanta 1 or new EIS per WEPA due to changes In 
c ircumstanc es occurring since EIS was issued Certificate 
of Sve & supporting documentation encl 

MURRAY. II J > FAHNER. T C , SEKOLERrS M Illinois, State of 
00/08/26 ISpp 


■09090572 Requests limited appearance at forthcoming ASLO hearing re 
ZP amend for facility 

IQHN30M, L Affiliation Unknown 00/08/27 Ip 


0009030402 Order granting extension until 000911 for State of IL to 
respond to ASLD BOOB07 order re contentions Incorporated by 
ref Replies to IL response will be extended accordingly 
GRO0SHAN, H Atomic Safety and Licensing Board Panel 80/06/30 Ip 


8009030703 Notice for R Bohn 800930 deposition In Chicago. IL re late 
const completion I, joint intorvonors' contentions admitted 
per ASLD 000807 order Certificate of Sve encl Related 
correspondence 

VOLLEN.R J . OSANN, E M Iiaak Halton League of America, porter 
County Chapter VOLLEN.R J Vollen, R J 00/00/26 4pp 


8009030710 Arguments In support of intervenors' 800630 reworded 
contentions filed in response to ASLD special prehearing 
conference provisional order Discusses Class 9 accident f. 
spent fuel storage U/Cer t i f 1 ca te of Sve 

VOLLEN.R %) . QSANN. E U Iiaak Hal ton League of America. Porter 
County Chapter VOLLEN.R d Vollen. R J 80/08/28 9pp 


8009040201 Response In opposition to State of IL L Porter County 
Chapter 1979-80 contentions re health 6 safety Issues 
Contentions do not relate to cause of delay in const Does 
not address environ contentions Certificate of Sve encl 
SHEA. K H . EICHHORH.U H Northern Indiana Public Service Co 
SHEA. K H Lowenstein. Newman, Reis. Axelrad 6 Toll 80/08/30 ISpp 


6009030(49 Notice of appeal from ASLB 800608 order denying 
Interventl on 

COHN, OB. SCHULTZ. M B Gary. IN COHN. D D Cohn, DB 80/08/39 
IP 


— 8009030152 Brief in form of pleading supporting 600829 notice «f appei] 
from ASLD 600808 order denying intervention Asserts Interest 
b restates relevancy Urges application of 1973 ALAB-129 
test Documentation 6 Certificate of Sve encl 

COHN. D H , SCHULTZ, U B Cary, IN COHN, D S Cohn, DO 60/00/29 

26pp 


6009050432 Memorandum advising parties that oral argument will be heard 
on 801002 if decided Date must be reserved 

BISHOP. C J Atomic Safety and Licensing Appeal Panel BO/09/02 

ip 


6009090509 Motion Por extension until 800915 to respond to City of 
Gary. IN notice of appeal tr supporting brief Counsel 
contemporaneously Involved in other pleadings Certificate of 
8 VC encl 

SHEA, K H . EICHHDRN, U H Northern Indiana Public Service Co 
SHEA. K H Louiens teln. Newman. Re Is, Axe Irad It Toll 60/09/03 Spp 


0OO9O6O31I Mutlon for consolidation of responses to Porter County 
Chapter 800826 ti State of IL arguments re admission 
of Porter County new contentions Requests extension until 10 
days after svc of State of IL filing N/Certlf Icate of 9vc 
SHEA.K H , EICHHDRN, M H Northern Indiana Public Service Co 
SHEA, K. H Lowenstein. Newman. Reis. Axelrad 6 Toll 00/09/03 4pp 


8009100515 Advises of limited appearance at ASUB hearing, 
TAIT.L Affll latlon Unknown 00/09/03 Ip 


8009090420 Order granting extension until 601010 for parties to respond 
to submittals filed In response to revised contentions 
GROS5MAN.H Atomic Safety and Licensing Board Panel 60/09/05 Ip 


6009090791 Forwards utll memorandum of law In response to State of IL 
motion to compel NRC determination re need for EIS 
SHEA.K H Lowenstein, Newman. Reis, Axelrad 6 Toll 00/09/05 2pp 


— 6009090793 Memorandum of law In response to State of IL mobien to 
compel NRC determination re need for EIS CEO 800613 Itr upon 
which IL request was based, failed to demonstrate nexus 
between CP extension L CP developments 

« Northern Indiana Public Service Co * Lowenstein, Neuman, Rtls, 
Axelrad t Toll 60/09/05 29pp 


—6009090798 Ack positive response in 800320 Itr re accident analyse* In 
nuclear reactor EIS Conveys CEO specific views on Interim 
policy under NEPA Policy purpose is public disclosure of 
new de/elepments H/internal memo 6 Certificate of Svc 
8PETH< 0 Council on Environmental Quality 00/08/14 9pp 


8009110783 Response in opposition to ASLD 600835 order denying State of 
IL Contentions 7D i, B Issues presented reflect compelling 
matters of public Interest 6 are within scope of proceeding 
Certificate of Svc and 

FAHNER, T C , GEKULER. S N Illinois, State of 80/09/05 3pp 
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flOOVlIOBOB Response in opposition to Potter County Chapter t State of 
IL 000925 t< 26 motions to compel NRC determination re need 
for CIS tJRC should inform ASLD i parties of schedule for 
completion of evaluation of util eitension request 
SHEA.K H » EICHHORN.W H Northern Indiana Public Service Co 
SWeA<K H Louienstein, Neuman. Reis, Axelrod » Toll 00/07/05 3pp 


8009120372 Response by Porter County Chapter Intervenors stating no 
obi«ction to util 600903 request for reply consolidation 
Condi 1 1 1 Dlls position upon grant of extension until 000726 for 
Intervenor to reply to util re revised contentions 

VDC.LEN. R J Iiaak Halt on League of America, Porter County Chapter 
VOLLEN, R J Vellen, R J 80/09/00 Ip 


•B007120‘145 Response by Porter County Chapter Intervenors in opposi tion 
to NRC 000022 position re neu contentions t< motion to 
consolidate Urges admission b consol idat i on due to environ 
issues arising after CP issuance Certificate of Bvc end 
VOLLEN. R J Iiaak Nalton League of America, Porter County Chapter 
VOLLEN/ fi J Vollen, R J 00/09/08 6pp 


6009150-400 Response in opposition to NRC 000022 motion to consolidate 
contentions Consolidation premature Und i stinguishab le 
interests are impossible to be defined prior to progress of 
discovery Certificate of Svc enc 1 

aEHVLEft.S N . FAHNER.T C Illinois, Slate of 00/09/08 3pp 


6009110018 Response to Porter County Chapter 4 State of IL 000035 R 36 
noti ons, respectively NRC ulll determine uhether EIS is 
raoutred in Oct 1980 Due consideration mill be given to CEO 
600812 Itr Certificate of Svc enc I 
OOLDBERO, S C Hearing Branch 2 00/09/09 4pp 


B009190463 forwards revised Pages 21.22 4 24 of memorandum of law on 
need to prepare Et8 re CP ex tens 1 on. attached to 600905 Itr 
Section 7 103 of NRC regulations was overlooked Homorandum 
submitted (d/S0070S Itr 

8HEArK H Lowcns tein. Newman, Re i s. Axe Irad & Toll 80/07/10 6pp 


0007160-247 Memorandum in support of Porter County Chapter Contentl ions 
R-l I - R-I IS previously adopted by State of IL Contentions 
fit within 1973 ALAD-127 definition in DC Cook proceeding 
re scope of hearing Certificate of Svc end 

VAII VRANiKEN.J , f AHNER. T C Illinois, State of 00/09/11 6pp 


8009250057 Notice of change of address N/Certi f icate of Svc 
LAUIXO.S Laudlg, S 60/09/13 2pp 


8009170167 Brief in opposition to City of Oary et al t< O Schulti appeal 
from ASL8 900607 special prehearing conference order Urges 
that denial of intervention S< contention re emergency 
evacuation be upheld Certificate of 8vc end 
ODLD0ERO, a C Hearing Branch 2 80/09/15 21pp 


6007170039 Brief in opposition to City of Gary, IN, et al t< & Schultt 
appeal from ABLB 600607 special prehearing conference order 
Urges that denial of intervention re emergency evacuation be 
affirmeil V appeal dismissed Certificate of Svc end 
EKEA. K H , fRANTZ, 8 P , EICHHORN, U H Northern Indiana Public 
Service Co 80/09/19 36pp 


6009220177 Brief in form of pleading supporting City of Oary, IN, et al & 
O Schulti appeal from ASLD SOOaOS special prehearing 
conference order Urges reversal of portion denying 
admissibility of evacuation Issues Certificate of Svc end 
SEKULER.S N , FAHNER.T C , HURRAY, H J Illinois, State of 

80/07/15 app 


9009230008 Brief in form of pleading in support of City of Oary, IN eb 
al ic O Schulti appeal from ASLB 600008 special prehearing 
order denying Intervention Urges reversal of order re 
evacuablllty as opposed to suitability U/Certi f i cate of Svc 
VOLLEMi R vl , OSANN, E Iri Iiaak Walton League of America, Porter 
County Chapter VOLLEN, R J Vollen, R J 00/09/15 14pp 


B009230039 Brief in form of pleading in opposition to City of Gary, IN 
■t al h G Schulti appeal from A6LD 000607 special prehearing 
conference order denying Intervention Contention does not 
relate to cause of delay Certificate of Svc end 
6HEA.K H , FRANTZ, 8 P , EICHHORN. W H Northern Indiana Public 
Service Cq 00/09/15 29pp 


8009180359 Poruerds portions of Northern IN Public Svc Co 000915 brief 
in opposition to appeals Cover sheet, table of contents, tab le 
of authorities ti Certificate of Svc only end 

SHEA.K H. Loweniteln, Neuman, Reis, Axelrad t Toll 60/09/16 iOpp. 


8009190419 Memorandum f/ order consolidating City of Oary, IN. et al t G 
Schulti appeals Prom ASLB 800307 special prehearing 
conference order Appeal arguments will be heard on 801002 at 
NRC in Bethesda.fiC Names must be submitted by 000926 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/09/17 
3pp 


8009230382 First request for designation of NRC witnesses for 001013 
deposition in Chicago. U re Contentions 1,3. 4,5.7 5 0 
adnitted per ASLB 000807 special prehearing conference 
order Certificate of Svc end 

VCLLCN.R J . OSANN, E H I caak Walton League of America. Porter 
County Chapter VOLLEN, H J Vollen, R J aO/09/17 4pp 


8009230393 Notice for EA Schroer t HP Lyle 801021 ti 20 deposition 
baking respectively, in Chicago, IL re Contentions 1,3*4, 5, 7 
8 admitted per A-SLB B00SO7 special prehearing conference 
order Certificate of SvC encl Related correspondence 
VOLLEN. R J , OSANN, E W Iiaak Walton League of America, Porter 
County Chapter VOLLEN, R J Vollen, R J 00/09/17 4pp 


6009260011 First request for production of documents directed to NRC 
Addresses delay in const, remob i 1 1 la 1 1 on of contractors, 
installation of slurry wall K environ s i gni f i catice of amend 
Insp $ copying ulll take place on B-OIOI4 in Chicago, IL 
VOLLEN, R J . OSANN, E U Iiaak Walton League of America, Porter 
County Chapter VOLLEN, R J Vollen. R J 00/09/10 0pp 


0009220173 Submiiiion of Exhibit 0 erroneously omitted from State of IL 
000915 brief filed in form of pleading in support of City of 
Gary, IN, et a 1 t B Schulti appeal 

MURRAY, II J Illinois, State of 80/09/19 App 


8009230041 Advises that 3C Goldberg ulll present NRC oral argument In 
proceeding per ASLAB 000917 memoranduni h order 
GDLDaERO.S C Hearing Branch 2 80/09/19 ip 

9009300004 Response in opposition to util application for eitension of 
CP which would constitute major federal action affecting 
environ if granted Urges issuance of revised EIS Extension 
cannot be based on 1973 FES 

KIMBALL, T L National Wildlife Federation SHELDON, K P Sierra 
Club COCHRAN, T D Natural Resources Defense Council 00/09/24 

17PP 


B00930002S Advises that UH Eichhorn ui 1 1 present 000917 oral argument 
on behalf of util per ASLAD E00917 nomorand urn 6 order 
correspondence 

EICHHORN, W H E i c h h Oirn, E i ch h or n Jk Link 80/09/24 Ip 


6009300005 Advises that contrary to 000018 pleading<NnC safety 
evatuatlun of applicant pile installation proposal will bo 
issued on 601015 

GOLDDERG, S C Hearing Branch S 00/09/26 Ip 


0009300331 Order denying State of IL motion to conpol NRC determination 
whether ElB will be issued per NEPA NRC will decide need for 
EIS hy early Oct 1700 Time frame reasonable 

GROSSMAN, H Atomic Safely and Licensing Hoard Panel 80/09/26 
3pp 


8009300576 Response in opposition to State of IL 000911 memorandum J< to 
Porter Co-unly Chapter argumnents filed in support of County 
tiatji contentions on safety matters Issues held to be outside 
scope of proceeding Certificate of Svc encl 

SHEA, K H , FRANTZ, S P , EICHHORN. W H Northern Indiana Public 
Service Co 80/09/26 1 ipp 


H General corr ospondonce 


B0Q9tQ05ll Opposes const of facility 

» Affiliation Unknown B0/O9/<H 5pp 


8009160556 Responds to 800421 Itr expressing concerns re facility 6 HRC 
response to 800416 question re why plant should be completed 
before deciding whether or not it should operate Safety 
evaluation concluded plant may be safely built ft operated 
YOUNGBLOOD, B J Licensing Branch ( 80/09/10 2pp 


a Inspection reports, IE Bulletins i c orraspond ence 


8009090047 Forwards IE Oulletin 00-07, Suppl 1, "BUR Jet Pump Assembly 
Failure," No response required 

KEPPLERrJ 0 Region 3, Chicago. Office of the Director 00/0-9/14 
IP 


8009100165 Responds to IE Bulletin 79'-03A, ''Longitudinal Weld Defects 
in ASHE gA“312, Type 304 Stainless Steel Pipe " No piping as 
yet Installed at facility 

SHORB.E M Northern Indiana Public Service Co 00/00/14 Ip 
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SOO^llOSSi Responds to IE Bulletin S0-08r "Etam of Containment Liner 
Penetration Uelds '■ Due to delays in MRC completion of pile 
foundation rev i eus< c oust i- enflineering on plant halted for 
three i/rs iJill submit response bij G20104 

SHORD. G K Northern Indiana Public Service Co 60/00/14 Ip 


9009110569 Responds to IE Dulletin SO-IA. "Potential Misapp I lea ti on 
of RosBmounti Inc Models 1151 6 I I SS Pressure Transmitters 
W/Either A or D Output Codes Mill resp ond» f ol ioui ng 
resumption of engineering 6 constiby 620104 

SliORD. E M Northern Indiana Public Service Co SO/OB/H Jp 


aOOTOOOSO? Foruiards Revision I to IE Bulletin B0-I9f "Fat lures of 
Merc ury-lde tied Matrii Relays in Reactor Protective Sgs of 
Operating Nuclear Poiuer Plants Designed tg C-E " Nritten 
response required 

KEPPLERi J 0 Region 3j Chicago. Office of the Director 60/08/15 

ic 


6009190485 Forwards [E Info Notice 90-30. "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Fonellon 4 
Noneesential Control Air at Certain GE DU'R Paeiiities " No 
specific action or response requested 

KEPPLERi J G Region 3. Chicago. Oft ice of the Director 00/09/20 
Ip 


0009120055 Forwards Suppi 3 to IE Bulletin 90-17. "Failure of Control 
Rods to Insert During Scian at BUR " No urltten response 
requ I red 

KEPPiLER. J 0 Region 3, Chicago. Office of the Director flO/OS/22 

Ip 


9009170432 Forwards IE Circular 00-16. "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No urltten response 
required 

REPPLER, J 0 Region 3. Chicago. Office of the Director B0/08/2S 
Ip 


9009230259 Responds to hJRC 800005 request for supplemental info re IE 
Bulletin 90-07. "BNR Jet Pump Assembly Failure " No jet 
pumps have been Installed at facility Util will adopt plan 
to prevent cracking In Dl.'R jet pump hold down beams 
3H018.E M Northern Indiana Public Service Co 80/08/27 2pp 


8009S30074 Foruards IE Info Notice 80-31. “Malop eratlon of Oould'Brauin 
Dover! 400 Volt Type K-600S t H-DON 600S Circuit Breakers " 

No urltten response required 

14EPPLER. J G Region 3. Chicago. Office of the Director 90/08/28 

Ip 


G009240IIO Forwards IE Circular 60-21, "Regulation of Refueling Crews 
Mo written response required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 80/09/10 

ip 


S009300SA5 Forwards IE Insp Meeting Rept 50-367/80-02 on 900724 

FICRELLI.G Region 3. Chicago. Reactor Construction t< Engineering 
Support Branch 80/08/19 Ip 


—0009300571 IE Insp Meeting fiept SO-367/80-02 on 600724 No nonconpllanc e 
noted Areas discussed const status 5 general IE policies re 
const 

FIORELLI.S Region 3. Chicago. Reactor Construction 4 Englnearing 
Support Branch 80/06/16 2pp 


R Periodic operating repo-rts t related correspondence 


8007020005 Forwards well charts for 800730-0004. Oa i 1 1 y uells u/o 
recorders 5 pond levels for 000906. pnsump t i c pressure 
transducers it water meter readings for 800604. USDS uells for 
000803 4 new USDS wells for 800729-0903 

OOHNi R J Northern Indiana Public Service Co 80/08/22 35pp 


8009030434 Forwards "OuarteTly Rept.BalUy Nuelear-1 Site," Apr-June 
1990 

PURCELL. J Northern Indiana Public Service Co 80/03/22 tp 


—8009030435 "Quarterly Rep t.Ba Illy Nuel ear-1 Site," Apr-Jun 1980 
e Tesas Instruments. Inc 90/06/30 175pp 


6009020051 Forwards well charts for 800804-12. pond levels for 900813 tt 
Baillij wells w/o record er$. pneumat Ic pressure transducers, 
water meter readings 4 USGS wells for 800612 

QOHN.R J Northern Indiana Public Service Co. 60/08/25 33pp 


0DO9O9O429 Forwards well charts for 80061 3-20, Bai ] ly wells w/o 
recorders, pond 1 eve 1 s, pneumatic pressure transducers it 
water meter readings for 600650 i USDS wells for 600319 
BOHN. R J Northern Indiana Public Service Co 90/09/29 33pf 


8009090469 Forwards well charts for 000020-27 fc Bailly wells u/o 
recorders, pond lave Is. pneumatic pressure transducers, wa ter 
meter readings A 1/805 wells fdr 800927 

BOHNi R J Northern Indiana Public Service Co 80/09/05 35pp 


6009150474 Forwards well charts for 000927-0903, Bai 1 ly Wells W/o 
r scoi d era . p and level s. pneumat ic pressure transducers. wa ter 
meter readings t USOS wells for 800903, ra Inf a 1 1 data for 
600501-0631 5 Lake MI levels for 800515.0501 It 15 
BOHN, R J Northern Indiana Public Service Co 80/07/Jl 36pp 


8009250297 Forwards well charts for 000903-10. Bai 11 y wells u/o 
recorders , pond 1 eve 1$. pneumat ic pressure transducers. water 
meter readings & USGS wells 800910 

BOHN. R J Northern Indiana Public Service Co 00/09/19 34pp 


0OO93'OO446 Forwards well charts for 800910-17. Ba 1 1 ly wells w/o 
recor ders. pond 1 eve Is. pneuamt ic pressure transducers, water 
meter readings 5 USDS uells for 600917 liSOo has Installed 
new Netl 0-4A next to Well 0-4 Water level included 
BOi'Ni B J Northern Indiana Public Service Co 90/09/24, 33pp 


DOCKET 50-360 ARKANSAS NUCLEAR ONE, UNIT 2 


F Security, medical, emergency fire protection plans 


8009020130 Invites participation in 600822 workshop in Atlanta.OA to 
solicit e omment re proposed f unc t lona 1 criteria for 
emergency response facilities in NUREC-0696 Discussion to 
include local ion, s 1 le 5 staffing of emergency ctrs 
SEYFRIT.K V Region 4, Dallas. Office of the Director 00/08/12 
Ip 


6009090326 Notifies that security sys will be fully implemented on 
601001 Any subsequent equipment failure will be compensated 
for by compensatory measures outlined in util industrial 
security plan 5 implementing procedures 
TRIMDLe, D C Arkansas Power *, Light Co 80/08/29 ip 


8009170322 Forwards security personnel training tt qualification plan. 
Revision 1 Revision withheld (ref 10CFR2 790) 

TRIMBLE. D C Arkansas Power it Light Co 00/09/09 Ip 


G Adjudicatory correspondence 


8009260535 Forwards order requiring info supporting environ 
qualification of safety-related electrical equipment 
Requests submittal of Info by 601101 

CLARK. R A Operating Reactors Branch 3 80/06/29 2pp 


--8009260540 Order for mod of License NPF-6 to add info Which fully 
responds bo NRC request for info re environ qualification 
of safety-re lated electrical equipment Info should be 
submitted by 0OltO] 

ElSENHUr.D 0 Division of Licensing 00/08/29 6pp 


J Insurance 4 indemnity information 


6007030537 Forwards Endorsements 40, 41 4. 42 to NELIA Policy NF-210 t 
Endorsements 36 tt 37 to MAELU Policy MF-74, 

TRIMDLE. D C Arkansas Power tt Light Co 90/08/29 6pp 


8O09O3OSSO Forwards Endorsement 3 to ANI Binders EB-AB 4. EB-68 4 MAELU 
Binders (CB-Aa 4. )fB-63 

TRIMBLE, D C Arkansas Power 4. Light Co 80/00/29 9pp 


P Operating license stage documents 6 correspondence 


6009030297 Submits interim criteria for shift staffing to all OL i« CP 
licensees tt app 1 icants. per NRC 800507 Itr Discusses 
administrative provisions for emergency 4< overtime work 
Deve 1 opiren t 4 implementation to be reviewed within 90 days 
EISENHOT. D 0 Division of Licensing 80/07/31 7pp 


8007000090 Foruards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NLiREO-0696 eitc 1 N/o NUREO 

EISENHUTrD 0 Division of Licensing 90/08/01 U9pp 


8009230053 Informs that eiemptlon from fee re licensing action 
associated w/TMl-a Lessons Learned is unjustified Previous 
do t erinlna t ion should be disregarded Requested submittal 
should Include proposed class of amend 
EISENHUT, D 0 Division of Licensing 80/08/07 60pp 
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6009150287 Application to amend Licenoe NPF-&I chang inp Tech Spec 
3 4 3b re preisunier code relief valves Class III fee end 
CAVAMAUOHi W Arkansas Pouer & Light Co 80/08/29 3pp 


--0007150392 Proposed Tech Spec 3 4 3 b re time eitenslon for setting 
pressuriier code safety valves under ambient (hot) 
conditions 

a Arkansas Pouer Light Co 80/08/29 Ip 


B0K791I0371 nequests that enc 1 supporting document be docketed under 
HI I i Stone 

HAPOi P S Assistant Director for Core b Containinent Systems 
00/09/09 Ip 


BOO9180424 Application for amend to Llcenso tlPF-ix mof if y ing 
surveillance requirements of Tech Spec 4 6 3 3 to assure 
operability of containment sys Class III amend fee & 
supporting documentation encl 

C AVANAUIiHi U Arkansas Pooler i Light Co 00/09/11 6 pp 


--8009100427 Proposed mods to surveillance requirements of Tech Spec 
4 & 2 3 to assure operability of containment sys 
s Arkansas Power t* Light Co 80/09/1! Ip 


SOO92S0I2A Forwards Amend 14 to License I'(PF- 6 p safety evaluation t< 
notice of issuance t’ availability 

CLARKi R A Operating Reactors Dranch 3 80/09/12 2pp 


— 8009250130 Amend 14 to License NPF -6 revising App A Tech Specs to 
identify water flow rate requirements for operation mode 
alloiEied by Tech Spec 3 6 2 3 

CLARKtR A Operating Reactors Branch 3 80/09/12 5pp 


— 0OO72SOI33 Safety evaluation supporting Amend 14 to License NPF -6 
• Operating Reactors Branch 3 80/09/12 2pp 


--B0092S0137 Hotice of Issuance & availability of Amend 14 to License 
MPF-i 

CUARKfR A Operating Reactors Branch 4 SO/09/12 2pp 


8009260453 Application for amend of License NPfl“ 6 i chang log Tech Specs 
3 6 2 3. 4 6 2 3. 3/4 6 3 6 3/4 6 4 Fes encl 
CAVANAUGH. W Arkansas Power «■ Light Co 80/09/16 9pp 


— 0009260456 Proposed Tech Specs 3 6 2 3.3/4 6 3 ii 3/4 6 4. perml ttlng 
operation u/min of one containment cooling unit operable in 
each group surveillance flow requirement of 1.250 gpm to 
each group 

s Arkansas Power {< Light Co 80/09/16 3pp 


0OO93OO14S Forwards Amends 46 * IS to Licenses DPR-51 6 NPF- 6 . 
rcspec tlvely. safety evaluation t notice of issuance 6 
aval lability 

neiD.R W Operating Reactors Branch 4 00/09/16 2pp 


— 0009300148 Amends 46 «> 15 to Licenses DPR-Sl & NPF- 6 , respect ive ly, 
eevlting ETS re design abjective for radioactive gaseous 
releases 6 requirements for quarterly rapt on radioactive 
gaseous releases 

R£ID.R U Operating Reactors Branch 4 80/09/16 I9pp 


--Q009300I53 Safety evaluation supporting Amends 46 fc 15 to Licenses 
DPB-5I 6 NPF- 6 , respect 1 vs 1 y 

« Office of Nuclear Reactor Regulation, Director 80/09/16 4pp 


--6009300155 Notice of issuance 6 availability of Amends 46 6 15 to 
Uicenses DPR-51 6 NPF -61 respec tlve ly 

REfD, R W Operating Reactors Branch 4 00/09/16 2pp 


B009300173 Requests deadline eitenslon until 801201 to rewrite model 
Tech Spoct to accomodate existing AR-i Tech Specs format, 
unit design 6 NUREO-0570 Category A mods 
TRIUBLE. D C Arkansas Power i Light Co 00/09/19 ip 


8009300242 Confirms telcon commitments re removal of accumulation of 
Asian clams from containment cooling units In addition to 
physical cleaning, efforts include flushing w/hlgh temp water 
to kill any live clams remaining 

CAVANAUGH, W Arkansas Power S Light Co 80/09/22 2pp 


Inspection roports, IE Bulletins 6 correspondence 


5039020224 Responds to IE Bulletin 80-03, "Exam of Containment Liner 
Panatration Melds " Units utilize flued head design for 
containment penetrations Flued head penetrations 
rad iographad 

TRIKBCE. D C Arkansas Power «• Light Co 00/06/27 iipp 


6009180145 Forwards IE 9u]lstin 80-18. “ffaint of Adequate Ifin Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture “ Uritten response required 
SEYFHIT. K V Region 4, Dallas. Office of the Director 80/07/24 
Ip 


8009020530 Forwards supplemental IE Info Notice 00-06. ''Notification of 
Significant Events at Operating Power Reactor Facilities " 

No written response required 

SCYFRIT. K V Region 4. Dallas. Office of the Director 00/07/29 

Ip 


8009180138 Forwards IE Bulletin 80-20. "Failures of Mestinghouse Type 
W -2 Spring Return to Neutral Control Switches " Mritten 
response required 

SEYfflir. ik V Region 4. Dal la®. Office of the Director 80/07/31 
Ip 


8009100160 Forwards IE Bulletin BO— 19, "Failure of Mercury —Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by C-E " Uritten response required 
SEYFRIT,^ V Region 4, Dallas, Office of the Director 00/07/31 
IP 


0009260294 Forwards IE Info Notice 80 - 29 , "Broken Studs on Terry 
Turbine Steam Inlet Flange " No written response required 
SEYfRIT.K V Region 4. Dallas. Office of the Director 00/00/07 
IP 


8009180470 Forwards IE Insp Rspt® 50-313/30-15 6 50-369/00-1! on 
000622-0721 6 notices of violation 6 deviation One notice 
of violation 4 Attachment A to repts withheld (ref 
iOCFR2 790) 

MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 
Dranch 00/00/08 2 pp 


— 0007100472 Notice of violation from insp on 800622—0721 

e Region 4, Dallas. Reactor Operations Nuclear Support Branch 
80/08/07 Ip 


—8009180476 Notice of deviation from insp on 800622-0721 

a Region 4. Dallas. Reactor Operations Nuclear Support Dranch 
80/08/07 1 p 


—0009180401 IE Insp Repts 50-313/00-11 6 50-368/00-11 on 000622-0721 
Noncompliance noted 2TI2 valve gallery in Unit 2 auxiliary 
bldg not posted as radiation area 6 no positive access 
control on Door 364 Attachment A withheld (ref 10CFR2 790) 
JOHHaOH.W D , CALLAN, L J , HOWNICUrr.O II Region 4. Dallas, Office 
of the Director BD/OB/07 I3pp 


8009040039 Ack recolpt of 800700 S' 11 Itrs informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-313/80-05 S. 
50-360/80-03 

(lADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 
Branch 30/08/1? Ip 


— 8009040047 Responds to NRC 800,116 Itr re, violations noted in IE Insp 
Rept 50-368/80-05 Corrective actions Tech Spec change 
request generated to clarify existing spec on diesel 
generator automatic sequence time delay relays 
TRIMBLE, D C Arkansas Power S. Light Co 0O/D7/OB Ip 


0007240735 Forwards Revision 1 to IE Bulletin 00-17, "Failures of 
Mercury-Wetted Matrix Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed (ly C-E ” Written 
response required 

8 EYt-RIT,ii V Region 4, Dallas, Office of the Director 00/00/15 
ip 


0007170390 Forwards IE Circular 80-18. "10CFR50 39 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No uritten response 
required 

SEYfRlT.K V Region 4. Dallas. Office of the Director 00/08/22 

Ip 


8009120420 Forwards IE Info Notice 00-31, "Maloperation of Could-Brown 
Hoveri 480 Volt Type K-600S 8 K.-DaN 600S Circuit Breakers " 

No written response required 

SEYfRIT.K V Region 4, Dallas. Office of the Director 80/00/27 
Ip 


8009170173 Forwards IE Insp Repts 50-313/00-13 *■ 50-368/80-13 on 
800721-25 (d/o'encl notice of violation 

KELLY, J A Region 4, Dallas, Office of the Director 00/08/29 

app 
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— 6009170176 IE Insp Bepti 50-3 1 3/GO- 1 3 «. SO-369/80-13 on G0O72i-2S 
Nonconp I tanc e noted vital area door fastened shut Mtf 
inadequate fa»tonsr< taaiper alar™ tnggeiing nechanism taped 
in (tianfier preventing alarm i intrusion alarms not tested 
CALDWELL. R A . KELLV. J A Region d, Dallas. Office of the 
Director 60/08/27 2pp 


R Periodic operating reports t related corr espondeace 


8009090425 Forwards NPDES rept for Gee end Quarter 1980 re NPDES Permit 
AR0001392 Util Itri to EPA enc i 

TRIMBLE. D C Artarsas Power «. Ligfit Co 80/08/29 Bpp 


— 8009090433 NPDES rept for Second Quarter 1900 re NPDES Permit 
AR0001393 

-e Arlansae Power t Light Oo BO/CS/29 I5pp 

8009160251 Forwards semiannual radioactive effluent rept for first 8i 
second quarters 1980 

TRIHBLEiD C Arkansas Power & Light Co 80/09/05 Ip 

— 800?lfc0256 Semiannual radioactive effluent rept for first t second 
quarters 1980 

• Arkansas Potaar L Light Co 00/09/08 2lpp 


6009230407 Forwards monthly operating rept for Aug I9G0 
TRIMQUE. D C Arkansas PoweT L Light Co B0/O9/IS tp 


--80092304IO Monthly operating rept for Aug 1980 

PEWOERGRAFT. n Arkansas Power L Light Co 80/09/15 6p p 


S Reportable occurrences. LEfls L related co.rrBspondence 


8009020449 Forwards LER BO-059/03L-0 

TRIMBLE. D C Arkansas Power L Light Co 00/08/26 2pp 


— 8009020458 LER 80-059/03L-0 on 800737i d ur 1 n g Mode 1 op erat Ion. core 
operating limits supervisory sys plant computer program 
Indicated po^wer margin of “QOVI rather than eipected OX at 
rated power Probahle cause intermittent hardware failure 
SHIVELV, C N , O'HANLON. J P Arkansas Power 6 Light Co 80/08/26 
•P 


8009160557 PfJO-I V-90-027A correcting Info previously reported In 
PN0-H/-027 dtd 800022 re loss of all telephone 
communications Util has plans for installation of new 
communications sys which includes fiber optics & microwave 
JOHNSON. H D . HUNNICUTT. D H . MADSEN. 0 L Region 4, Dallas, Office 
of the Director 80/08/26 2pp 


8009030422 Forwards updated LER 80-037/01 X-l 

TRIHQLE.D C Arkansas Power L Light Co 80/08/27 Ip 


—8009030425 Updated LER B0-D37/01X-1 on 800603 . dur in g Mode I operation, 
safety injection tanks (SITI C 4 D were found to have boron 
concentrations of 1711 ppm L 1620 ppm Probably caused by 
dilution of SIT makeup path by reactor coolant 
SHIVELY- C N Arkansas Power t Light Co 80/08/37 4pp 


8009030539 Forwards LER 80-061 /03L-0 

TRIMBLE. D C Arkansas Power 6 Light Co 00/08/27 Ip 


—8009030546 LER 80-061/03L-0 on 800728, 1 ea kag e discovered oo C charging 
pump at elbow weld during Mode 1 operation Caused by 
vibration Defective pipe spool piece replaced b hanger 
installed to reduce vibration Pump operable after repairs 
PENDERGRAFT, R Arkansas Power t Light Co 80/09/27 Ip 


6009030622 Forwards LER 80-060/03L-0 

TRIMBLE. D C Arkansas Power Si Light Co 80/08/20 Ip 


—8009030628 LER SO-060/03L-0 on 60-0730. 0 core protection calculator 
failed during Mode 1 operation Cause unknown ONDR/LPD trips 
bypassedi 0 sys re 1 n itla 1 1 led ft failure indications 
returned to normal Bypasses removed Ontt remained operable 
TRIMBLE. D C Arkansas Power J Light Co 80/08/23 2pp 


80090'30410 Forwards updated LER ao-050/03X“l 

TRIMBLE, D C Arkansas Power fc Light Co 00/08/29 Ip 


•8009030417 Updated LER aO-050/03X“I on 800804 during Mode 1 operation, 
uhtie testing emergency feedwater pump (2P7A I , overspeed 
trip occurred rendering 2P7A Inoperable Cause not specified, 
but hydraulic control oil sys is suspected Vendor contacted 
PEMDERGRAFTi B Arkansas Power 4 Light Co 80/08/29 Ip 


0OO9O9O37B Forwards LER 0O-OS7/O3L-O 

TRIMBLE, D C Arkonsas Power L Light Co 80/09/03 Ip 


—8009090385 LER 80-057/03L-0 on 800805- d ur 1 ng Mode 1 operak ton-al I 
control element assembly calculator 1 inputs to cere 
protection calculators were placed on inoperable status as 
precautionary measure 

GHIVELY, C N Arkansas Power * Light Co SO/09/03 Ip 


8009180149 PNQ- IV-00-020 on 800903, sve water flow to eontalnmenl 
cooling coils failed to meet min flow rate required by Tech 
Specs Nhen compliance w/Toch Specs could not be demonstrated 
unit was shut down Licensee Is Investigating 

JOHNSON, U D , HUNNICOTT. D M . MADSEN. G L Region 4, Dallas, OffUi 
of the Director 00/09/04 gpp 


8009190590 PNO- 1 V-80-031 on 800904, c on ta i nmon t bldg purge was itartil 
w/o licensed operator in charge knowing when purge started 
Caused by operator in charge being involved in other work 
JOHNSON. W D , HVNNICUTT.D M , MADSEN, 0 L Region 4. Dallas. Off let 
of the Director 80/09/05 2pp 


8009150293 Forwards LER aO-064/03L-0 

TRIMBLE, D C Arkansas Power L Light Co 80/09/08 ip 


—8009150296 LER 80-064/a3L-0 on 800810, during Mode I aperation, p tant 
protective sys channels A 4 D malfunctioned Caused by power 
supply failure Channels repaired 4 declared operable per 
Tech Specs 

SHIVELY.C N Arkansas Power 4 Light Co 80/09/08 Ip 


8009150258 Forwards LER 80-OA2/03L-0 

TRIMBLE, D C Arkansas Power 4 Light Co 00/09/09 Ip 


--8009150261 LER 80-062/03L-0 on 800801 during startup test procedurrt 
review for RC8 cai or line tr ic flow rate test. power uncertainty 
bias terms In core protection calculators revealed callbr 
tolerance less constant than Tech Spec requirements 
GHIVELYrC N Arkansas Power 4 Light Co 80/09/0? Ip 


8009150268 Forwards LER aO-066/03L-0 

TRIMBLE, D C Arkansas Power 4 Light Co 80/09/09, tp 


—8009130271 LER 80-066/03U-0 on 80081 1 . dor 1 ng Mode 1 op era t ion, h l-M 
containment pressure trip was received on plant protective 
sys channel D Other channels reported normal pressures 
Caused by power supply failure on bistable card 
PENDERORAFT. B Arkansas Power 4 Light Co 80/09/0? Ip 


8009150273 Forwards LER 80-063/03L-0 

TRIMBLE, D C Arkansas Power t Light Co 80/09/0? ip 


—8009150273 LER eO-063/03L-0 on 800812, While performing sorvellUnc* 
testing on containment spray 4 sump va 1 vei, centa Infflsnt sump 
recircula tl en valve failed Caused by valve operater overload 
breaker tripping due to foreign matl In switch contacts 
PENDERGRAFT, R Arkansas Power 4 Light Co 80/09/09 tp 


8009230705 Forwards LER BO-06B/03L-0 

TRIMBLE, D C Arkansas Power 4 Light Co 80/09/16 Ip 


—8009230712 LER ao-06a/03L-0 on 900823. during Mode t.leak was dlscovirfd 
on B charging pump, 2P368r d l scharge header at discharge 
relief valve pipe Apparent cause is vibration induced fron 
positive displacement pumps Mods made to all three pumps 
SHIVELY.C N Arkansas Power 4 Light Co 80/09/16 Ip 


8009230744 Forwards LER S0-067/03L-0 

TRIMBLE, D C Arkansas Power 4 Light Co 80/09/16 tp 


—8009230748 LER 80-067/03L-0 on 000823, during Mode I operation I-I3t 
dose equivalent value of 3 6 uCl was observed Caused by 
"CRiJD" burst RCS letdown flow was Increased 4 I-t3i 
decreased to 0 26 uCi 

PEKOERQRAFT, R Arkansas Power 4 Light Co 00/09/16 Bpp 


8009240496 Forwards LER eo-072/OlT-0 

TRJMDLE, D C Arkansas Power 4 Light Co 80/09/17 Ip 


—8009240504 LER 80-072/011-0 on 800903, during Mode 1 operation, 
discovered 800820 surveillance indicated Inadequate sve 
water flow through containmant bldg coolers Caused by 
buildup of Asian clams in sve water side of coolers 
SHIVELY, C H Arkansas Power 4 Light Co 80/09/17 4pp 


8009300338 Forwards LER 80-063/03L-0 

TRIMBLE, D C Arkansas Power 4 Light Co 80/09/19 Ip 
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— a(H>9300946 LER 0O-O63/O3L-O an Q008SS< after unit trjp at 90*/.> pouier A 
eondeniate storape tank level fell below Tech Spec mm 
Cauieil by emergency feedwater sys Suction taken from tank 
after unit trip Procedures revised to prevent reoccurrence 
SHIVELV.C N Arkansas Power t Light Co 00/09/18 Ip 


V Operator Esaminat Ions 


0O&9OSO33O Submi ts info re mods to reactor operator training program in 
response to NRC 600320 Itr Course summaries for 
tbermodynamicsi fluid flow t> heat transfer training i for 
oltlgating core damage end 

□ ■HAMLONrJ P Arkansas Power f< Light Co 00/00/04 9pp 


8009150333 Eoruat ds request Foi addl Info re Category 1 masonry wall 
design Requires response 6y 000919 

T£OESCO> R L Assistant Director for Licensing 80/0B/29 3pp 


800910015e! Requests info by S009]'9 to complete riiial Tech Specs 
Required info includes proposed changes inquiring technical 
justification If ident i Fi cat i c n of FSAR revisions subsequent 
to issuance or SER requiring Tech Spec changes 
YOUNORLQOD. 0 J Licensing Drorich I 80/09/02 3pp 


6009190236 Forwards FR notice re relocation of local PDR to Atkins 
LibraryrUniv of NCt C har lot te < tlC 

FELTON* J (1 Division of Rules and Records 00/09/03 2pp 


0009170241 Documents 800611 presentation of util position re nuclear 
training program Presentations re operator training. general 
enployte training, training records, on-the-job training, 
fire brigade training t sys training end 
CAVAWAUCH.W Arkansas Power «■ Light Co 00/00/13 16pp 


DOCKET 50-3i9 WILLIAM 0 MCGUIRE NUCLEAR STATION, UNIT 1 
A App I Ication/construc t ion stage documents t. correspondence 


00091 1063& Forwards requests for addl info re raduaste mgt sys, per 
review of F8AR Revision 39 Comments on radiological ETS 1!< 
offlite dose calculation manual end 

TEDESCOiR L Assistant Director for Licensing 00/07/29 Qpp 


8009080000 Forwards draft NUREG-0696, “Functional Criteria for 
Emergency Response Facilities " Coimnents requested within 30 
days Proposed implementation schedule for meeting criteria 
of NURE<J-0696 end W/o NUREO 

EIEENHUT.D 0 Division of Licensing 80/00/01 1 19pp 


S009020I22 Forwards request for addl info re floodplain mgt per 
Ciecutiv* Order 11988 Response requested by 800808 
TEDSaCO.R L Division of Licensing 80/08/06 5pp 


— S009190242 Notice of relocation of local PDB to Atkins Library. Unlv of 
NC, Charlotte. lie 

FELTON. J M Division of Rules and Records 80/09/02 2pp 


0009160261 Forwards proprietary K nonpropr i e tary versions of 
Ides t i ng house computer printout data entitled *'Lo-ui Pressure 
Turbine Disc Info." In response to NRC 800627 request 
Proprietary version withhold (ref 10CFR2 7901 
PARKER. W O Duke Power Co 60/09/04 2pp 


6009110345 Forwards updated responses to “'Duke Power Go. McGuire Nuclear 
Station Response to THI Concerns " Fool loading for Unit I 
scheduled for* Oct 1960 

PARKER. U □ Duke Power Co 80/09/00 34pp 


0OO9ISO439 Notifies that util 600925 Itr le ATW3 r squireinent s responds 
to NRC 790017 b* 600025 requests Ltr reflects current util 
intantlens ro Interim ATW8 procedures prior to OL Issuance 
PARKER. W Q Duke Power Co 00/09/00 Ip 


0009150546 Requests ecemptlon From mechanical snubber requirements 
until startup following first refueling outage Testing 
equipment necessary to comply w/NRC surveillance 
requirements is unavailable 
PARKER. Id -O Duke Pauor Co 00/09/00 Ip 


3009300644 Summary of B00904 meeting u/util in Dethosda.HD re final 
standby facility Connection w/station wl 1 i occur subsequent 
to NRC review t. approval Site visit considered for 
600925-26 

QIRKEL.R A Licensing Branch 1 00/09/09 2pp 


BC09030069 Notification of 800904 meeting w/util in Dethesda.MD to 
discuss standby shutdown facility 
BTRKEL.R A Licensing Branch 1 80/00/14 4pp 


6009040434 Forwards matl ro NRC review of ice condenser containment t 
hydrogen control measures for Sequoyah Nuclear Power Plant. 

ACRS has scheduled meetings in Washington. DC on 800020.0902 
k 04 to discuss issue 

TEDESCO.R L Assistant Director for Licensing 80/08/22 Spp 


— 0009040443 “Hydrogen Control for Sequoyah Nuclear Plant. Units I 4: 2 " 
e Office of Nuclear Reactor Regulation, Director 00/08/13 

aipp 


— ao090'4045D Transcript of 800821 discussion of Sequoyah foil power 
license in Washing ton, DC Pp 40-09 
e Conmlsslon 00/00/21 47pp 

B00913D116 Requests addl Info re containment pressure boundary fracture 
toughness by 800903 

TEDESCO.R L Assistant Director for Licensing 80/08/22 Spp 

8009090877 Forwards request for addl info re radiation protection 
Complete response should be provided by 000902 
TEDESCO.R L Assistant Director for Licensing 00/08/25 4pp 


*®*49lret submittal of ATUS emergency operating procedure for 
KRC review by B0091? Generic analysis should confirm ATWS 
mitigation capability described in Vol 3 of NilREO-0460 
Com-slsslon will determine required mods U schedules 
TEDESCO.R L Assistant Director for Licensing 00/08/25 4pp 


3009160600 Forwards respoiiso to RL Tedesco 300022 ltr requesting Info 
re containment pressure boundary fracture toughness Hatla 
test data in storage at facility Oversiie drawings available 
in Central Files only 

PARKER. W O Duke Poiuer Co 00/09/10 Spp 


0009290001 Forwards request for addl Info concornlng reactor sue re 
Branch Technical Position RSD 5-1 

TEDESCO.R L Assistant Director for Licensing 00/07/11 3pp 

0009130376 Forwards addl Info re CCC0 ovaluat ions, In response to RL 
Tedesco 000805 ltr Provides results of supplemental 
calculations to demonstrate potential impact of using fuel 
rod models. per draft NUnco-0630. on LOCA analysis for Unit I 
PARKER. M 0 Rote Power Co 00/09/15 Spp 


0009160322 Forwards draft emergency procedures for revl ew. Inc lud ing 
liiirsedlate actions t< diagnostics for safety in jec lion. LOCA & 
steam generator tube rupture Gecondary line rupture 6 lost 
of feedwater will be provided by 000919 
PARKER. W 0 Duke Power Co 00/09/16 ip 


8009130327 Draft emergency proc edures, 1 nc lud I ng Immediate actions U 
diagnostics for safety In jee tlon. LOCA 4 steam generator lube 
rupture 

e Duke Power Co 00/09/16 30pp 


8009120623 Forwards request for addl info re containment emergency 
DA'Ie'' post-LOCA conditions Requests info 

b y 000903 

TEOESCOiR L Assistant Director for Licensing 00/08/26 App 


8009020371 Provides documentation of activities 4 current work stal 
"^Tit u “*'2..^“"*''°^ condenser containments Facility 

will have ECC8 Sys will not generate substantial amounts of 
prevent hydrogen problem 
PARKER, H 0 Duke Power Co 80/03/27 3pp 


8009190399 Responds to NRC 000520 Hr re .MUnE0-0S77. "Potent tal 
Fracture Toughness & Lamellar Tearing on PWR Bteam Oenerator 
Pump Supports ■' No response needed, pend Ing 

addl NRC guidance 

PARKER. W □ Duke Power Co 00/09/16 Ip 


for Low 


0009190606 Forwards Revision 1 
on Category I masonry wails 
PARKER, ti O Duke Power Co 


to util 000702 response ro Info request 
00/09/16 4pp 


6009160649 Requests info needed by 800908. for review of applicablon re 
icu pressure turbine discs 

TEDESCO. R.L Assistant Director for Licensing 00/08/27 3pp 


8009240409 Responds to NRC 800731 Itr slating position re 1 
thermocouples Thermocouple readout has capability for 
printout within 5-6 minutes Thermocouples ere capable of 
fne^supln^ in SrOOO F 

PARKER tM o Duka Pouiiar Co 80/09/17 9pp 
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6009270159 rtdv'ises that auiiliarij ^eadiuatBr autonatie irvitjatton 

meets' tafeti) grailp re gu i reme at s re 7MI Item II E I 3iNL/RE(r" 
OS76.Seetlon 2 17a ReHUeeU compliante demon s that 1 oni bg 
800929. re automatic removaJ or manual bgpass 
vauwOOLODB , fl J Licensing Branch I 80/09/17 3pp 


6009240*139 Forwards response to Bulletins 4 Orders Tasi Force 
rscoainenda 1 1 ons re auilliarg reeJuater sgs Response 
supplements info transmitted in 800313 Itr 
PWKEfi.U O Duke Power Co 60/09/10 7pp 

8009290371 Advises that response to KflC 600827 request for info re 
draft Tech Specs has been sent 
PARKER. W O Duke Power Co 80/09/19 Ip 


6009290303 Forwards add! mfo re Category I masonrg wall design per 
NBC 800627 request Also forwards revised Page 3 of 600915 
response 

PARHeH. N D Duke Power Co 60/09/23 I2pp 

&009300‘134 Responds to NRC B00826 request for Info re containment 
emergency sump debris 

PARKCR. M 0 Dote Power Co 80/09/24 4pp 

F Security, tredical. emergency 4 fire protection plans 


0OO'7g6O527 Forwards comments re storage ^ in-traniit security plan for 
SIvii of low strategic eignlficance Response requested within 
30 days Comments withheld (ref 10CFR2 7701 

nCCORKLE. 0 tl Physical Becurety Licensing Branch 80/06/08 Ip 


8009020029 Forwards facility emergenc y plan it related info 
PARKER. U 3 Duke Power Co 80/06/29 I3pp 


— 0009020033 Emergency plan for facility 
« Duke Power Co 60/03/25 200pp 


B009120592 Furi/ards emergency preparedness evaluation Current plan 
provides acceptable state of emergency preparedness for 
fuel load 4 low power testing 

CRIMES. B K Emergency Pr ep ared-ne s s Program Office BO/0'9/04 *}pp 


G00929017S Advises that health physicist should report directly to 
station manager per Reg Ouide 3 6 4 N[JRE0^0550 4 NURE0^0594 
re radiation protectinn organi ea t i on Requests commitment to 
comply or eiplanatlon of alternate compliance w/crltena 
RlRHELi R Licensing Branch 1 80/09/17 3pp 


O Adjudicatory correspond enc e 


6009050036 Response In opposition to Camklna Environ Study Or-oup 
800609 5 0015 motions requesting reopening Of hearing 
record lieu contentions re emergency planning U comparative 
containment design are impermissible attack on regulations 
KCOARRV. 3 h! Duke Power Co HCOARRY. J M Oebevolse 4 Liberman 
80/09/03 23p p 


.'"800709008 7 Affidavit re hydrogen generation 4 control following 
postulated TMI^type accident Util action effectively 
precludes eicess hydrogen generation Certificate of Sve 
end 

CAMADYrK 9 Duke Power Co 79/07/09 7pp 


8009090241 Response urging deferral of ruling on Carolina Environ Study 
Oroup 800315 motion to reopen record re hydrogen generation 
issue arising from TMl accident Suggests 15 days for parties 
to file simultaneous reply W/Certif icate of Svc 
KETCHEN.es Hearing Branch 4 30/09/04 1 1 pp 


8009120252 Foiuards 800319 FR notice amending emergency planning 
regulati ons 

KETCHEN, E 0 Hearing Branch 3 80'/09/{)8 i9pp 


3009160343 Forwards FR n-otice of relocation of LPDR 
KETCHEM.E G Hearing Branch 4 80/09/12 Ip 


—"•30091503*17 Forwards notice of relocation of LPDR 

CHiLK. S J Office of the Secretary of the Commission 80/09/05 
kp 


— 6009160352 Notice of relocation of LPDR to Atkins Library. Uolv ef NC, 
Charlotte, UNCC Station.NC 

FELTOM. J H Division of Rules and Records 80/09/02 Ip 


800922042S Notice of appearance In proceeding Certificate of Svc end 
rii-arigg.j p Regulations Division 60/09/19 2pp 


6009250010 Submittal updating applicant 600903 response in opposition 
to Carolina Environ Study Group motion to reopen OL record 
re hydrogen generation control issue arising from TMI 
accident Certificate of Svc end 

PORTER, W L , MCOARRy, J M Duke Power Co MCGARRY. J M Debevotse t 
Liberman ao/’t>9/19 6pp 


6009260266 Response in- opposition t-o N Kiefer 800911 Itr seeking 
intervention if OL record reopened Petition def i c lent, but 
limited appearance statement may bo granted Certificate of 
Svc enc 1 

MCOARRY. J 1*1 I PORTER, W L Consumers Power Co MCCARRY. J M 
Debovoise 4 Liberman 80/09/23 4pp 


6009260273 Response in opposition to JJ Scott 600911 Itr seoklrig 
intervention if OL record reopened Petition def Ic i ont. but 
iiitiited appearance statement may be granted Certificate of 
Svc enc! 

HCOARRV, J hi , PORTER, W L Consumers Power Co MCOARRY. »;M 
Debevoise 4 Liberman 60/09/23 4pp 


H Genera 1 correspondence 


3009100103 Responds to 800729 request for public hearing re effects .of 
TMI"2 type accident on facility containment bldg Motions by 
util to terminate stay of ASLB 790416 decision 4 by 
intervener to reopen proceedings are pending 
KETCHEN. E G Hearing Branch 4 80/06/20 2pp 


6009180333 Expressed concern re proilmlty of facilities to Charlotte, 
HC Alt safety factors should be considered prior fro granting 
of OLi 

CONVEY.W H Affiliation Unknown 80/09/11 2pp 


— 8009180460 Erpresses concern re proilmlty of facilities to Charlotte. 
.KC Licensing hearings should be reopened due to problems 
w/lou pressure containment bidg 4 danger of hydrogen 
e iplos 1 on 

SCOTT. J J Affiliation Unknown 60/09/11 ip 


8009230746 .Raquasts licensing hearings be reopened to consider taw 
pressure containment bldg inability bo withstand more than 
15 pil Believes that TMI"2 pressure reached 28 psi 
KIEFER, N Affiliation Unknown 60/09/11 ip 


□ Inepectliin reports. IE Bulletins 4 correspondence 


S0091000Sa Forwards IE Bulletin 60-18, "Malnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " Written response required 
a 'REILLY, J P Region 2, Atlanta, Office of the Director 00/07/24 
Ip 


6009030175 Forwards Revision 1 to IE Bulletin 80-19. “Failures of 
Mercury-Netted Matrix Relays in Reactor Protective Sys of 
aperatCng Nuclear Power Plants Designed by C-E *' Written 
response required 

8'REILLY. J P Region 2, Atlanta, Office of the Director 80/00/15 
Ip 

6009030183 Ac k receipt of IE Insp Rept 50-369/80-13 on 800610-19 Ho 
proprietary Info 

PARKER. -If 0 Duke Power Co 80/08/15 Ip 

—8009030166 Forwards IE Insp Rept 30-369/80-13 on 800610-19 No 
noncomp liance noted 

LEWIS.R C Region 2. Atlanta. Reactor Operations Nuclear Bupport 
Branch 80/07/23 2pp 


—6009030199 IE Insp Rept 50-369/00-13 on 800610-19 No norcompliance 
noted Major areas inspected preoperational testing. IE 
Bulletin 80-50 it previous insp findings 

UPRIGHT. C H Region 2. Atlanta, Reactor Operations Nuclear 8ufP«rt 
Branch JOHNSON. A H Region S, Atlanta. Office of the Director 
80/07/28 2pp 

8009050545 Ac* receipt of IE Inep Rept 50-369/80-15 on 800609,10.17 6 
IS Ho proprietary info 

PARKER. M 0 Duke Power Co SO/06/15 Ip 

— 30090S0547 Forwards IE Insp Rept 50-369/80-15 on 800609,10.17 6 10 Ht 
noncompliance noted 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/07/28 2pp 
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—8009050550 IE Insp Kept 50-369/80-15 on 800609. lO. 17 << 18 No 
nonconp 1 idnce noted Major areas inspected hot functional 
testing prepare t ion. preopsrat Iona 1 test uitnessing 6 
responses to bulletins t circulars 

HARTIN. R 0 Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch DONAT. T J Region 3. Atlanta. Office of the Director 
80/07/28 5pp 


8009160633 Responds to IE Solletin 80-20 re failures of Uestinghouse 
U-3 spring return to neutral control suitches Identified 
sieitches are not used or planned to be used in safetg- 
related areas Thirteen nanhours eipended for revieoi 
PARAER.bl a Duke Pooler Co 80/08/20 Ip 


8009160137 Foroiards IE Circular 80-10. "10CFR50 59 Safatg Evaluations 
far Changes to Radoiaste Treatirent Sys " No oiritten rosponse 
required 

O'REIULV. J P Region 2. Atlanta. Office of the Director 80/08/22 
If 


8009120343 Forwards IE Info Notice 80-31. "Ma I opera bi on of Oould-Oroun 
Boverl 4B0 Volt Type K-600S t K-DOM 6008 Circuit Breakers " 

Ko uirltten response required 

O'REILLV. JP Region 2. Atlanta. Office of the Director 80/00/27 

IP 


8009250191 Ack receipt of IE InsP Rept 50-369/80-21 on 800714-18 No 
proprietary info 

PARKER, M O Duke Power Co 00/08/27 Ip 


—8009250196 Forwards IE Insp Rept 50-369/80-21 on 800714-18 No 
nonconp 1 lance noted 

STOHR.J P Region 2. Atlanta, Fuel Facility 6 Materials Safety 
Drench 80/08/07 2pp 


— B009250200 IE Insp Rept S0-369/B0-2I on 800714-18 No noncompHance 
noted Major areas inspected radiation protection, radwaste 
mg t fc sg* mods St preoperational testing results 

TROUP. 0 U Region 2, Atlanta. Office of the Director OIBSQN.A F 
Region 3. Chicago. Fuel Facility Materials Safetg Branch 
BO/Oe/06 6pp 


8009120596 Responds to IE Bulletin 80-19 Mercury-wetted matrii relays 
are rot used or planned for use in reactor protection sys 
PARKER. W □ Duke Power Co 80/08/28 Ip 


8009240201 Ack receipt of 800605.30 t< 0710 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 80-369/80- 
04 

HURPHViC E Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch 80/08/29 Ip 


— 3009240206 Responds to NRC IE Insp Rept 50-369/80-04 Corrective 
actions completion of evaluation of add! hangers per 000630 
I tr 

PARKER, 11 0 Duke Power Co 80/07/18 2pp 


—8009240212 Responds to IE Insp Rept 50-369/80-04 Corrective actions 
perforoicd reinsp of hangers 
PARKER. 11 0 Duke Power Co 80/06/30 2pp 


—3009240220 Responds to NRC 800512 Itr re violations noted In IE Insp 
Rept 50-369/80-04 Corrective actions rept issued to record 
items of noncompliance ovaluatlon performed to determine 
proper actions necessary to resolve problems 
PARKER. W 0 Duke Power Co 80/06/05 3pp 


—8009240228 Forwards IE Insp Rept 50-369/80-04 on 800416-lB k notice of 
violation 

I'tURPHY'. C E Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch 80/05/12 2pp 


— 8009240232 Notice of violation from insp on 800416-18 

« Region 2, Atlanta, Office of the Director 80/05/08 ip 


—8009240241 IE Insp Rept 50-369/80-04 on 800416-10 Moncomp Uance noted 
Insp data for support 1-MCA-ND-H265 not available Three of 
Five selfdrlll expansion anchor bolts of support l-MCA-MD- 
H76 determined to be torqued less than CP-308 requirement* 

AMO, HP Region 2, Atlanta. Office of the Director HERDT, A R 
Region 2. Atlanta. Reactor Construction t< Engineering Support 
Branch 80/05/00 4pp 


8009290297 Forwards IE Circular 00-21, "Regulation of Refueling Crews " 
No uirlttan response required 

□ ■'BEILUY. J P Region 2. Atlanta. Office of the Director 00/09/10 
3pp 


8009300157 Submits response to IE Bulletin 79-13. Rev i sion 2 During 
radiograph test ing • ind ic at i on was found in auxiliary 
feedwater noiile on steam generator A Indication is 
considered acceptable 

PARKER, H a Duke Power Co 80/09/11 Ip 


S Reportable occurrences. LERs 4 related correspondence 


8009040383 Significant deficfencg rept re loose impeller cap 4. jam nuts 
on RHR Pump )A Caused by Inadequacy of IR recommendation re 
IE Circular 79-19 Util has informed I-R that recommendation 
will not resolve problem 

PARKER, H 0 Duke Power Co 90/08/23 3pp 


S009240481 Significant Deficiency Rept ED 369/80-15 on 8009)7, 
pressuriicr cavity exceeded design temp Caused by 
Insufficient ventilation cooling r I ou 4 higher than design 
heat loads Permanent temp monitoring sys will bo installed 
DONAT, T Duke Poiucr Co 80/09/18 4pp 


V Operator E i amlna 1 1 ons 


8009240067 Requests detailed discussion 4. description of proposed 
licensed operator staffing plan projected through Dec 1983 
by 600912 

TEDESCO. R 1. Assistant Director for Licensing 80/09/03 3pp 


0OO924O.14S Discusses proposed licensed operator staffing plan Marked-up 
Tech Specs Table 6 2-1 re shift creu composition 6 
breakdown of total 1 icensees. ind Iv i dua Is in training 6 
available min requirements for Sept 19QO-Jol 1981 end 
PARKER. W 0 Duke Power Co 00/09/10 6pp 


DOCKET 30-370 WILLIAM D MCGUIRE NUCLEAR STATION. UNIT 2 


A App 1 i ca t lon/cons true t ion stage documents 4- correspondence 


8009110636 Forwards requests for addl info re radwaste mg t sys. per 
review of FSAR Revision 39 Comments on radiological ET8 U 
offsite dose calculation manual end 

TEOESCD. n L Assistant Director for Licensing 80/07/29 8pp 


8009080080 Forwards draft NURE0-0696, "Functional Criteria for 
Emergency Response Facilities ' Comments requested wlthm 30 
days Proposed Imp I emcntatlon schedule for meeting criteria 
of NUREC-0696 end M/o NUREC 

EI6ENKUT. D G Di v 1 si on of L 1 c ens Ing 80/08/01 I19pp 


8009020122 Forwards request for addl info re floodplain mg t per 
Eiecutlve Order 11988 Response requested by 800808 
TEDESCO. R L Division of Licensing 00/08/06 Spp 


8009030069 Notification of 800904 meeting ui/util in Dethesda.MD to 
discuss standby shutdown facility 
BIRKEL.R A Licensing Branch k 80/00/14 4pp 


8009040434 Forwards matl re NRC review of Ice condenser containment 6 
hydrogen control measures for Sequoyah Muclear Power Plant 
ACR8 has scheduled meetings in Wash ington. DC on 600820.0902 
ti 04 to discuss issue 

TEDESCO, R L Assistant Director for Licensing 80/08/22 5pp 


8009120116 Requests addl info re containment pressure boundary fracture 
toughness by 800903 

TEOESCD. R L Assistant Director for Licensing 80/06/22 3pp 


6009090077 Forwards request for add! info re radiation protection 
Complete response should be provided by 800902 

TEOESCD, BL Assistant Director for Licensing 80/08/25 4pp 


8009190489 Requires submittal of ATW5 emergency operating procedure for 
NRC review by 800919 Oonerlc analysis should confirm ATUB 
mitigation capability described in Vo) 3 of NVREO~0460 
Commission will determine required mods U schedules 
TEOSBCOj R L Assistant Director for Licensing 80/08/25 4pp 


8009120623 Forwards request for add) info re containment emergency 
sump performance under post-LQCA conditions Requests info 
by 000903 

TEDESCO, R L Assistant Director for Licensing 00/08/26 6pp 


8009020371 Provides documentation of activities i current work status 
re hydrogen control in ice condenser containments Facility 
will have ECC8 Sys will not generate substantial amounts of 
hydrogen ECCS will prevent hydrogen problem 
PARKER, U 0 Duke Power Co 80/08/27 3pp 
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90091'60i49 Requssts info needed by S0090S. for review of applicotion re 
lou> preisure furbine discs 

TEDESCOi R 1. Assistant Direetor for Licensing BO/OB/27 3pp 


a009IS0333 Forwards request for add) info re Category I nasonry wall 
design Requires response by 030919 

TEDESOQ-R L Assistant Director for Licensing 80709729 5pp 


6009100152 Requests info by 800919 to complete final Tech Specs 
Required info includes proposed changes requiring tecftnical 
justification b identification of F8AR revisions subsequent 
to Issuance of SER requiring Tech Spec efiangei 
YOU.lcaLOOD. 13 J Licensing Branch i 80/09702 3p P 


9009190236 Forwards FR notice re relocation of local PDR to Atkins 
Library. Unsv of NC. Charlotte. NC 

FELTOII. J n Division of Rules and Records 00709/02 2pp 


— S009190242 Notice of relocatlen of local PDR to Atkins Library. Univ of 
!iC. Charlotte.MC 

FELTON. J M Division of Rules and Records 90709/02 2pp 


8009U0345 Forwards updated responses to "Duke Power Co. McGuire Nuclear 
Station Response to TKt Concerns " Fuel loading for Unit 1 
scheduled for Oct 1980 

PAflKER.W 0 Duke Power Co 80/09/03 34pp 


8009150439 Not! ftes that util B00925 1 tr re AThlS requi redien ts responds 
to NHC 790917 ti 600825 requests Ltr reflects current util 
Intentions re interim ATHS procedures prior to DL issuance 
PARKER, MO Duke Power Co 80/09703 Ip 


8009300644 Summary of 800904 meeting w/util in Dethesda. HO re final 
standby facility Connection iu7atation will occur subsequent 
to MRC review St approval Site v/ilit considered for 
800925-26 

BIRKEL. RA Licensing Branch I S0709709 Spp 


8009160600 Forwards response to RL Tedesco B00822 ltr requesting info 
re containment pressure boundary fracture toughness Matls 
test data in storage at facility Oversize drawings available 
in Central Files only 

PARKER. U 0 Duke Power Co 80709/10 3pp 


6009290001 Forwards request for addl info eorcerning reactor sys re 
branch Technical Position RSB 5-1 

TEOES'CO.R L Assistant Director for Licensing 80709/11 Spp 


S0091B0376 Forwards addl info re ECCS eval uat ion*. 1 n response to HL 
Tedesco 800B05 Hr Provide* results of supplemental 
calculations to demonstrate potential impact of using fuel 
rod tnodelifper draft NUREG-0630, on LOCA analysis for Unit 1 
PARKER, M 0 Duke Power Co 90/09/lS Spp 


6009160322 Forwards draft emergency procedures for revl eu. 1 nc 1 ud mg 
l.nmediate actions & diagnostics for safety injec t ion>L0CA & 
steam generator tube rupture Secondary line rupture & toss 
of feedwater will be provided by 600919 
PARKER, W Q Duke Power Co 60/09/16 Ig 


-8009180327 Draft emergency procedures, Inelud mg Immediate actions It 
diagnostics for safety inject 1 on. LOCA tr steam generator tube 
rupture 

* Duke Power Co 90709/16 50pp 


8009190399 Responds to HRC 800520 Jtr pa hlUREO-0577, "Potential for Lou 
Fracture Toughness t, Lamellar Tearing on PWR Steam Oeneraton 
Reactor Coolant Pump Supports “ No response needed, pending 
addl NRC guidance 

PARKER, W 0 Duke Power Co 80709/16 Ip 


6009190506 Forwards Revision 1 to util 600702 response re info request 
on Category I masonry walls 
PARKER, WO Duke Power Co 80/09/16 4pp 


6009240409 Responds to MRC 800731 ltr stating position re incure 
therfliDcoupies Thermocouple readout has capability for 
printout within 5-6 minutes Thermocouples are capable of 
measuring in 2>000 F range 
PARKER# 14 0 Duke Power Co 80/09/17 2pp 


8009290169 Advises that auiiliary feedwater sys automatic initiation 
meet* safety grade requirements re TMI Item II E I 2, NDREO- 
2 17a Requests compliance demonstration, by 
a009«.9, re automatic removal of manual bypass 
YOUNGBLOOD, B J Licensing Branch 1 80/09/17 Spp 


8009240469 Forward* response to Bulletins 4 Orders Task Force 
recommendations ic auiiliary feedwater sys Response 
supplements info transmitted In 900913 I tr 
PARKER, M 0 Duke Power Co 90/09/10 7pp 

BOO9290371 Advises that response to NRC 800827 request for info re 
draft Tech Specs has been sent 
PARKERiW O Duke Power Co 90/09/19 ip 


8009290303 Forwards addl info re Category I masonry wall design per 
NRC 800829 request Also forwards revised Page 3 of B00916 
response 

PARKER, W 0 Duke Power Co 90/09/33 I2pp 

0OO9JOO434 Responds to NRC 800826 request for info re containment 
emergency sump debris 

PARKER, IJ D Duke Power Co 80709/24 4pp 

F Security, medical, emergency 4 fire protection plans 


6009020029 Forwards facility emergency plan 4 related info 
PARKER, IJ 0 Duke Power Co 80/09/25 I3pp 


— 8009020033 Emergency plan for facility 
* Duke Power Co 90700/25 200pp 


8009130592 Forwards emergency preparedness evaluation Current plan 
provides acceptable state of emergency preparedness for 
fuel load 4 low power besting 

ORIRES, B K Emergency Preparedness Program Office 00/09704 4pp 


8009290175 Advises that health physicist should report directly to 
station manager per Reg Guide 984 NUREG-0660 4 NUREO-0694 
re radiation protection organization Requests commitment to 
comply or explanation of alternate compliance w/criberia 
DIRKELrR Licensing Dranch 1 00709/17 3pp 


G Adjudicatory correspondence 


80D90S0066 Response in opposition to Carolina Environ Study Group 
Q0D609 i, 0813 motions requesting reopening of hearing 
record New contentions re emergency planning 4 comparative 
containment design arc impermissible attack on regulations 
MCOARRY, J M Duke Power Co MCGARRV, d M Debevolse 4 Liberman 
00/09/03 23pp 


--80090S0087 Affidavit re hydrogen generation 4 control following 
postulated TMI-type accident Util action effectlvaly 
preclude* exce*s hydrogen generation Certificate of 8vc 
enc I 

CANADY, K S Duke Power Co 79707/09 7pp 


8009090241 Response urging deferral of ruling on Carolina Environ Study 
Group 000815 motion to reopen record re hydrogen generation 
issue arising from TMI accident Suggests 15 days for parties 
to file simultaneous reply M/Certificate of Sve 
KETCHEN, E G Hearing Branch 4 00/09/04 Hpp 


9009120252 Forwards 800819 FR notice amending emergency planning 
regulations 

KETCHEN, E 0 Hearing Branch 3 80/09/00 I9pp 


8009160343 Forwards FR notice of relocation of LPDR 
KETCHENiE 0 Hearing Dranch 4 00/09/12 Ip 


— 9009160347 Forwards notice of relocation of LPDR 

CHlLKiS J Office of the Secretary of the CommiBsion 80/09/05 
Ip 


8009160352 Notice of relocation of LPDR to Atkins Library, Unlv of NC> 
Charlotte, UIICC Station, NC 

FELTON, J M Division of Rules and Record* 80/09/02 Ip 

0009220423 Notice of appearance in proceeding Certificate of Sve end 
CURTISS, J H Regulation* Division 60/09/lB 2pp 


8009260010 Submittal updating applicant 000903 response in opposition 
to Carolina Environ Study Group motion to reopen OL record 
re hydrogen generation control issue arising from TMI 
accident Certificate of Sve end 

PORTER, W L , MCOARRY, J M Duka Power Co MCOARRY, J M Debevolse 4 
L Iberman 00/09/19 6pp 
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a009S60?66 Respon»e in opposition to N Hiefer S009I I Itr seeking 
intervention if QL record reopened Petition def i c lenti but 
eppearervce steteme;it mog be granted Certificate of 

8vc enc) 

MCOARRYtJ K < port TER. W L Consumers Power Co MCGARRy. J 11 
Oebevoise It Liberman 80/09/23 4pp 


S0092'&0373 Response in opposition to JJ Scott 800911 Itr seeking 
intervention if OL record reopened Petition def le i en t> bu t 
limited appearance statement mag be granted Certificate of 
Svc end 

MCOARRY, J M . POriTERiW L Consumers Power Co MCOARRV, J M 
pcbevoise $> Liberman 80/09/23 4pp 


H Oeneral correspondence 


SOO'YIOOIOB Responds to 800729 request tor public hearing re effects of 
THJ-8 tgpe accident on facllltg containment bldg Motions bg 
util to terminate stag of ASLQ 790418 decision tt bg 
intervenor to reopen proceedings are pending 
XETCHEM.E 0 Hearing Branch 4 80/08/20 2pp 


8009180395 Etpresses concern re proiimitg of facilities to Charlottoi 
HC All safety factors should be considered prior to granting 
of OLs 

CCMVEYiHH Affiliation Unknown 80/09/11 2pp 


--90091B04GO Espressos concern re proiimitg of facilities to Charlatte< 
HC (.Icensing hearings should be reopened due to problems 
u/looi pressure containment bldg i' danger of hgdrogen 
eiplosion 

SCDTTtJ J Affiliation Unknown 80/09/11 ip 


3009S3074E Requests licensing hearings be reopened to consider low 
pressure containment bldg inability to withstand more than 
15- psl Believes that TMI-2 pressure reached S8 psi 
KIEfEB.N Aff i 1 iatlon Unknown 80/09/11 ip 


8 Inspection reportsi IE Qulletins !< correspondence 


8009030175 Forwards Revision 1 to IE Bulletin 80~19i "Failures of 
Fere irrg''Uetted Matrii Relags In Reactor Protective 9gs of 
Operating Nuclear Power Plants Designed by C-'E " Uritten 
response required 

O'REILLVi J P Region Si Atlantai Office of the Director 80/OS/1S 

Ip 


a009iA0833 Responds to IE Bulletin 80-20 re failures of Uestinghouse 
lf-8 spring return to neutral control switches Identified 
switches are not used or planned to be used in safatg- 
raJated areas Thirteen manhours eiponded for review 
PARKER. HO Duka Power Co 80/08/20 Ip 


8009150366 Ack receipt of 800807 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-370/80-08 
KURPHY.C E Region 2> Atlanta> Reactor Construction U Engineering 
Support Branch 60/08/22 ip 


--B0091503A9 Forwards response to NRC 800718 Itr re violation noted In IE 
Insp Rept 50-370/80-08 Corrective actions procedures 
reviewed & all refs to unapproved procedures deleted 
PARKERrU 0 Duke Power Co 80/08/07 2pp 


8009150372 Forwards IE Insp Rept 50-370/80-08 on 800616-19 & notice 
of violation 

HdRFHY. C £ Region Si Atlantai Reactor Construction U Engineering 
Support Branch. 80/07/18 2pp 


--S009IS0374 Moliee of violation from insp on 800616-19 

a Region 2r Atlantai Reactor Construction <• Engineering Support 
Branch. 00/07/10. Ipi 


—8009180377 IE Insp Rept 50-370/80-09 on 800616-19 Noncompliance noted 
falJure of ultrasonic procedures to complete instructions 
for performing U recording ekams 

7AUAC.L 0. Region 2i Atlanta, Office of the Director HERDT, A R 
Region Si Atlanta, Reactor Construction I’ Engineering Support 
Branch 80/07/10 Ip 


5009160137 Forwards !E Circular 80-18, "lOCPRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

□ ‘REILLYrU P. Region 2, Atlanta. Office of the Direetor 80/OS/22 
If 


500912-0262 Ack receipt of IE Insp Rept SO-370/80-l 1 on 800707-09 No 
pr-Bprletary info 

PARKER. H 6 Duke Power Co 60/08/27 ip 


— B009120271 IE Insp Rept 50-3 70/80-11 on 800707-09 No none omp 1 i a ne e 
noted Major areas inspected pr eopera I, lona 1 environ 
.roni tor ing, cons t waste mg t . was < ewa t er treatment sys l< site 
eros i on control 

jfeNKUJS, 0 R . CUNNINGHAM, A L Region 2, Atlanta. Fuel Facility l< 
Materials Safety Branch 80-/08/07 3pp 


8009120343 Forwards IE Info Notice 80-31, '‘Ma lopera fct on of Oould-Brown 
Qoveri 480 Volt Tgpe K— 6005 i K-DQN 600€ Circuit Breakers " 

No written response required 

a'RElLLV, / P Region 2. Atlanta. Office of the Director SO/OB/27 
Ip 


9009120598 Responds to IE Bulletin 80-19 flercurg-we 1 1 ed matrii relays 
arc not used or planned for use in reactor protection sgs 
PARKER, 14 0 Duke Power Co 80/08/23 ip 


8009240256 Ack receipt of 800822 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S 0-37 0/80- 09 
HURPHV.C E Region 2. Atlanta Reactor Construction !< Engineering 
Support Branch 80/08/29 Ip 


— 8009240262 Responds to NRC 800725 Itr re violations noted in IE Insp 
Rept 50-370/80-09 Corrective actions loose termination in 
referenced motor operated valves corrected 5 i nspectedi new 
installation specs Issued 

PARKER, H 0 Duke Power Co 00/08/22 3pp 


-8009240266 Forwards IE Insp Rapt 50-370/60-09 on 800624-27 I, notice of 
violation 

dURPhy, C E Region 2. Atlanta, Reactor Construction !< Engineering 
Support Branch 00/07/25 2p p 


— 8009240270 Notice of violation from insp on 800624-27 

* Region 2, Atlanta, Office of the Director 80/07/26 2pp 


0009240276 IE Insp Rept 50-370/80-09 on 800624-27 None omp 1 ianee noted 
inadequate procedures for insp of safety-related cable 
termina tions 

GIOBCNS. T D Region 2, Atlanta, Reactor Construction I, Engineering 
Support Branch HERR lUEATHER. N , CGNLON, T E Region 2. Atlanta. 
Office of the Director 80/07/25 4pp 


6009290297 Forwards IE Circular 80-21, 'Regulation of Refueling Crews 
No written response required 

O'REILLy.J P Region 2, Atlanta, Office of the Director 80/09/10 
Spp 


S Reportable occurrences, LERs 4, related correspondence 


8009040383 Significant deficiency rept re loose impeller cap St jam nuts 
on RHR Pump lA Caused by Inadequacy of IR r ec oinmenda t Ion re 
IE Circular 79-19 Util has informed I-R that rec o-fnmoTidatlon 
will not resolve problam 

PARKER, M 0 Duke Power Co 80/08/20 2pp 


V Operator Eiaminations 


8009240087 Requests detailed discussion t- description of proposed 
licensed operator staffing plan projected through Dec 1983 
by 800912 

TEDE6C0, R L Assistant Director for Licensing 80/09/03 3pp 


8009240448 Discusses proposed licensed operator staffing plan Marked-up 
Tech Specs Table 6 2-1 re shift ereu composition t 
breakdown of total I ieensees, ind i vidual s in training & 
available min requirements for Sept 1 980- Ju I 1701 end 
PARKER, H O Duke Po'wer Co 80/09/10 6pp 


DOCKET 50-373 LASALLE COUNTT STATION, UNIT 1 


A App I i ca 1 1 on/coris true t i on stage documents i corraspondonce 


8009080080 Forwards draft NUREO-O696i "Fume ti onal Criteria for 
Emergency Response Facilities " Cor.rcnts requested within 30 
dags Proposed Implementation schedule for meeting criteria 
of NUREO-0696 end W/o NITREO 

EIBENHOT.DO D i vis 1 on o f Licens Ing 80/08/01 II9pp 


6009020126 Forwards request for addl info re floodplain mgt per 
Ekecutive Order I 19BS Requests response completion schedule 
TEDESCO.R L Division of Licensing 80/08/03 4pp 


8009090631 Notification of cancellation of 000827 meeting w/ONR 
licensing review group to discuss concensus positions on TMt 
issues (NUREO-0694) 

WILSON, J N Assistant Director for Licensing 80/00/04 lOpp 



6009110420 Notification of 3009)5-1'? ■’voetinj u/util at site to review 
control roan de-sign ^ operation. 

BaURNIA.A Licensing Branch 1 00/09/25 3pp 

8009110742 Notification of 300904-05 oieetir.} w/Mark II owners group to 
discuss plants chV 9 !Iing ■C/0 i lateral load specs 
ANDERSON. C Containment Systens Drench 30/08/29 I4pp 


8O'0'91 10715 Notiricatlon gf 800923 meeting ti>/util in Dethesda.ND to 
discuss sol] properties utillied in soil interaction 
analyses 

BOmNIA.A Licensing Branch 1 B0/&9/03 3pp 


8009180540 Notification of 000924 meeting u/utll in Bethesda.MO to 
provide status of facilities r egual i f icatlon program for 
seismic q.ua] 1 f 1 cat 1 on review tear 
OQURHIA.A Licensing Branch ] 80/09/08 3pp 


0009160515 Foruards reguest for addi inro to complete evaluation of 
FSAR 

T E 00*300. R L Assistant Director for Licensing 80/09/10 7pp 


6OO91iO505 Informs of revised facility position on NOREO-06944 Task 
tl D 3 3 re portable Iodine Instrumentation One SAM ti five 
P 1 ng-£b er 1 me iodine monitor sys will be available at site 
Equipment meets NRC requirements 

DEL GEORGE. L O Commanuea 1 th Edison Co 83/09/11 Ip 


80091B040A Foruards "Chugging Loads for Assessment of 4TCO Data." 
Re.ision l.suppl to containment design assessment rept 
Revision withheld tref 10CFH2 790) 

BELGEORCE.L 0 Commonuea 1 th Edison Co 80/09/12 2pp 


60092AC091 Notifies of 801007 proposed date to review uhether DOE ft SRV 
responses should be considered separately or combined during 
ASKF code fatigue calculations GE selected samples to 
emphasiie highly fatigued components 

WILSON. J ft Assistant Director for Licensing 80/'09/15 9pp 


B0092-60511 Forwards errata to suppl to "Chugging Loads for Assessment 
of 4TC0 Data." Revision I Revision withheld 
(ref 10CFR3 790) 

OELOEORCE. L 0 Commonwealth Edison Co 80/09/23 2pp 


F Security^ medical, emergency & fire protection plans 


8009109378 Forwards review of util generating station emergency plan h 
draft Itr requesting addl info ti csrmitments from util 
PAOANO. F C Emergency Preparedness Licensing Branch 00/08/28 
Spp 


8009110400 Advises of acceptance of safeguards C'on.tlngency plan 
submitted by 600324 Itr 

YGUNO BLOOD. D J Licensing Branch I 60/09/02 8pp 


8009250439 Immediate action Itr re potentially deficient fire stop matl 
oifg by Tech-Sil. Inc Lists pT'OduCts round to be in 
nonconformance w/project t- NRC requirements !< actions to be 
conpteted before leaded elastomer Installation is continued 
REPPLERi J C Region 3. Chicago. Office of the Director BO/09/04 

2pp 


Q Inspection reports. IE Bulletins L correspondence 


8009040517 Forwards IE Bulletin 80-07* Supp] 1. "BUR Jet Pump Assembly 
Failure Response required 

KEPPLER. J C Region 3. Chicago. Of'flce of the Director 80/05/14 
Ip 


6009150022 Forwards )E Insp Rept 50-373/00-25 on 800520-23. 27-30. OiO 3- 
06 4 10—13 ti notice of violation 

REISHHAil. R F Region 3> Chicago. Reactor Operations Nuclear Support 
Branch 80/07/24 2pp 


— 6009150024 Notice of violation from insp on 800320-23. 27-30. 0603-06 A 
to- 13 

* Region 3. Chicago. Office of the Director 80/07/23 3pp 


— 80091S0025 IE Insp Rept 50-373/80-25 on 800520-23. 27-30, 0'6O3-O6 «< 
10-13 Noncompilance noted failure to compiete procedure 
changes required te ensure that tfryweli pneumatic eir on 
nitrogen bottles manifold vented during lURT 

STREETER. J Region 3, Chicago. Reactor Operations Nuclear Support 
Branch NAUR A. F . ItCCREOOR. L Region 3. Chicago. Office of the 
Director 80/07/23 12pp 


80091002*6 Forwards IE Insp Repts 50-373/80-29 t 50-374/00-18 on 
800706-10 Nd noncomp 1 lance noted 

FIOfiELLl.G Region 3. Chicago, Reactor Construction 6 E'hglneerlag 
Support Branch 60/07/28 Spp 


—8009180200 IE Insp Repts 30-373/80-29 «. 50-374/00-18 on 800703-10 Hi 
noncomp 1 lance noted Major areas inspected observation of 
work inside Unit 2 reactor pressuie vessel. 1 icensee actions 
re lOCFRSO 5Se Items 5 IE bulletins 

WILLIAMS. C C , ERD.C N . NEISLER.J H Region 3. Chicago. OffUl ai 
the Director sO/07/25 6pp 


8009020109 Responds to IC Bulletin 79-03A, "Longitudinal Held Orfetls 
in ASME EA~3l2. Type 304 Stainless Steel Pipe " SA-312 pipe 
not present in operating plants Final confirmation from 
suppliers anticipated by 800915 re const plant piping sys 
NAUOHTON. H F Commonwealth Edison Co 80/08/07 2pp 


8009290462 Forwards IE Insp Rept 50-373/80-31 on 000729-30 No 
noncompliance noted 

FIORELLI.O Region 3. Chicago. Reactor Construction V Engineering 
Support Branch 80/08/14 2pp 


— 8009290465 IE Insp Rapt 50-373/80-31 on 800729-30 No noncompliance 
noted Major areas Inspected suppression pool nod. followup 
Insp on deficiency unresolved Items ti observation of 
instrumentation installation records 

NEISLER.J H , (4ILLJAMS. C C Region 3, Chicago, Office of the 
Director 80/08/13 4pp 


8009030231 Forwards Revision l to IE Oollotln 80-19, “Failures of 
Mercury-Wetted Matris Relays in Reactor Protective Sys of 
Operating Nuclear Pouter Plants Designed by C-E " Written 
response required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 60/08/IS 
Ip 


B009110545 Responds to IE Bulletin 80-08. ''Exam of Containment Liner 
Penetration tdelds. “ supplementing 800709 response Corrects 
Zion response re rings used for field c ircumf erentlal butt 
weld Reviews accuracy of other statements 
ADEL, J 8 Commonwealth Edison Co 00/08/15 4pp 


B0091606B1 Submits supp I omsntary response to IE Bulletin 60-08. 
"Examination of Containment Liner Penetration Welds." 
correcting statement mode in DL Peoples 800709 Itr Further 
review not necessary ' 

ADEL. J 8 Commonwealth Edison Co 00/08/15 4pp 


8009120036 Forwards Suppl 3 to IE Bulletin 00-17, “Failure of Coolrel 
Rods to Insert During Scram at BWR '* No written response 
required 

KEPPLER, J O Region 3, Chicago. Office of the Director 80/09/22 

Ip 


eOO91B0S51 Forwards IE Circular 80-10. "lOCFRSO 59 Safety Evaluations 
for Changes to Raduiaste Treatment Sys " No written response 
required 

KEPPLER. J O Region 3, Chicago. Office of the Director 80/08/22 
Ip 


BOO9I2OSS0 Advises that insp exemptions were probably made on 27 
pipelines under ASME Code.Seclton XI.1WB-112D Method of 
analysis for exemptions was correct. but input assumptions 
ware In error Values based on assumptions end 
yOUNOnuCOD, B j Licensing Branch 1 80/00/25 Spp 


0009100040 Forwards IE Insp Repts 50-373/00-32 fc 50-374/80-20 on 
000806-00 6 notice of violation 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 80/08/27 

2pp 


—8009180047 Notice of violation from insp on 000806-00 

a Region 3. Chicago. Office of the Director 80/08/25 3pp 


— 8009100034 IE Insp Repts 30-373/80-32 6 50-374/80-20 on 800806-00 
Noncompliance noted inadequate document control. inadequate 
QA audits & survei 1 lance, lack of approved work procedures t 
lack of training program for contract personnel 
DANIELSON. D H Region 3, Chicago. Reactor Construction fe 
Engineering Support Branch ViN. I T Region 3. Chicago. Office ef 
the Director 80/08/25 6pp 


8009230094 Forwards IE Info Notice 00-31. "Maloperation ef Oould-Brosn 
Dos-erl 400 Volt Type K-600S *. K-DOM 6003 Circuit Breakers “ 

No written response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director BO/OB/ZB 
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Qt>09ia046A Responds to IE Bulletin 80-19 ee failures of raercurii-iiiettcd 
natrii t-elavs in reactor protective sgs Identified relags 
are not used in facility No action re<iuired Tuan tg-f our 
manhour* expended on revieu 

RAUSCH. T J Commonteea 1 th Edison Co 80/08/2? Ip 


8009170007 Responds to IE Bulletin 30-ld> re potential inisapp I icat ion of 
Roseraount pressure transmitters Identified transmitters are 
not used in Bgron k Qraiduiood safety-related areas LaSalle 
uill comply u/r equi remen ts by defining mods by 801001 
RAUSCH. T J Commoniiieal th Edison Co 00/08/29 2pp 


&00923046'S Supplemental response to IE Bulletin 80-09, "Hydramotor 
Actuator Deficiencies " Deficient springs In actuators uj/ 
Hasoneilian valves for safety-related applications uill be 
replaced prior to shipment to site 

RAUSCH I T J Commonuea I th Edison Co 80/08/2? 3pp 


SOOI^dOlSS Eoruards IE Circular 00-21, "Regulation of Refueling Creus '' 
Wo oiritten response required 

KEPPLER. J G Region 3. Chicago, Office of the Director 00/09/10 
IP 


B009300200 Foruards response to IE Bulletin 80-20 No Uestinghouse 
Type lf-2 control switches are used in sa f e ty-re I a ted sys at 
DresdaniQuad Cities t. LaSalle County Responses for Zion k 
Byron are end 

RAUSCH, T J Commonwealth Edison Co B0/09/I5 App. 


S Reportable occurrences, LERs U related correspondence 


3009040399 PNO-m-eo-153 on 80091 4- Reg ion 3 to issue immediate 
action Itr confirming util cessation of onsite design fe 
Installation activities involving small bore pipe hangars 
Action result of deflclencios identified In 800B07-08 insp, 
UEISLER, d H , UlLLIAMSiC C Region 3, Chicago, Office of the 
Director FIORELLI.O Region 3, Chicago, Reactor Construction <■ 
Engineering Support Branch 80/03/14 Ip 


B00929O489 Immediate action itr re potentially deficient fire stop matl 
mfg by Tech-811, Inc Lists products found to be In 
nonconformance w/project b NRC roquiroraonts %• actions to be 
completed before loaded elastomer installation is continued 
KEPPLER. J 0 Region 3. Chicago, Office of the Director 80/09/04 

2pp 


8009290099 Final interim deficiency rept re K8IV leakage control sy* 
E32 beingi Installed E23 equipment cannot meet functional 
requir ements to relieve steamline pressure Nods being 
implemented k will bo completed prior to fuel load 
DELOEOROE, L 0 Commonwealth Edison Co 00/09/19 2pp 


V Operator Esaminatlons 


8009300287 Forwards preliminary topical outlines of proposed modules 
on thermal hydraulics k core damaga mitigation to be 
Included in revised reactor operator training program per 
600328 request 

NAUOHTOM. U F Commonwealth Edison Co 80/09/ 15 7pp 


DOCKET 30-374 LABALLE COUNTY STATION, UNIT 2 
A Application/construction stage documents k correspondence 


8009080080 Forwards draft NURE0-0A96i "Functional Criteria for 
Ereergeil'CV Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of MUREO-OA96 end W/o NUREO 

EISEMHUT. D 0 Division of Licensing 80/08/01 119pp. 


8009020126 Forwards request for addl info re floodplain mgt per 
Executive Order 11988 Requests response completion schedule 
TEOESCa.R. L Division of Licensing 80/08/05 4pp 


80091I0420 Notification of 800915-19 meeting w/util at site tP review 
control room design t< operation 
EOURNIAiA Licensing Branch 1 80/08/25 3pp 


8009110715 Notification of 800923 meeting w/util In Dethesda, IID to 
discuss soil properties utlllied in soil interaction 
ana lyses 

GQURNIA.A (.icensing Branch 1 80/09/03 3pp 


S009180540 Notification of 800924 meeting w/utll In Bethqsda.KB to 
provide status of facilities r equal If icatton program for 
seismic qualification review team 
eOURNIA.A Licensing Branch 1 80/09/08 3pp 


8009180515 Foruards request for addl info to complete evaluation of 
FSAR 

TEDESCO, H L Assistant Director for Licensing 80/09/10 7pp 


8009160585 Informs of revised facility position on NUREO-0694, Task 
II D 3 3 re portable Iodine 1 ns tl umenta tton One SAM k five 
Plng-Eberlme iodine monitor sys will be available at site 
Equipment meets NRC requirements 

DEL CEORCE. L 0 Commonuea I th Edison Co 00/09/11 Ip 


8009180406 Forwards "Chugging Loads for Assessment of 4TC0 Data," 
Revision i,supp] to containment design assessment rept 
Revision withheld <ref 10CFR2 790J 

DELOEOROE,L O Commonwealth Edison Co 80/09/12 2 pp 


80092605)1 Foruards errata tO' suppi to "Chugging Loads for Assessment 
of 4TCO Data, " Revision 1 Revision withheld 
<ref 10CFR2 790) 

DELOEOHOE, L O Commonweal t)« Edison Co 80/09/23 2pp 


F Security, medical, emergency k fire protection plans 


8009250489 Immediate action Itr re potentially deficient fire sto'p matl 
mfg by Tech-Sll,lnc Lists products found to be in 
nonconformance w/project 5 NRC requirements k actions to be 
completed before leaded elastomer installation is continued 
KEPPLER. J G Region 3, Chicago. Office of the Director 80/09/04 

2pp 


6009100378 Forwards review of util generating station emergency plan k 
draft Itr requesting addl info t corinitments from util 
PAOANO, F <5 Emergency Preparedness Licensing Branch 80/08/28 
5pp 


6009110400 Advises of acceptance of safeguards contingency plan 
submitted by 800324 Itr 

YOUNGBLOOD, D J Licensing Oranch ) BO/09/02 2pp 


0 Inspection reports, IE Bulletins k correspondence 


8009040517 Forwaids IE Bulletin 80—07, Suppi 1, "ONR Jot Pump Assembly 
Failure " Response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 60/03/14 
Ip 


0009180266 Forwards IE tnsp Repts 50-373/00-29 k 50-374/00-10 on 
800708-10 No noncomp 1 1 ance noted 

FIORELLIiO Region 3, Chicago. Reactor Construction k Engineering 
Support Branch 00/07/20 2pp 


— 8009180280 IE Insp Repts 50-3/3/80-29 t> 50-374/83-18 on 000708-10 No 
noncomp 1 lane c noted Hajor ai eas inspected observation of 
work inside Unit 2 reactor pressure vessel. 1 icensee actions 
re lOCFRSO 5Se items k IE bulletins 

WILLlAHa.C C , ERD.C H , NEISLCR, J H Region 3, Chicago, Office o.f 
the Director 00/07/25 6pp 


6009020109 Responds to IE Bulletin 79-03A, "Longitudinal Held Defects 
In ASKE SA-312, Type 304 Stainless Steel Pipe " 6A~312 pipe 
not present in operating plants Final confirmation from 
suppliers anticipated by 0OO91S re const plant piping sgs 
NAUOHTON. N F Commonwealth Edison Co 80/08/07 2pp 


8009030231 Foruards Revision i to IE Bulletin 80-19, "Failures of 
Nercury-Me tted Katrlx Relays In Reactor Protective Sys of 
Operating Nuclear Powei Plants Designed by C-E “ Nritten 
response required 

KEPPLER, J C Region 3, Chicago, Office of the Director 00/08/15 
»P 


0009110543 Responds to IE Bulletin 80-08. "Exam of Containment Liner 
Penetration Molds," supplementing 833709 response Corrects 
Zion response re rings used fot field circumferential butt 
(ucld Reviews accuracy of other statements 
ABEL, J S Commonwealth Edison Co 80/09/13 4pp 


80091606B1 Submits supplementary response to IE Bulletin 00-00, 
“Examination of Containment Liner Penetration Hetds, " 
correcting statement made in DL Peoples 800709 Itr Further 
review not necessary 

A0EL,J S .Commonwealth Edison Co 00/08/13 4pp 


B0D9120038 Forwards Suppi 3 to JE Bulletin 80-17, "Failure of Control 
Rods hu Insert During Scram at B14R " No written response 
required 

KEPPLER, d 9 Region 3, Chicago, Off ice of the Director 80/08/22 

Ip 
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8009180551 Foruardi IE CitcuUr 00-18- "IOCFUSO 59 Sa#etij Evaluations 
far Changes ta Ra-duiaste Treatment Sy s " mrilton response 
renulred 

KEPPLER- J G Region 3- Chicago- Otrice ot the Director 80/00/22 
IP 

8009120559 Advises that uisp aiemptions tiiore probably made on 27 
pipelines an dor ASrtE Code-Seciton tl - SHQ — 11 20 Method of 
analysis tor ecemptians uas correct-hut input as sump 1 1 OhS 
uere In error Values based on assumptions end 
YQUNGOLOOD. 0 J Licensing Branch 1 90/00/25 5pp 


8009180040 Forojards IE Insp Repts 50-373/80-32 L 30-374/80-20 on 
300906-09 i notice of violation 

KEPPLER.J 0 Region 3. Chicago, Ofricp of the Director 90/08/27 

2pp 


— 8009180047 Notice of violation from insp on 900006-08 

* Region 3- Chicago- Office of the Director 60/00/23 3pp 


—8009180054 IE Insp Repts SO-373/80-32 I- 50-374/80-20 on 600906-08 
Mancomp 1 lanc e noted iradeq,uato document control- inadequate 
OA audits tj surveillance- laclr of approved uorb pracedures &- 
lack of training program for contract personnel 
DAI-liELsaN, D H Region 3- Chicago, Reactor Construction fc 
Engineering Support Branch YIN- I T Region 3- Chicago- Office of 
the Director 80/03/23 6pp 


8009230094 Forwards IE Info Notice 80-31. ''Ila lope rat ion of Gould-Broun 
Soveri 480 Volt Type K-600S 4- K-DOU 600S Circuit Breakers " 

No written response required 

KEPFLER.J G Region 3. Chicago, Office of the Director 80/08/29 

•P 


8009180466 Responds to IE Bulletin 80-19 re failures of mercury-wetted 
matrlr relays in reactor protective sys Identified relays 
are not used In facility No action required Twenty-four 
(nanhours eipended on review 

HAUSCH-TV Comnonwealth Edison Co 80/09/29 Ip 


6009190007 Responds to JE Bulletin 60-16 re potential misapplication of 
Rosemaunt pressure transmitters Identified transmitters are 
not used in Byron U Qrald:wood safety-related areas LaSalle 
will comply u/r equ 1 remen ts by defining mods by BOIOOl 
RAUSChi- T J Commonwealth Edison Co 60/08/29 2pp 


B0092S0468 Supplemental response to IE Bulletin 80-07- '‘Hydramotor 
Actuator Deficiencies “ Deficient springs In actuators u/ 
Kasoneiilan valves for safety-related applications will be 
replaced prior to shipment to site 

RAUSCKr r J Commonwealth Edison Co 30/06/29 3pp 


8009340133 Forwards IE Circular 80-21- "ReguJat i on of Refueling Crows " 
No written response required 

KEPPLEfl.JO Region 3- Chicago, Office of the Director 00/09/10 

Ip 


8009300200 Forwards response to IE Bulletin 80-20 No Hestlnghouse 
Type H-2 control switches are used In safety-related sys at 
Dresden-- Ouad Cities -b LaSalle County Responses for 2lon & 

Byron are end 

RAUSCH, T J Commonwealth Edison Co- 80/09/15 6pp 


S Reportable occurrences- LERs t related correspondence 


80092S0499 Immediate action Itr re potentially deficient fire stop matl 
mfg by Tech-Sil,Inc Lists products round to be in 
nonconformance u/project 4 NRC requlromcnts U actions to be 
completed before leaded elastomer installation is continued 
KEFPLERi J ff Region 3, Chicago, Office of the Director 00/09/04 
Spp 


8009290399 Final Interim deficiency rept re MSIV leakage control sys 
£32 being installed E23 equipment cannot meet functional 
requirements to relieve steamline pressure Mo-ds being 
imp 1 emented ?• will be completed prior to fuel load 
DELCEORQEfL □ Commonwealth Edison Co 80/&9/I9 2pp 


V Operator Eiamlnations 


8009300-87 Forwards preliminary topical outlines of proposed modules 
on thermal hydraulics J- tore damage mitigation to be 
included In revised reactor operator training program per 
800328 request 

HAUGHTOM. W F Commonwealth Edison Co 30/09/15 7pp 


DOCKET 50-376 NORTH COAST NUC PLANT 


G Adjudicatory correspondence 


8009040225 Motion for clarification of scope of single issue to bs 
tried in ASLO 800919 order re intenenor 800430 petition 
on lack of intention to build Draws attention to util 
inaction b contradictory actions U/Cert i f icate of SvC 
FERMOS.O Citiiens for the Conservation of Natural Resoureei. (nc 
80/08/27 3pp 


8009040233 Motion for ruling on intervenor 900718 submission leeking 
legal assistance during hearings plus round trip travel & 
lodging eipenses for counsel Certificate of Svc end 
FERNOS- O Citiiens for the Conservation of Natural Resources, Inc 
80/08/27 Spp 


6009110010 Motion advising of temporary substitution of author Requests 
incorporation of T Morales on svc list in absence 
W/Cer tlf icate of Svc 

FERNOS- 0 Citizens for the Conservation of Natural Resoorc e», Inc 
80/09/03 2pp 


S0091100S5 Interrogatories & request for production of documents 
direct ed to applicant Questions applicant financial 
statement re past b future total investment in project 
Certificate of Svc enc 1 

FERNOS- 0 Citiiens for the Conservation of Natural Resources, Inc 
80/09/03 Spp 


6009090411 Order granting eitension until 800919 for Commission to 
review ALAB-605 

HOYLE. J C Office of the Secretary of the Commission 90/09/03 
Ip 


8009110065 Order denying part of Citizens for Conservation of Natural 
Resources 800027 motion for legal assistance from FY60 
appropriations Funds may or may not be appropriated in FY8I 
Intervenor 800827 motion re intention to build denied 
WOLFE, S J Atomic Safety and Licensing Board Panel 80/09/08 2pp 


6009110021 Interrogatories t- requests for production of documents 
directed to Puerto Rico Water Resources Authority Requests 
Info re Islote site development t- latest long-range forecast 
for energy 5. peak load demands W/Cert If i cate of Svc 
HCOURREN, H J Hearing Branch I 80/09/09 Spp 


8009160148 Motion for withdrawal of application for CP 

AXELRAD.M Puerto Rico Electric Power Authority AXELRAD.M 

Louensbe in, Neuman- Reis, Aie Irad ti Toll 90/09/11 ip . 


'8009160151 Motion for termination of proceeding due to enc 1 withdrsual 
of application Certificate of Svc end 

AXELRAD- M Puerto Rico Electric Power Authority AXELRAD.M 
Louens t e 1 n- Neuman- Re i s - Axe 1 rad ti Toll 90/09/11 Spp 


8009180564 Requests Commission take no action re ALA8-605 Intervenor 
must present case to ASLB before Commission acts to review 
ALAP-605 Intervenor counsel In hosp until after Commission 
action deadline of 900919 Certificate of Svc end 

CARDONA- T (1 Citizens for the Conservation of Natural Resources, Inc 
90/09/13 2pp 


6009260670 Motion for direct certification requesting that CP 
application be dismissed w/prejudlce rather than accepting 
applicant ivithdrauat terminating proceeding Certificate of 
Svc encl 

FERNOS, 0 Citizens for the Conservation of Natural Resources, Inc 
60/09/17 3pp 


— 8009260681 Addendum to 000917 motion for direct certification which 
requested that CP application be dismissed w/prejudice 
Applicant withdrawal evading direct confrontation w/lssuas 
raised {, litigated for 3 yrs is unfair W/Certi f icate of 8ve 
FERNOS, 0 Citizens for the Conservation of Natural Resourc e», Inc 
80/09/18 2pp 


—8009260694 Motion for stay of proceeding until Commission rules upon 
direct certification seeking dismissal of application w/ 
prejudice Certificate of Svc end 

FERNOS, 0 Citiiens for the Conservation of Natural ResourC es, Ine 
80/09/10 2pp 


9009230049 Response stating no opposition to util 800912 motion for 
termination of proceeding b withdrawal of application 
Certificate of Svc encl 

riCOURRENiM J Hearing Branch I 80/09/19 Spp 
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Q009230007 Advises that hRC does not intend to respond to Citiiens for 
Conservation of Matural Resources 000903 motion of temporary 
change of addrcssi unless advised to contrary by ASLB 
KCOVRHEH. H J Hearing Branch 1 90/09/23 tp 


9009290022 Foruards NRC Roles of Practice in response to B00903 Itr 
Arrangements uiill to made for temporary availability of 
KRC Issuances in LPDR l\Va encl 
MCOURHeN,H J Hearing Branch I 00/09/23 ip 


a009300‘139 Advises that intervonor ansuior to 000911 uithdraual of 
application ti motion for termination of proceeding/ on behalf 
of pH Electric Pouier Author i ty> has not been received 
Certificate of Sve encl 

MOLFEi S vl r COLE) R F Loiuons te in- Heieman> Re i s> Aielrad t< Toll 
80/09/25 4pp 


8009300462 Advises that util uiill not respond to discovery requests due 
to 600911 ul thdrauia 1 of application Reserves right to file 
abjections or motion foi protective order if attempts are 
made to pursue proceeding Certificate of Sve end 
AXELRADi M Louensteini Ncwmani Reis> Aielrad S' Toll 80/09/29 4pp 


DOCKET 90-370 CAORSD NUCLEAR STATION 


A App 1 i cat lon/cons true t ion stage documents S- correspondence 


S009110742 Notification of 000904-09 meeting u/Mart II ouners group to 
discuss plants chugging C/O t lateral load specs 
ANDEfiSONi C Containment Systems Branch 80/00/29 14pp 


DOCKET 90-302 WATERFORD GENERATING STATION, UNIT 3 


A Appllcation/construction stage documents 6 correspondence 


0009110565 Notification of 000013 meeting ui/util In Bethesda. HD to 
discuss facility revleui status 
HAHErU Licensing Branch 2 00/07/22 2pp 


0009030080 Foruards draft NUHE0-0696i "Functional Criteria for 
Emergency Response Facilities " Comments requested ulthin 30 
days Proposed implementation schedule for (seeting criteria 
of NOREO-0696 encl W/o NUREO 

ETSENHUT.DO Division of Licensing 80/00/01 119pp 


0009190010 Summary of 000013 meeting u/utll in Dothosda>K0 to discuss 
status of application for OL !< potential problem areas 
KAME. W F Licensing Branch 2 00/00/26 5pp 


BO0924O969 Forwards Mechanical Engineering Branch t< ORNL status review 
re F9AR through Amend 8 t request for addl info Util should 
prepare meeting agenda re resolution of open issues 
TEDESOOi R L Assistant Director for Licensing 80/07/04 33pp 


9009230437 Forwards 800901 revised PUR const milestone 6 activities 
list Const is 83*/ completo 

ITAURIN.L V Louisiana Power «< Light Co 80/09/19 Bpp 


11 General correspondence 


8009S9G491 Notifies of organi latlonal changes in util LV Maurln has 
been named facility project director Forwards organliation 
chart Press release encl 

ASUELL, 0 L Louisiana Power i Light Co 00/09/16 2pp 


— 8009190494 Util organization chart 

* Arkansas Powor ti Light Co 00/09/16 Ip 


Q Inspection reports, IE Bulletins & correspondence 


8007170368 Completes response to IE Bulletin 80-05 re spent resin tank 
Vent valve to vent gas collection heador locked open except 
during resin transfer to prevent excessive vacuum 
condl ttons 

ASI4£LL,D L Louisiana Power b Light Co sO/07/lt ip 


6009{70I68 Forwards IE Insp Rept 50-302/80—12 on 000623-27. No 
noncomp 1 lance noted. 

NAOSCN, 0 L Region 4, Bellas, Reactor Operations Nuclear Support 
Branch 80/07/31 2pp 


— 8009170172 IE Insp Rept 50-302/00-12 on 000623-27 Ho noncompl iance 
noted Major areas inspected operational staffing t< overall 
preoperatlonal test program 

CONSTABLE. G L , WESTERMAM, T F Region 4, Dallas. Office of the 
Director 80/07/31 3pp 


8009190158 Submits response to IE Bulletin 79-03A Two pieces Type 300 
series fusion welded pipe tristalled In containment sprag 
sys Both pieces remo/ed Subj pipe In storage will be removed 
from site 

ASWELL.D L Louisiana Power t Light C« 80/00706 2pp 


8009190153 Submits response to IE Bulletin 60-19 Reactor protective sys 
does not use net cury — wet t ed relays 

ASUbLL, D L Louisiana Power t- Light Co 00/08/08 Ip 


0009190333 Forwards IE Insp Rept 50-382/00-10 on 800720-31 No 
noncompliance noted 

SEIDLE N C Region 4, Dallas, Reactor Construction t. Engineering 
Support Branch 80/08/13 3pp 


— 900919fr340 IE Insp Rept 50-302/00-18 on 600726-31 Ho noncompl lance 
noted Major areas Inspected welding activities on RCPB 
L other safety-re lated piping t, installation of electrical 
of electrical cable 

CROSSIIANi U A Region 4, Dallas, Reactor Construction t, Engineering 
Support Branch HALL. R E , GILBERT.L D Region 4. Dallas. Office 
of the Director 00/08/12 6pp 


8009300069 Forwards IE Insp Rept 50-302/00-16 on 000722-25 No 
noncomp 1 lane e noted 

SEIDLE, II C Region 4. Dallas, Reactor Construction tn Enginoerlng 
Support Branch 00/00/14 2pp 


—8009300096 IE Insp Rept 50-302/60-16 on 000722—29 No noncomp 1 lance 
noted Major areas inspected follou-on review of immediate 
action Itr 6 previously identified unresolved items 
BTEHART, R C . C ROSS HAN. U A Region 4. Dallas. Office of the 
Director 80/00/13 4pp 


8009030266 Forwards Revision I to IE Bulletin 00-19, "Failures of 
Kercupy-lletted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E “ llrltten 
response required 

SEVfRIT.K V Region 4, Dallas, Office of the Director 00/00/15 

Ip 


8009170397 Forwards IE Circular 00-18, "10CFR50 59 Safety Evaluations 
for Changes to Raduaste Treatment Sys '■ Ho written response 
required 

SEYFRIT, H. V Region 4. Dallas, Office Of the Director BO/00/22 

Ip 


6009120427 Forwards IE Info Notice 80-3t. ”Ma 1 opera t ion of Gould-Brown 
Doverl 480 Volt Typo K-600S t K-DOH 6003 Circuit Breakers “ 

No written response required 

SEYFRITiK V Region 4, Dallas, Office of the Director 80/08/27 
Ip 


8009300092 Submits response to IE Bulletin 00-16 Investigation of subj 
bulletin Is still in progress Expects to submit final rept 
by 001020 

AQRELL, D L Louisiana Power ( Light Co 80/08/27 ip 

8009170180 Forwards IE Insp Rept 50-362/00-19 on 000611 Ho 
noncompl iance noted 

KELLY, J A Region 4, Dallas. Office of the Director 80/08/2? Ip 


— 8009170183 IE Insp Rept 50-302/00-19 on 800611 Ho none ompl iance noted 
Major areas Inspected plans for security tc independent insp 
effort 

CALDUELU.R A > KELLY, J A Region 4. Dallas. Office of the 
Director 00/08/27 ip 


6009300212 Submits response to IE Bulletin 80—09 ITT General Controls 
Series AH-90 ti NH-90 hydramotor actuators will be used in 
safety-related sys Problems ere being investigated 6 
corrective actions are being taken 

A3UELI-, D U Louisiana Power t. Light Co 80/08/29 2pp 


8009300100 Submits response to IE Dulletln 00-20 re failures of 
Uestlngheusa Type U-2 switches Investigation of subj 
bulletin is still in progress Expects to submit final rept 
by 801005 

MAUflIM. L V Louisiana Power i Light Co 80/09/09 ip 


8 Reportable occurrences, LERs i related correspondence 


8009300342 Notifies that util response to Potential Const Deficiency 27 
re ITT General Control actuators will be addressed in 
response to IE Bulletin 80“09i "Hydramotor Actuator 
Deficiencies •• Response will bo completed by SOOS2? 

ASUELL, D L Louisiana Power Light Co 80/00/15 Ip 
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B007300333 Fiiiral rc|i t re Signiric^nt Con'St Oeliciencg 10 re delfettlve 
ecaergency generator roller pint Roller pin diameter 
redesigned to provide interference fit at assently betueen 
pin t< crosshead & reduce clearance tetueen pin L collar 
ORMICH J . MILHISER.H J HART. J Louisiana Pouer & Light Co 
80/09/18 3pp 


8009E90394 Forwards final repts of Significant Const Deficientg 4 re 
epiergehcg diesel generator shafts L springs if Significant 
Const Deflciencg 10 re defective eraergeneg diesel generator 
roller pins M/o Rept of Const Oeficiencv 11^ 

ASVtLL»i L Louisiana Power 4 Light Co 80/09/23 Ip 


— 0007390394 Final rept of Const Deficiencg 4 re defective shafts t> 
springs for Cooper-Besscaier emergencgi diesel generators 
Caused tg add 1 length on spllned end of shafts 4 cracis In 
spring base metal New shaft fabricated d spring reworked 
HARTNETT. R A . CRNtCH, J ^ KILHISER.R J Louisiana Power S. Light 
Co 00/07/10 3pp 


— 0009290390 Part 21 rept re shaft defects in two emergeneg diesel 
generator sets supplied to Ebasco SvcsiEnc for util Caused 
bg addl length in spllned driven end of shafts Replacement 
will be completed bg 780930 

BENDER t B Cooper Industries. Jnc . Cooper ■" Bessemer Co Dlv 

78/07/25 2pp 


— 6009290401 Part 21 rept re spring defect in sti emergency diesel 
generator sets supplied by Cooper Energg Svcs to nuclear 
facilities Caused by cracks in base metal resulting from 
electrolytic plating Spring will be replaced bg 7G0930 
BENDER. 5 B Cooper Industries. Inc . Cooper Energy Services Dlv 
70/07/25 2pp 


DOCKET 50-307 SOSOUEHANNA STEAtl ELECTRIC STATION. UNIT I 
A App 1 ICO 1 1 on/construc t Ion stage documents <> correspondence 


80090302Q5 Responds to 000417 request for info re NRC Involvement in 
arcJieolog 1 cal data recovery activities for FY77 Completed 
questionnaire enc I 

DENIOll. M R Office of Nuclear Reactor Regulation* Director 
00/04/11 7pp 


— 8009030314 Requests info re NRC Involvement in archco I egica 1 data 
recovery activities for FY79 £ forwards ques t i onna i re 
DELAPORTE.C T Inter i or, Dop t of 00/04/17 4pp 


0OO7OSOO3O Forwards draft NLIREC-0494* ‘’Functional Criteria for 
Emergency Response Facilities " Coirnents requested within 30 
days Proposed implementation schedule for meeting criteria 
of NURE0-0694 end H/o HUREG 

EISENHUT.D C Division of Licensing 80/00/01 119pp 


G009090431 Notification of cancellation of 000027 meeting w/DNR 
licensing review group to discuss concensus positions on THl 
Issues {lH/REC-0494> 

WILSON. J M Assistant Director for Licensing 80/00/04 lOpp 


0009150490 Summarg of 800031 meetings u/Bcchteli utl I.OE & Savannah 
River Plant in Dethesda. HD re FSAB open review Items 
STARK. R (1 Licensing Branch 1 80/08/24 4pp 


0009080344 Documents agreements reached t. actions to result from 
800714-16 meeting w/NRO re draft 000421 SER A open Items 
In FSAR Sections 3 6 through 3 10 

CURTIS. N U Pennsylvania Power S Light Co 00/08/26 lOSpp 


8009110742 Notification of 800904-05 meeting w/Mark II owners group to 
discuss plants Chugging C/0 t. lateral load specs 
ANDERSON. C Containment Systems Branch 80/08/29 14pp 


800-9120651 Notification of 800924 meeting w/util in Bethesda MD to 
discuss fuel load date 

STARK. R H Licensing Branch 1 00/09/04 Ip 


—8009120660 Responds to NRC 000711 Itr re request for estimate o-f fuel 
load dates Primary sgs fill i flush at Unit I completed «t 
hydro * reactor Internal vibration test near completion W/ 

454 of plant sys in s tartup. comp I etion bg 010601 is likely 
CURTIS. M H Pennsylvania Power if Light Co 00/08/19 4pp 


GQ09100484 Forwards request for addl Info re accident tvaluati on. needed 
for review of OL applications fid Start principal contact 
TEDESCO.R L Assistant Blrector for Licensing 80/09/05 4pp 

8009180464 Summary of 800021 meeting «/utiI in Bethesda.ND re 
forecasted fuel load date 

STARK. R M Licensing Branch 1 00/09/05 3pp 


0009150470 Feruards complete response to 9A Varga 800421 reqoest for 
info on Category t masonry walls employed by plants under 
•CP £< OL review 

CURTIS. H U Pennsylvania Power *< Light Co 80/09/00 Spp 


8009160310 Forwards document used to astablish recommended Instrument 
nominal trip setpoints t> Tech Specs limits per 000021 
r equas t 

CURTIS. N N Pennsylvania Power 6 Light Co 80/09/10 19pp 


8009170290 Forwards ASHE Boiler i- Pressure Vessel (.ode. Section 3 
overpressure rept per FSAR Ouestlon 211 204 

CURTIS.N U Pennsylvania Power t Light Co 0O/O'9/12 2Spp 


8009240091 Notifies of 801007 proposed date to review whether ODE 6 DRV 
respenses should be considered separately or combined during 
ASH>^ coda fatigue calculations OE selected samples to 
enphaslie highly fatigued components 

UILSON. U N Assistant Plreclor for Licensing 80/09/15 9pp 


D NRC Oraft/Final Environmental Statements, suppls 6 correspondence 


8009100002 Responds to 800626' itr requesting comments on enc I 
K Spallone Itr re potential impact of Pond Hill Reservoir 
dan failure Dam safety not under NRC review NRC is reviewing 
potential environ, impact of dam const t< operation 
DlRCKS.lf J Office of the Executive Director for Operations 
80/00/1 a 3pp 


F Security, medical, emergoncy ft fire protection plans 


6009300669 Notification of 001027 meeting w/util in Qeruick.PA to view 
status £< configuration of electrical sgs u/respect to 
electrical separation tr fire protection 
STARK. R II Licensing Branch 1 BO/09/10 4pp 


0 Ad/udlcatory correspondence 


0009120295 Requests time to make limited appearance statement at 
licensing hearings Requests to be informed when t> where 
hearings wilt be held 

OAURYCK. K A Affll latlon Unknown 00/09/02 Ip 


8009110707 Advises that NRC will not respond to applicants' 600822 
motion for partial summary disposition of Contention 17 re 
Clone issue Comnlsslon regulations allow only opposing 
rep lies 

CUrCHIN, J H Hearing Branch 3 80/09/08 Ip 


8009110016 Response in opposition to Environ Coalition on Nuclear Power 
800322 request for freo prehearing conferences transcripts 
prior to 000729 Does not oppose grant of transcripts of 
future sessions Certificate of Sve end 
CUTCMIN. JM Hearing Branch 3 80/09/09 Spp 


8O09]e0394 Notion in opposition to applicant request for summary 
disposition of Contention 17 re oione Issue Is of public 
interest t requires hearing Motion grant would prevent full 
litigation of Contention 17 U/Certi f icate of Sve 
HALL I CAN, T J Citizens Against Nuclear Dangers 80/09/10 2pp 


8009160414 Requests to make limited appearance statement at licensing 
hearing for facility 

OOfiOOWe.A Affi nation Unknown 00/09/12 Ip 


0009290043 Dec 1 si on. ALAD-6I3. deny 1 ng Environ Coalition on Nuclear Power 
80Q31S petition referred to ASLAB on 800516. re alleged ASLAD 
refusal to stop applicants discovery harassments Supporting 
dacu'.’entatlon end 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/09/23 
127pp 


0 inspection reports, IE Bulletins i correspondence 


8009090094 Forwards IE Bulletin 00-07. Suppl 1. “BUR Jet Pump Assembly 
Failure “ No response required 

CRIER. D H Region 1. Ph i ladelphla. Office of the Director 
80/05/13 ip 


8009250299 Forwards IE tnsp Repts 50-397/80-13 *• 50-380/00-09 on 
800402-05 No noncomp 1 1 anc e noted 

CARLSON.R T -Region 1. Phi lad’elphia, Reactor Construction it 
Engineering Support Branch 80/07/11 2pp 
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•6009230302 IE Insp Repts 50-387/00-13 «• 50-308/80-09 on 800602-05 No 
noncomp (lance noted Major areas Inspected installation of 
water supply t> distribution sys. uater % gaseous suppression 
si|Si specs %• drawings t QA program 

EBNETER'S D Region li Philadelphia. Reactor Construction 6 
Engineering Support Branch KOLTAY.P S Region 1. Ph 1 1 a d e 1 p h 1 a p 
Office of the Director 80/07/08 7pp 


B0O91 90231 Forwards IE InsP Repts 50-337/80-10 V 50-388/80-06 on 
600421-0516 &■ 27-30 No noncompliance noted 

CARLSOH.R T Region 1. Ph 1 1 a d e I p h lap Reactor Construction % 
engineering Support Branch 00/07/15 2pp 


— 6009190241 IE Insp Repts 50-387/80-10 f, 50-388/80-06 on B00A21-O516 6 
27-30 No noncompliance noted Major areas inspected 
Installation t* welding of RCPB & other piping 4 installation 
of safety-related components 

ftCOAUOHYp R W Region Ip Philadelphia. Reactor Construction 5 
E'nglneerlng Support Branch OALLOp R M . RHOADS. 0 0 Region It 
Philadelphia. Office of the Director 80/06/30 17pp 


800910088? forwards IE Insp Repts 50-387/80-15 t 50-308/80-10 on 
800623-27 Mo noncomp 1 lance noted 

CARt.60llp R T Region 1. Philadelphia. Reactor Construction Si 
Engineering Support Branch 80/07/21 2pp 


— 8009100893 IE Insp Repts 30-387/00-15 t 50-388/80-10 on 600623-27 No 
noncomp I lance noted Major areas inspected licensee 
corrective action on previous insp resul ts. QC. equipment 
storage t work in progress 

OURR. J P Region li Philadelphia. Office of the Director 
hCCAUCVIV. R M Region 1. Philadelphia. Reactor Construction te 
Engineering Support Branch 80/07/16 Spp 


SO091S0I42 Responds to IE Bulletin 80-03 Insps will be performed b 
results reported when charcoal adsorber cells are returned 
from manufac turer 

CURTlStN U Pennsylvania Power t’ Light Co 80/07/30 Ip 


8009190956 Responds to IE Bulletin 80-02 No equipment supplied by 
Karvln Engineering Co 

CtJfiriSpN If Pennsylvania Power Light Co 80/07/30 Ip 


8009190247 Ack receipt of 000721 Itr informing NRC of stops taken to 
correct violations noted in IE Inep Rept 30-387/80-09 
CARLGQH. R T Region 1. Philadelphia. Reactor Construction U 
Engineering Support Branch 80/08/01 Ip 


— 6009190250 Responds to NRC 800609 Itr re violations noted in IE Insp 
fjept S0-3B7/80-09 Corrective actions more detailed 
instructions provided to weld etaminors 

6A3QLp A R Pennsylvania Power t Light Co 80/07/21 2pp 


— 0009190234 Forwards IE Insp Rept 30-307/80-09 on 800422 0508-09 & 

notice of violation 

CARLSONpR T Region 1. Philadelphia. Reactor Construction t 
Engineering Support Branch 00/06/09 2pp 


--8009390257 Notice of violation from inep on 800422 6 0508-09 

« Region !■ Philadelphia. Office of the Director 60/06/02 ip 


6009190239 IE Insp Rept SO-3B7/B0-09 on 800422 t< 0508-09 Noncompliance 
noted failure to follow approved procedure during ultrasonic 
examination of piping welds 

TRIPRiL E Region 1. Philadelphia. Reactor Construction & 
Engineering Support Branch MCDREARTYi R A Region 1. 

Philadelphia. Office of the Director 80/06/02 Spp 


84)09090616 Responds to IE Bulletin 80-08. "Examination of Containment 
Liner Penetration Helds " Plued head design utilized for 
piping penetrations Illustrated in Figure NE-1120-1 
Electrical penetration design is illustrated in end 
CIJRTIBpN W Pennsylvania Power & Light Co, 80/08/07 24pp 


8009190364 Aclr receipt of 000728 J tr informing NRC of steps taken to 
ccirrect violations noted in IE Insp Repts 50-387/80-04 L 
50-388/80-02 

CAPILSONiR T Region ip Philadelphia. Reactor Construction & 
Engineering Support Branch 80/08/11 Ip 


— 3009190271 Responds to NRC 800529 Itr re violations noted in lE Insp 
Repts 50-387/00-04 it 30-388/80-02 Corrective actions all 
ueld filler metl certifications to be reviewed in 
accordance cj/BOAH 

SABOLi A R Pennsylvania Power ^ Light Co 80/07/20 3pp 


■8009190277 Forwards IE Insp Repts 50-387/00-04 50-383/80-02 on 

300303-0312 & 0320-0410 «■ notice of violation 
CARLSQNp R t Region 1. Philadelphia! Reactor Construction it 
Engineering Support Branch 00/05/29 2pp 


--8009190282 Notice of violation tron Insp on 800303-0312 0320-0418 

e Region !. Phi lade 1 ph la. Office of the Director 00/05/28 Ip 


— 80091 902B8 IE Insp Repts 50-387/60-04 L 50-308/80-02 on 800303-0312 & 
0320-0418 None omp L 1 a nc e noted failu.e to document chemical 
analysis of weld filler ma 1 1 

4 Region 1. Philadelphia. Reactor Construction 6 Engineering 
Support Branch 80/05/28 I4fp 


8009030006 Forwards Revision I to IE Bulletin 80-19. "Failures of 
Mercury-Netted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E *' Uritten 
response required 

ORIER.O M Region 1. Ph 1 1 ade 1 p h i a , Office of the Director 
80/08/ 1 5 ip 


8009090036 Responds to [E Bulletin 79-03A, "Longitudinal Weld Defects 
in ASMS 8A-312. Type 304 Stainless Steel Pipe " Pipe is not 
used in safety-related sys subjected to design stress 
greater than 05< 

CURT! S. N W Pennsyl van la Power t Light Co 80/00/ IS ip 


8009120109 Forwards Suppl 3 to IE Bulletin 00-17. "Failure of Control 
Rods to insert During Scram at BWR " No written response 
Tequi red 

CRIER. DH Region I. Philadelphia. Office of the Director 
80/00/22 Ip 


8009190037 Forwards IE Circular BO-IB. "I0CFR5O 59 Safety Evaluations 
for Changes to Radwaste Treat ment Sys " Nd bfritten response 
required 

GRIER. D H Region I, Philadelphia. Office of the Director 

80/08/22 1 p 


8D091202Q4 Forwards IE Info Notice 80-31. "Ma 1 op e rat i on of Gould— Brown 
Dover 1 400 Volt Type K.-600S 5 K-DON 600S Circuit Dreakers " 

No written response required 

GRIER. B H Region 1. Philadelphia. Office of the Director 
0O/OB/27 Ip 


8009240115 Forwards IE Circular 80-21, "Regulation of Refueling Crews “ 
No written response required 

MEPPLER.J G Region 3. Chicago. Oft ice of the Director 80/09/10 

Ip 


8009240320 Forwards IE Info Notice 80-32. "C 1 ar i f 1 ca 1 1 on of Certain 
Requirements for Eze lus ( vb-Use Shipments of Radioactive 
Matls " Nd written response required 

GRIER, BN Region 1. Philadelphia, Office of the Director 
80/09/12 Ip 


S Reportable occurrences. UERs 4 related correspondence 


8009090650 Ack receipt of 000703 interim rept re deficiency on Pacific 
choc k val vas 

CARLSON. R T Region 1. Ph i lade ]p h la. Reactor Construction 4 
Engineering Support Branch 80/08/01 Ip 


•8009090654 Interim rept re deficiency on Pacific check valves Problems 
uj/valve operation in ifnit I core spray pump discharge 
vertical pipe run necessitate bonnet stops rework Final rept 
expected by 8apt 1900 

CURTIS, tf W Pennsylvania Power i. Light Co 00/07/03 2pp 


8009110401 Ack receipt of 600721 final deficiency rept re 
improper sloping of OE piping 4 tubing 

CARLSON, R T Region 1. Philadelphia. Reactor Construction t. 
Engineering Support Branch 8G/0S/0I Ip 


■8007110414 Final deficiency rept re Improper sloping of GE piping {< 
tubing As-built drawings will be revised to include actual 
slope of Installed pipe 

CURTIS.N H Pannsylvania Power i. Light Co BQ/07/21 4pp 


8009120129 Ack receipt of 800722 interim rept re deficiency in pipe 
support design diawing released for fabrication tt 
ins tal la tion 

CARLSON. R T Region 1. Philadelphia. Reactor Construction * 
Engineering Support Branch 80/08/01 Ip 


8009120711 Ack receipt of BO0723 interim deficiency rept re improper 
safety classification for soienaid valve 

CARLSON. R T Region 1. Philadelphia. Reactor Construction 4t 
Engineering Support Branch 80/08/01 Ip 


8009120704 Aci receipt O'f 800707 interim deficiency rept re cracks in 
Anehoi — Darling valve yokes 

CARLSON. R T Region 1. Philadelphia. Reactor Construction 4. 
Engineering Support Branch 80/08/04 Ip 



218 


DOCKETED fTEJVIS 


6009090472 F I na 1 defioency refit re n«nc on t arming ICO-Ral ly> Type 
SLV-iaoO biaiifetf ribergla«s ileeaing used as tamer matl 
for electrical sepaiation Caused by inadequacy of Becbtel 
recomi*eidat 1 on authoriiinp field poicKase 

CU9TIS.M 14 Pennsylvania Pouer Light Co 60/09/05 4pp 


BOTKET S0-3S8 SUSOUCHAMNA STEAM ELECTRIC STATIQI4. UMlT S 


A App I icatioii/constr uc t ion stage docuraents S. correspondence 


600903038S Responds to 600417 request for info re IIRC Involvement in 
archeological data recovery activities tor Fl'79 Coimpleted 
questionnaire end 

OENIOl.'tH R Office of Nuclear Reactor Regulation! Director 
80/06/11 7pp 


80090300S0 Poruards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities " Coei'ients requested uiithin 30 
days Proposed implementation schedule for meeting criteria 
of /IUREC-0696 end W/o A’UREG 

EtSENHUTiD 6 Division oP Licensing 80/08/01 I19pp 


6009] 50490 Summary of 800821 meetings sf/Qetli tel, ut I !■ OE 4' Savannah 
River Plant in Seth esda. itiD re FSAR open revieu iteinil 
STARK. RM Licensing Branch 1 80/08/26 6pp 


8009080364 Documents agreements rfachod t actions to result from 
800714~16 meeting u/NRC re draft 600421 6ER 6 Open tterai 
■n FSAR Sections 3 6 through 3 10 

CtIRTlS.N 14 Pennsylvania Power t Light Co 60/08/28 lOSpp 


6D091 10742 Notification of SOOVOd-OS meeting u/Hart It owners group to 
discuss plants chugging C/0 4 lateral load specs 
AKOERSON. C Contaiiunent Systems Branch 80/08/29 14pp 


8009130651 Notification of 800926 meetlns W/util In Bethssda MD to 
discuss fuel load date 

6TARK> R f1 Licensing Branch I 60/09/04 Ip 


--B009iaq660 Responds to M8C B0071I Itr re request for estimate of fuel 
load dates Primary sys fill ti flush of l/nit I completed tt 
hydro 8 reactor internal vibration test near completion U/ 

657. of plant sys in s tar tup . comp let I on by 810601 is likely 
CURTIS. N Id Pennsylvania Power 6 Light Co 80/08/19 4pp 


8009I004S4 FoTWards request for addl Info re accident f va luaticni needed 
for review of DL applications BM Start principal contact 
TEDESCO. R 1 Assistant Director for Licensing SO/OV/OS 4pp 


9009100464 SuRimary of 900B21 meeting w/util sn Bethesdai HD re 
forecasted fuel load date 

STARK R M Licensing Branch 1 80/09/05 3pp 


8009150470 Forwards complete response to SA Varga 900421 request for 
Info on Category | masonry walls employed by plants under 
CP tf OL review 

CURTIS! N If Pennsylvania Power & Light Co 60/09/08 Bpp 


6009160310 Forwards document used to establish recommended instrument 
nominal trip setpoints f Tech Specs limits per 800821 
request 

CURT I S< 14 H Pennsylvania Power S Light Co SO/09/IO t9pp 


8009170290 Forwards ASMS Boiler 6 Pressure Vessel Code. Section 3 
overpressure rapt per FSAR Question 211 804 
CURTIS. N U Pennsylvania Power 6 Light Co 00/09/12 35pp 


F Securiby. medical, emergency 8 fire piotaetian plans 


8009300669 Notification of 00*1027 msetlng tu/utll in DerulckiPA to view 
status 4 conf I gurat ion of electrical sys u/respect to 
electricat separation t fire protection 
STARK. R H Licensing Branch 1 00/09/10 4pp 


0 Ad indicatory correspondence 


600912(1295 Requests time to mate limited appearance statement at 
licensing hearings Requests to ho informed when it inhere 
hearings uill be held 

6AI\'flVCH.H A Affiliation Untnoun 8'0/<19/02 Ip 


0009110787 Ad visas that NRC will not respond to applicants' 800822 
motion for partial summary disposition of Contention 17 re 
otone Issue Comaiission regulations allow only opposing 
replies 

CUTCHIN. J K Hearing Branch 3 SO/09/D8 Ip 


80D9110016 Response in opposition to Environ Coalition on Nuclear Power 
800922 request for free prehearing conferences transcripts 
prior to 800725 Does not oppose grant of transcripts of 
future sessions Certificate of Sve end 
CUTCHIN. J K Hearing Branch 3 80/09/09 Spp 


800*9100394 Motion in opposition to applicant request for summary 
disposition of Contention 17 re otone Issue is of public 
interest L requires hearing Motion grant would prevent full 
litigation of Contention 17 M/Certif Icate of Sve 
HALLIOAN. T J Cltiiens Against Nuclear Bangers 80/09/10 Spp 


0009160414 Requests to make limited appeal ance statement at licensing 
hearing for facility 

COROONE.A Affiliation Unknown 90/09 /IS ip 


6009290043 Dee i s i oni ALAB-613 i deny ing Environ Coalition on Nuclear Pousr 
900315 petition refarred to ASLAB on 600516, re alleged A6LAD 
refusal to st'Op applicants discovery harassments Supporting 
d ocunenta t ion end 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 00/09/23 
137pp 


0 Inspection reports. IE Bulletins tc correspondence 


8009090094 Forwards IE Bulletin 80~07(Suppt 1. "flWR Jet Pump Assembly 
Failure “ No response required 

6RIER.B H Region i, Fh 1 ladelphia. Office of the Director 
80/03/13 Ip 


8009250299 Forwards IE Insp Repts 50-387/80-13 «t 5O-3B0/8O-O9 on 
800602-D5 No nancomp 1 1 anc e noted 

CARLSONrR T Region !• Ph 1 lade Iph ia> Reactor Construction & 
Engineering Support Branch 80/07/11 2pp 


— 9009250302 IE Insp Repts 50-387/80-13 «* 5O-3BB/0O-O9 On 800602.-05 H» 
no'ncomp 1 lane e noted Maior areas inspected Installation of 
water supply 6 distribution sys.water t gaseous suppression 
sysi specs p drawings b QA program 

EBNETCR, 8 p Region li Philadelphia! Reactor Construction & 
Engineering Support Branch KOLTAY, P B Region 1, Phi ladejphls. 
Office of the Director 00/07/00 7pp 


8009190231 Forwards IE Insp Repts 80-387/80-10 t* 50-388/80-Oi on 
000421-0916 ti 27-30 No noncompllance noted 

CARLSDN, R T Region 1. Philadelphia, Reactor Construction It 
Engineering Support Branch 80/07/15 2pp 


—000919024 8 IE Insp Repts 90-387/80-10 A S0*'3ae/S0-06 on 800421-0916 l< 
27-30 No noncomp 1 ianc*e noted Mayor areas Inspected 
Installation L welding of RCPB k other piping b installation 
of safety-related components 

KCOAUCHY. R U Region 1, Phi lad e Iph la. Reactor Construction b 
Engineering Support Oranch GALLO, R M , RHOADS, 0 0 Rsglon 1, 
Philadelphia, Office of the Director 90/06/30 17pp 


60*09100889 Forwards IE Insp Repts 90-387/80-15 b 90-380/80-10 on 
900623-27 No none onp 1 lance noted 

CARLSON. R T Region 1. Philadelphia, Reactor Construction b 
Engineering Support Branch 80/07/21 2pp 


—8009100893 IE Insp Repts 80-387/80-15 b 50-369/80-10 on 800683-27 He 
noncompliance noted Mayor areas inspected licensee 
corrective action on previous insp resul t*> OC, equipment 
storage b work in progress 

DURR.JP Region 1. Philadelphia, Office of the Director 
KCOAI/GHVi R Id Region l> Phi ladelphia, Reactor Construction & 
Engineering Support Branch 80/07/16 9pp 


8009120142 Responds to IE Bulletin 60*!03 Insps will he performed ti 
results reported when charcoal adsoiher cells are returned 
from manufac turer 

CURrlS.N N Pennsylvania Power b Light Co 80/07/30 Ip 


8009190956 Responds to IE Bulletin 80--02 No equipment supplied by 
Marvin Engineering Co 

CURTIS. N H Pennsylvania Power b Light Co 90/07/30 Ip 


600909*0616 Responds to IE Bulletin 0O>O8. "Eiaminat Ion of Containiscnt 
Liner Penetration Melds *’ Flued head design utilized for 
piping penetrations illustrated in Figure NE-i 120-1 
Electrical penetration design is illustrated in end 
CURTIS, H U Pennsylvania Power b Light Co 80/08/07 24pp 


9009190264 Ack receipt of 800728 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 80-387/80-04 b 
50-368/80-02 

CARLSON, R T Region 1. Philadelphia, Reactor Construction b 
Engineering Support Branch BO/OS/ll Ip 
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•&00^l?0271 Responds to NRC 800529 Itr re violations noted In I£ Insp 
ReptS 50-3B7/90-04 & 50-388/ 80--02 Corrective actions ail 
\jtl4 filler matl certifications to be revieuied In 
accordance ui/DQAM 

SABQLj A R Pennsylvania Pouer I Light Co 80/07/28 3pp 


•8009190277 Forwards IE Insp Rept* 50-387/80-04 5 50-388/80-02 on 
800303-0312 «c 0320-0410 notice of violation 
CARLEOfLA T Region 1> Phtladelphiai Reactor Construction 5 
Engineering Support Branch 60/05/29 2pp 


— B009I90282 Wotice of violation from insp on 000303-0312 U 0320-0418 
e Region 1> Ph 1 ladel ph iai Office of the Director 80/05/28 Ip 


—8009190283 IE Insp Repts 50-387/80-04 h 50-300/80-02 on 800303-0312 i 
0320-04)8 Noncompliance noted failure to document chemical 
analysis cf uield filler inatl 

♦ Region 1 j Philadelphia’ Reactor Construction t< Engineering 
Support Branch 80/05/28 14pp 


500903008& Forwards Revision 1 to IE Bulletin 80-19r "Failures of 
Hercury-tfetted Hatrii Relays in Reactor Protective Sys of 
Operating Muclear Power Plants Designed by C-E " Nrltten 
response required 

ORIER'B H Region 1> Philadelphia. Office of the Director 
80/09/15 Ip 


8009090036 Responds to IE Bulletin 79-03Ai "Longitudinal Neld Defects 
in ABKE 8A-312iType 304 Stainless Steel Pipe " Pipe Is no-t 
used in safety-related sys subjected to design stress 
greater than SSK 

C0HTI8>H (f Pennsylvania Power t Light Co 80/00/15 Ip 


8009120109 Forwards Suppl 3 to IE Bulletin 80-17. "Failure of Control 
Rods to Insert During Scram at BUR " No written response 
required. 

CRlERi D H Region 1. Ph i tadelph la. Office of the Director 

eo/oa/32 I p 


8009180037 Forwards IE Circular BO-19. "10CFR5O 59 Safety Evaluations 
far Changes to Radwaste Treatment Sys " No written response 
required 

CRIER. B M Region 1. Philadelphia. Office of the Director 
90/09/22, J p 


600?S3'0204 Forward* IE Info Notice 80-31. "Maloperation of Ooul d-Drown 
BDvsrI 4B0 Volt Type K-6008 5 R-DON 6009 Circuit Breakers " 

No urltten response required 

•CRIER. B H Region 1> Ph 1 ladolph la. Office of the Director 
80/00/27, 1 p 


9009240115 Forwards IE Circular 80-21. "Regulation of Refueling Craws 
M'S written response required 

REPPLCft. J O Region 3. Chicago, Office of the Director 80/09/10 

Ip 


8009240326 Forwards IE Info Notice 60-32. "Clarification of Certain 
Re qu iriatan ts for Eic lusive-Use Shipments of Radioactive 
Hatls " No written response required 

(RIER’B H Region 1. Philadelphia. Office of the Director 
80/09/ IB ip 


S Reportable occurrences. LERs It related correspondence 


80O9O9D6SO Act receipt of 000703 interim rept re deficiency on Pacific 

check valves 

CAHL&Olii R. T Region 1. Philadelphia. Reactor Construction 6 
Engineering Support Branch 80/08/01 Ip 


—8009090654 Interim rept re deficiency on Pacific check valves Problems 
w/valvf operation in Unit t core spray pump discharge 
vertical pipe run necessitate bonnet stops rework Final rept 
ecptcted by Sept 1980 

CURTIS, M U Pennsylvania Power ti Light Co 80/07/03 2pp 


I009n0'40l Ack receipt of Q0D721 final deficiency rapt re 
Jnproper sloping of CE piping I tubing 

CARLSOtt.R T Region 1, Philadelphia, Reactor Construction 6 
Engineering Support Branch 80/08/01 Ip 


-90C91I04I4 Final deficiency rept re Improper sloping of GE piping I. 
tubing As.-butlt drawings will be revised to include actual 
slope of Installed pipe 

CURTIS. N VJ Pennsylvania Power & Light Co 80/07/21 4pp 


OCWiaOIBS Ack receipt of 800722 interim rept re deficiency in pipe 
support design drawing released for fabrication 6 
ineta] lati on 

CARL60N.R T. Region 1, Philadelphia, Reactor Construction 5 
Enginaaring Support Branch 80/08/01 Ip 


6009120711 Ack receipt of 800723 interim deficiency rept re improper 
safety cJassiflcatian for solenoid valve 

CARLSON, R T Region I. Philadelphia, Reactor Construction t. 
Engineering Support Branch 80/08/01 Ip 


8009120704 Ack receipt of 8007.37 interim deficiency rept re cracks in 
Anchor-Darling valve yokes 

CARLSON, R T Region 1, Philadelphia, Reactor Construction & 
Engineering Support Branch 80 / 08/04 Ip 


8009090472 Final deficiency rept re nonconforming ICQ-Ral 1 y, Typ e 
SLV- 1200 braided fiberylass sleeving Used as barrier matl 
for electrical separation Caused by inadequacy of Bechtel 
recommendation authorizing field purchase 

CURTISiN W Pennsylvania Power I Light Co 80/09/05 4pp 


DDCHET 50-389 ST LUCIE PLANT, UNIT 2 


A App 1 1 cat 1 on/ c ons true 1 1 0 n stage documents 4. correspondence 


8OD9O8O08O Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
dags Proposed imp i ementa 1 1 on schedule for meeting criteria 
of NUREO-0696 end H/o NUREG 

EIEENHUTiD 0 Division of Licensing BO/OB/Ot I19pp 


800-9090&42 Requires submittal of ATUS emergency operating procedure for 
NRC review by 801019 Oenerlc analysis should confirm ATWS 
mitigation capability described In NVREO-0460. Vol 3 
Commissioti will determine required mods K schedules 
TEDEECO, R L Assistorit Director for Licensing 80/08/25 3pp 


60090908S1 Requests that info on chemical formulation 6 quantity of 
NUKEN 750 to be used as expansive joint tiller inside 
containment be provided by 800910 

TEDESCO, R L Assistant Director for Licensing 80/08/25 2pp 


8009030633 Submits info requested in NRC 800711 Itr re up-to-date const 
completloA schedules Facility will be ready for fuel loading 
in Nov 1982 Three oversiie photographs supporting 
doc umentat ion ehc I 

UHRIGiR E Florida Power 6 Light Co 80/08/26 ISpp 


B0093D0043 Notification of time change for 800918 meeting w/util in 
Botbesda,HD to discuss schedule 6 staff review of 
application Meeting will be held at II -00 All 
BIRKELiRA Licensing Branch I aO/09/09 3pp 


8009300667 Notification of 800913 meeting w/util in Bethes<ta,HD to 
discuss schedule 6 NRC review of application 
BIRKEL, R A Licensing Branch 1 80/09/09 3pp 


6009150262 Responds to NRC E00625 Hr re use of NLfKEN 750 as expansion 
joint filter inside cantainrnent Inciutfes chemical 
formulation of NUKEH 750 4 quantity used inside containment 
UHRIO.R E Florida Power 5 Light Co eO/09/i'O Ip 


8009300105 Forwards Amend 1 to CPPR-144, incorporating conditions to 
alleviate loss of ac power in event of station blackout 
Notice -of issuance t, availabilily of decision end 
YQU.NDBLOOD. D 3 Licensing Branch 1 80/09/18 2pp 


— 8009300109 Amend 1 to CPPR- 144, inc orp orat 1 ng conditions to alleviate 
loss of ac power in event of station blackout 
YOUNOfiLOan.B J Licensing Oranch 1 80/09/18 Ip 


F Security, medical, emergency t fire protection plans 


8009230261 Requests that alt personnel be reminded of purpose of 
emergency notification sys 4 health physics network, Sys 
Installed for govt use during emergency 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/08/22 

Ip 


0 Adjudicatory correspondence 


9009040355 Order granting extension until 800915 for Commission to 
review ALAO-603 

CHILK.S J Office of the Secrotary of the Com,hission 80/08/29 

Ip 


0009190299 Responds to FOIA request for 15 documents listed in 
bibliography fo NURE0-0625i "Rept of Siting Policy Task 
Force " Documents 6-0 t 13 are available in PDR Forwards 
remaining documents 

FELTON, J H Division of Rule* and fiecords 80/09/04 ip 
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'&CO?l?OS3'’ Infarnf CoffliMSiion of propaied changes to ffloteorolojic a] 
podel uied in asietsirg potential accident conspiiuences for 
nvcieae plants* roe deterninati on or site acceptability b 
adequacy of engineered safery features 
MIlfO^UE R B Office of Standards Oeuelopmert. Director 
£ECi-r1»-3i2 77/06/04 7pp 


0009190071 Motion before US Court of Appeals for DC Circuit) for 
eipediCed consideration of petition for revieip re 
consolidation of Civil Action □0-109'? w/admini strati v« 
pfoceeding U/Certi f icate of Svc Related correspondence 
JADLON.R a . LANDSMAN. R M Florida Cities JADLQN. ft A apJegtl 
McDiarmid 80/09/15 5pp 


--8007190633 Requests that end "Dirtereoces in Procedures for 
Estimating Atnospheric Dispersion Conditions at Inland 1 
Coastal Sites." be sent to appropriate Boards 
SCINTO' J F Hearings Division 77/04/04 16pp 


6C09IQ0546 Order ertending time until 000729 in chtch Coneiission may 
act to resieu f'»AS-603 

CMILK. S -J Qrrice of the Secretary of the Comaission 00/07/15 

»P 


0009260459 Meoiirandum to counsels disclosing past inselvement as AEC 
Deputy Director of Technical Review Previous involvement le/ 

St U'Jcie Units 16 2 has not prejudiced objecti/lty 
Objections lalll be considered if filed by 801002 
HeKuRIE. ) M Cam-ission 80/09/19 2pp 


00092*0009 Foruards Amend I to CPPR-144 * notice of issuance 6 
aval labi 1 1 ty. in reaponse to AI.AB-6D3 
FaTOK. U D Hearing Branch 4 EO/07/23 Jp 


®0072600i2 Amend 1 to CPPR-i44 incorporating Paragraph 3 H. re 
consideration of total loss of ac pOuer as DBE 
VO'JhJBLQOD B J Licensing Branch 1 00/09/18 Ip 


- 00092*00-13 Notice of issuance * availability of Amend 1 to CPPR-144 
VOUNGBLOOD, D J Licensing Branch I 00/09/18 2pp 

S009260463 Order granting «< tension until 001006 for Conmissign to 
elect uhether to revieu ALAB-603 

CHILP.S %) Office of the Secretary of the Coirnission 00/09/24 


0009260653 Order granting FL Cities 4. util B0O915 joint motiosi to 
suspend Interrogatory responses Request unopposed by 
remaining parties 

SMITH. 1 W Atomic Safety and Licensing Board Panel 00/09/22' Ip 


8009300476 Response before US Court of Appeals for ftC Circuit, lo 
apposition to petitioners' motion for opeditod 
consideration of Civil Action 80-1097 Certificate of BvC 
end Related correspondence 

OYM. if Florida Poieer t Light Co BOUKNIOHT, J A 
Lousnstein. Neuman. Re is. Ate Irad * Toll 80/09/25 Spp 


P Operating license stage documents t correspondence 


8009040490 Responds to NRC 800728 Itr requesting opinion & advice re 
potential void formation In vessel head Phenomena is 
unaffected by relatively small differences in fuel design 
Company uould not analyie event unless asked by customer 
OWSLEY. 0 F Etion Nuclear Co . Inc 4 subs of Eiton Coro ) 

80/08/26 Ip 


0 Inspection reports. IE Bulletins & correspondence 


8009100130 Forwards IE Insp Rept 50-309/80-00 on 800604-06 & notice of 
violation 

MURPHY. C E Region 2. Atlanta. Reactor Construction ®< Engineering 
Support Branch 80/06/23 2pp 


—8009100146 Notice of violation from insp on 000604-06 

• Region 2. Atlanta. Office of the Director 80/06/20 tp 


M Antitrust correspondence 


8009020131 Advises that Corsiission has received addl antitrust advice 
from Atty Cenerai re CP application Mo antitrust hearing 
necessary for proposed amend to CP 

SALT/MAII J Utility Finance Branch BO/OB/05 2pp 


9009110013 Ack receipt of FI Cities 800822 Itr r« draft settlement 
reached by util-POJ 6 NRC Final settlement addresses 
int»r/en<}r conc^rn^ 

SHmPAR.H k Office of thtf Eiecuti^e leQdl Oirtfctor 0O/O9/OB Ip 


Q009220221 Foru.ar4s Fl. Citi9% comTicntf **e advice Itr 

Orlando settla^Ont 

JABtDM.R A Spiegel *< KcDiarnd 83/09/10 ip 


concernihg util 


8007220222 Comments concerning util OrUndo Settlement FL Cities 
prepared to shou by argument 1 evidence that grant of 
unconditioned license to util uould create or maintain 
Situation- inconsistent w/antitrusi laws 

.Srmid" ^ 


-0009220223 Comments concerning notice of uiitSdraual of intervention 
Orlando utiU As procedural matter, mot Ion uould be neceftar-i/ 
Certificate of Svc end 

aS%7/07 A Spleyel 8, McO.arm.d 


°°dlodation*r! ^ authorliation to implement end 

stipulation r« Ucfcn«e conditions imfliedl^te ef#oct^w/o 

‘ O'- ^ddl conditions that oaq he 

VRBAN.JR Justice, Dept of DEHEV.LS Antitrust Division DYM. M 
Florida Power t Light Co 80 / 09/12 3 pp “^vision UVM. H 


-BC07160041 Stipulatioyeflectin, ut.l consent to incorporate end 
'7nditIons w/o prejudice to addl or different 
conditions that may be imposed after hearing Stipulation 

URB4A(-"j «‘'”’jus‘dc* of Sw 

H of DEUEY.L S Antitrust Division 

DYH.K Florida Power 6 Light Co 60/09/12 35pp 


--0OO91OOI49 IE Insp Rept 5O-3G9/0O-OB on 600604-06, Noncomp 1 i anc« noted 
inadequate procedural controls on sand-cement fill 

CONLON, T E Region 2. Atlanta. Reactor Construction fc Engtnae-ring 
Support Branch HARRIS, J R Region 2. Atlanta, Office of the 
Director 80/06/20 4pp 


8009240066 Foruards IE Insp Repts 50-335/80-23 & 50-389/80-09 an 
000715-10 No noncomp 1 lance noted 

murphy, C E Region 2 . Atlanta. Reactor Construction <« Englnaarlnd 
Support araneft 80/00/05 2pp 


0009240071 IE Insp Repts 50-335/80-23 6 30-309/00-09 on 000719-10 
Mo noncomp 1 lance noted Major areas inspected records 
associated u/iuork performance during outage In areas of 
installation uelding. ueld rod control 6 core drilll-ng 
'■'AWDOORN, P R Region 2. Atlanta, Office op the Director 
hbRDT.A R Region 2, Atlanta. Reactor Construction t Englnaerdtn 
Support Branch 80/08/04 6pp 


0009030158 Forwards Revision I to IE Bulletin 00-19, "Failures of 
Mercury-lJetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Pouer Planl?& Designed liu C-E “ Wrlttan 
response required 

O'REILLY. J p Region 2, Atlanta, Office of the Director B0/D9/19 


8009160143 Foruards fE 
for Changes 1;a Raduias 
v^quired 

O'RElLL/fJ p Region 
Jp 


Circular 00-10, "I0CFR50 59 Safety Evaluations 
te Treatment Sys No urlttefi responfe 

2. Atlanta, Office of the Director 80/00/22 


Rosemoont, Inc Models 1151 
Either A or D Output Codes . , ans 
applications 

UNRIG. R E Florida Power U Light Co 


1132 Pressure Trenertitters w/ 
rransmltters are not installed 

aO/ 00/26 Ip 


°*^Dover?^4an°Unif**T 80"3l. "Naloperation of Ooul d-Drowo 

Dover 480 Volt Type K-6003 i. H-DON 600S Circuit Breakers ” 

No written response required 

^JREILLV, J p Region 2, Atlanta. Office of the Director 80/08/27 


8009170162 Motion supported by DOJ & Par fni. 

Sarmid'^ 'bS/M/ 15 ‘JADLON.R A Sp.egel t, 


Dulle-tin 80-19 Mercury-wetted relay* not 
1°®*' matrix of reactor protective sys 
Florida Power *• Light Co 


WHfllO. R E 


80/08/29 Ip 


®°N”!rmen“r»s;i^ Circular 80-21. "Regulation of RofueUno Crews 
no written response required 

5pp^'^^''“^ ^ Ray ion a. Atlanta, Office of the Director 80/09/10 
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B009300'0'40 Submits response to IE Sulletin BO-30 re Uest i ngh ouse U-S 
control sultches Investigation is still in progress b 
conplet# response Is eipected bg 801014 
UHRIC. R e Florida Pooler «. Light Co 80/09/15 Ip 


S Reportable occurrenceSi LERs b related correspondence 


B009I00585 Final deficiency ropt re enacted b broten electrscal 
penetration connections Caused by poor assembly techniques 
Supplier oiill develop repaii procedures b repair t replace 
Fractured ring tongue connectors 

UHHIO. H E Florida Power b Light Co BO/OB/06 4pp 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT I 


A Application/construction stage docunents t correspondence 


9OO906OOBO Forwards draft NUREC-0696. "Functional Criteria for 
Emergency Response Facilities " Comments requested toithln 30 
4aii9 Proposed implementation schedule for meeting criteria 
of MUHE<J-0i9* end W/o NUREG 

EISENHOT, D G Division of Licensing 80/OB/01 >l9pp 


8009'0404f>7 Forwards matl re NRC review of Ice condenser containment b 
hydrogen control measures for Sequoyah Nuclear Power Plant 
ACfl9 tias scheduled meotings in Wash i ng ton, DC on 800028,0902 
b 04 to discuss issue 

TEOESCO,R L Assistant Director for Licensing 60/08/22 2pp 


0(009300400 Forwards technical questions re implementation of interim 
policy on 10CFR50 b 51 

HIL1.5, L li Tennessee Valley Authority BO/09/23 3pp 


F Security, medical, emergency b fire protection plans 


8009120488 Foruiards "Watts Bar Nuclear Plant Units 1 b 2 - Fire 
Protection Submittal," in response to NRC 79010B request for 
add! Info 

MILLS. L M Tennessee Valley Authority 80/09/09 400pp 


J Financial Information 


8009090543 Forwards Annual Financial Rept 1979 

CROSS. U L Tennessee Valley Authority BO/09/04 Ip 


— 8009090563 Annual Financial Rept 1979 

• Tennessee Valley Authority 80/09/04 44pp 


H Utility Final Safety Analysis Report IFSAR) b amends 


&QO9O2O094 Forwards Amend 41 addendum to FSAR End matl inadver tently 
omitted from 800430 submittal 

ftILLS. L II Tejincssee Valley Authority 80/0B/26 Ip 


— 3009020097 Addendum to Amend 41 to FSAR 

a Tennessee Valley Authority 60/0B/26 lOOpp 


SO09O3OS74 Forwards affidavit certifying that Amend 41 addendum to FSAR 
was mailed to BA Osborne, D Wai o b UC Hagan on 600B26 
KILLS, L M Tennessee Valley Authority 80/0B/26 2pp 


Q {nspection reports, IE Bulletins b correspondence 


0009030032 Forwards IE Insp Repts S0'39O/flO-lB t 50-371/80-11 on 
800629-27 No noncomp 1 1 anc e noted 

MUflPHV. C E Region E, Atlanta, Reactor Construction b Engineering 
Support Branch 90/07/17 Spp 


— 8009030040 IE Insp Repts 50-390/80-18 b 50-391/80-11 on 800623-27 No 
nond omp 1 lane e noted Major areas inspected const activities, 
deficiency repts, handl ing b storage of piping b QA audits 
CANTRELL, F S Region 2, Atlanta, Reactor Construction b 
eoginseTlng Support Branch THOMAS, M Region 2, Atlanta. Office 
of the Director 80/07/16 4pp 


8009100063 Forwards IE Bulletin 80-lB, "Maint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
Mlgfc Energy Line Rupture " No written response required 
O'REILLY. J F Region 2, Atlanta, Office of the Director 80/07/24 
ip 

8009030257 Ac k receipt of 800723 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Rept S0-390/8O-OS 
LEWIS. R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/08/04 Ip 


— 8009030260 Responds to NRC 800626 Ifr re violation noted in IE Insp 
Rapt 50-390/80-08 Collective actions ciaft supervision 
re-empha s t 1 sd b addl craftsmen assigned to chect work areas 
daily 

MILLS. L K Tonnessoc Valley Authority BO/07/23 2pp 


— 8009030264 Ac k receipt of 800,610 1 tr inforralnj NRC of stops taken to 
correct violation noted in IE Insp Rept 50-390/30-08 
Requests addl info re piping sys cleanliness 

LEUIS'R C Region 2, Atlanta, Reactor Operations Nuclear Bupport 
Branch 00/06/26 Ip 


— 8009030270 Foi wards IE Insp Rept SO-390/00-08 on 600324-26 b notice of 
violation 

LEWIS, R C Region 2, Atlanta, Reactor Opeiatiotis Nuclear Support 
Branch 00/05/02 2pp 


— 8009030274 Notice of violation from insp on 800324-26 

a Region 2, Atlanta, Office of the Director 80/05/02 2 pp 


— 8009030281 IE Insp Rept 50-390/80-08 on 800324-26 Noncomp I lance noted 
failure to maintain adequate lubrication procedure to ensure 
valve lubilc.itlon prior to Initial valve operation 
ASHENDEIJ.M C Region 2. Atlanta, Office of the Director 
DANCE, H C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/05/02 4pp 


6009020214 Forwards response to IE Bulletin 79-D3A No SA-312 b A-312, 
Typo 300 scries fusion welded pipe used or planned for use 
In safe ty-re lated sys at greater than 85'/ design stress 
except t/atts 3ar Matl under investigation at Watts Bar 
MILLS, L II Tennessee Valley Authority 00/06/05 2pp 


8009090802 Responds to IF Bulletin 79-03A. ''Longitudinal Held Defects 
in ASME BA-312, Type 304 Stainless Steel Pipe " Use of matls 
still under investigation foi sys supplied by H55S vendor 
mills, L II Tennessee Valley Authority 00/08/05 2pp 


8009020303 Forwards IE Insp Repts 50-327/80-24,30-328/80-15, 
30-390/80-30, 50-391/80-14, 90-436/80-13, 50-439/00-13, 

50-516/00- 1 1, SO-519/aO-l 1 , 50-320/30-11, 50-321/60-11 . 

50-593/60-11.80-554/80-10,90-566/80-10 b 90-567/00-10 

O'REILLV.J P Regien 2. Atlanta. Office of the Director 80/08/06 

2pp 


--8009020312 Notice of vlelaticn from insp on 800707-11 

a Region 2, Atlanta, Office of the Director BD/0Q/D6 4pp 


—8009020337 1C Insp Repts 30-327/80-24,30-328/80-15,90-390/80-20, 
90-391/80-14. 50-438/00-13, 50-439/30-13. 50-510/80-11, 

50-519/80-1 1, 50-520/80-1 1 . 00-521 /80-1 1. 50-553/80-11. 
50-554/60-10,50-566/80-10 b 5O-567/H0-1O an 630707-11 
aRGHNLCE. V L . MODENOS. L Region 2, Atlanta, Office of the 
Director CGNLON, T E Region 2, Atlanta. Reactor Construction b 
Engineering Support Blanch 00/00/06 24pp 


6009030146 Forwards Revision 1 to IE Bulletin 80-19, “Failures of 
Mercury-Netted Matrix Relays in Reac+or Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Hritten 
response required 

O'REILLY. JP Region 2. Atlanta, Office of the Director 90/08/15 

If 

8009160153 Forwards IE CiTCular 00-lB, "lOCPRSO 99 Safety Evaluations 
for Changes to Radwasie Troatment Sys ‘ Ho written response 
required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 60/00/22 

•p 

6009120340 Forwards IC Info Notice 60-31. "Hal op ei a t i oo of Oould-Brown 
Boveri .JSO Volt Type K-600S t X.-D0H 6003 Circuit Dreakers '' 

Mo written response required 

□'REILLY, J P Region 2, Atlanta, Office of the Director 80/08/27 

Ip 


8009ia00a7 Forwards response to IE Bulletin 80-16 Rosemount Models 
1151 b J1S2 pressure transmitters are not used or planned 
for use except at Bellefonte Nuclear plant where use will be 
B valua ted 

MILLS. L M Tennessee Valley Authority 80/08/29 2pp 


9009240454 Forwards response to IE Bulletin BO— 16 re potential 
misapplication of Rosemount pressure transmitters No 
c-orreettve action required due to results of evaluation that 
indicated impossibility of anomalous output 
MtLLS.L M Tennessee Valley Authority 60/08/29 2pp 

8009120679 Responds to IF Bulletin 90-19 re failures of mercury-wetted 
matrix relays in i eactoi protoctive sys Relays identified 
are not used in facility Foi ty manhours eipended for review 
MILLS.L M Tennessee Valley Authority 80/09/04 Ip 
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30092&037S Forwards IE Circular 80-21i ‘Rejolation of Refuslinff Creus " 
ujrlttati response 

O'REJCLy. JP Region S Atlanta, Office of the Director 00/09/10 
Spp 


8009-160410 Forwards response to items of no n c omp 1 1 a nc e cited In IE Insp 
Repts 50-390/80-21 L 50-391/80-15 Corrective actions 
incomplete arorlc items have been completed or placed on list 
Sit high point vents have been routed to closed drain sgs 
H11.L8. L II Tennessee i/alleij Auttioritv 80/09/11 Bpp 

8009160493 Forwards response to deficiencies noted in IE Insp Repts 
50-390/80-17 6 50-391/80-13 Corrective actions QC procedure 
to be revised to include requirement to Inspect one Inch on 
either side or weld 

MILLSrjL fl Tennessee Vallei; Aothorstd 80/09/11 Spp 


S Reportable occurrences, LEfts 6 related correspondence 


8009040486 Second interim deficiency rept re defective reactor vessel 
upper internals guide tube support pins TVA 6 Ues t inghous e 
replacing pins Mext rept will be submitted by 800911 
MILLSrL M Tennessee Valley Authority 80/07/24 Ip 


B009J00537 Final deficiency rept re control rod drop events Operatlna 
procedures to be revised per ties 1 1 nghouse instructions 
Procedural change will be made prior to greater than 90'/i 
poucr le>el ascension t. will prevent power overshoot 
HILLS, L H Tennessee Valley Authority 80/OS/05 3ff 


6009040436 Notifies o-f inability to correct deficiency re qualification 
of cold foaming procedures in accordance w/a006O3 deadline 
Anticipated completion scheduled for 80090 B 
HILLS, L 14 Tennessee Valley Authority B0/08/07 Ip 


6003150213 Third interim deficiency rept re faulty fillet welds tc QC 
breaJidotun Remap of fillet welds begun Addl affected areas 
Include cable tray supports, condui t supports steel Addl 
info will be provided by 801031 

KILLS, L l-t Tennessee Valley Authority 80/03/06 Ip 


0009040401 Third interim deficiency rept re cicessive output 
fluctuations of Foiburo instrumentation TVA 4, Ifest inghouse 
have not yet arrived at permanent solution Addl info to be 
submitted by B102O9 

MILLS, L K Tennessee Valley Authority 60/D6/Q8 Ip 


6008130476 Submits third interim deficiency rept re UHt hydraulic 
isolation valve accumulator weighing sys Addl info to be 
tra-nsmitted by 000919 

MILLS, L K Tennessee Valley Authority 80/08/08 Ip 


8009040430 Submits third interim deficiency rept re UHI hydraulic 
isolation valve accumulator weighing sys Addl info to be 
transmitted by 8-00919 

KILLS, L H Tennessee Valley Authority 80/08/03 Ip 


6008190459 Fourth interim deficiency rept re Penn Ventilator OA 
program Util still evaluating drawings 6 documents supplied 
by Penn Ventilator Utli submit next rept by BOIIIO 
KILLS, L M Tennessee Valley Authority BO/OB/13 tp 


8009100576 Final deficiency rept re hydrogen detection sys integrity 
Pump diaphragm rupture could result in sys integrity breach, 
affecting plant safety Sample pump field mod kit being 
provided by Cunsipilnc Installation anticipated by 601205 
KILLStL K Tennessee Valley Authority 80/08/13 2pp 


6009020046 Fourth interim deficiency rept re steam generator water 
level ref column error Util working w/Nes ting house to 
evaluate interfacing problems in installing instrumentation 
fior temp compensation of level transmitter output signal 
HILLS, L (1 Tennessee Valley Authority 80/06/22 tp 


B0090-Z0056 Final deficiency rept re seismic supports for auxiliary 
feedwater control valves Support struts cannot be installed 
due to interference w/other equipment Interferences will be 
removed or new strut will be field fabricated 
KILLS, L 14 Tennessee Valley Authority 80/06/23 2pp 


9009100293 Final deficiency rept re documentatl on tag It eo-nduit support 
tag removal Support Tag CS-AS-15, SB9 L conduit support Tag 
C8-A9-i5, 190 located & attached to proper support, t- removal 
documented Craft employees will be retrained 
MILLS, U H Tennessee Valley Authority 60/09/03 2pp 


0009100443 Second interim deficiency rept re iniuf f le i ent analysis of 
3-inch fire protection lines Analysis has ha.r% ig Next 

PBOt will ^ 

P 


8009J00283 Final deficiency rept re cutting of conduit supports u/o 
cutting release Cutting of conduit supports documented, as 
required by Procedure WDA'P-QCP-l 7 Craft personnel wilt be 
retrained in documentation procedures 

MILLS, L 11 To-nnessee Valley Authority 80/09/04 2pp 


8009150537 Final deficiency rept re pressunilng fans w/o automatic 
blade pitch control Util purchased inlet vane dampers which 
will control air flow into control bldg similar to manner 
provided by automatic pitch control blades 
KIULSiL H Tennessee Valley Authority 80/09/05 2pp 


G009160319 Fifth interim deficiency rept re surface cracks in loop one 
steam generator Surface Indications removed by grinding to 
max depth of 0 190 inches Necessity of nondestructive eiams 
not decided Addl info will be submitted by 801028 
MiLLSiL M Tennessee Valley Authority 80/09/09 ip 


8009160326 Third interim deficiency rept re defective reactor vessel 
upper internals guide tube support pins Ne s t i ng h ouse 
evaluation of guide tube pins being reviewed Replacement of 
pins underway Next rept will be submitted by 801215 
MILLS, L (1 Tennessee Valley Authority 80/09/10 Ip 


8009230468 First interim deficiency rept re damage to upper head 
Injection piping hanger which Is located on underside of 
reactor cavity shield plug Caused by plug being lifted for 
gasket fltup w/o hangers being disconnected Insp underway 
MILLS, L tl Tennessee Valley Authority 80/09/12 2pp 


E00923061I First interim deficiency rept re discrepancy In two HK-71 
embedded plates Existing dimension for HK-71 plate at 156 
degrees discovered w/less than required anchor bolts Plates 
fabricated w/only one stud Addl info by 801121 
kills, L M Tennessee Valley Authority 80/09/16 2pp 


8009250273 Final deficiency rept re emergency gas treatment sys open 
head spray noiiles Open head spray nottles will be replaced 
by closed head water spray noiiles to provont water from 
spraying charcoal beds in event of inadvertent initiation 
MILLS, L II Tennessee Valley Authority 80/09/17 2pp 


6009230560 First interim deficiency rept re deterioration of unused 
Kerotest Y-type globe valves discovered during disassembly k 
Insp Meeting scheduled w/Kerotest to discuss short t, long- 
terin corrective actions 

HILLS, L M Tennessee Valley Authority 80/09/18 3pp 


8009230610 Final deficiency rept re Incorrect analysis of piping sys 
over operating temp range Cause not stated Piping sys 
reanalyzed w/no major changes required 

KILLS, L II Tennessee Volley Authority 80/09/18 2p p 


B009290324 Third Interim deficiency rept re radiation dose inside 
containment ercaeding cable qualification Computer codas 
suitable for analyses of beta radiation dose to cables 
inside containmen-b obtained Completion will require months. 
MILLS.L M Tennessee Valley Authority 80/09/19 Ip 


BO 09290 327 Fourth interim deficiancy rept re upper head Injection 
isolation valve accumulator weighing sys Proposed 
Ides t Inghouse design changes will be delayed until further 
testing completed Addl info will be provided by 801005 
MILLS. U M Tennessee Valley Authority 80/09/19 tp 


8009290344 Final deficiency rept re 6,900 volt shutdown board breaker 
lockout Seal-in cocitact of IX relay will be removed from 
control circuits prior to fuel loading 
KILLS, L 14 Tennessee Valley Authority 60/09/19 2pp 


DOCKET 30-391 WATTS DAR NUCLEAR PLANT, UNIT 2 


A App 1 ica tion/construc tlon stage documents 8< correspondence 


8009160547 Forwards Westing house 800222 tt 0604 Itrs stating vendor uill 
provide for In-transit physical protection for nuclear fuel 
MILLS, L M Tennessee Valley Authority 80/06/13 3pp 


8009090080 Forwards draft NUREe-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed imp 1 emen ba t ion schedule for meeting criteria 
of NUHEO-0696 end W/o NUREC 

EI&ENHUT, 0 0 Division of Licensing 80/08/01 li9pp 


800904-0467 Forwards aiatl re NRC review of ice condenser containment b 
hydrogen control measures for Sequoyah Nuclear Power Plant 
ACR6 has scheduled meetings in Wash ing ton, DC on 800828,0902 
JS, 04 to discuss issue 

TEDEECO, R L Assistant Director for Licensing 80/08/22 2pp 
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0009300400 Forwards technlcaj questions re implemon to 1 1 oi> of Interim 
policij on lOCFnSO t SI 

KlttS.L II Tennessee Valleq Authoritq 80/09/23 3pp 


F Securityi roedicali emerpenty 4 fire protection plana 


6009150206 Forwards addl eommonta re trans p or ta t i on portion of fuel 
storage physical security plan dtd 800516 Requests that 
response be consolidated w/responses to NRC 800716 1 tr 4i be 
submitted within 30 days of receipt of Itr 

HCCORHLEi 0 M Physical Security Licensing Branch 80/08/1 1 Ip 


B009030S48 Forwards amend to fuel storage physical security plan Plan 
withheld (ref 10CFR2 790) 

HILLSi L H Tennessee Valley Authority 80/08/39 Ip 


8009120488 Forwards “Matts Bar Nuclear Plant Units 1 ip 2 - Fire 
Protection Submittal." in response to NRC 7901OB request for 
addl info 

HILI-SiL M Tennessee Valley Authority 80/09/09 400pp 


I Financial information 


B009090543 Forwards Annual Financial Rept 1979 

CROSS. JL Tennessee Valley Authority 80/09/04 Ip 


— 8009090963 Annual Financial Rept 1979 

a Tennessee Valley Authority 80/09/04 44pp 


K Utility Final Safety Analysis Report (F6AR) tn amends 


S009020094 Forwards Amend 41 addendum to FSAR Enel matl inadvertently 
omitted from 000430 submittal 

HILLB.L t1 Tennessee Valley Authority 80/08/26 Ip 


— 3009020097 Addendum to Amend 41 to FSAR 

s Tennessee Valley Authority 80/08/26 lOOpp 


S009030574 Forwards affidavit certifying that Amend 41 addendum to FSAR 
was mailed to DA Osborne. D Made ii JE Hagan on 800626. 

KILLS. L n Tennessee Valley Authority 80/08/26 2pp 


O Inspection reports. IE Bulletins 4. correspondence 


0009030032 Forwards IE Insp Ropts 50-390/B0-1D & 50-391/80-11 on 
800629-27 No noncomp I ianco noted 

MOnpHT.C E Region 2. Atlanta. Reactor Construction t< Engineering 
Support Branch 60/07/17 2pp 


— 0009030040 IE Insp Repts 50-390/00-18 «< 30-371/80-11 on 800625-27 No 
nencompl iance noted Major areas Inspected const activities, 
deficiency rep bs. hand t Ing t. storage of piping & QA audit* 
CANTftELL.F 8 Region 2. Atlanta. Reactor Construction b 
Engineering Support Branch THOMAS. M Region 2. Atlanta. Office 
of the Director 80/07/16 4pp 


0009100063 Forwards IE Bulletin 80-18. "Malnt of Adequate Hln Flow 
Through Centrifugal Charging Pumps Following Secondary Bide 
Nigh Energy Line Rupture “ No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 80/07/84 
Ip 


B009020214 Forwards response to IE Bulletin 79-03A No SA-31S & A-3ia. 
Type 300 series fusion welded pipe used or planned for use 
in safety-related sys at greater than 85K design stress 
except tiatts Bar Matl under investigation at Matts Bar 
HtLLSfL K Tennessee Valley Authority 80/08/05 2pp 


0909090802 Responds to IE Bulletin 79-03A< "Longitudinal Meld Defects 
in ABME BA-312iTypB 304 Stainless Steel Pipe " Use of fflatls 
still under investigation for sys supplied by NSSS vendor 
HiLLS.L H Tennessee Valley Authority 80/08/05 2pp 


8009020303 Forwards IE Insp Repls 50-327/80-24.90-328/00-15. 
50-390/80-20. 50-391/80-14, 50-438/80-13, 50-439/80-13, 

50-51 8/80- 1 1 , 50-519/00- 1 1 , 50-520/80- U , 50-521 /0O-1 1 , 

50-533/80-11,80-594/00-10,50-366/00-10 6 50-367/80-10 

O'WeiLLV, UP Region 2, Atlanta, Office of the Director 80/08/06 

Sfp 


'SOQ'9030312 Notice of violation from insp on 800707-11 

* Region 2, Atlanta, Office of the Director 80/08/06 4pp 


—8009020337 IE Insp Repts 50-527/90-24,50-328/80-15.50-390/80-20. 
SO-3vl/aO-14. 50-438/60-13, 50-439/80-13. 50-518/00-1!. 

50 -519/80-11. 50 -520/60-1 i . 50- 521 /BO- 1 1 . 50-553/80-11. 
50-554/80-10,50-566/80-10 4. 50-567/00-10 on 800707-11 
BROWNLEE, V L Region 2. Atlanta. Office of 'he Director 
80/03/06 ?4pp 


8009030146 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Merc V 1 y-Me tted Matris Relays In Reac*'or Protective Sys of 
Operating Nuclear Power Plants Designed by C-E ■ Uritten 
response required 

O'REILLY, V P Region 2, Atlanta. Ofrice of the Director 80/08/15 
IP 


8009160153 Forwards IE Circular 80-18, “lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treat, rent Sys " No written response 
required 

□'REILLY, J P Region 2, Atlanta. Office of the Director 00/06/22 
Ip 


0009180340 Forwards IE Info Notice SO-31. " Ma 1 op era 1 1 on of Oould-Brown 

Boverl 480 Volt Type K-600S S K-DON 600S Circuit Breakers " 

No written response requii ed 

O'REILLY, V P Region 2, Atlanta Office of the Director 60/06/27 
IP 


8009120679 Responds to IE Bulletin 80-19 re failures of mercury-wetted 
matrix relays in reactor protective sys Relays identified 
are not used in facility Forty manhour* expended for review 
KILLS. L M Tennessee Valley Authority ao/09/04 ip 


0009260375 Forwards IE Circular 80-21. "Regulation of Refueling Crews 
No written respense required 

O'REILLV.J P Region 2. Atlanta, Office of the Director 80/09/10 
5pp 


8009160418 Forwards response to items of noncompliance cited in IE Insp 
Repts 50-390/00-21 6 50-391/00-15 Corrective actions 
Incomplete work Items have been completed or placed on list 
Six high point vent* have been routed to closed drain sys 
MILLS. L M Tennessee Valley Authority 80/09/11 Dp p 


8009160423 Forwards response to deficiencies noted In IE Insp Repts 
30-390/80-19 8 50-391/00-13 Corrective actions QC procedure 
to be revised to include requirement to Inspect one inch on 
ei ther side of weld 

MILI.S.L M Tennessee Valley Authority 80/09/11 Spp 


8 Reportable occurrences. LERs 6 related correspondence 


B009O404B6 Becond interim deficiency rept re defective reactor vessel 
upper internals guide tube support pins TVA 4< liestlnghouse 
replacing pins Next rept will be submitted by 800911 
MILUg, L tl Tennessee Valley Authority GO/07/24 Ip 


8009100537 Final deficiency rept re control rod drop events Operating 
procedures to be revised per Nestinghousc instructions 
Procedural change will be made prior to greater than 901! 
power level ascension 4 will prevent power overshoot 
MILLS, L M Tennessee Valley Authority 80/08/05 2pp 


8009040436 Notifies of inability to correct deficiency re qualification 
of cold foaming procedures in accordance W/80Q603 deadline 
Anticipated completion scheduled far 800908 
MILLS, L M Tennessee Valley Authority 80/08/07 Ip 


0009040401 Third Ihterlm deficiency rept re excessive output 
fluctuations of Foxbaro instrumentation TVA 4< UesLlnghausc 
have not yet arrived at permanent solution Addl info to be 
submitted by 010209 

HILLS, L H Tennessee Valley Authority 80/00/08 Ip 


3009040430 Submits third Interim deficiency rapt re UHI hydraulic 
Isetatlun valve accumulator weighing sys Addl info tP be 
transmitted by 300919 

MILLS, L M Tennessee Valley Authority 00/00/00 Ip 


9009100576 Final deficiency rept re hydrogen detection sys integrity 
Pump diaphragm rupture could result In sys integrity breach, 
affecting plant safety Sample pump field itiod ktt being 
provided by Camslp, Inc Installation anticipated by 801205 
KILLSrL Ii Tennessee Valley Authority 80/08/13 Spp 


0009020046 Fourth Interim deficiency rept re steam generator water 
lo\eI raf column error Util working u/Wes t ing house to 
evaluate interfacing prohleins in Installing Instrumentation 
for temp compensation of level transmitter output signal 
MILLS, L 11 Tennessee Valley Authority 80/08/22 tp 
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80090SOI>56 Fiiral deficiffnc(< rept re seismic supports #OT euiiliary 
feedtix4ter control valves Support struts cannot te installed 
due to interference w/ather equipment Interferences uill be 
removed or neiir strut loi 1 1 be field fabricated 
IIILLB, L M Tennessee Walleg Aothantij 60/09/22 2pp 


fiOO'JtOCSfS Final deficiency rapt re documenta 1 1 on taj t conduit support 
tag removal Support Tag C S-AO- 1 5, 599 i conduit support Tag 
CS-AB-15. 190 located ft attached to proper support. *. removal 
documented Craft employees will be retrained 
IflLUB. L tS Tennessee Valley Authority 90/09/03 3pp 


90091004'43 Second interln deficiency rept re Insofficient analysis of 
3-lnch fire protection lines Analysis has been delayed Next 
rept uill be submitted by 601125 

KILLS. L M Tonnesses Valley Authority 90/09/03 Ip 


9009050419 "Seismic Activity Near VC Summer Nuclear Station. “ Oct-Dec 
1979 

TALllANI.P South Carolina, Univ of 79-4 80/QB/07 32pp 


6009030332 Forwards requests for addl info concerning qualification of 
electrical equipment In order to complete review of ten 
plant electrical items Response should be provided by 
8009 1 2 

TEDESCO, R L Assistant Director for Licensing 80/08/12 App 


8009090789 Forwards request for addl info re TMI-2 action plan 
concerns Clarification that steam dump/safety be containment 
hydrogen purge eihausts will be monitored by high range 
noble gas effluent monitors should be provided 

TEDESCO.H L Assistant Director for Licensing 80/09/13 3pp 


6009100283 Final deficiency rept re cutting of conduit supports w/o 
cutting release Cutting of conduit supports documented* as 
required b*/ Procedure M8f4P— OCP— I 7 Craft personnel will be 
retrained in documentation procedures 

MILLS. L f1 Tennessee Valley Authority 90/09/64 2pp 


9009150537 Final deficiency rept re pressuniing fans u/o automatic 
blade pitch control Util purchased inlet vane dampers which 
ui I i control air r 1 aw into control bldg similar to manner 
provided by automatic pitch control blades 
MILLS. L M Tennessee Valley Authority 00/09/05 2pp 


6009090895 Forwards NRC position re application of cladding swelling tt 
rupture LOCA models Requests supplemental calculations 
TEDESCO* R. L Assistant Director for Licensing 80/00/Sd> 3pg 


8009630493 Forwards responses to NRC 600907 questions re shlel*<ing of 
personnel after accident Responses are in FSAR change form 
b will be included in next FSAR amend 

NICN9L8.T C South Carolina Electric IL Cas Cb 80/09/27 l&pp 


9009190776 Forwardls request for addl info re floodplain mgt Requests 
responses no later than 900926 

TEOESCO.R L Assistant Director for Licensing 60/08/29 4pp 


6009160326 Third interim deficient*! rept re defective reactor vessel 
upper internals guide tube support pins Uestinghouse 
evaluation of guide tube pins being reviewed Replacement of 
pins underway Neit rept will be subnitted by 801213 
HILLS. U M Tennessee Valley Authority 00/09/10 (p 


B609IB0567 Forwards Csotechnlcal Review Branch requests for addl info 
re effects of settlement of pumphouse fc sve water intake 
f true ture 

TEDESCa.ft L Assistant Director for Licensing 80/09/02 12pp 


8009230463 First interim deficiency rept re damage to upper head 
infection piping hanger which is located on underside of 
reactor cavity shield plug Caused by plug being lifted for 
gasket fltup w/o hangers being disconnected Insp underway 
MILLS. L M Tennessee Valley Authority 90/09/12 2pp 


9009230611 First interim deficiency rept re discrepancy in two MK-Tl 
embedded plates Eilstlixg dimension for MK-71 plate at 136 
degress discovered w/less than required anchor bolts Flates 
fabricated w/only one stud Add! info by 601121 
HILLS.L H Tennessee Valley Authority 30/09/16 2pp 


9009250273 Final deficiency rept re emergency gas treatment sys open 
head spray noiiles Open head spray noiiles luill be replaced 
by closed head water spray noiiles to prevent water from 
spraying charcoal beds in event of inadvertent Initiation 
MILLS. L II Tennessee Valley Authority 96/09/17 2pp 


8009230560 First interim deficiency rept re deterlOTatlon of unused 
Kerotest V-type glebe valves discovered during disassembly V 
insp Meeting scheduled w/Kerotest to discues short Ic long- 
term corrective actions 

MILLS. L M Tennessee Valley Authority 60/09/19 3pp 


8009S306IO Final deficiency rept re Incorrect analysis of piping sys 
ever operating temp range Cause not stated Piping sys 
reanalyied u/no major changes required 

HILLS.L K Tennessee Valley Authority 80/09/16 2pp 


8009290324 Third interim deficiency rept re radiation dose inside 
containment eiceeding cable qualification Computer codes 
suitable for analyses of beta radiation dess to cables 
Inside c intainment obtained Conpletion will require months 
MILLS. L H Tennessee Valley Authority 80/09/19 Ip 


09290327 Fourth Interim deficiency rept re upper head injection 
Isolation valve accumulator weighing sys Proposed 
Hestinghouse design changes wtii be delayed until further 
testing completed Addl info will be provided by 601005 
HILLS.L M Tennessee Valley Authority 60/09/19 Ip 


09290344 Final deficiency rept re 6.900 volt shutdown board breaker 
lockout Seal-ln contact of IX relay uill be removed from 
ontrol circuits prior to fuel loading 
'LLS.L M Tennessee Valley Authority 80/09/19 2pp 


:r 50-395 VIRGIL C SUMMER NUCLEAR STATION, tUlIT 1 


>pl icatl on/cons true 1 1 on stage documents t. correspondence 


1080080 Forwards draft hsUREO-0696# "Functional Criteria for 
lergency Response Facilities " Coirments requested within 30 
.ys Proposed imp I ementa b i on schedule for meeting criteria 
Nl«ElS-0696 Stic I W/o liUREQ 

SENKUT.D C Division of Licensing 60/09/01 I19pp 


8009190341 Requests attendance by representative at 800910 meeting In 
Bethesda.MD to discuss schedule for resolution of remaining 
Issues re licensing application 

TEDESCO, R L Assistant Director for Licensing 80/09/04 2pp. 


9009100320 Forwards responses to RE Jackson 800620 seismology 
questions Responses will be incorporated in FSAR by amend 
Requests .neetlng u/NRC re seismology 

NICHOLS. T C South Carolina Electric & Oas Co 80/09/05 t03pp 


8009110211 Forwards response to mgt review concerns identified at 
800709-10 meeting w/NRC Point-by-polnt comparison u/ 
document entitled “Criteria For Util Mgt L Technical 
Competence" will be submitted at later date 

NICHOLS. T C South Carolina Electric S' Oas Co 80/09/09 5pp 


B069I20347 Submits response pro se {< on behalf of SC Public Sve 
Authority, to NRC 800908 questions re TMl mods described in 
N(JREO-0660 Anticipatory reactor trip upon turbine trip Is 
Interlocked w/P-7 setpoint 

HICHOLS. T C Sbuth Carolina Electric it Oas Co 80/09/09 8pp 


8009170294 Forwards responses to questions from OA Branch Natl will b* 
incorporated in next FSAR amend First three pages correct 
numbering preblccn w/NRC questions Last four pages provide 
Info Inadvertently omitted from last amend 

NICHOLS, T C South, Carolina Electric & Oas Co 80/09/12 Bpp 


9Q09290159 Fortuards request for addl info r( plant shielding design 1< 
high range containment monitors contained in NUREO-0S76 
TEDESCO. R L Division of Licensing 80/09/16 3pp 


6009230296 Responds to questions re preoperatlonal test program for 
facility Teat sequence error will be revised to have core 
loading instrumentation procedure performed as initial Phase 
III test Air operated valves will be checked 

MtCHOLS, T C Sooth Carolina Electric «< Oas Co 80/09/17 2pp 


6G09290337 Forwards responses to generic requests for addl info re 
Eiecutive Order 11988 on floodplain mgt requested in 
RL Tedesco 800828 Itr Structures t topographic changes 
do not effect HonticeLln Reservoir flood hydrology 
NICHOLS, T C South Carolina Electric t< Gas Co 80/09/23 4pp 


8009J00168 Responds to MRC request re underclad cracking in reactor 
vessel noiiles Related matl end 

NICHOLS. T C, South Carolina Electric «* Gas Co 80/09/23 22pP 

3009260316 Forwards nonproprietary 6 proprietary versions of "Environ 
Qual if lcatlan>Safety-Re lated Electrical Equl pment/NUREO- 
0588." in response to DF Ross 300221 Itr Proprietary version 
withheld (re# I0CFR2 7901 Affidavit end 

NICHOLS.T C South Carolina Electric t* Oas Co 80/09/24 9pp 
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--0O{)9a6-O518 Nonproprlotarg version of "Environ Oua 1 1 f lea tl on. Safsty- 
Relatcd Eieetrlcal Equipmetit/NUHE0-O5BB " 

-* South Carolina Electric Si Gas Co 80/09/34 lODpp 


E I'RC Safrty Evaluation Report (S£ft>. suppls S' correspondence 


8C091A0592 Foruartfs 3£ft input S requests add I info re containment 
pressure boundary fracture toughness 

PAKLiCJtl'S S Materials Engineering Oranch 80/00/32 2pp 


F Security' medical, emergency i fire protection plans 


€'009120119 Foruards request for addl Info radiation emergency plan 
Requests response by B00926 

TEOESCO.-R L Assistant Director for Licensing 80/09/02 I9pp 


0009160506 Informs of actions initiated to assist BC ti local govt In 
development of radiological omergeneg response plans 
consistent u/NRC-FEHA criteria 

MCCONMELLiJ U Federal Emergency Management Agency 80/07/10 Ip 


8C1>923D282 Foruards physical security plan. Amend 2 Plan uilthheld 
tref I0CFR2 7901 

N1CH0L8.T C South Carolina Electric i Gas Co 00/09/17 Ip 


0 Adjudicatory correspondence 


&0091A0337 Response before US District Court for Middle District of NC. 
Crernsboro Dlv. In opposition to util motion for protective 
order re Civil Action C-77-3960 Affidavit t. Certificate of 
S/c end 

BRAND. U E Brand i’ Mall 80/09/04 20pp 


8009170232 Forwards B008I9 FR notice re final role upgrading Commission 
•mergeney planning regulations 

GOLDBERG. S C Meering Branch 2 80/09/15 I3pp 


8009230027 Notice of uithdraual from proceeding re Commission 600630 
atnorandum ti order. CLI-BO-28. on development of new info 
Certificate of Sve end 

CeWEH.r S South Carolina Electric t Oas Co CONNER,! D . 
WErXERKAHN. M J Connor. Moore fc Corber 80/09/17 Opp 


8'00930000? Notice of appearance in proceeding Certificate of 8vc enc 1 
HNOrrS.il 3 South Carolina Electric t, Oas Co KNOrtS. J B South 
Carolina Public Service Authority KNOTTS. J D Debtvoise 8. 
Liberinan BO/09/24 2pp 


Jt Utility Final Safety Analysis Report IFBAfl) tt amends 


B009I5D3)4 Foruards changes to F8AR Section 2 5i for subsequent 
incorporation Into FSAR by Amend 21 Requests prompt 
scheduling of meeting to discuss any remaining concerns 
NICHOLS. T C Southern California Edison Co 80/09/12 Ip 


--8009150315 Amend 21 to FSAR 

* Southern California Edison Co 80/10/31 29pp 


M Antitrust correspondence 


&00'902006S Responds to Commission 800630 memorandum ti order Updates 
info re Changes In util proposed operations ft competitive 
status Supersedes util 600726 1 tr directed to F Chananla 
Supporting documentation end 

NICHOLS. T C South Carolina Electric K. Oas Co 00/08/25 14pp 


&009'020459 Response to request for comments on Commlseion 900630 
memorandum 4, order Central Electric Poieer Cooperative 
Is being availed increased power supply options from 
SC Electric -h Gas 8- Santee Cooper Certificate of Sve end 
CHAMAHIA, F D Antitrust Division BO/08/29 lOpp 


-80O9D2D462 Forwards SC Public 3vc Authority info in response to BOO7O0 

Itr 

HORRISdN, H.P Cahill. Gordon i- Reindei 00/07/28 ip 


— B00902046S Responds to 800708 Itr directed to PT Allen by outlining 
status of negotiations between Central Electric Power 
Cooperative 6 applicants 
BRAND, W E Drand 6 Hall 80/08/03 7pp 


S.D09180366 Requests meeting w/Central Electric Power Cooperative. Inc i 
REA to discuss REA proposed agreement changes Changes under 
•valuation Some changes would cause difficulty if adopted. 

MESCHER.N C South Carolina Public Service Authority 80/09/10 

if 


6009130307 Advises Commission 4 parties that DOJ attorneys have 
returned to counsel for petitioner documents obtained by 
NC Electric Membership Corp through discovery in antitrust 
proceeding re racillty Motion enci 
DRAND. U E Brand % Hall 80/09/lt ISpp 


— 8009150312 Affidavit rc SC Electric 4. Gas Co. filing for protective 
ordei or documents sought by MC Electric Membership Corp 
concerning antitrust proceeding Plaintiff argues protective 
order would unduly burden litigation proceedings 
BRAND.!) E Brand i, Hall B0/O9/03 5pp 


8009300002 Notice of appearance in proceeding Certificate of Sve enc I 
KNDTTS, 0 B South Carolina Electric 4< Gas Co 80/09/24 4pp 


8'009300021 Requests eitenslon until OOlOlO to respond to Commisison 
600630 memorandum. & order Careiul analysis % evaluation of 
issues required 

KAPLAN.D A Justice. Dept of 80/07/24 Ip 


6009300560 Order granting oitensioii until BOlOlO for DDJ to Comment on 
Con.mission 800630 memorandum 4 order 

CHlLlt.S J Office of the Secretary of the Commission 00/07/29 
Ip 


P Operating license stage documents 4 correspondence 


8009030383 Responds to FOlA request for documents re seismic activity 
at facility from 1978 to present Foruards Technical Rept 
79-4. ''Seismic Activity Near VC Bunner Nuclear Statloni “ 

Oc t-Dec 1979 5 std order fur DOE wort 

FELTON. J M Division of Roles and Records R0/0B/07 Ip 


0 Inspection reports. IF Bulletins 4 con esp onrionce 


8009030138 Forwards IE [nsp Rept 50-395/80-17 on 800624-27 No 
none omp 1 lane o noted 

hlIRPHV. C E Region 2. Atlanta, Reactor Construction Engineering 
Support Branch 00/07/17 2pp 


—6009030140 IE Insp Rept 50-395/60-17 on 800624-27 Mo noncomp I lane o 
noted Major areas inspected previous Insp r 1 iid i ngs. 1 1 cen s eo 
identified items *< presorvlce insp program 

hERDT.A R Region 2, Atlanta, Reactor Construction fc Engineering 
Support Branch OIRARD, E H Region 2, Atlanta, Offico of the 
Director 00/07/17 5pp 


00091 10107 Forwards IE Insp Rept 50-393/60-19 on 000716-18 No 
noncompliance noted 

MURPH/,C E Region 2, Atlanta. Reactor Cons Ir iic 1 1 on il< Engineering 
Support Branch 80/07/39 2pp 


—8009110196 IE Insp Rept 50-395/80-19 on 800716-18 Mo noncomp I lanc e 
noted Major areas inspected pipe support baseplate designs 
using concrete eipansion anchor bolts t seismic analysis for 
as-built safety-related piping sijs 

AND. N P Region 2. Atlanta Office of the Director HERDT.A R 
Region 2. Atlanta. Reactor Construction N Engineering Bupport 
Branch 60/07/26 4pp 


8009030129 Forwards Revision 1 to IE Dullotin 00-19. "Failures of 
Hercury-Uetted Matrix Relays In Reactor Protective Bys of 
Operating Nuclear Power Plants Designed by C-E “ Hritten 
response required 

O'REILLY.J P Region 2, Atlanta. Office of the Director 00/08/15 
Ip 


0009030130 Forwards Revision I to IE Dullotin 00-19, "Failures of 
Mercury-Netted Matrix Relays in Reactor Protective Bys of 
□peratlng Nuclear Power Plants Designed by C-E ” Hrltten 
response required 

O'REILLY, J P noglon 2, Atlanta. Office of Iho Director 00/06/15 

«P 


8009180511 Advises that NRC Audit Rept 50-395/80-17 dtd G00717 contains 
no proprietary Info 

NICHOLS. T C South Carolina Electric t- Gas Co 80/03/10 Ip 


S0O916O11B FoTwards IE Circular 60-18, "lOCrRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

O'REILLY, JP Region 2. Atlanta, Office of the Director GO/00/22 

Ip 


60091AOI20 Forwards IE Circular 00-16, "10CFR50 59 Safety Evaluations 
fur Changes to Radwaste Treatment Sys " No written response 
requ i red 

O'REILLY, d P Region 2. Atlanta, Office of the Director 00/00/22 

Ip 
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SOO^OSOoai Final rept.per IOCFR21 t IE aulietira B3-16. r« ftosemount 
Hodel 1152 pressure Iransnlf’er safety haurds Tuelvo 
transmitters could have false instrunent outputs caused ty 
overrange condition Instrunents to be nodified or replaced 
HtCHOl.S.T C Southern California Edison Co flO/OB/aS 2pp 


8001230072 Responds to IE bulletin 60-16 Revteu of saf e ty-r elated 
applications or Rosendunt Mode! 1152 piessure ti-ansni tter s 
U'/uu'tput codes A or D indicates none can be etposed to input 
pressures uhich could result in ano'^alPus output sipnald 
NICKOLS* T C South Carolina Electric tf Oas Co 80/08/25 2pp 


0OO9OSO'46O Responds to IE Bulletin 80-19. "Failures of Hercury— Ifetted 
Matrli Relays in Reactor Protective Sys of Operating Wuctear 
Pouer Plants Designed by C-E Mercury—sretted relays in 
7300 senes are not used in "atrie logic applications 
NICHQES. T C South Carolina Electric «. Gas Co 80/08/27 Ip 


8009110719 Acl receipt ot IE Insp Rept 50-395/90-19 on 800739 Mo 
proprietary info 

MtCHOcS.T C South Carolina Electric t Cas Co 80/03/27 Ip 


8009120365 Foruards IF Info Motice 80-31. "Maloperatipn of Oould-Broian 
Seven 40D Volt Type K-600S t K-SOH 60C3 Circuit Breaters " 

No uritteo response required 

O'fiElLLV.V P Region 3. Atlanta. Orfic* of the Director 00/00/27 

ip 


S Repsrtable occurrences. LERs * related correspondence 


8009100427 Interim deficiency rept re Class I pipe Installed id/o litvlng 
required A-uay ultrasonic exam Piping not properly examined 
presented for shipment Caused by failure to perform t< 
comply u/procedures to verify niatl acceptability 
NICHOLS. T C South Carolina Electric t> Gas Co 80/07/30 3pp 


8009020031 Final rept. per lOcFRai «■ IE Dulletln 80-16. re Reseinount 
Model 1132 pressure transmitter safety haiards Tuiojvo 
transmitters could have false instrument outputs caused by 
overrange condition Instruments to be mpdifleri or replaced 
NICHOLS.T C Southern California Edison Co 80/08/25 2pp 


9009030631 Interim deficiency rept re lack of full penetration uildi 
for attachments to Class I pipe Attachment yields uill be 
reuiorked providing full penetration Class II Si HI 
attachmants mill be evaluated & rept furnished 

NICHOLS.T C South Carolina Electric «< Gas Co 00/08/aB 2pp. 


8009080337 Final deficiency rept ro potential stress corrosion cracking 
prpbleni of Control rod guide tube support pins supplied by 
Uestinghouse Util mill replace pins u/plns mhich have been 
solution heat treated in range of 1.990 to 2.000 F 
NICHOLS.T C Southern California Edison Co 80/09/03 3pp 


8009120286 Foruards IE Info fJotice 80-31. "Ita I opera tion af Gould-Broun 
aoveri 400 Volt Type K-6003 I K-CQn 6005 Circuit Breakers " 

No uMtCen response required 

□ 'RElLLif. JR Regions. Atlanta. Office of the Director 00/08/27 
Ip 


8009160631 Act receipt of 800720 Itr informing MRC of steps taken to 
correct violation noted in IE Insp Rept 50-395/80-19 
LEUIS.R C Region 2 Atlanta Reactor Operations Nuclear Support 
Branch 80/09/04 Ip 


'6009160634 Responds to MRC Itr re violations noted IG Insp Rept 50-399/ 
80'|5 Corrective actions Hydrostatic Test Procedure 80-15-HI 
revised to include appropriate tolerances for relief 
setting Snubber inspected t protective urappings Installed 
NICHOLS.T C South Carolina Electric A Cas Co 80/07/28 5pp 


8009160637 For...aTdi IE Insp Rept 50-395/00-19 on 800501-31 1 notice 
of violation 

LElqiSiR C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 00/07/07 2 pp 


0009160638 Notice of violation from insp on 800501-31 

• Region 2. Atlanta. Dfflce of thq Director 60/07/03 Ip 


DOCKET 50-397 WPP5S NUCLEAR PROJECT. UNIT 2 


A AppUcation/constructior) stage documents h correspondence 


8009030030 Foruards draft NUREG-0696. "Functional Criteria for 
Emergency Response Facilities " Comments requested uithin 30 
days Proposed implementation schedule For meeting criteria 
of NUfiEG-0696 end W/o NUREO 

EIseilHur. D G Division oP Licensing 80/00/01 119pp 


8009030521 Foriiiards "SRV Loads - Improved Definition & Application 
Methodology for Mark II Containments.'' prepared by Burns b 
Roe. Inc Rept withheld IreF 10CFR2 7901 

REN0ERGER.D L Haihlngton Public Poider Supply System. 80/0B/GB 
3pp 


8009070631 Notification of Cancellation of 000827 meelllifl u/DWR 
licensing revieu group to discuss concensus positions on TMI 
issues CKUREO-0694) 

MILSON.J N Assistant Director for Licensing 00/08/04 lOpp 


8009030121 Notification of 000813 meeting u/uHl in Dethesda. MD to 
discuss proposed slroctoral replacoment of plug uelds In 
sacrificial shield 

LVNCH.M 0 Licensing Branch I 00/09/14 3pP- 


—6009160640 IE insp Rept 50-395/00-15 on 000501-31 None amp 1 1 ante noted 
lailore to establish procurement document change program ft 
failure to fclleu/ pi eoperat tonal test procedures 
6K0L03. J L Region 2. Atlanta. Office of the Director 
HELLOCC.R J Region 3, Atlanta. Reactor Opdratlons Nuclear Support 
Branch 00/07/03 6pp 


3009110056 AddI response to FOIA request For 36 categories of docunenli 
re facility Region S documents are available in P0R Fariiiards 
documents listed In App A 

FELTDII, J fl Division of Buies and Records 00/08/26. 3pp 


8009180129 Submits response to IE Bulletin 83-19. Revl s ion 1 CP Clare 
Modal HC2X-I01I mercury-uetted relays are not used in 
reactor protective sys 

NICHOLS.T C South Carolina Electric 6 Gas Co 80/09/04 2pp 


-3009110061 Discusses transfer of lead responsibility for repair tn 
facility sacrificial shield wall Signatures oF HO Thornburg 
It RH Vol Imer represent concurrence w/listed proposed 
actions 

THORNDURG.H D Division of Reactor Construction Inspection 
80/05/19 2pp 


8009240510 Foruards requests for addl info re preltminaru presorvlce 
in»p proQr^^ 

TEDESCO.R L Assistant Director for Licensing 80/09/10 4pp 


Circular 80-21. "Regulation of Refueling Crews " 
No written response required 

^ Bpgion 2. Atlanta. Office of the Director B0'/09/l0 


0009300590 Submits response to IE Bulletin BO-20 No 
of Uestinghouse Type H-B control suitches 
NICHOLS.T C South Carolina Electric fc Gas Co 


1 ndicat 1 ons 
80/09/11 tp 


of 


use 


Foruards preservice insp plan Plan includes programs for 
IICHGLS. T C South Carolina Electric b Oas Co 80/09/17 Id 


•8007110066 Transcript of 800206 briefing In Detheeda.MD re reviou & 
evaluation of sacrificial shield wall. pipe whip restraints 
<. related structures Pp 1-126 
•» Coemlsslon 80/02/06, 126pp 


0009030403 Foruards proprietary version of "Safety Relief Valve L'Oade - 
Improved Definition b Application Methodology for Mark 11 
Containments," technical rept Rept withheld 
(ref 10CFR2 790) 

VERDERUERj J J Burns * Roe Co 80/08/27 2pp 


0009000321 Requests meeting on 800910 w/Instrumentation b Controls Sys 
Branch b Reactor Sys Branch to discuss concerns before 
contract eipirabion on 800930 

ReMBERGER.D L Washington Public Power Supply System 80/08/29 

2pp 


8009240557 Preservice insp plan 
MONtOE. J 0 . SMITH. S J , COLLIER, 
Gas Co 80/09/15 300pp 


South Carolina Electric b 


8009090103 Lists steps to be taken prior to OL issuance to further 
reduce risS from ATMS events during Interim Period before " 
plant mods determined by Commission are completed ATW8 
emergency operating procedure must be submitted for review 
TEDESCO.R L Assistant Director far Licensing BOZ-OB/g? 3pp 
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8009090496 FaruariJt addl geologic into re time of lateet movements of 
earth faults on Gable Mountain near ctr of reservation 
Ko conclusions re significance have been reached It info is 
not considered reportable under 10CFR21 

RCtiBERGERj 0 L Washington Public Pouer Supplg Bgstem 80/09/'02 
3pp 


8009260091 Notifies of 001007 proposed date to revieio uhether OBE & SRV 
raspotises should be considered separatelg or combined during 
ASHE cods fatigue calculations OE selected samples to 
enphastie blghlg fatigued components 

MILSOHi J N Assistant Director for Licensing 80/09/15 fpp 


80092-30332 Foruards “IDEE Reliability Qua 1 i f i c a t i on Repti " Revision Ai 
"Mechanical Design Repti" Revision A. "Dynamic Testing 
Repti" t "Thermal Cycle Test Performanco " Repts available 
in Central Files only 

REIIBERGERt D L Washington Public Power Supply System 00/09/16 

2pp 


8009230696 Forwards oath of afflimation inadvertently omitted from 
DL Renbergsr 800916 Itr to DJ Youngblood 

HENSEROER, D L Washington Public Power Supply System BO/09/17 
3fP 


8009300352 Confirms 000930 6 1001 meeting schedules w/Reactor Sys 
Branch ti Structural Engineering Branchi respect ivetyi re 
sacrificial shield wall at facility 

RENBEROER, D L Washington Public Power Supply System 00/09/22 
3PP 


F Sfcurityi medieali emergency ii fire protection plans 


800-9030267 Notifies of 0OO817 p 22 t 30 regional worlshops re development 
of guidance for acceptable method for coping w/emergenc les 
at facility Requests that representative bo sent Subj areas 
to be discussed include function of facilities 6 location 
ENOELKENiR H Region 5i San Franciscoi Office of the Director 

80/08/12 2pp 


K Utility Final Safety Analysis Report iFSAR) t- amends 


G009D20043 Forwards revisions to elec tr ica li t ns trumenta t i on U control 
drauiings listed in Section I 7 of FSAR Amend 12 will reflect 
revisions W/o end 

REMBERGERtO L Washington Public Pouer Supply System 80/07/31 

2pp 


60090'9{>6BO Forwards Amend 10 to FSAR Affidavit of distribution will be 
furnished ulthin 10 days of filing Affidavit (t Burns & Roe 
errata sheet end 

RENQEROEfli 0 L Washington Public Pouer Supply System 00/00/08 
3pp 


■8009090319 Amend 10 to FSAR Seventy-three drawings end 

* Washington Public Power Supply System 80/07/31 70pp 


8009090322 Package of 73 drawings to be recalled at later date for 
microf liming Addl documentation included 

a Washington Public Power Supply System 80/07/31 400pp 


8009160312 Forwards util 800910 transmittal Itr ti Certificate of Sve 
for Amend 10 to FBAR 

ftENBEROERi D U Washington Public Power Supply System 00/09/10 

app 


0 Inspection reportii IE Bulletins 6 correspondence 


8007090052 Forwards IE Bulletin 80'~07iSuppl li "DWR Jet Pump Assemhly 
Fallvre ” No respansoirequired 

EffOELKENiR H Region Si San Franciscoi Office of the Director 
80/05/14 Ip 


0009150326 Forwards IE Insp Rept 90-397/80-12 on 000930 No 
noncompl iance noted 

ENOELKEN, R H Region 9i San Francisco, Office of the Director 
60/06/17 2pp 


-8007130370 IE Insp Rept 50-377/80-12 on 000530 No noncomp 1 iance noted 
Mayor areas inspected mg t meeting re results of Region 3 
Licensee performance evaluation for Apr 1979 through Apr 
1980 

ENOELKENiR H. BISHOP. T W Region 5, San Francisco, Office of the 
Oirector SPENCER, G S Region 5, San Francisco, Reactor 
C-onstruc tion tf Engineering Support Branch 80/06/17. Ip 


8009120467 Forwards IE Insp Rept 50-397/80-07 on 800527-30 No 
noncomp 1 lance -noted 

SPENCER, 0 S Region 5, San Francisco, Reactor Construction 4, 
Engineering Support Branch 80/07/07 2p p 


—8009120472 IE Insp Rept 50-397/80-07 on 800527-30 No none omp I i ance 
noted Major areas inspected licensee actions in response to 
IE Circular 70-08 6 review of dc electrical power 
dlstri bution 

DODDS, R T Region 5, San Francisco, Reactor Construction 6 
Engineering Support Branch ELItJ, J O Region 5, San Francisco, 
Office of the Director 80/07/03 6pp 


0009020233 Forwards IE Insp Rept 50-397/00-09 on 000618-20 No 
noncomplianco noted 

CREWS, J L Region 5, San Francisco, Reactor Operatians Nuclear 
Support Branch 80/07/16 2p p 


8009020240 IE Insp Rept 50-397/80-09 on 800610-20 No noncamp 1 iance 
noted Major areas inspected plant proc edur es, proves i ona 1 
acceptance pac kages , preopera t i ona 1 test procedures, 6 
overal 1 preope rational tost program 

JOHNSON, P H , CARLSON, J □ Region 5, San Francisco, Office of the 
Director STERNBERO, D M Region 5, San Francisco, Reactor 
Operations Nuclear Support Dranch 00/07/15 3pp 


0009260303 Forwards IE Info Notice 80-29, ‘Broken Studs on Terry 
Turbine Steam Inlet Flange No written response required 
ENCELKCN, R H Region 5, Ban Francisco, Office of the Director 
00/00/07 Ip 


□009090023 Forwards updated response to IE Bulletin 79-02, Flevi s ion 2, 
"Pipe Support Base Plate Designs Using Concrete Eipansiun 
Anchor Dolts ‘ W/o one! Final response will be issued in 
first quarter 1981 

RENBERGEfliD L Washington Public Power Supply System 80/00/00 
2pp 


8009170388 Responds to IE Bulletin 79-03A, "Longitudinal Weld Defects 
in ASME SA-3l2i Type 304 Stainless Steel Pipe " Two contracts 
Identified where matt may be used Ma 1 1 list requested from 
contractors 

RENUERGER, 0 L Washing ton Public Power Supply System 00/08/03 
IP 


0009030292 Forwards Revision 1 to IE Bulletin BO-19, "Failures of 
Mercury-Netted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
respinsa raquired 

ENCELKCN, R H Region 5, Ban Francisco, Office ef the Director 
SO/00/15 ip 


8009040472 Forwards IE investigation Rept ,50-397/00-00 on 800603-0723 
4< notice of violation 

ENOELMEN, R H Region 5, San Francisco, Office of the Director 
00-/00/15 2pp 


■8009040474 Mu tics of violation from investigation or 800603-0725 
a Region 5, San Francisco, Office of the Director QO/00/15 
7pp 


—8009040432 IE Investigation Rept 50-397/00-08 on B00603-0723 
Noncomp 1 1 ance noted failure to maintain QA freedom, from cost 
6 schedule to maintain survey diocument of vendor 6 failure 
to document insp findltto, 

DODDS, R T Region 5, ban Francisco, Reactor Construction & 
Engineeping Support Oranch QISHQP.T U , TOTH, A D Region 5, San 
Francisco, Office of the Director 80/00/15 67pp 


0009290302 Forwards IE Info Notice 00-27 re degradation of reactor 
coolant pump studs 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
SO/Oe/10 4pp 


0009120030 Forwards Sup p 1 3 to (E Bulletin 30-17, "Failure of Control 
Rods bo Insert During Scram at BWR “ No written response 
required 

ENQELKENi R H Region 5, San Francisco, Office of the Director 
80/00/22 Ip 


0009150376 Forwards IE Insp Rept 50-397/00-11 on 000012 Mo 
none omp 1 lance noted 

ENOELKEN. R H Region 3. San Francisco. Office of the Director 
00/09/22 2pp 


—3009190379 IE Insp Rept 50-397/30-11 on 300812 No noncompliance noted 
Major areas inspected special corporate mgt meeting in San 
Francisco to present results o-f Region S ovatuation of 
licensee performance for Apr 1979 through Juk 1900 
TOTH, A D , ENOELKEN, R H Region 5, Ban Francisco, Office of the 
Director 80/00/21 lapp 
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0OO916OIQ9 Foriuard-s IE Circular 30-10, "ICCFRSO 59 Saletii Evaluations 
for Changes ho Raduiaste Treatment Sgs ” -No written response 
renuiTed 

EUOELKEN, Ft H Region 5, San Francisco, Office of the Director 

ao/oe/23 ip 


60&91204&B Forviards IE Info Notice SO-31, "Ha 1 opera tl on of Oould-Brown 
Sower! 430 Volt Type H-6DOS (, K-DCN iOOS Circuit Breakers “ 

No uirltten response required 

ENOELKEN, R H Region 3, San Francisco, Office of the Director 

eo/oe/27 ip 


8009130566 Respontfs to lE Solletin 30-19 No mercury-wetted m-atr i i 
relaye used in reactor prctactiwe sys or any safety— related 
sy s 

RENUERGER, 0 L Masfiington Put lie Poieer Supply System 30/03/26 
Sp 


3009180134 Fo-ruiards Revision 1 to IE Oulletin 79-36, "Boron Loss From 
BIM Control Blades " No written response required 
ENGELKENp R H Region 5, San Francisco. Office of the Director 
BO/Qa/29 Ip 


S Reportable occurrences. LERs A related correspondence 


9009240465 Deficiency rept ro large diameter piping found to have less 
than ASHE code required min mall thickness Caused 6y 
overgrlndlng while preparing weld profiles for ASHE Section 
11 inservice Insp Contractors to revise procedures 
REMRERCER, D L Washington Public Power Supply System 80/09/16 
app 


B009240464 Deficiency rept ro Power Piping Co beam a t tachnent , HS-142, 
used in rigid sway brace csssemblies supplied u/underslied 
welds Caused by bracket design deficiency Stop work order 
issued to all contractors Installing subj brackets 
RENDERGER, 0 L Washington Public Power Supply System 80/09/19 
Spp 


60093004IS Deficiency rept re primary containment pressure monitoring 
1 nstrirmenta 1 1 on sensing line routing to initiate ECCS PED 
2S0-I-324 h -359 i ssued, reass ignl ng Instrumentation sensing 
lines fro penetrations below instrument rack elevation 
RENUERGER, D L Washington Public Power Supply System 60/09/24 
3pp 


0009300379 Deficiency rept re lack of installation documentation for 
Class IE cables in main control room raceways Evaluation 
revealed inadequate insp criteria J, OA program for 
installation of electrical cables Procedures being revised 
RENBERCtR, D L Washington Public Power Supply System 80/09/26 

app 


U Congres s 1 ona) /El ecut I ve Correspondence 


80091 10241 rorwards response to B00714 questions rs financing 
guarantees provided to certain NRC licensees Also provides 
table of generating costs for nuclear plants 
0IRCK8, W V Office of the Executive Director for Operations 
80/03/09 11 pp 


DOCKET 50' 400 SHEARDN HARRIS NUCLEAR POWER PUANT, UNIT I 


A App 1 i cabs on/construc tlon stage documents L correspondence 


0009090080 Forwards draft f)Un£i}-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of MUnEO-0696 end W/o NUREG 

EtSENliUT, D 0 Division of Licensing 80/08/01 It9pp 


8009230772 Notification of 800905 meeting u/utll in Qethesda.MD to 
discuss procedure for amending OLs to add addi owners 
WIU30M. J N Licensing ataneh i 80/08/29 4pp 


3D09170400 Summary of G0090S meeting w/CPt-L 9 WC Hunicipal Power Agency 
3 In Cethesda.MO re protodura for OL 8< CP amends 
WILSON, J N Licensing Branch 1 80/09/12 7pp 


1009290141 Discusses interim steps needed prior to Issuance of 0L< 
pending final resolution of ATWS Emergency operating 
procedures should be developed in event of ATWS NRC 
evaluation may include site visit 

TEOSSCO.R L Assistant Director for Liceniing 00/09/12 3pp 


H Oeneral correspondence 


6009120437 Advises of SWR owners group ergani latlonal changes & that 
future correspondence be forwarded to DB Waters Future 
requests for util action should be addressed to individual 
licensees fr applicants 

WATERS, D B Carolina Power t< Light Co 00/09/02 2pp 


6009260509 Ferwarifs "Mgt Capability Rept" t. Section 13 1 from F8AR p» 
mgt capabllity.in support of prel imlnary NRC eva lua t i on 
ordered 800417 Requests that preliminary evaluation begin 
immediately to expedite notice of oportunlty for hearing 
UTLEY, E E Carolina Power t, Light Co 00/09/22 2tOpp 


Q Inspection reports, IE Bulletins i correspondence 


8000200106 Forwards IE tnsp fiepts 50-400/00-19,50-401/00-13, 
50-402/00-13 U 50-403/00-13 on 000616-20 t, notice of 
violation 

MURPHY. C E Region 2, Atlanta, Reactor Construction 8< Engineering 
Support Branch 60/07/29 2pp 


—8000280114 Notice of violation from insp on 800616-20 

» Region 2, Atlanta, Office of the Director 00/07/25 Ip 


— 8008280126 IE Insp Repts 90-400/80-15,50-401/00-13.50-402/60-13 fc 
50-403/60-13 on 000616-20 Noncomp I lance noted failure to 
follow reinforcing steel storage procedure 

HERDT.A R Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch 80/07/39 Spp 


8009020203 Submits response to IE Bulletin 79-03A No welded 8A-3t2 or 
A-3I2> Type 300 senes stainless steel has been used or is 
planned for use in safety -related piping sys 
MCDUFFIE.M A Carolina Power Light Co 80/08/05 ip 


8009030163 Forwards Revision 1 to IE Bulletin 80-19, "Failures of 
Mercury-Wetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear power Plants Designed by C-E " Written 
response raquired 

O'REILLY, 3 P Region 2, Atlanta, Office of the Olrector 80/00/15 
ip 


8009230067 Submits response to IE Bulletin 80-16 No Rosdmount Inc Model 
tl51 or llS2pressure transmi tters installed or p lanned 
for USB In safety -related functions 

MCDUFFIE.M A Carolina Power i Light Co 60/00/20 Ip 


8009100241 Ack receipt of IE Imp Repts 90-400/00-16,90-401/00-14. 
90-402/00-14 «, 90-403/60-14 on 000623-27 No proprietary 
in fo 

HOWE, P M Carolina Power i< Light Co 00/06/22 Ip 


—8009100290 Forwards IE Insp Repts 50-400/80-16, 50-401 /0O-1 4« 
50-402/00-14 #! 90-403/60-14 on 800623-27 No noneompUance 
noted 

HURPHY, C, E Region 2, Atlanta, Reactor Construction ti Engineering 
Support Branch 60/03/13 2pp 


■8009100258 IE Insp Repts 50-400/80-16,50-401/80-14.90-403/80-14 i. 
50-403/80-14 on 600623-27 No noncomp 1 lance noted Major areas 
inspected containment s true tural concrete, safety-related 
cable raceway support t: pump motors 

CONLONi T E Region 2, Atlanta, Reactor Construction t, Engineering 
Support Branch WALTERS, D K Region 2, Atlanta, Office of the 
Director 60/08/12 6pp. 


8009160124 Forwards IE Circular 80-18. "lOCFRSO 59 Safety Evaluations 
for Changes to Raduiasts Treatment Sys " No written response 
required 

□ 'REILLY, J P Region 2. Atlanta, Office of the Director ^00/00/22. 


8009120290 Forwards IS Info Notice 80-31, "Maloperation of Oould-Broun 
Boverl 480 Volt Type K-600S & K-DON 6008 Circuit Breakers " 

No written response required 

O'REILLY. JP. Region 2. Atlanta, Office of the Director 80/08/27 
Ip. 


8009120593 Responds to IE Bulletin 00-19 Initial review of design 
Indicates no mercury-wetted matrix relays are used in 
reactor protection sys Addl reviews 4; inquires are required 
MCDUFFIE.M A Carolina Power 9 Light Co 80/08/29 Ip 


8009180450 Ack receipt of IE Insp fiepts 50-400/80-20,50-401/00-18, 
SO-402/eo-ia & 90 - 403 /BO-ie on 800721-31 No proprietary 
1 i»f o 

HOHE,P W Carolina Power «, Light Co 00/09/02 Ip 
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— 900^1 804 5 <1- Forward » IE Insp Bepta 50-400/60-30, 50-401/80-iai 
90-403/90-18 i> 50-403/60-19 on 000731-31 No noncompliance 
noted 

KvTBFHY, C E Region 3, Atlanta, Reactoe Conatruction Engineering 
Support Branch 60/09/31 2pp 


--9007160499 IE Insp Repta 50-400/90-20,50-401/90-18,50-402/00-19 i 
SO— 403/90-18 on 600721—31 No noncomp 1 ianc e noted Major areaa 
inspected sgulpment storage, containment steel t, concrete 
p laeernent 

-HAKI/ELL, 0 F Region 2, Atlanta, Office of the Director 

BRYANT, J C Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch 80/08/19 5pp 


BOO9250347 Act receipt of 600819 Itr informing NRC of steps taken to 
earrect violations noted in IE Insp Ropts 50-400/60-15, 
50-401/60-13,50-403/60-13 ». 50-403/60-13 

KURPHYtC E Region 2, Atlanta, Reactor Construction t Engineering 
Support Branch 60/09/09 ip 


— 8009230351 Responds to NRC 600729 Itr re violations noted in IE Insp 
Repts 50-400/90-19. 50-401/80-13. 50-402/00-13 «< 50-403/80-13 
Corrective actions undercut area on hanger i-CT-H-7 has been 
riweldetf 

KOUE.P U Carolina Pouer i Light Co 60/06/19 3pp 


9009290367 Foriuards IE Circular 90-21, ^’Regulation of Refueling Creus " 
He uritten response required 

O'REILLY, J P Region 2 Atlanta, Office of the Dlroctor 60/09/10 
5pp 


80093005BI Submits response to IE Bulletin 00-20 Uestlnghouse Tgpe M-2 
control switches are not used In safctg-related 
applications 

MCDUFFIE. M A Carolina Poaier fc Light Co 90/09/12 Ip 


B00'92&0497 Submits changes In OA organi zation, adding position of 
pTincIpal const spec lal 1 s t-insp , in response to follou-up 
Item frofli IE Insp on 600428-0502 

MCDUFFIE, 11 A Carolina Pouer t- Light Co 80/09/19 4pp 


S Reportable occurrences, LERs It related correspondence 


6009100465 Deflciencg rept re use of insufficient preheat in field 
welding of Seismic I hangers Item Is still under 
investigation to determine repor tab 1 1 1 ig per lOCFRSO S5e 
Evaluation -ultl be completed bg 800905 

CHIANfil.tl J Carolina Pouer U Light Co 80/06/19 Ip 


BOO9O0O254 Interim deficiencg rept re procurement, fabrication & insp of 
engineered plates for concrete embedment t support of 
safetg-re I a ted loads Corrective action on 22 remaining 
plates to be completed bg 801115 

CHlAriOI.tl J Carolina Pouer K Light Co 60/06/29 Ip 


DOCKET 50-401 8 HEAR ON HARRIS NUCLEAR POWER PLANT, UNIT 2 


A- Application/construction stage documonts t correspondence 


EOO^OBOOBO Forwards draft NUREO-069A, 'Tunctional Criteria for 
Energtncg Response Facilities " Comments requested ulthln 30 
dags Proposed Implementation schedule for meeting criteria 
of l(URE&-0696 end W/o NUREO 

ElSENHUTiD 0 Division of Licensing 60/06/01 119pp 


6O0'9230772 Notification of 800905 meeting u/util in Bethesda, KB to 
discuss procBifure for amending OLs to add addl ouners 
WILSON, J N Licensing Branch I 00/06/29 4pp 


COG^ITOAOO Summary of Q00905 meeting u/CPt-L Ii NC Municipal Pouer Agency 
3 in Bethesda.MD re procedure for OL b CP amends 
WILSON, J N Licensing Branch 1 90/09/12 7pp 


6GO9250141 Discusses interim steps needed prior to Issuance of OL, 
pending final resolution of ATWS Emergencg operating 
procedures should be developed in event of ATWS NRC 
evaluatiori mag include site visit 

TE0E6C0, R L Assistant Director for Licensing 80/09/12 3pp 


H. Cszieral correspondence 


S009120437 Advises of BWR ouners group organizational changes b that 
future correspondence be forwarded to Dfi Waters Future 
requests for util action should be addressed to individual 
licensees 4< applicants 

WATERS, D B Carolina Pouer I Light Co 80/09/03 2pp 


9009260509 Forwards "Kgt Capabilitg Rept" 4 Section 13 1 from F9AR re 
mg t capab I 1 1 tg, in support of preliminary NRC evaluation 
ordered 800417 Requests that preliminary evaluation begin 
Immediatelg to espedite notice of oportunity for hearing 
UTLEY. E E Carolina Power », Light Co 60/09/22 210pp 


0 Inspection reports, IE Bulletins t correspondence 


8009020203 Submits response to IE Bulletin 79-03A No welded SA-312 or 
A-312, Tgpe 300 series s'kamless steel has been used or is 
planned for use In safety-related piping sgs 
MCDUFFIE, M A Carolina Power ^ Light Co 60/08/05 Ip 


9009030163 Foruiards Revision I to IE Bulletin 80-19, "Failures of 
Mercury-Wetted Matrii Relays in Reactor Protective Sgs of 
Operating Nuclear Power Plants Designed bg C-E " Written 
response required 

O’REILLY. J P Region 2, Atlanta, Office of the Director 90/09/15 
Ip 


9009230067 Submits response to IE Bulletin 60-16 No Rosemount Inc Model 
1151 or 1152 pressure transmitters installed or planned 
for use in safety-related functions 

MCDUFFIE. M A Carolina Pouer (■ Light Co 90/08/20 Ip 


8009100241 Acl receipt of IE Insp Repts 50-400/80-16,50-401/90-14, 
50-402/00-14 i 50-403/60-14 on 800623-27 No proprietary 
into 

HDWE.P U Carolina Power t Light Co 00/00/22 Ip 


--8009100250 Forwards IE Insp Repts 50-400/60-16.50-401/80-14. 
50-402/00-14 t 50-403/80-14 on 800623-27 Mo noncomp I lance 
noted 

rfURPHY, C E Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch 00/08/13 2pp 


— 6009100250 IE ln*p Repts 50-400/90-16.50-401/80-14,50-402/90-14 *. 
50-403/80-14 on 800623-27 No none ooip 1 i anc e noted Major areas 
inspected containment structural concr ete , saf « ty-re lated 
cable raceway support t pump moto'rs 

CQNLON, T E Region 2- Atlanta, Reactor Construction fit Engineering 
Support Branch WALTERS, D K Region 2, Atlanta, Office of the 
Director 90/08/12 6pp 


8009160124 Forwards IE Circular 80— 19, "lOCFRSD 59 Safety Evaluations 
for Changes to Radwasle Treatment Sgs " No written response 
required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/00/22 
Ip 


B009120290 Forwards IE tr.fo Notice 00-31, "Ma 1 oper at Ion of Oould-Drown 
Ooveri 480 Volt Type K-60aS t K-DON 6O0S Circuit Breakers " 

No uritten response required 

O'REILLf.J P Region 2, Atlanta. Office of the Director 80/09/27 

Ip 


B009120593 Responds to IE Bulletin 80-19 Initiai review of design 
Indicates no mercurg-uet tod matrii relays are used in 
reactor protection sgs Addl reviews 4 inquires are required 
MCDUFFIE-H A Carolina Power L Light Co 00/08/29 Ip 


8009180450 Ack receipt of IE Insp Repts 50-400/80-20,50-401/90-19, 
50-402/80-16 S 50-403/80-10 on 800721-31 No proprietary 
info 

HOWE.P U Carolina Power 4 Light Co 90/09/02 Ip 


—8009160454 Forwards IE Insp Repts 30-400/80-20.50-401/90-19, 
50-402/80-19 t> 50-403/90-10 on 800721-31 No no nc amp 1 lance 
noted 

M URPItY, C E Region 2, Atlanta, Reactor Construction 1 Engineering 

Support Branch 60/08/21 2pp 


—8009160459 IE Insp Repts 50-400/80-20.50-401/80-10,50-402/80-19 4 
50-403/60-16 on 600721-31 No noncompliance noted Major areas 
inspected equipment storage, containment steel 4 concrete 
p lacemon t 

MAXWELL. O F Region 2, Atlanta. Office of the Director 

BRYANT, J C Region 2, Atlanta, Reactor Construction 4 Engineering 

Support Branch 00/00/19 5pp 


80092S0347 AeV receipt of 800B19 Itr informing NBC of steps taken to 
correct violations noted in IE Imp Repts 50-409/80-15, 
50-401/00-13,50-402/80-13 4 50-403/00-13 

MURPHY, C E Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch 80/09/0? Ip 


"-6009250351 Responds to NRC 600725 Itr re violations noted in IE Imp 
Repts 50-400/00-15.50-401/60-13.50-402/80-13 4 50-403/60-13 
Corrective actions undercut area on hanger 1-CT— M-7 has been 
reuel ded 

HOWE, P H Carolina Pouisr 4 Light Co BO/Ofl/l? Spp 
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8009290597 Foruards IE Circular &0-2J. "Regulation of Refueling Creui " 
Ho urlttsn reepon-te Psguirsd 

O'HEJLLV. J P Region 2. Atlanta, Orriie of the Director* SO/OV/iO 
Spp 


8009300581 Submti response to IE Si/llstin 80-20 Heftinghouee Type H-3 
control luitchei are not used in sa f etg-r e I a ted 
app 1 1 cat I ons 

MCCUFFie.M A Carolina Power «, Light Co B0/O9/I2 Ip 


80092<h0497 SubnitS changes in OA organ I i at ion, adding position of 
principal corist spec ia 1 1 s t-insp ■ in response to follow-up 
item rran JE insp on 800420-0502 

MCDUFFIE. H A Carolina Power 4 Light CP 60/09/19 4pp 


S Reportable occurrences, LERs i relatsd correspondence 


8009100465 Deficiency rept re use of insufficient preheat In field 
welding or Seismic I hangers Item is still under 
inve s t Lga 1 1 on to deternlne roportah 1 1 i tg per 10CFR5D 55e 
Evaluation will be completed hg 800905 

CHIAHCI.M J Carolina Power 4 Light Co 80/08/19 Ip 


6009080254 Interim doficiency rept re proc oremen t, f abr i ca 1 1 on 4 map of 
engineered plates for concrete embedrnent 6 support of 
sa r*etg-re lated loads Corroctive action on 22 renaming 
plates to be completed bg 6Dltl5 

CHIAHOIaH J Carolina Power t- Light Co 80/00/29 Ip 


DOCKET 50-402 SHEAROH HABRI3 NUCLEAR POWER PLAHT, UNIT 3 


A App 1 1 cation/cons true tlon stage documents 5. correspondence 


0009080080 Forwards draft NOREO-O69i. "Functional Criteria for 
Emergency Response Facilities " Cements requested ulthln 30 
dags Proposed Implementation schedule for meeting criteria 
of MUREC-0696 end H/o NUBEO 

EISEMSUT, D C Division of Licensing 80/08/01 119pp 


6009230772 Notification of 800905 meeting w/utti In BethesdaiilD to 
discuss procedure for amending OLs to add addi owners 
WILSON, J N Licensing Sranch I 80/08/29 4pp 


8009170400 Sumirarg of 800903 meeting W/CP4L tc NC ilunicipal Power Agency 
3 in Sethesda,KD re procedure for OL It CP amends 
WILSON, J H Licensing Branch 1 80/09/12 7pp 


800925D141 Discusses interim steps needed prior to issuance of OL* 
pending final reso-lution of ATMa Emergency operating 
procedures should be developed in event of ATMS NRC 
evaluation may include site visit 

TEDESCO.R L Assistant Director for Licensing 80/09/12 3pp 


11 Oeneral correspondence 


8009120437 Advises of BUR owners group organl latlona 1 changes L that 
future correspondence be forwarded to CD Maters Future 
requests for util action should be addressed to individual 
licensees 4 applicants 

WATERS. D a Carolina Power & Light Co 80/09/02 2pp 


8009260509 Forwards “Mgt Capability Rept" fc Section 13 1 from FSAR re 
mgt capab 1 1 1 ig, 1 n support of prclimlnarg NRC evaluation 
ordered 0OO4J7 Requests that preliminary evaluation begin 
immediately to eipedite notice of oportunity for hearing 
UTLEV, e £ Carolina Power 4 Light Co 80/09/22 210pp. 


0 Inspection roports, IE Rulletins L correspondence 


8009020203 Submits reiponse to IE Bulletin 79-03A No welded SA'-BIR OT 
A-3l2iType 300 series staintess steel has been used or Is 
planned for use in safety-related piping sys 
MCDUFFIE. M A Carolina Power 4 Light Cp 80/08/05 Ip 


9009030163 Forwards Revision 1 to JE Bulletin 80-19, "Failures of 
Mercury-Netted Matrix Relays in Reactor Protective Bye of 
Operating Muctear Power Plants Designed hy C-E " Ifritten 
response required 

O'REILLV, J P Region 2, Atlanta, Office of the Director BO/09/19 

Ip 


8009330067 Submits response to IE Bulletin 80-16 Ho Rosemount Jnc Modal 
1151 or 1152 pressure transmitters installed or planned 
for use in saf ety-re la ted functions 

MCDUFFIE.M A Carolina Power 4 Light Co 80/08/20 Ip 


8009100241 Act receipt of IE Insp Repts 50-400/60-16, SO-401 /SO-14, 
50-402/80-14 4 SO-403/80-14 on 800623-27 No proprietary 
1 nfo 

HOUE.P M Carolina Power 4 Light Ca 80/08/22 Ip 


—8009100250 Forwards IE Insp Repts 50-400/80-16.50-401/00-14, 
50-402/80-14 4 50-403/00-14 on 800623-27 No noncorapUante 
noted 

MCRPHY, C E Region 2, Atlanta, Reactor Construction 4 Englniirirj 
Support Branch 80/08/13 2pp 


— B0091O0258 IE Insp Repts 50-400/80-16, 30-401/80-14. B0-4O2/80-H I 
50-403/80-14 on B00623-27 No noncorap 1 iance noted Major areas 
inspected containment structural concrete, saf ety-rolated 
cable raceway support t purap motors 

CONLCHi T E Region 2, Atlanta, Reactor Construction & Englnelrlri 
Support Branch MALTER6, 0 K Region 2, Atlanta* Office of lie 
Director 80/08/12 6pp 


8009160124 Forwards IE Circular 90-19, "lOCFRSO S9 Safety Evaluitioni 
for Changes to Radwaste Treatment Sye “ No written response 
reoui red 

O'REILLY.J P Region 2, Atlanta, Office of the Director SO/OB/JS 
Ip 


8009120290 Forwards IE Info Notice 80-31, "Ma lopera t i on of Oould-Brem 
Bo\erl 430 Volt Typo K-600S 4 K-DON 6003 Circuit Brealer* " 

No written response required 

O'REILLY, vf P Region 2. Atlanta, Office of the Director aO/Ofl/}7 
ip 


B009I20593 Responds to IE Bulletin 60-19 Initial review of datlgh 
Indicates no mercury-wotted matrii relays are used in 
reactor protection sys Add] reviews 4 inquires are required 
MCDUFFIE. M A Carolina Power 5. Light Co 80/08/29 Ip. 


8009130450 Act receipt of IE Insp Repts 50-400/00-20*50-401/80-18, 
SO-402/BO-18 1 50-403/80-ia on 800721-31 No proprietary 
info 

HOME. P N Carolina Power 4 Light Co 80/09/02 Ip 


— 8009160454 Forwards IE Insp Repts 30-400/00-20. 30-401/80-18. 
50-402/80-18 4 50-403/80-18 on 000721-31 No noncompl laoca 
noted 

MURPHY, C E Aoglon 2. Atlanta, Reactor Construction 4 Englnesrlnp 
Support Branch SO/08/21 2pp 


— 8009190459 JE Insp Repts 60-400/80-20, 50-401/80-18. 30-402/00-10 4 
50-403/80-10 on 000721-31 No noncomp 1 lance noted Major areas 
inspected equipment storage, conta Inment steel 4 concrete 
p lacement 

MAXWELL, 0 F Region 2. Atlanta, Office of the Director 

BRYAHTi U C Region 2, Atlanta, Reactor Construction 4 Englneirlnj 

Support Branch 80/00/19 Spp 


8009250347 Act receipt of 800019 Itr informing NRC of steps taken lo 
correct violations noted In IE Insp Repts 50-400/80-15, 
50-401/60-13,50-402/80-13 4 50-403/00-13 

HliRFNY* C E Region S, Atlanta, Reactor Construction 4 Engineering 
Support Branch 80/09/09 Ip 


8009250351 Responds to NRC 800725 Itr re violations noted in IE Jnif 
Repts 50-400/00-15,50-401/80-13,50-402/80-13 4 50-403/80-13 
Corrective actions undercut area on hanger l-CT-H-7 has (keen 
reue 1 ded 

NONE.P H Carolina Power t Light Co 80/08/19 3pp 


0009290287 Forwards IE Circular 80-21, ''Regulation of Refueling Crews* 
No written response required 

0 'RETLLY* J P Region 2, Atlanta. Office of the Director 00/09/10 
Spp 


800930C59f Submits response to IE Bulletin 80-20 Westinghouse Type H-2 
control switches are not used in safety-related 
applications 

MCOUFFie-M A Carol Ina Power 4 Light Co 80/09/12 Ip 


8009260497 Submits changes in QA organt lation. adolng position of 
principal const sp ec la 1 is t-lnsp, in response te follow-up 
item from IE Insp on 80042B-OS02 

MCDUFFIE. M A Carolina Power 4 Light Co 80/09/19 4pp 


S Reportable occurrences. LERs 4 related correspondence 


8009100465 Deficiency rept re use of insufficient preheat in field , 
ueldiny of Seismic I hangers, Item is still under 
investigation to determine reportah 1 1 i ty per lOCFftSO SSe 
Evaluation (Jill be completed by 800905 
CHIAMOI.tJ J Carolina Power 4 Light Co 80/08/19 tp 
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&00'9090254 Intei’l® de^icienc^ rept re procurement;, fabr icab ion fc inep of 
engineered plates for concrete embedment & support of 
safetg~related loads Corrective action on 23 remaining 
plates to be completed bg BOlliS 

CHlAfJOI.tl J Carolina Poster f. Light Co 80/00/29 Ip 


COCHEr 50-403 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 4 


A Application/construction stage documents t- correspondence 


8009080080 Foruards draft NUflE0-0A96i “Functional Criteria for 
Smcr gene g Response Facilities " Comments requested uitbln 30 
dags Proposed Implementation schedule for meeting criteria 
of NUREO-0696 end M/o NUREO 

EISEKHUTiD G Division of Licensing BO/OS/Ol 119pp 


8009330773 Notification of 800905 meeting u/util in Bethesda.MD to 
discuss procedure for amending OLs to add addl ouners 
MlLSON,d' N Licensing Branch 1 80/08/29 4pp 


8009170400 Bummarg of 000905 meeting iu/CP{>L NC Municipal Pouter Ageticg 
3 in Bethesda,MO re procedure tor 8L ft CP amends 
UtLSONaO fl Licensing Branch 1 80/09/12 7pp 


&0092S014i Discusses interim steps needed prior to issuance of 0L> 
pending final resolution of ATWS Emergencg operating 
procedures should bo developed in event of ATUS NRC 
■valuation mag Include site visit 

TE0ESC0>R L Assistant Director for Licensing 80/09/i2 3pp 


H General correspondence 


6009130437 Advises of OWR outners group organl lational changes (< that 
future correspondence be forwarded to DD Haters Future 
requests for util action should be addressed to individual 
licensees & applicants 

WATERS. 0 B Carolina Power t< Light Co 80/09/02 3pp 


0OO93AO9O9 Forwards “Mgt Capabilltg Rept" «< Section 13 1 from FSAR re 
mgt capabl 1 Itg, In support of proliminarg NRC evaluation 
ordered 800417 Requests that prellmlnarg evaluation begin 
Immcdiatelg to expedite notice of opartunitg for hearing 
UTLEV. E E Carolina Power «. Light Co 80/07/32 210pp 


0 Inspection reports, IE Bulletins U correspondence 


0009020203 Submits response to IE Bulletin 79-03A No welded SA-312 or 
A-3l2,Tgp« 3O0 series stainless steel has been used or Is 
planned for use in sa f etg-relatsd piping sgs 
HCDUFFIE.M A Carolina Power (< Light Co 00/08/05 Ip 


a009O3OIA3 Forwards Revision i to IE Bulletin 80-19, "Failures of 
Hire ur g-Ue tted Matrix Relags In Reactor Protective Sgi of 
Operating Nuclear Power Plants Designed bg C-E '' Mrltten 
response required 

O'REILLV.tl p Region 3, Atlanta, Office of the Director 80/08/lS 

Ip 


6009330067 Bubmlts response to IE Bulletin 60-16 No Rosemount Inc Model 
1151 or 1153 pressure transmitters installed or planned 
for uee in safetg-re lated functions 

MCOUFFIE.M A Carolina Power i Light Co 80/08/20 Ip. 


S009100341 Ack receipt of IE Insp Repts 50-400/80-16,50-401/80-14. 
50-402/80-14 I 50-403/00-14 on 000623-27 Mo proprletarg 
info 

MOLIC.P U Carolina Power (< Light Co 80/08/22 Ip 


—8009100290 Forwards IE , Insp Repts 50-400/80-16,50-401/00-14. 
30-402/00-14 ^ 50-403/80-14 on 800623-27 No none omp 1 lance 
noted 

HWRPHV'i C £ Region 2, Atlanta, Reactor Construction !■ Engineering 
Support Branch. 80/08/13 2pp 


—6009100258 IE Insp Repts 50-400/80-16,50-401/80-14,50-402/80-14 & 
50-403/80-14 on 800623-27 No noncompliance noted Major areas 
inspected containment structural concrete, safetg-re lated 
cable racewag support U pump motors 

CDNLON, T E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 00/08/12 6pp 


3009160124 Forwards IE Circular 80-18, "lOCFRSO S9 Safetg Evaluations 
for Changes to Raduaste Treatment 8gs " No written response 
required 

O'REILLV, JP Region 2, Atlanta, Office of the Director. 80/00/22 

Ip 


8009120290 Forwards IE Info Notice 80-31, "Ma 1 opera t ion of Oould-Drown 
Boserl 480 Volt Tgpe K-6005 t K-DON 600S Circuit Breakers “ 

No written response required 

O'REILLY, JP Region 2 Atlanta. Otfxce of the Director 80/08/37 
Ip 


6009120593 Responds to IE Bulletin 60-19 Initial review of design 
indicates ne mercurg-ue t ted matrix relags arc used in 
reactor protection sgs Add! reviews b inquires are required 
MCDUFFIE, 11 A Carolina Power t Light Co 80/09/39 Ip 


8009180450 Ack receipt of IE insp Repts 50-400/80-20.30-401/80-18. 
50-402/00-18 4 30-403/80-18 on 800721-31 No proprietarg 
info 

HOWt.P W Carolina Power 4 Light Co 80/09/02 ip 


— 8009190454 Forwards IE Insp Repts 50-400/80-20, 50-401/80-19, 
90-402/80-18 b 50-403/80-13 on 800721-31 No nancomp 1 lance 
noted 

HURPHViC E Region 2, Atlanta, Reactor Construction 4, Engineoring 
Support Branch QO/OB/21 2pp 


— 80091B0459 1C Insp Repts 50-400/00-20.50-401/00-18,50-402/00-18 b 
SO-4O3/0O-IB on 800721-31 No noncompliance noted Major areas 
Inspected equipment s torage. con tainment steel b concrete 
placement 

MAXUELL, 0 F Region 2, Atlanta. Office of the Director BO/OB/19 
5pp 


8009250347 Ack receipt of 800819 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/00-19. 
50-401/80-13,50-402/60-13 4 50-403/00-13 

KURPHVi C E Region 2. Atlanta, Reactor Construction b Engineering 
Support Rranch 00/09/09 Ip 


— 0009250351 Responds to NRC 600725 Itr re violations noted in IE Insp 
Repts 50-400/00-15, 50-401/80-13. 50-402/00-13 b 50-403/00-13 
Cor'octive actions undercut area on hanger l-CT-H-7 has been 
rewelded 

haWE.P 11 Carolina Power « Light Co 00/08/19 Gpp 


B009290287 Forwards IE Circular 30-21, 'Regulation of Refueling Crews 
No written response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/09/10 
3pp 


6009300531 Submits response to IE Bulletin 00-20 llestinghouse Tgpe U-2 
control switches are not used In s afe tg -re 1 a ted 
app 1 lea tians 

MCDUFFIE, M A Carolina Power b Light Co 80/09/12 Ip 


3009260497 Submits changes in OA organ! lat ion, add Ing position of 
principal const spec ial ist-lnsp , in response to follow-up 
item from IE insp on 600423-0502 

MCDUFFIE. M A Carolina Power b Light Co 80/09/19 4pp 


S Reportable occurrencos. LERs I related correspondence 


3009100465 Deficieneg rept re use of Insufficient preheat in field 
welding of Seismic I hangers Item is still under 
Investigation to determine reportab 1 I itg per tOCFRSO 55e 
Evaluation will be completed bg 000705 

CHIANOl.M J Carolina Power b Light Co 00/00/19 Ip 


3009030254 Interim deficieneg rept re procurement, fabrication b insp of 
engineered plates for concrete embedment b support of 
saf e tg-related loads Corrective action on 22 remaining 
plates to be completeif bg 001113 

CHIANOI.If U Carolina Power «. Light Co BO/OB/29 Ip 


DOCKET 50-404 NORTH ANNA POHER STATION, UNIT 3 


F Securltg, medical, emergencg tr fire protection plans 


8009230273 Requests that all personnel be reminded of purpose of 
emergencg notification sgs b health phgsics network Sgs 
Installed for govt use during emergencg 

O'REILLY, JP Region 2. Atlanta, Office of the Director BO/08/22 

ip 


0 Inspection reports, IE Bulletins 7, correspondence 


8009100065 Forwards IE aulletln BO-lfl, "Malnt of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondarg Side 
High Enorgg Line Rupture " No written response required 
O'REILLY. J P Region 2. Atlanta, Office of the Director 80/07/24 
Ip 
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8009030141 FOTuard'S Revnion 1 to IE Bulletin 80-19. "FailufBs of 
HercUTy-Wet ted Hdtrii Relays in Reactor Protective Sys of 
Operating Nuclear Foieer Plants Oesinned by C-E " Mritterv 
respertse required 

D'REILLi*. J P Region 2. Atlanta. Qrfice of the Director 00/00/15 

Ip 


8009160175 Forwards IE Circular 00-19. "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys No written response 
r e<iulr ed 

O'REILLT. JP Region 2. Atlanta. Office of the Director 80/09/22 

Ip 


8009020236 Advises that review of IE Bulletin BO-16 re potential 
mi sapp 1 1 cation of ftosemount 1151 & 1152 pressure 
transmitters has been suspended Resumption pending results 
or studies re feasibility of operation as nuclear units 
DROWN, S C Virginia Electric & Power Co 80/09/27 Ip 


0009020399 Responds to IE Bulletin 30-20. “Failures of Westl nghouse, 
Type W-2 Spring Return to Neutral Control Sultch-es “ Review 
suspended during feasibility study for facility Review will 
be resumed if study indicates continuance of nuclear units 
GRC'.fN, S C Virginia Electric !• Pober Co 80/03/27 ip 


8009020416 Informs ef suspending rovieu of IE Bulletin 80-19 re 
failures of morcuryue t ted matrix lelays in reactor 
protective sys Feasibility study of units has curtailed 
activities in nucleai — related areas 

DRQWN. S C Virginia Electric i Pouer Co 90/08/27 Ip 


3009120314 Foi wards IE Info Notice 80-31. ' Na lopera t Ion of Oou 1 d— Brown 
Boveri 480 Volt Type K-600S 8 tt-D8N 6009 Circuit Breakers " 

No written response required 

□ 'REILLV, J P Region 2* Atlanta. Office of the Director 80/08/27 

Ip 


6009250037 Responds to t£ Bulletin 60-16 Feasibility study of units 
currently being conducted Activities In nucleai — related 
areas stopped Review of Rosemount Models 1151 tc 1152 
transmitters misapplication suspended 

BRCNN. 8 C Virginia Electric 6 Power Co 60/08/27 Ip 


8009260517 Forwards IE Circular 80-21. "Regualtlan of Refueling Crews " 
No written response required 

0 'REILLV, J P Region 2. Atlanta. Office of the Director 00/09/10 
9pp 


OaCKEf 50-405 NORTH ANNA POWER STATIQ.N. UNIT 4 
F Security, (nodical, emergency fire protection plans 


8009230273 Requests that all personnel be reminded of purpose of 
e.nergency notification sys 2. health physics netw-ork Sys 
Installed for govt use during emergency 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/00/22 
Ip 


Q Inspection reports. IE Bulletins S. correspondence 


SOOVlDOOhS Forwards IE Bulletin 60-10. "Kalnt of Adequate Htn Flow 
Through Centrifugal Charging Puinps Following Secondary Side 
High Energy Line Rupture '' No written response required 
O'REILLY, JP Region 2. Atlanta, Otflco of the Director 00/07/24 
Ip 


0009030141 Forwards Revision 1 to IE Bulletin OB-l?. “Failures of 
Mercury-Uetted Maliix Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed fay C-E “ Written 
response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 00/08/19 
Ip 


8009160172 Forwards IE Circular 80-18, "10CFR50 59 Safety Evaluations 
for Changes to Raduaste Treatment Sys *' No written response 
required 

O'REILLY, JP Region 2- Atlanta. Office of the Director 80/08/22 

Ip 


800902B236 Advises that review of IE Bulletin 60—16 re potential 
misapplication of Rosemount 1151 £t 1152 pressure 
transmitters has been suspended Resumption pending results 
of studies re feasibility of operation as nuclear units 
DROWN, S C Virginia Electric * Power Co 83/08/27 Ip 


BD09020399 Responds to IE Dultettn 80-20. "Failures of Wes tlnghouse. 
Type W-2 Spring Return to Meutral Control Switches *■ Review 
suspended during feasibility study for facility Rsvlewwill 
be resumod If study indicates continuance of nuclear units 
8R0WM.S C Virginia Electric 1 Power Co. 80/08/37 Ip 


3309020416 Informs of suspending revieu of IE Bulletin 00-19 re 
failures of nercury-wetted matrii relays in reactor 
protective sys Feasibility study of units has curtailed 
activities in nuc I ear-re la ted areas 

BROWN. S C Virginia Electric b Power Co 80/08/27 Ip 


6009120314 Forwards IE Info Notice 00-31. "Ma 1 operat len of OovId-B-r^., 
Bocsri 480 Volt Type K-600& ti K-DOM 600S Circuit Breakers “ 

No written response required 

O 'REILLY, J P Region 2, Atlanta. Office of the Director BO/OB/jf 
Ip 


B009250097 Respunds to IE Bulletin 80-16 Feasibility study of unils 
currently being conducted Activities in nucleai — related 
areas stopped Review of Rosemount Models 1151 & 1152 
transmitters misapp 1 teat ion suspended 

BROWN. 8 C Virginia Electric i Power Co 80/03/27 Ip 


0009260517 Forwards IC Circular 00-21. "Regualtion of Ref u»l ing Crt«i > 
No written response required 

O'REILLV, J P Region 2, Atlanta, Office of the Director 80/01/10 
Spp 


DOCKET 50-409 LA CROSSE BOILINO HATER REACTOR 
F Security, medical, emergency 5 fire protection plans 


8009230300 Requests that all personnel be reminded of purpose of 
e(nergency notification sys L health physics network 8ys 
installed for govt use during emergency 

KEPPLER, J G Region 3. Chicago, Office of the Director 80/09/22 
3pp 


8009250475 Informs of upcoming onsite appraisal of health physics 
program t- requests nonemployee, no escort required, p tc ture 
badges for personnel identified in end 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/09/41 

2pp 


0 Adjudicatory correspondence 


3009020041 Response in opposition to Coulee Region Energy Coalitlsn I 
FM Olsen requests for hearing ro 600225 order to show cause 
on site dewatering sys Hearing not required per Marble Hill 
std, CLI-80-10 Certificate of Sve end 

HEJ5TAND, 0 S Dairyland Power Cooperative HEISTAND. O 5 Horgini 
Lewis i. Bockius 00/08/28 t3pp 


8009020426 Forwards documents re comparative health effects of coil 1 
nuclear fuel cycles In response to ASLO Question 3 at 
prehearing conference U/o ends 
WGODHEAD. C P Hearing Branch 3 80/08/29 IP 


8009030096 Responds to ASLB 800619 second prehearing conferenct 
questions Addresses Table S-3 of FES. justification for using 
Reg Guide I 109 offsite doses computation 5 decommissioning 
cost after 10 yrs of operation Certificate of Gve end 
6HEA. -J Operating Reactors Branch 2 80/08/29.. 12pp 


6009030134 Response urging denial of Coulee Region Energg Coallltenl 
Fit Olsen requests for hearing re site dewatering sys. unless 
Interest is adequately t< sufficiently shown. Notices of 
appearances 4 Certificate of Sve end 

DURNS. S G , CYR.K D flulemating «- Enforcement Division 80/00/21 
17pp 


— 8009030142 Forwards safety evaluation in support of licensee positic 
that design 6 installation of site dewatering sys not 
Toqui p ed 

DEWTQII. H R Office of Nuclear Reactor Regulation. Director 
80/08/29 Ip 

-“8009030147 Safety evaluation in support of licensee position that 
design it installation of site deuatering sys not 
required Supporting documantatlon end 

e Office of Nuclear Reactor Regulation. Director 80/00/29 
16pp 

— 8009030150 Advises of Commissioner 000416 decision not to revltu 
Director's denial of enforcement action under 10CFR2 206 
CHILK. S J Office of the Secretary of the Commission SO/M/H 
Ip 

8009090336 Response In opposition to FM Olson of Coulee Region Enrfll 
Coalition (notion to disqualify ASLB Unfavorable rulings 
not evidence of bias per 1974 ALAB— 224 Notices of 
appearances t- Certificate of Sve end 

HIESTAMO, O S . OALLCN. K P Dairyland Power Cooperative 
HlESTAND, O 6 Morgan. Lewis b Bockius 80/09/05 Bpp. 
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8009330001 Response to NRC second round uF Interrogatories Questions 
abilltij to enforce stds for protection apainst radiation & 
provisions of domestic licensing Supporting documentation 
end Related correspondence 

fiOR5£iA K. I NVOOARDt 0 R Coulee Region Energy Coalition QO/07/10 
31 pp 


— S009S30002 Response to HRC request for admissions Denies that LACOUR is 
in compliance ui/regulat ions> that offgas emissions are 
ninlmai t that radiological monitoring program is adequate 
KQRSEiA K Coulee Region Energy Coalition BO/07/11 3pp 


— 8009330004 Request for admissions directed to NRC re adverse effects of 
offgas emissions tc of radiological monitoring program 
BURNASTERi M Coulee Region Energy Coalition 80/09/10 2pp 


80a92fi00l4 Response in opposition to NRC applicant responses uhich 
objected to intervenor request to disqualify ASLO Board 
errors ignoring LACDNR cost factors in hearing focussing on 
plant economic aspects, are grounds for disqualification 
OLSEN, E H Affiliation Untnoun 00/09/11 3pp 


G0091A0523 Order authorizing ASLD to perform revieui function re hearing 
on issues of B00329 order to shoui cause 

CHILK-S >1 Office of the Secretary of the Commission 00/09/12 
ip 


B0O92&0&72 Request for postponement of full term OL hearing until 
completion of show cause proceeding Intervenor human & 
nonetarv resources are insufficient to continue u/tuo 
proceedings, simultaneously 

KORBE, A K Coulee Region Energy Coalition 00/09/15 2pp 


— 6009260677 Erratum to intervenor filing in response to request for 
admission Last paragraph of ansuier to Request 10,Page 3, to 
be disregarded Certificate of Sve end 

iiORBEi A K Coulee Region Energy Coalition 80/09/15 2pp 


6009250012 Memorandum t< order denying FM Clsen 000819 motion tt 000822 
amend for disqualification of ASLD 4, referring denial to 
ASLAD for revleu 

BECflKOEFEH, C Atomic Safety and Licensing Board Panel 00/09/19 
App 


8009250091 Certification to Commission re Coolee Region Energy 
-Coalition B00916 request for free hearing transcripts 
Applicability of new rule re free transcript does not govern 
sheu cause cases Requests that scope of rule be broadene-d 
BECHHOEFERi C Atomic Safety and Licensing Board Panel BO/09/22 
5pp 


60-0925-0032 Notice of constitution of ASLAD AS Rosenthal chairman b JH 
Bud b TS Moors, members 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 60/09/22 
Ip 


0009020297 Submits interim criteria for shift staffing to all OL b CP 
licensees b app I i c an ts, per NRC 800507 ] tr Discusses 
administrative provisions for emergency -b overtime work 
Development b implementation to be revicuied uithin 90 days 
ElSENHUTiD C Division of L-ice using 00/07/31 7pp 


B0090BODBO Forieards draft NURCO*'069'6i ^ I Criteria for 

Ecrergency Response Facilities '■ Comments requested uithin 30 
days Proposed implementation schedule for meeting criteria 
of NUREG-0696 end W/o NUflEO 

EI8EMHUT,D G Division of Licensing 80/06/01 119pp 


0009030239 Application to amend License DPR-4S re administrative 
control Tech Specs Amend reflects changes in facility mgt 
structure b staff b incorporates STS Class 11 amend fee 
enc I 

LINDER, F Dairy land Pouer Cooperative 09/08/06 3pp 


— 8009030243 Proposed Tech Specs Section 6 0 for admi n i s tra t ive 
contro 1 1 , re f 1 ec t ing changes in facility mgt structure b 
staff b incorporating STS 

e Dairyland Pouer Cooperative 83/00/06 S-lpp 


6009230052 Informs that exemption from fee re licensing action 
associated ui/TMI— 2 Lessons Learned is unjustified Previous 
determination should be disregarded Requested submittal 
should include pr-oposed class of amend 

EISENHUT.DG Division of Licenilng B0/G8/07 60pp 


6009220394 Responds to util 60970] I tr re insp fees by foreiardlng 
corrected invoice Safety V safeguards Fees assessed for 
facility arc flat fees established by regulation b are based 
on average cost U/o encl invoice b related matl 
MILLER, U 0 License Fee Management Branch 00/06/22 2pp 


6009119746 Notification of 800916 meeting ui/GEP ouiners group to discuss 
NRC initial revieu it recommendations for s i te-speci f ic 
ground response spectra b owners group program plans for 
seismic functional qualification of Class IE equipment 
LEVIILH A Division of Engineering 80/08/26 Ip 


80091S0045 Notification of 800908-11 meetings at plant sites u/utils to 
discuss environ qua 1 1 f i cat t on of electrical equipment 
PAULSON. H A Operating Reactors Branch 5 80/03/27 2pp 


B009090529 Forwards answers to questions re TMI lessons learned scope b 
criteria for licensing ciams Procedures for feedbaci of 
operating experiences to plant staff currently under revieiii 
LINPER. F Oairyland Power Cooperative 60/09/03 6pp 


8009299143 Notification of 800926 meeting u/utlls b Kerr-McCee Chemical 
Carp in DethesdaiKD to discuss revleu b recommendations far 
site specific ground response spectra b program plans For 
seismic functional qualification of Class IE equipment 
ALLISON, D P Systematic Evaluation Program Branch 80/09/96 3pp 


SOQ9260443 Dec is Ion, ALAB-614, af f irmlng ASLD 800919 order in uhich FM 
Dlsen 890819 motion for AGLB disqualification was denied. 

Bias -not established 

DiSHDPiC J Atomic Safety and Licensing Appeal Panel 80/09/24 
Spp 


8009229143 Resp-onds to- questions foruiarded u/NRC 800728 Itr re presence 
of voids underneath turbine bldg mat luo bor i ngs ■ DM-12 b 
DM-13. Indicated existence of minor voids in vicinity of 
borings Voids exist only ulthin turbine bldg area 
LINOEtti F Dairyland Power Cooporative 00/09/07 6pp 


8009300008 Response in support of Coulee Region Energy Coalition 800715 
request For deferral of full-term OL Suspension appropriate 
until completion of liquefaction shou causa proceeding 
Certificate of 8vc encl 

HEISTANO, O S Dairyland Power Cooperative 00/09/25 6pp 


8009260922 Notification of second rescheduling until 001003 For meeting 
w/SEP owners group b KKC, Inc to discuss NRC initial review 
of site-specific ground response specti a b util program 
for seismic functional qua I i f i cat 1 o-n of Class IE equipment 
ALLISON. D P Systematic Evaluation Program Branch 80/09/10 3pp 


it Oenaral corraspondonco 


80O9ii041t Requests estab'l 1 shment of 
Public 8vc Commission State agency 
replacement of steam generators at 
i9Gi or 82 Related correspondence 
rORH.S , PARSONS. E M > NUNNERY, U J 
Spp 


LPDR in Mad 1 son, MI, on behalf of Ml 
personnel mill review 
Point Beach Unit I in 

Hlsconsln. State of BO/OB/26 


6009249343 Forwards revised Tech Spec Table 6 2 2—1 re min shift crew 
composi tlon, original ly submitted in 800906 application for 
amend to License DPn-45 

LINOERiF Dairyland Power Ceo-perative 60/09/16 3pp 

— 0909249350 Revised Tech Spec Table 6 2 2-1 re rain shift cresi 
composition 

e Dairyland Pouer Cooperative 80/09/16 Ip 


P Operating license stage documents b correspondence 


0009110534 Suppls NRC 800707 request for proposed Tech Specs changes ra 
scram discharge vol vent b drain valves, b reactor 
protection sys b gontrot rod block limit switch surveillance 
requirements Class III license fee to be submitted u/change 
EISENHUT, DO Division of Licensing 80/07/22 22pp 


SQ091106IS Forwards request for addl info re anchorage & support of 
safety-related electrical equipment 

CRUTCHFIELD. D Operating Reactors Branch 5 80/07/26 5pp 


9 Inspection reports. IE Bulletins L correspondence 


6009090028 Forwards IE Bulletin 80-07, Buppl 1, "DHR Jet Pump Assembly 
Failure '■ No response required 

KEPPLER. J C Region 3, Chicago. Office of the Director 89/05/14 

Ip 


6009260418 Forwards IE Insp Rep t 50-409/80-04 during June 1960 Ho 
noncomp i lane c noted 

HEISHMAIJrR F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/07/10 2pp 
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“0009360420 IE Inifu Rept S0-409/S0-0-1 iJuring June 1980 Mo noncomp 1 i ane b 
notai tItfjDr ersas inspectad operational saee 1 1 |< $urve i 1 lane a> 
riiaint 4 TKI short— tern mods 

D/iKER/ K R , RIDOWAV. K R Region 3< Chicago. Ofi'ice of the 
Oliector 80/07/09 5pp 


S009090008 Responds to IE Bulletin 00-20. “'Failurei of Westinghoose 
Tgpe W-3 Spring Return to Neutral Control Switches " 

Sultches are not used in saf etg - r e la t ed applications at 
facll 1 tg 

UINOER.F Dairgland Pouei Cooperative 00/08/08 Ip 


0009090010 Responds IE Bulletin 80-19. 'Failures of Mb r cury -Wetted 
Katrli Relays In Reactor Protective Sij s of Operatins Nuclear 
Pojier Plants Peslgned by C-E " C-E did not design facility 
Relays are not used in reactor protective lys 
UINOER.F tlairyland Power Cooperative 00/08/08 ip 


8009030196 Forwards Revision 1 to IE Bulletin 00-19, "Failures of 
More Ury-IJi t ted Matrix Relays in Reactor Protective 8ye of 
Operating Nuclear Power Plants Designed by C-E ■" Written 
rosponsa required 

KEPPUER. J 0 Region 3> Chicago, Office of the Director 60/08/lS 

ip 


80091S0455 Forwards IE Info flotice 80-30, "Potential for Una cc ep ta b I e 
Interaction Detween Control Rod Drive Scram Function !i 
Nonessenttal Control Air at Certain GE SHR Facilities " No 
specific action or response requested 

KEPPLEH, vf G Region 3, Chicago, Office of the Director 80/08/20 
If 


8009120044 Forwards Euppi 3 to IE Bulletin 80-17* '’Failure ot Control 
Rods to Insert During Scram at BWR " Written reiponse 
required 

KEPPLER, J G Region 3. Chicago, Office of the Director 00/08/22 

Ip 


8009170419 Forwards IE Circular 80-18, "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys *' Mo written response 
required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 80/08/22 

Ip 


BOO9J3OO07 Forwards IE Info Notice 80-31, "rta t operation of Oou Id-Brown 
Dover! 480 Volt Type K-600S t K-DDN 600B Circuit Sreaters ■' 

No written response required 

KEPPUEH.J O Region 3, Chicago, Office of the Director 00/08/28 

*P 


309230487 Forwards Revision 1 to IE Bulletin 79-26, "Boron Loss From 
OWR Control Blades " Written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/08/29 

•P 


309260157 Responds to IE Bulletin 90-15, "Possible Loss of Emergency 
Motif icatlon Bys lEMBI w/Loss of Offsite Power " Test 
conducted on 800902 w/al 1 EMS extensions operating 
satlsfactor 1 ly 

UINOER.F Dalryland Power Cooperative 80/09/02 2pp 


0009240098 Forwards IE Circular 00-21, ‘'Regulation of Refueling Crews " 
No written response required 

KEPFLER. J G Region 3, Chicago, Office of the Director 80/09/10 

Ip 


R Periodic operating reports & related correspondence 


09160250 Forwards monthly operating rept for Aug t980 
IMPER.P Dalryland Power Cooperative 00/09/09 Ip 


009160253 Monthly operating rept for Aug 1960 
GOODMAN, U 5 Dalryland Pauer Cooperative 80/09/00 lOpp 


Reportable occurrences, LERs 4 related correspondence 


I90304S4 Forwards LFR 80-005/0 lT-0 

INOERi F Dalryland Power Cooperative 80/08/27 5pp 


009030457 LER 80'085/01T-0 on 8D0S06. dur 1 ng op erat 1 on. val ve addition 
to shutdown condenser shell gauge tap found w/0 design 
change Caused by personnel error Valve was removed, Pipe cap 
was Installed t tested w/accep tab le results 
GOODMAN, L S Dalryland Power Cooperative 80/08/18 Ip 


1230648 Forwards LERs 80-006 /03L-0 4 80-007/03L-0 
INDER.F Dalryland Power Cooperative 80/09/12 17pp 


— 8009230657 LER e0-0O6/O3L-0 on 00081 4, d ur i ng reactor «hu tdouin. Indlcatid 
alpha activity of primary coolant sample exceeded Tech 
Specs Caused by degraded fuel cladding Primary purification 
sys operation reduced concentration to allowable value 
GOODMAN, L S Dalryland Power Cooperative 80/09/12 Ip 


— 8009230664 LER 80-007/03U-0 on 000016, dur i ng reactor shutdown, indicated 
alpha activity of primary coolant sample exceeded Tech 
Specs Caused by degraded fuel cladding Primary purification 
sys operation reduced concentration to allowable value 
GOODMAN, L S Dalryland Power Cooperative 00/09/12 Ip 


aOO'9260630 Forwards LER 0O-OO0/O3L-O 

LINDER, F Dairy land Power Cooperative 00/09/19 3pp 


— 8009260636 LER 80-O0e/03L-0 000019,18 high pressure sve water dieSel 

did not start on manual activation Diesel did start locally 
from battery banks Caused by bad cell In one B bonk battery 
Battery rep laced 

GOODMAN, L S Dalryland Power Cooperative 80/09/19 ip 


T Hearing transcripts on non-art 1 1 trus t matters 


8009190763 Transcript of 000911 prehearing conference re show cause 
order in La Crosse. W1 Pp i-67 

* Atomic Safety and Licensing Board Panel, 00/09/11 6Bpp 


8009260095 Transcript of B00911 Affirmation Bossiort 80-40 in 
Washington, DC re delegation of review authority in 
LaCrosse proceedings Pp 1-4 
« Commission 80/09/11 6pp 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION. UNIT 2 


A Ap p 1 lea t ion/construct 1 on s tage documents L correspondence 


B0090600SO Forwards draft NUREG-0696i ''Functional Criteria for 
Emergency Response Facilities ' Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NVREO-0696 end W/O NUREG 

EIBENHJT.DG Division of Licensing 00/08/01 119pp 


0009020240 Responds to NRC 800720 request re latest const completion 
date Schedule b reasons for delay in completion of const 
will be submitted by 01QJ3I 

RHODE. G K Niagara Mohawk Power Corp 00/00/27 Ip 


8009090035 Submits interim actions for plant operation, pending final 
resolution of ATMS Emergency operation procedural review 
may include NRC site visit prior to Issuance of OL 
TEDESCOrR L Assistant Director for Licensing 00/09/29 3pp 


0009110742 Notification of 800904-05 meeting w/Mark 11 owners group to 
discuss plants chugging C/0 ti lateral load specs 
ANOERSOM, C Centalrmeot Systems Branch 00/03/2? I4pp 


0009110633 Notification of 800903 trip to facility to investigate 
terrestrial ecology af site for cooling tower rept review 
KIPER.K L Lfcenslns Sranch i 00/09/02 2pp 


B0091 50551 Requests NRC review of Gulf L Western FBD-253B re main steam 
valve Review Is needed by 801231 to maintain current 
engineering 4 const schedule 

RHODE. G K Niagara Mohawk Po'wer Corp 00/09/08 Ip. 

B0O9150560 Forwards requests for addl info re proposed cooling tower 
for plant, 

TEDESC0, R L A'ssistant Director for Licensing 90/09/09, 4pp 

8009240333 Summary af 000814 meeting ui/util,B»iM 4 Dyckerhoff 8< Hidmann. 
Inc In Dethesda. MD re application of the DywiDay Threadbar 
Bys on secondary containment structure 
KIPER.K U Licensing Branch 1 80/09/09, 4pp 


O Inspection reports, IE Bulletins 4 correspondence 


8009090087 Forwards IE Bulletin 00-07. Suppl 1. "BWR Jet Pump Assembly 
Failure No response required 

GRIER, B M fiegioei 1, Philadelphia, Office of the Director 
80/00/13 Ip 


60090S04B2 Forwards IE Insp Kept 50-410/00-04 on 800512-15. No 
noncomp 1 iance noted 

CARLSON. R T Region 1, Philadelphia, Reactor Construction 4 
Engineering Support Branch BO/07/10 2pp 
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— &009050*I36 IE Insp Kept 50-410/80-04 art 000512-15 No none omp 1 1 an c e 
noted Pta 4 or areas inspected repair activities associated 
u/tiiolog leal shield wall 

TRIPPiL E Repion 1. Ph i ladel ph ia< Reactor Construction i- 
Englrieerinp Support tiranch MCflREARTV. R A . WALTON. G A Region i. 
Philadelphia, Office of the Director 80/07/08 6pp 


flOO'9150092 Forwards IE Insp Rept SO-410/80-05 on 800617-19 No 
noncompliance noted 

CAHLEOM' R T Region 1< Philadelphia. Reactor Construction h 
Engineerlns Support Branch 80/07/17 2pp 


-—8009150097 IE Insp Rept 50-410/80-05 on 800617-19 No noncompliance 
noted Major areas Inspected licensee action on previous 
findings t cadwelding on containment floor f. wall 
KCOAUCHVp R W Region i, Philadelphia. Reactor Construction t< 
Engineering Support Branch FEJL. R Region 1. Philadelphia, 
Office of the Director BO/07/16 Spp 


fl009230'09a Responds to IE Bulletin 79- 03 A re use of SA-312 or A-3ia, 
Type 300 fusion welded pipe Analysis determined that 
identified! piping will not be subj to stresses greater than 
code allouable No action rci^uirod 

RHODE p 0 K Niagara Mohawk Power Corp 80/00/06 2pp 


eCOTOGOGS? Forwards Revision 1 to IE Bulletin 00-19, "Failures of 
Mercury-Watted Matri* Relays in Reactor Protective Sijs of 
Operating Nuclear Power Plante Designed by C-E “ Written 
response regulred 

CRTERp B H Regien 1, Philadelphia, Office of the Director 
00/08/ 1 5 Ip 


0009120095 Forward* Suppl 3 to IE Bulletin BO-17, “Failure of Control 
Rods to Insert During Scram at DWR “ No written response 
req,uired 

GRIERpD H Region 1. Philadelphia. Office of the Director 
BO/Oa/22 I P 


8009130023 Forwards IE Circular 00-10. "lOCFRSO 59 Safety Evaluations 
for Changes to Raduastc Treatment Sys " No written response 
required 

ORIERiS H Region 1, Philadelphia. Office of the Director 
aO/DB/22 Ip 


0009120193 Forwards IE Info Notice 00-31, "Ka lopera t ion of Oould-Orown 
Boveri 480 Volt Type K-6003 V K-DON 6003 Circuit Breakers “ 

No written response required 

CftlERiB II Region 1. Ph 1 ladd 1 ph la. Office of the Director 
80/00/27 Ip 


0,009240033 Forwards IE Circular 80-21. “Regulation of Refueling Crews 
Ns written response required 

GRIER. B H Region 1. Philadelphia, Office of the Director 
00/09/ 10 Ip 


8009240323 Forwards IE Info Notice 00-32, "Clarification of Certain 
Requirements for Excluslvo-Use Shlpmonts of Radioactive 
Mails " No written response required 

ORIER.B H Region 1. Philadelphia, Office of the Director 
80/09/12 Ip 


S Repo’rtable occupronces, LERs t related correspondence 


0009090339 Act receipt of final deficiency rept re environ b seismic 
quaKflcatlen of electrical equipment 

CARLSON, R T Region i, Philadelphia. Reactor Construction t 
Engineering Bopport Branch 80/08/20 Ip 


eOa909De44 Act receipt of 000724 Itr re potential deficiency in 
raduaste bldg geologic feature 

CARL80N.R T Region I, Philadelphia, Reactor Construction t. 
Engineering Support Branch 80/00/20 Ip 


•0009090848 Interim deficiency rept re potential deficiency in possible 
future movement of radwaste bldg geologic feature Forwards 
response to Ofc of Nuclear Reactor Regulation Oeologlc Info 
Request 00361 1 Final rept will be submitted by 001231 
RHODE. 0 K Niagara Mohawk Power Corp 80/07/24 llpp 


DOCKET 30-412 BEAVER VAULEV POWER STATION, UNIT 2 


A Apptication/construebion stage documents b correspondence 


3009080080 F-oruiards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities “ Comments requested within 30 
days Preposed implementation schedule for meotlng criteria 
of NUftEG-0696 end W/o NUREO 

EISENHUT.DG Division of Licensing 80/00/01 119pp 


I Financial information 


8009230699 Apprises NRC of Pacts re proposed temporary tiansfer by OH 
Edison Co of o-wiiership interest in facility Ownership 
interest will be transferred to Const Trust which will not 
bo involved in const f. nporation matters or plant 

BYINOTON.J H Winthrop, Stim.son, Putnam 6 Roberts 80/09/19 Spp 


Q Inspection report*, IE Bulletins t c ni respo,ndenc e 


0009100865 Forwards IE Insp Rept 50-412/80-07 on 800707-10 No 
noncompliance noted 

CARLSOWi R T Region I, Philadelphia, Reactor Lonstruction *« 
engineering Support Branch 00/07/25 2pp 


— 8009100870 IE Insp Rept 50-412/80-07 on 000707-10 Nn noncompliance 
noted Major areas inspected welding of structural angle 
clips to embedment plates, installation of snubber supports b 
unloading of steam generator supports 

NARRalJi L Region 1, Philadelphia, Office of the Director 
KC0AUGH/,H U Region I, Philadelphia. Reactor Construction A 
Engineering Support Branch 00/07/24 7pp 


0009030075 Forwards Revision 1 to IE Bulletin 00-19. “Failures of 
Mercury-Netted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed hy C-E “ Written 
response required 

GRIER. Q H Region 1. Philadelphia. Office of xhe Director 
80/09/15 Ip 


B0091B0403 Forwards IE Circular 00-18 "lOCFRbO 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys “ No written response 
requ Ired 

GRIER, B K Region 1. Philadelphia, Office of the Director 
BO/Oe/22 Ip 


8009120219 Forwerds IE Info Notice 80-31. "Ma 1 operafc j on of Onuld-Drown 
Oovori 4S0 Volt Typo K-6008 It H-DON AOOS Circuit Breakers " 

No written response required 

ORIERrD H Region 1, Philadelphia, Office of the Director 
80/09/27 Ip 


S009240031 Forwards IE Circular 00-21, “Regulation of Refueling Crews 
No written response required 

GRIER, B H Region 1, Ph i lade 1 ph ia , Office of the Director 
BO/09/IO Ip 


8009240342 Forwai ds IE Info Notice 80-32, "C la r i # t c a t i o n of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Matls " No written response required 

GRIER. B H Region i, Ph i lade 1 p h 1 a , Office of the Director 
00/09/12 Ip 


S Reportable occurrences. LERs Ic related correspondence 


0009090248 Final Significant Deficiency Rept 80-04 re misapplication of 
welding aloctro-de E-3(>9-t6 Increased emphasis placed on 
verification of mechanical contractor electrode control 
program by creating uetdlng suporviser position 
WOOLEVER. E J Duquosne Light Co 80/09/04 6pp 


DOCKET 50-413 CATAWBA NUCLEAR BTATIQN, UNIT 1 


A App I i ca 1 1 oti/coni true 1 1 on stage documents i correspondence 


□009000000 Forwards draft NUREO-069‘6. “Functional Criteria for 
Emergency Response Facilities '' Comronts requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUnEO'0696 end W/o NUREO 

ETSENHUT.D O Division of Licensing 00/08/01 119pp 


8009040434 Forwards mat! re NRC revleu of ice condenser coxitaini<i»nt b 
hydrogen central measures for Sequoyah Nuclear Power Plant 
ACR8 has scheduled meetings In Wash mg ton. DC on 000826,0902 
t 04 to d 1 ecus* issue 

TEDESCO, B L Assistant Director for Licensing 00/09/22 Spp 


8009190399 Responds to NRC 000520 Itr rc NUREG-OS?/, "Potential for Low 
Fracture Toughness 6, Lamellar Tearing on PWR Stoam Generator 
& Reactor Coolant Pomp Supports " No response needed. p end 1 ng 
addl NRC guidance 

PARKER, M □ Dilko Power Co 00/09/16 Ip 


0 Inspection reports, IE Bultatlris b correspondence 


0009110423 Ack receipt of IE Insp Repts 50-413/00-13 b 50-414/80-13 on 
000618-20 No proprietary info 
PARKER, W a Duke Power Co 80/00/13 ip 
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-3009110425 roruards IE Insp Rapts 50-413/80-13 t> 50-41 4/BO- 13 on 
800al8-20 Klo noncooip 1 1 ance noted 

HJRPHV. C E Region 2. Atlantor Reactor Construction 5 Engineering 
Support Branch 80/07/23 3pp 


-8009110427 IE Insp Bepts 50-413/80-13 fr 50-414/80-13 pn 000618-20 tio 
none emp I 1 anc e noted Maj'or areas inspected Pield per (ermanc e< 
draurings t uort pi oced urest eng ine er i ng> OC • matl s tc eguipoienti 
proeureraenfe. rece 1 v'sng t storage 

CaUtOId. T E Region 2. Atlanta. Reactor Construction 8< Engineering 
Support Branch BROUNtEE. </ L . BURDETTE. T E Region 2. Atlanta. 
Orfice of the Director 80/07/S3 6pp 


00903017S Forwards Revision I to IE Oulletin 60-19. "Failures of 
Kercorg-U'et ted Katrii Relags >n Reactor Protective Sgs of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

O^REILLf. J P Region. 2. Atlanta. Offite of the Director 80/03/15 
Ip 


309170371 Advises that final response to IE Bulletin 80-09 not 
submitted doe to necessary info not available from vendors 
Final rept eipetted by 601201 
PARKER. H a Dole Pq<i<er Co 80/08/ 1 5 Ip 


)091£0£42 Responds to IE Bulletin 60-20 re failures of Uestinghouse 
M-2 spring returq to neutral control switches Identified 
switches are not used or planned for use in safety-related 
areas Thirteen eianhours espended for re/ieiu 
PARKER. W O Consumers Power Co 60/08/20 Ip 


'09160137 Forwards IE Circular 80-18. “tOCFRSO 59 Safety Evaluations 
for Changes to Radwasta Treatment Sys ’* No written response 
required 

O'BEILLl/. J P Region 2. Atlanta. Office of the Director 80/08/22 
Ip 


09120343 Forwards IE Info Matice 80-31. "Ha 1 o-perat ion of Oogld-Urown 
Rover I 480 Volt Type K-600S 5 K-DQN ADDS Circuit Breakers " 

Mo written response required 

O'REILLV. J P Region 2. Atlanta. Office of the Director 80/03/27 
Ip 


99120S87 Responds to IE Bulletin BO-19 Hercur y-wetted matrii relays 
are not used or planned for use in reactor protection syt 
“ARKER.W a Duke Power Co 80/08/28 Ip 


39240282 Act receipt of 80DB19 Itr informing NRC of steps taken to 
orrect violation noted in IE Insp Repts 50-413/60-10 8. 

50- 414 /80-10 

lURPHY. C £ Region 2. Atlanta Reactor Construction ti Engineering 
lupport Branch 80/09/02 Ip 


1009240290 Responds to MRC 800623 Itr re violations noted in IE Insp 
Repts 50-413/80-10 tr 50-414/&0-10 Corrective actions util 
uill Insp add] component support welds 
PARKER. U a Duke Power Co 80/03/19 Ip 


009240294 Ack receipt of 800715 Itr informing NRC of steps taken to 
correct violation noted m IE Insp Repts 30-413/00-10 A 
50-414/80-10 Requests addi response 

I1URPRY. C E Region 2. Atlanta. Reactor Construction it Engineering 
Support Branch 80/08/12 Ip 


009240298 Responds to NRC 000623 Itr re violations noted in IE Insp 
Repts 50-413/80-10 k 50-414/80-10 Corrective actions insp of 
componant support welds initiated 
PARKER. M D Duke Power Co 80/07/15 2pp 


3092403(32 Forwards IE Insp Repts 50-413/80-10 U 50-41 4/BO-lO on 
600S27“30 J. notice of violation 

NORPHY.C E Region 2. Atlanta. Reactor Construction & Enginearing 
Support Branch 80/06/23 2pp 


309240306 Notice of violation f rom insp on 800537—30 
a Region 2. Atlanta. Office of the Director 80/06/20 Ip 


109240313 IE Insp Repts 80-413/80-10 k 50-414/80-10 on 000527-30 
Noncompl lance noted underslied fillet weld 

HERDT. A R Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch KLEINSOROE. U P , COLEY. J L Region 2, Atlanta. 
Office of the Director 30/06/20 iOpp 


240292 Ack receipt of 000919 Itr Informing MRC of steps taken to 
rrect violations noted In IE Insp Repts 50-413/80-15 £ 

-414/80-15 

RPHVi C £ Region 2. Atlanta Reactor Construction ti Engineering 
pport Branch 80/09/02 Ip 


"8009240297 Responds to NRC 800725 Itr re violations noted In IE Insp 
Repts 50-413/SO-15 6 50-414/80-15 Corrective actions DC 
welding inspectors restrained in requirements of QA 
procedures M-i9 £ M-4 Emphasis placed on documentation 
PARKER. W O Duke Power Co 0O/OB/19 2pp 


—8009240337 Forwards IE Insp Repts 50-413/80-15 6 50-414/00-15 on 
800630-0703 6 notice of violation 

tl'JRPHY. C E Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch 80/07/25 2pp 


—8009240314 Notice of violation from insp on 800630-0703 

» Region 2. Atlanta. Office of the Director 00/07/26 Ip 


—8009240320 IE Insp Repts 50-413/00-15 t 50-414/80-15 on 800630-0703 
Noncomp 1 lane e noted failure to document QC welding 
survei 1 lance 

HERDT. A R Region 2. Atlanta. Reactor Construction l< Engineering 
Support Branch VANDOORN. P K Region 2. Atlanta. Office of the 
Director 80/07/25 6pp 


0009250339 Ack receipt of IE Insp Repts 50-413/80-20 «- 50-414/B0-2O an 
8003O.I-0B No propitetary info 
PARKER. W 0 Duke Power Co 00/09/09 ip 


— 8O092SO341 Forwards IE Insp Repts 50-413/80-20 8- 50-414/80-20 on 
0OO8O4-OB No noncomp 1 lance noted 

MORPHY. C E Regiion 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch G0/0S/2S 2pp 


—8009250343 IE Insp Repts 50-413/80-20 £ 50-414/80-20 on 800804-08 N« 
noncompliance noted Major areas Inspected structural 
concrete, storage £■ preventive maint £ const progress 
HARRIS, id R Region 2. Atlanta. Office of the Director 

COl.'LON. T E Region 2. Atlanta. Reactor Construction £. Engineering 

Support Branch 80/00/22 3pp 


8009290297 Forwards IE Circular 80-21. "Regulation of Refueling Craw* * 
No written, response required 

O'REIUUY. J P Region 2. Atlanta. Office of the Director 80/09/10 
5pp 


8 Rsportahle occurrences. LERs £ related correspondence 


8009000312 Significant Deficiency Rept 413-414/80-11 re nonselsmlca k ly 
qualified battery racks supplied w/dlssel generator unit 
batteries Caused by manufacturer error Three new racks will 
be fabricated in accordance w/proper drawings 6 specs 
PARKER. M a Duke Powor Co 80/08/28 3pp 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


A App ) ication/construc t ion stage documents £ correspondence 


3009000080 Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREG-0696 end M/o hlUREO 

EISENKUT.O C Division of Licensing 00/03/01 119pp 


8009040434 Forwards mat I re NRC review of ice condenser containment U 
hydrogen control measures for Sequoyah Nuclear Power Plant 
ACRS has scheduled meetings in Wash ington. DC on 600826,0902 
£ 04 to discuss issue. 

TEDESCD, R L Assistant Director for Licensing 80/08/22 5pp 


6009190399 Responds to NRC 800520 itr re NOHEO-0577, "Potential for Low 
Fracture Toughness £ Lamellar Tearing on PMR Steam Generator 
£ Reactor Coolant Pump Supports ” No response needed. pending 
addl NRC guidance 

PARKER. W 0 Duke Power Co 80/09/16 Ip 


0 Inspection reports, IE Bulletins & correspondence 


9009110423 Ack receipt of IE Insp Repts 50-413/80-13 £ 50-414/80-13 on 
600610-20 No proprietary info 
PARKER. U a Duke Power Co 80/08/13 Ip 


—0009110425 Forwards IE Insp Repts 50-413/80-13 £ 50-414/80-13 on 
800618-20, No noncomp 1 i ance noted 

MORPHY. C E Region S. Atlanta. Reactor Construction £ Engineering 
Support Branch 80/07/23 8pp 
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— e001HI04»7 IE Insp Repts SO-413/80-13 k 80-414/00-13 an B0061B-20 No 
nancomp 1 lance noted Major areas inspected Pield per f oTaiance. 
draulnps & uork proceduresi engineerlnpt QCi eiatls k equip(petit> 
pTocorefflenti roceivtnj U storage 

CONLCHp T E Region 2, Atlanta' Reactor Construction k Engineering 
Support Oranch aROI4NLEE< V L . BURDEm, T E Region 2. Atlanta. 
Office of the Director 80/07/23 6pp 


6009030175 Eorieards Revision 1 to IE Bulletin BO-19, "Failures o^f 
M*rcurij~t4< tted Matrii Relags in Reactor Protective Sys of 
Operating Kuclear Power Plants Designed by C-E '• Uritten 
response required 

O'REILt-ViJ P Region 2, Atlanta, Office of the Director 00/08/15 

Ip 


S00917037I Advises that final response to IE Bulletin 00-09 not 
submitted due to necessary info not available from vendors 
Final rept eipected by 001201 
PARKER. MO Duke Power Co 00/00/15 ip 


60091^04,42 Responds to IE Bulletin 00-20 re failures of Mes t inghouse 
lf-2 spring return to neutral control switches Identified 
switches are not used or planned for use in safety-related 
areas Thirteen manhours eipended for review 
PARKER, U 0 Consumers Power Co 00/08/20 ip 


&0<}9li&137 Forwards IE Circular 80-IB, “lOCFRSO 59 Safety Evaluations 
far Changes to Radwaste Treatment 8gs " No written response 
Tequlred 

O'REICLV.J P Region 2, Atlanta, Office of the Director 80/08/22 

Ip 


6009120343 Forwards IE Info Notice 80-31, "Maloperatlon of Oould-Oroun 
Boverl 480 Volt Type K-6000 » K-DON 6005 Circuit Breakers " 

No written response required 

O'REILLV.O P Region 2, Atlanta. Office of the Director 0O/OB/27 
IP 


— 8009240337 Forwards IE Insp Repts 50-413/80-15 *. 50-414/00-15 on 
800630—0703 t< notice of violation 

MURPHT, C E Region 2. Atlanta. ReacScir Construction k Engineering 
Support Branch 00/07/25 2pp 


— 8009240314 Notice of violation from insp on B00630-0703 

• Region 2, Atlanta, Office of the Director 80/07/25 Ip 


— 6009240320' IE Insp Repts 50-413/60-15 k 50-414/90-15 on 800630-0703 
Noncompliance noted failure to docuiUient OC welding 
survel 1 lance 

HEHDT.A R Region 2. Atlanta, Reactor Construction 5< Engineering 
Support Branch VAN003RN. P K Region 2, Atlanta. Office of the 
Director 80/07/25 6pp 


8009250339 Ack receipt of IC Insp Repts 50-413/80-20 «- 50-414/80-20 on 
800804-08 Wo proprietary info 
PARKER, M 0 Duke Power Co 80/09/09 Ip 


—8009250341 Forwards IE insp Repts 50— U3/0O-2O t 50-414/80-20 on 
300804-08 llo noncompliance noted 

MURPHY. C E Region 2* Atlanta. Reactor Construction k Engineering 
Support Pranch 80/06/25 2pp 


— 8009250343 IE Insp Repts 50-413/00-20 k 50-414/80-20 on 800804-08 Mo 
noncompliance noted Major areas inspected structural 
concrete, s torag e 1 preventive maint k co-nst progress 
HARRIS, J R Region 2, Atlanta, Office of the Director 

COMUON. T E Region 2. Atlanta. Reactor Construction k Engineering 

Support Branch 80/00/29 3pp 


8009290297 Forwards IE Circular 80—21. "Regulation of Refueling Crews 
No written response required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/07/10 

5pp 


6009120587 Responds to IE Oulletin 80-19 Mercury-wetted matrix relays 
»rt not used or planned for use in reactor protoctioi) lys 
PARKER. H 0 Duke Power Co 80/08/28 Ip 


6009240282 Ack receipt of 800819 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-413/80-10 C< 

50-4 1 4 /BO- 10 

MUflPMYfC E Region 2. Atlanta. Reactor Construction k Engineering 
Support Branch 80/09/02 Ip 


--0009240290 Responds to NRC 000623 Itr re violations noted in IE Insp 
Repts 50-413/80-10 t< SO-414/80-tO Corrective actions util 
will Insp addl component support welds 
PARKER, U □ Duke Power Co 00/08/19 Ip 


— 0009240294 Ack receipt of 800715 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Repts SO-413/BO-IO & 
50-414/80-10 Requests addl response 

HURFHYiC E Region 2, Atlanta, Roactor Construction & Engineering 
Support Branch 00/08/12 Ip 


— 0009240299 Responds to NRC 000623 Itr re violations noted in IE Insp 
Repts 50-413/80-10 4i 50-414/00-10 Corrective actions Insp of 
cemponent support welds initiated 
PARKER. M 0 Duke Power Co 80/07/15 2pp 


—6009240332 Forwards l£ Insp Repts 50-413/80-10 k 50-414/00-10 on 
800527-30 U notice of violation 

ffURPHV.C E Region 2, Atlanta, Reactor Construction k Engineering 
Support Branch 80/06/23 2pp 


— 6009240306 Notice of violation from insp on 800527-30 

* Region 2. Atlanta, Office of the Director 80/06/20 Ip 


— 0009240313 IE Insp Repts 50-413/80-10 k 50-414/80-10 on 800527-30 
Monromp] lance noted undersiied fillet weld 

KERDT. A. R Region 2, Atlanta, Reactor Construction k Engineering 
Suppo-rt Branch KLEINSORGE, If P , COLEVi J L Region 2, Atlanta, 
Office of the Director 80/06/20 lOpp 


8CH09240292 Ack receipt of 600919 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/80-15 5 
50-414/00-15 

nURPHYi-C E Region 2, Atlanta, Reactor Construction k Engineering 
Support Branch 80/09/02 Ip 


— 8O6924'02?'7 Responds to NRC 800725 Itr re violations noted in IE Insp 
Repts 50-413/80-15 k SO-4l4/80-iS Corrective actions, QC 
welding Inspectors rastrainsd in requirements of OA 
procedures H-19 ti fi-4 Emphasis placed on documentation 
FARKER.M Q Duke Power Co 80/08/19 2pp 


8 Reportable occurrences, LERs k related correspondence 


B009080312 Significant Deficiency Rept 413-414/00-11 re none e i Scni c al ly 
qualified battery racks supplied w/dlesel generator unit 
batteries Caused by manufacturer error Throe new racks wilt 
be fabricated in accordance w/proper draiulngs k specs 
PARKER, U O Duke Power Co 60/08/26 3pp 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT I 
A Application/construction stage documents k co’rrespondence 


0009060080 Forwards draft NUREO-0696. “Functional Criteria for 
Emergency Response Facilities " Consents requested within 30 
days Proposed implementation schedule fer meeting criteria 
of NUREO-0696 end U/o NUREO 

EISENHUT, D C Division of Licensing 80/08/01 1 19pp 


0009020413 Forwards Amend 42 to application for OL, cons tst i ng of 
responses to NRC questions re FSAR & assorted matters S, 
including miscellaneous refinements of design info Revised 
P6IDS end 

MCOAUOHY.J P Mississippi Power & Light Co 80/08/29 Ip 


—8009020418 Amend 42 to application ror OL, c ons i s t ing of responses to 
NRC questions re FSAR k assarted matters k including 
m iscel laneous refinements of design info 
• Mississippi Power k Light Co B0'/08/29 2pp 


— 6009020423 Amend to FSAR, constl tu t 1 ng Amend 42 to application for OL 
a Mississippi Poiuer t. Light Co 80/08/29 300pp 


— 6009020427 “P^ID Diagram Fuel Pool Cooling k Cleanup SySrUnlt 1 " 
» Bechtel Corp 9645 80/06/26 Ip 


— 8009020430 "Public Address Sys Riser Di agram. Unit 1 k Common " 
• Bechtel Corp 9645 80/02/07 Ip 


—8007020434 “Public Address 
Common ’ 

e Bechtel Corp 9645 


Sys k Public Telephone Riser Diagram, Unit 1 
80/01/02 Ip 


—8009020,138 "Public Address 
* Bechtel Corp 9645 


Sys Riser Diagram.Unit 2 " 
78/12/21 Ip 


6009DS0352 Forwards “Environ Protection Program Preop erat I ona I 
Monitoring Pegt " 

DALE'L F Mississippi Power k Light Co 80/08/29 Ip 
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8009050356 "Cnvtron Protection Progran Preop-erationsl donttoTinj Rept “ 
* Mltslsoippi Pouer ». Light Co aO/OB/39 33pp 


0OO*?19OO99 FoTeiards teque-st for addl info rejwlklttg -froni FSAR review 
Butitandlng itens Include assessirisn'' of degree of damage due 
to tornado generated mmle? i description of amplification 
factors used in plant design 

TEDESCOi R L Assistant Director for Licensing 60/00/29 I7pp 


0009110543 Notification of 000923-34 meetings u/uf 1 1 . Oech tel. GE U 
Savannah River Lab to review facility sys discuss Reactor 
Sqs Blanch questions 

MARTORE. JA Licensing Dranch 3 83/09/04 2pp 


B00933D33S Notification of 800917 meeting ui/util.OE ti Savannah River 
Lab In □ethesda.ND to discuss applicant approach to HPCS 
Level 0 trip logic 

NARTBRE. J A Licensing Dranch 3 83/09/04 2pp 


BOO9150425 Eiprcsses concern at meeting licensing schedule milestonesi 
due to lack of NRC activity on second round questions 
Requests for addl info should be made Iricied lately or 
questions should be replaced by draft SER for branches 
LUTKEN. 0 C Mississippi Power &• Light Co 00/09/03 2pp 


6009150453 Endorses draft SER approach to formulating SER In comparing 
draft SER approach ui/formal question method, appro x 235 
manhours saved in mechanical engineering using draft SER 
approach 

LUTKEN. D C Mississippi Power » Light Co 60/09/00 2pp 


— 8009120240 IE Insp Rept 90-4idj/80-15 on 000520-0627 No none amp I lane* 
noted Major areas Inspected preoperatl ona 1 test status, 
administrative OA ti independent Insp effort 
IfASMER.A O Region 2. Atlanta. Office of the Director 
KELLODO. P J Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/07/22 3pp 


0009020218 Submits response to IE Bulletin 79'-03A No SA-312 Type 304 
senes piping used in any safety-related sys at greater than 
BSK design stress Requests extension until 800901 to 
complete review of bulletin 

DALE. L F Klssissippi Pooler t. Light Co 80/08/06 Ip 


0009020292 Requests extension until 000901 to complete investigation in 
response to IE Bulletin 00-00. "Examination of Containment 
Liner Penetration Nelds ■’ 

DALE. L F Mississippi Power Light Co 00/08/15 Ip 


0009030120 Forwards Revision I to IE Bulletin 00-19. "Failures of 
Kercury-Uetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Potuer Plants Designed by C— E " Urltten 
response required 

O'REILLY. J P Region 2, Atlanta. Office Of the Director 00/00/15 

Ip 


8009160036 Forwards IE Info Notice 80-30. "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function t< 
Nonessentlal Control Air at Certain GE BUR Facilities '' No 
specific action or response requested 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/06/19 

•P 


0009260531 Forwards request for addl info re FSAR FEAR should be 
amended to reflect responses 

TEOE8C0. R L Assistant Director for Licensing BO/09/0? 9pp 


0009230092 Forwards response to IE Bulletin 00-00 Penetration closure 
details end Radiography used for all full penetration butt 
welds Final response expected by 001015 

DALE. L F Mississippi Power t. Light Co 80/08/21 14pp 


6009230456 Confirms 800916 telcon re 000923 meeting to discuss 
resolution of GE supplied radiography problem at facilities 
MCGAUCHY. JP Mississippi Power 1 Light Co 80/09/17 Ip 


8009300437 Forwards response to NRC Ouestlons 031 56.031 71 & revised 
responses to Questions 031 38.031 54.031 60 6 031 75 
Responses will be incorporated into Oct 1900 amend to FGAR 
DALE.L F Mississippi Power V Light Co 00/09/22 i02pp 


F Security, medical, emergency 4- fire protection plans 


0009100002 Summary of 000813 meeting w/utll t NlfSAC in BethesdaillD re 
physical security plan 

MARTDRErJ A Licensing Branch 3 BO/09/O9 3pp 


I Oencral correspondence 


1009030504 Informs NRC of organ! lat i ona 1 changes uhich will he 
incorporated Into Revision 2 of operational OA manual 
scheduled tor submittal in Dec 1700 

REAVES. T E Mississippi Power 6 Light Co DO/OB/27 Ip 


Utility Final Safety Analysis Report IFSAR} tt amends 


009150409 Forwards affidavit of sve on distribution of Amend 42 to 
FSAR 

DALE.L F Mississippi Power L Light Co 80/09/08 2pp 


0OO912OOBO Forwards Suppl 3 to IE Bulletin 00—17. "Failure of Control 
Rods to Insert During Scram at BWR '' No written response 
roqoi red 

O'REILLY, J P Region 2, Atlanta. Office of the Director. 00/08/22 

ip 


0009160115 Forwards IE Circular 80-10. “lOCrRSO 59 Safety Evaluations 
for Changes to Radiuaste Treatment Sys " No written response 
required 

0 'REILLY. J P Region 2. Atlanta. Office of the Director 80/00/22 
ip 


8009110681 Responds to IE Bulletin 80-16 Ten Rosemount. Inc Model IISIA 
transmitters scheduled to bo used in saf ety-re lated 
applications were purchased Transmitters will be replaced 
before fuel loodlng 

DALE.L F Mississippi Power t. Light Co 80/00/27 2pp 


8009120260 Forwai ds IE Info Notice 80-31. "Maloperation of Gould-Breun 
Ooverl 430 Volt Type R-6003 & K-DOM 600S Circuit Breakers " 

No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/00/27 
ip 


0009240318 Ack receipt of 800730 Itr informing NRC of steps taken t» 
correct violation noted in IE Insp Ropts 50-416/00-07 b 
50-417/80-07 

9T0HFI. J P Region 2. Atlanta, Fuel Facility 6 Materials Safety 
Dranch 80/00/20 Ip 


Inspection reports. IE Bulletins b correspondence 


a009090069 Forwards IE Bulletin 80-07. Suppl I, "SUR Jet Pump Assembly 
Failure " No response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 60/05/13 

ip 


8009120135 Forwai ds IE Insp Repts 50-416/80-14 b S0-417/80-IO on 
800603-06 No none omp I i anc e noted 

MUftPHV.C E Region 2. Atlanta. Reactor Construction t< Engineering 
Support Dranch 00/07/21 2pp 


—8059120141 IE insp Repts 50-416/80-14 «. 50-417/80-10 on D00603-06 Mo 
nencompl lance noted Major areas Inspected electrical 
equipment in-place sturage t licensee actions on prior 
i terns 

MALTERE. D K Region 2, Atlanta. Office of the Director 

COULONi T E Region 2. Atlanta. Reactor Construction tt Engineering 

Support Branch 00/07/21 5pp 


8009120143 Forwards IE Insp Rept 50-416/00-15 an 800528-0627 No 
none omp 3 1 ance noted 

LEUIS. R C Region 8. Atlanta. Reactor Operations Nuclear Support 
Dranch 8D/07/2S Spp 


—8009240331 Responds to NRC 800423 Ur re violations noted in IE Insp 
Repte 50-416/80-07 A 30-417/80-06 Corrective actions 
dredging operations wilt be completed by 800905 
MCGAUOHYi J P Mississippi Power b Light Co 00/07/30 Ip 


80090&0328 Responds to violation noted in IE Insp Repts 50-416/00-16 t 
50-417/00-17 Corrective action constructor rainspected 513 
ASliE socket welds to determine extent to which welds are 
undersized in safety-related applications 

MCGAUaHV, J P Mississippi Power b Light Co 80/08/29 2pp 


8009290271 Forwards IE Circular 80-21. "Regulation of Refueling Cr»«s 
No written response required 

Q'REILLV, J P Region 2. Atlanta, Office of the Director 80/09/(0 
Spp 


8009300026 Ack receipt of 800829 b 0902 Itrs informing NRC ef eteps 
taken to correct violations noted In IE Insp Repts 
30-416/00-16 b 50-41 7/80- tl , , 

MURPHV.C E Region 2. Atlanta, Reactor Construction b Englneerinj 

Support Branch 80/09/11 ip 
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0009300029 Responds to NRC 800SOS Itr re violattons noted in (E Insp 

R«pt« 50 - 4 t 6 /SO-l<i i 50-417/80-11 Corrective actions 
constructor audit procedures revised to allou documentation 
of concerns found i corrected during audit 

HCGflUCHf I J P Mississippi Power i Light Co 80/09/02 2pp 


0009300031 Foruards IE Insp Repts 50-416/80-lt t< 50-417/00-11 on 

000715-18 <( notice of violation 

tHJRPHYi C E Region 2. Atlanta* Reactor Construction t- Engineering 
Support Branch 80/08/05 2pp 


0009300034 Notice of violation from insp on 900715-10 

• Region 2> Atlanta. Reactor Const! uction ti Engineering Support 
Branch 00/08/05 Ip 


0009300041 IE Insp Repts 30-416/B0-1A t» 50-417/80-11 on 800715-18 

Noncofip 1 lance noted acceptance of underslie socket ualds ti 
failure to follow procedure for documentation of audit 

findings 

CROMLEVi B R Region 2. Atlanta. Office of the Director 

HARDT. A R Region 2. Atlanta. Reactor Construction S' Engineering 

Support Branch 00/08/05 6pp 


8CH>9230627 Final deficiancg rept re design nomographs used in suing (c 
sclectlan of hgdramotor electrohgdraul Ic actuators 
supplied bg ITT General Controls Condition determined not 
reportable under I0CFR50 5S<o) 

KCOAUGHV'. J P Mississippi Power {< Light Co 00/09/15 2pp 


— 8009230642 Advises no other application determined for NH90 Series 
hgdranotor actuators No further action planned per t£ 

Bulletin 80-09 

DALE.L F Mississippi Power & Light Co 80/07/28 Ip 


S Reportetle occurrences. LERs 6 reloted correspondence 


a00910096&’ no Status Rept 3 on 800129. hand switch CR-2940-US203E 
supplied bg failed to operate Util AE ti Bechtel Power 
Corp lain evaluate switches Final rept to be submitted bg 
000918 

HCOAUGHY. J P Hisstsslppi Power t< Light Co 80/06/18 2pp 


8006370S84 Deficiency rept re radiographs supplied by contractors to 
NSSS vendors which failed to meet ASME code requirements 
Radiograph components analyied Final rept 4 determination 
of reportabi 1 1 ty by Oct 1980 

HCGAUGHY.O P Mississippi Power t Light Co 80/06/20 2pp 


8009100335 Deficiency rept re radiographs supplied by contractors to 
NSSS vendors which failed to meet ASME code requirements 
Radiugraph components being analyied Final rapt t< 
determlnat ion of repor tab 1 1 1 ty by Oct 1980 

MCOAUDHVx/ P Mississippi Power h Light Co 80/06/20 2pp 


8007100436 Status Rept 2 ro electrical cable Insulation damaged during 
pulling process Damaged cable would not affect plant safety 
Final rept 6 determination of r eportab 1 1 1 ty by 810131 
KCOAUOHV/ <1. P Mississippi Power 6 Light Co 80/06/23 2pp 


8009100558 RO Status Rept 2 on 800313. electrical cable insulation 
damaged during pulling process Caused by poly-prupy lene 
pulling rope damaging cables Cables replaced Training 
session initiated Final rept to be submitted by 810131 
HCOAt/OHY. J. P Mississippi Power A Light Co 80/06/23 3pp 


G009100519 Deficiency rept re Rosemount Model 510 DU trlp/callbr units 
(i Model 1152 pressure transmitters Final ropt re trip units 
will be submitted by 801022 Final rept re pressure 
transmitters end 

MCCAUGHY, J P Mississippi Power U Light Co 80/06/24 Spp 


8009100592 Final deficiency rept re design nomographs used in siting & 
selection of General Controls hydromotor eloctrohydraulic 
actuators Forwards 800616 response to IE Bulletin 80-09 
Flnai rept to be submitted by 800919 

nCOAUOHY. if P Mississippi Power 6 Light Co 80/07/21 2pp 


B009040489 Status Rept 2 of deficiency re nonconforming calibr sves 
provided by Computer Sciences Carp Final rept by 800822 
ffCGAU&HY.dP Minnesota Power t Light Co 00/07/22 IP 


8009150062 Part 21 rept re power plant noncomply ing valves Reanalysls 
9'OX complete Corrective action involves design changes ti 
review by customer engineering Ic field personnel High 
priority on valves which must meet increased loading 
NIEMAUS.P H MlllUm Powell Co 80/08/03 2pp 


8009100303 Final deficiency rept re incorrect bolt torqoing on HPCS 
pomp Deficiency could have caused pump degradation t/ 
subsequent failure pumps d i sass emb 1 eif 4 retoiqued to Field 
Disposition Instruction 32-42382 

MCOAUGrlY. J P Mississippi Power N Light Co 90/08/04 4pp 


aOO9i00347 Status rept re feedwater pipe bend below design min wall 
thickness Feedwater pipe supplier will perform evaluation of 
pipe 6 bending process Unit I pipe will be ul trason 1 c a 1 ly 
tested Final rept will be submitted by 801211 

HCGAUCHY. J P Mississippi Power A Light Co 80/09/04 2pp 


8009020064 Intel im deficiency lept ro calibr swe* provided by Computer 
Sciences Corp Evaluation of investigation results not 
conplctPd Final rept to be submitted by 800730 
HCGAUGHY.J P Mississippi Power 6 Light Co 90/09/21 2pp 


8009060249 Second interim deficiency rept re incorrect plpo supplied by 
T< Pipe Oendlng Heavier wall of spool will not cause 
overstrOssed canditlun on pipe support sys in application 
Final rapt expected by 601010 

MCGAUGHV, J P Mississippi Power * Light Co 80/09/29 Ip 


800900037* Interim deficiency rept re fractured actuator to damper 
shaft couplings in diesel generator bldg bay A Final 
evaluation to be completed by 801319 

MCGAUGHVrJ P Mississippi Power * Light Co 90/08/29 Ip 


0009100486 Interim deficiency rept ie installation of expansion anchors 
for conduit hangors, 1 nstrument process tubing 6 air supply 
supports w/o proper approval Procedures have been roN’lsed 
Final ropt will be submitted by 801111 

MCOAUOHY. J P Mississippi Power * Light Co 80/09/03 Ip 


9007150301 Interim deficiency rept ro inadequate control of supplloi 
drawing revision notico program Investigative action 
resulted in issuance of 34 n unco n foi mane e documents 
Procedure controlling notices revised Final rept by 910122 
MCGAUGHY. J P Mississippi Power fc Light Co 8'0/09/0'3 2pp 


0009160591 Interim deficioncy ropt ro possibility of infioctlve 
insulation In annular space botwoon reactor vessel t. shield 
dislodging during LOCA L shearing reactor pressure vessel 
lavel sousing linos Final rept will be forwarded on 610515 
MCCAL'GHY. J P Mississippi power t Light Co 80/09/08 3pp 


8009230417 Part 21 rept re defects In diesel generator control panels 
mfg by Inti Control 6 Switchgear Co Equipment is being 
repaired per FDOR JDl—940 under supervision of Morrison— 

Knudsen Co 

KCOAUCMV. ^ P Mississippi Pouor 6 Light Co 90/09/00 3pp 


8009260473 Interim deficiency rept re failuro of OE subcontrac tor IlrSE 
to establish 6 Igiploieent approved OA program for electrical 
wort performed under GC field deviation requests 6 
instructions Results of OE re inspection expected by 810131 
MCOAUOHV. J P Mississippi Power 6 Light Co 00/09/00 2pp 


9009160397 Second Interim deficiency rept re defective leak detection 
equipment used to qualify Farr Co NPP-2 carbon filters for 
use in control room standby air units Filters have been 
returned to vendor Final rept will be submitted by 801123 
MCGAUOHY. J P Mississippi Power 6 Light Co 80/09/09 2pp 


9009230556 Interim deficiency rept. per I0CFR50 S5(e] 6 part 21 re Hlltl 
Fastening Sys. Inc. anchor bolt pull out strength Specific 
applications of one-inch diameter HUIK bolts are being 
Investigated Final rept will be filed by 6GI 104 
MCOAUOHY, J p Mississippi Power t, Light Co 00/09/13 Ip 


8009230471 Interim deficiency rept re discrepancies in design 
documentation for Power Ceneratlen Control Complex panols 
t< associated delivered hardware No def tcienclos disceverod 
that would adversely affect safety of operations 
MCOAUOHY. J P Mississippi Power U Light Co 80/09/13 2pp 


8009330627 Final deficiency rapt re design nomographs used in siilitg K 
selection of hydramotor elec trohy draul ic actuators 
supplied by ITT General Controls Condition determined not 
reportable under 10CFR50 351 b) 

MCGAlf'SHY, J P Mississippi Power V Light Co 80/09/15 2pp 


— 8009230642 Advises no other application deterintnad for NH9'0 Series 
hydramotor actuators No further action planned per IE 
Bulletin 00-07 

DALE.L F Mississippi Power * Light Co 30/07/28 Ip 



240 


DOCKETED ITEMS 


0O&923O57S Interim (Jef=ici«ncij rept re unqualified cable insulation 
repairs In ASO-volt cable supplied bi/ Roclibegtoi 
Investigation continuing involving safetg implications of 
deftciencg Final rept bg 001216 

rtCGAUGHV, J P Mississippi Power it Light Co 80/09/16 2pp 


8009240403 Final deficiency rept re failure of handsuitch CR2940-UB203E 
in nonsafety related area of plant svC water sys 
Investigation indicates that deficiency does not eiisfc in 
safety related sys t Is not reportable per 10CFR50 55 b 
MCGAUGHV. J P Mississippi Power t Light Co BO/09/I6 2pp 


0009240-180 Final deficiency rept re incorrect translation of weld 
r eiuireriients from design drawings to field stetches 
Erroneous welding direction corrected Future field sketches 
util include instruction to refer to design drawing 
MCOAUCMV, J P Mississippi Power b Light Co 00/09/16 2pp 


DOCKET 50-417 CRrtNO GULF NUCLEAR STATION- UNIT 2 


A Ap p 1 ica 1 1 un/cons true 1 1 on stage documents b correspondence 


9009000090 forwards draft NUREC-0t96. 'Functional Criteria for 
Emergency Response Facilities ' Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of KUReC-0676 end M/o MUHEO 

EISENMUT. D 0 Division of Licensing BO/OS/OI II9pp 


80090204(3 Forwards Amend 42 to application for DL, cons i a 1 1 ng of 
responses to- NRC questions re F3AR L assorted natters U 
including mi see 1 1 aneous refinements of design info Revised 
PblDs end 

MCOAUGHVi J P Hlsiisslppi Power b Light Co 00/ OB/ 29 ip 


•8009020410 Amend 42 to application for OL. c o nS 1 st i ng of responses to 
fJRC questions re FSAR A assorted matters & including 
nlsce 1 laneous refinements of design Info 
* Mississippi Power b Light Co 00/00/29 2pp 


—6009020423 Amend to FSAR- cons 1 1 tut ing Amend 42 to application for OL 
* Mississippi Power b Light Co 00/03/29 300pp 


-8009020433 "Public Address Sgs Riser Diag ram- Uni t 2 
• Bechtel Corp 9643 70/12/21 Ip 


B009050352 Forwards "Environ Protection Program Preoper a tiona 1 
Monitoring Rapt " 

DALE- L F Mississippi Power b Light Co 80/08/29 Ip 


— 8009050356 "Environ Protection Program Preoperat 1 onal Monitoring Rept " 
a Mississippi Power V Light Co 60/0B/29 23pp 


8009190099 Forwards request for aJdl info resulting from FSAR review 
Outstanding items include assessment of degree of damage due 
to tornado generated missies b description of amplification 
factors used in plant design 

TEDEECOi R L Assistant Director for Licensing 60/08/2? iTpp 


0009110543 Notification of 800923-34 meetings u/wt 1 1 . Bech t e 1 , GE b 
Savannah River Lab to review facility sys b discuss Reactor 
Sys Oranch questions 

MARTORE. J A Licensing Branch 3 00/09/04 2pp 


8009230235 Notification of 800917 meeting u/utiliOE b Savannah River 
Lab in SethesdaiMD to discuss applicant approach to I4PC6 
Level 8 trip logic 

MARTOREiJ A Licensing Branch 3 80/09/04 2pp 


8009150425 Expresses concern at meeting licensing schedule milestones- 
due to lack of NRC activity on second round questions 
Requests for addl info should be made immediately or 
questions should be replaced by draft SER for branches 
LUTHEM, D C Mississippi Power i Light Co B0/O9/0S 2pp 


600'9150453 Endorses draft SER approach to formulating SER In comparing 
draft SER approach u/formal question me thod - appro » 23S 
manhours saved In mechanical engineering using draft SER 
approach 

LUTKEN. D C Mississippi Power b Light Co 80/09/08 2pp 

0009260531 Forwards request for addl mfo re FSAR FEAR should be 
amended to reflect responses 

TEDESCOiR L Assistant Director for Licensing 00/09/09 9pp 

0009230456 Confirms 000916 telcoti re 000923 meeting to discuss 
resolution of GE supplied radiography problem at facilities 
MCGAOCHYiJ P Mississippi Power b Light Co 80/09/17 Ip 


6009300437 Forwards response to NRC Questions 031 56.031 71 b revised 
responses to Questions 031 38.031 54.031 60 b 031 75 
Responses will be incorporated into Oct 1900 amend to FSAR 
DALE.L F Mississippi Power b Light Co 00/09/22 l02pp 


F Security, medical, emergency b fire protection plans 


8009180002 Summary of 800813 meeting w/utll b NUSAC in DothesdaiMD re 
physical security plan 

MAR tore. J A Licensing Branch 3 80/09/09 3pp 

H Genera 1 correspandenco 


6009030604 Informs NRC of organi la t lona 1 changes which will bo 
incorporated into Revision 2 of operational QA manual 
scheduled for submittal in Dec 1980 

REAVES. T E Mississippi Power i Light Co 80/08/27 Ip 


K Utility Final Safety Analysis Report (FSAR) b amends 


0009150489 Forwards affidavit of sve on distribution of Amend 43 to 
FSAR 

DALE-L F Mississippi Power b Light Co 60/09/08 2pp 


Q Inspection reports. IE Bulletins b correspondence 


8009090069 Forwards IE Bulletin B0-07.Buppl 1. "DWR Jot Pump AteanhlV 
Failure “ No response required 

□'REILLY. JP Region 2. Atlanta. Office of the Director 00/05/13 
ip 

8009120135 Forwards IE Insp Repts 50-416/80-14 b 50-417/00-10 an 
800603-06 No noncomp 1 1 anc e noted 

MURPHY. C E Region 2. Atlanta, Reactor Construction b Engineering 
Support Dranch 80/07/21 2pp 


— B009120141 IE Insp Repts 50-416/00-14 b 5O-4i7/0O“lO on 800603-06 No 
nencomp 1 iance noted Major areas inspected electrical 
equipment in-place storage b licensee actions on prior 
1 terns 

WALTERS. D K Region 2. Atlanta, Office of the Director 

CO-NLDN., T E Region 2. Atlanta, Reactor Construction b Engineering 

Support Branch 00/07/21 5pp 


8009020218 Submits response to IE Bulletin 79-03A No 8A-3ia Type 304 
series piping used in any safety-related sys at greater than 
857, design stress Requests eitension until 800901 to 
comp lete review of bulletin 

DALE.L F Mississippi Power b Light Co 80/08/06 tp 


8009020292 Requests extension until 800901 to complete 1 nves t Igat tan In 
response to IE Bulletin 00-00, "Examination of Containment 
Liner Penetration Welds " 

DALEiL F Mississippi Power b Light Co 00/00/15 Ip 


8009030128 Forwards Revision I to IE Bui lot in 80-19, "Failures of 
Mercury-Wetted Matrix Relays in Reactor Protective Bys of 
□perating Nuclear Power Plants Designed by C-E " Written 
response required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/08/15 

tp 


8009160036 Forwards IE Info Notice 00-30, "Potential for l/naccap tab 1 e 
Interaction Between Control Rod Drive Scram Function b 
Nonessential Control Air at Certain OE BWR Facilities " No 
specific action or response requested 

O'REILLY. JP Region 2, Atlanta, Office of the Director 80/03/19 

Ip 


8009230092 Forwards response to IE Sulletln 80-03 Penetration cloture 
details end Radiography used for all full penetration butt 
welds Final response expected by 001015 
DALE.L F Mississippi Power b Light Co 00/08/21 14pp 


8009120000 Forwards Suppl 3 to IE Bulletin 80-17, "Failure of Contro) 
Rods to Insert During Scram at BWR '■ No written response 
required 

0 'REILLY. J P Region 2. Atlanta, Office of the Director 80/08/22 

Ip 


B009160115 Forwards IE Circular 80-10, "10CFR50 99 Safety Evaloafciorn 
for Changes to Radwaste Treatment Sys " No written response 
required 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/32 

Ip 
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80O?llO£i91 Rsspcnds to IE Bulletin 00-16 Ten Rosemountj Inc Model 1151/> 
treninitteri echeduled to be used in safety-related 
applications were purchased Transmitters tiilll be replaced 
before fuel loading 

pALEiL F Mississippi Power t Light Co 00/03/27 2pp 


3007120260 Forwards IE Info Notice 80-3Ii "Mai operati on of Oould-Drown 
Boverl 400 Volt Type K-600B I H-DON 600B Circuit Breakers " 

No written response required 

O'REILLVfJ P Region 2. Atlanta, Office of the Director BO/OB/27 

If 


ao0724D31B Ack receipt of 000730 1 tr informing NRC of steps taken to 
corrtct violation noted in IE Insp Repts 50-416/80-07 6 
50-417/00-07 

8TOHR, J P Region 2, Atlanta, Fuel Facility i Materials Safety 
Branch 00/00/28 Ip 


— 8007240331 Responds to NRC 900423 1 tr re violations noted in IE Insp 
RaptS 90-416/00-07 U 50-417/80-06 Corrective actions 
dredging operations will be completed by 900705 
KCOAOOHV'. J P Mississippi Power t> Light Co 00/07/30 Ip 


0007080328 Responds to violation noted in IE Insp Repts 50-416/00-16 t» 
30-417/00-17 Corrective action constructor relnspected 513 
ASME socket welds to determine extent to which welds are 
undersiied in saf ety-re lated applications 

MCOAUOHY. J P Mississippi Power ti Light Co 00/09/27 2pp 


S007270271 Forwards IE Circular 80-21, "Regulation of Refueling Crews 
Ho written response required 

O'REILLY. dP Region 2, Atlanta. Office of the Director 80/07/10 
5pp 


8007300026 Act receipt oP 80082? 0702 Itrs informing NRG of steps 

taken to correct violations noted In IE insp Repts 
30-416/00-16 t 50-417/80-11 

HUAPHV. C E Region 2, Atlanta. Reactor Construction b Engineering 
Blipport Branch 00/07/11 Ip 


— 800930002? Responds to NRC 000005 1 tr re violations noted In IE Insp 
Repts SO-416/00-16 b 50-417/00-11 Corrective actions 
constructor audit procedures revised to allow documentation 
of concerns found 4 corrected during audit 

MCOAUOHVfdP Mississippi Power b Light Co 00/07/02 2pp 


— 8007300031 Forwards IE Insp Repts 50-416/00-16 5 SO-417/OO-tl on 
000715-18 tc notice of violation 

MURPHY. C £ Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch 00/00/05 2pp 


'8007300034 Notice of violation from Insp on 000715-10 

a Region 2. Atlanta. Reactor Construction b Engineering Support 
Branch 00/09/05 Ip 


—8009300041 IE Insp Repts 50-416/80-16 b 50-417/00-11 on 800715-10 
Noncomp I lance noted acceptance of undersiio socket welds b 
failure to follow procedure for documentation of audit 
findings 

CHOULEY. B R Region 2. Atlanta. Office of the Director 
MARDT.A R Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch 80/08/05 6pp 


8007230627 Final deficiency rept re design nomographs used in siting b 
selection of hydramotor el ec trohgdraul ic actuators 
supplied by ITT Oeneral Controls Condition determined not 
reportable under 10CFR50 S5(e) 

KCOAUCHY.d P Mississippi Power b Light Co 80/09/15 2pp 


B00723D642 Advises no other application determined for NH90 Series 
hydramotor actuators No further action planned per IE 
Bulletin 80-09 * 

PALE.L F Mississippi Power b Light Co 80/07/28 Ip 


S Reportable occurrences. LERs i related correspondence 


8009100566 RO Status Rept 3 on 800125, hand switch CR-2940~l'S203E 
supplied by OE failed to operate Util AE b Bechtel Power 
CoTP still evaluate switches Final rept to be submitted by 
SC071B 

KCOAUOHY, J P Mississippi Power b Light Co, 80/06/19 2pp 


8007I0033S Deficiency rept re radiographs supplied by contractors to 
KS6B vendors which failed to meet ASME code requirements 
Radiograph components being analyied Final rept b 
determination of reportab 1 1 1 ty by Oct 1990 

KCOAlfOKY, J P Mississippi Power b Light Co 90/06/20 2pp 


8009100436 Status Rept 2 re electrical cable insolation damaged during 
pulling process Damaged cable would not affect plant safety 
Final rept 4 determination of r ep or tab t I i tg by 010131 
KCOAUGHY.JP Mississippi Power b Light Co BO/06/23 2p p 


8009100558 RO Status Rept 2 on B0031 3 . e 1 ec tr i ca 1 cable insuiatton 
damaged during pulling process Caused by p a 1 y- prop y 1 en e 
pulling rope damaging cables Cables replaced Training 
session Initiated Final rept to bo submitted by SI013I 
MCOAUOHY. J P Mississippi Power *„ Light Co 00/06/23 3pp 


6009100519 Deficiency rept re Rosemount Model 5l0 DU trip/calibr units 
4 Model 1152 pressure transmitters Final rept re trip units 
will be submitted by 801032 Final ) ep t re pressure 
transmitters end 

MCQAUQHV. J P Mississippi Power b Light Co 60/06/24 5pp 


8007100592 Final deficiency rept re design nomographs used in siting b 
selection of General Controls hydromotor e t ec trohydraul ic 
actuators Forwards 000616 response tu IE Bulletin 80-09 
Final rept to be submitted by 800915 

MCGAUeHY.JP Mississippi Power «• Light Co 80/07/21 2pp 


8007040499 Status Rept 3 of deficiency re nonconforming calibr svcs 
provided by Computer Sciences Corp Final rept by QOOB23 
MCOAUOHY. J P Minnesota Power b Light Co BO/07/22 Ip 


6009150062 Part 21 rept re power plant nencomplying valves ReanBlysis 
90 X complete Cerroctivc action involves design changes b 
ravlDCu by customer engineering L field personnel High 
priority on valves which must meet Increased loading 
NIEHAU5. P U Milliam Powell Co 00/08/03 2pp 


0009100303 Final deficiency rept re incorrect bolt torqulng on HPCB 
pump Doflclency could have caused pump degradation 6 
subsequent failure Pumps disassembled Ci retorqued to Field 
Disposition Instruction 32-42392 

MCCAUGHY. J P Mississippi Power t. Light Co 80/08/04 4pp 


6009100347 Status rept re feedwater pipe bend below design min wall 
thickness Feedwater pipe supplier will perforin evaluation of 
pipe it bending process Unit 1 pips will be ul trasnn i cal 1 y 
tested Final rept will be submitted by 801211 
MCOAUGHY.jp Mississippi Power U Light Co 60/08/04 2pp 


0009020064 Interim deficiency rept re calibr svcs provided by Computer 
Sciences Corp Evaluation ot i nvc s t iga 1 1 on results not 
completed Final rept to be submitted by 000930 
MCOAUQHY.jp Mississippi Power 6 Light Co 80/08/21 2pp 


8DO9D0O249 Second interim deficiency rept re incorrect pipe supplied by 
T/ Pipe Dendltig Heavier wall of spool witl not cause 
overstressed condition on pipe support sys in application 
Final rept expected by 001010 

MCGAUGHV. J P Mississippi Power Ik Light Co 80/08/29 Ip 


8009000376 Interim deficiency rept re fractured- actuator to damper 
shaft couplings in diesel generator bldg bay A Final 
evaluation to be completed by 00121? 

MCGAUGHY, J P Mississippi Power S Light Co 80/08/29 Ip 


0009100406 Interim deficiency rept re installation of expansion anchors 
for conduit hangers, instrument pioccss tubing A air supply 
supports w/o proper approval Procedures have been revised 
Final rept will be submitted by BOlIll 

MCOAUOHY. J p Mississippi Power & Light Co 80/09/03 Ip 


0009150301 Interim deficiency rept re inadequate control of supplier 
drawing revision notice program Investigative action 
resulted in Issuance of 34 none onf ormanc e documents 
Procedure controlling notico-s revised Final rapt by 610122 
MCOAUOHY. J P Mississippi Power 4 Light Co 80/07/05 2pp 


6009160591 Interim deficiency rept re possibility of inflective 
Insulation in annular space between reactor vessel ti shield 
dislodging during LOCA 4 shearing reactor pressure vessel 
level sensing lines Final rept will be for ward ed on 810515 
MCOAUOHY, JP Mississippi Power f. Light Co 00/09/08 3pp 


S0092S0417 Part 21 rept re defects in diesel generator control panels 
mfg by Inti Control Switchgear Co Equipment is being 
repaired per FDDR JBl-940 under supervision of Morrison- 
Knudsan Co 

MCOAUGHV, J P Mississippi Power t- Light Co 90/09/08 3pp 


8009260473 Interim deficiency rept re failure of OE subcontractor lliSE 
to establish ti Implement approved OA program for electrical 
work performed under GE field deviation requests 6 
instructions Results of GE reinspection axpacterf by 010131 
MCOAUGHY. J P Mississippi Power «< Light Co 60/09/08 2pp 
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8009160337 SBCond intertni def i c len-cij rept re defective leak detection 
equipment used to qualify Farr Co JJPP-2 carbon filters for 
use in control roam standby eir units Filters have been 
returned to vendor Final rept ui I 1 be submitted by 801125 
HCOAOGHV, J P Mississippi Poaor f Light Co H0/09/O9 2pp 


8009230556 Interim deficiency rept.per lOCFftSO 55(e) & Part 21 re Hilti 
Fastening Sy s. Inc ■ anchor bolt pull out strength Specific 
applications of o'ne''irch diameter KUIK bolts are being 
investigated Final rept uil] be filed by SOllOd 
MCGACGHV. J P (lisiisBlppi Pouier S- Light Co 80/09/12 Ip 


8009230-171 Interim deficiency rept re discrepancies in design 
documentation for Foiuer Generation Control C^omplei panels 
b associated delivered hardware No deficiencies discovered 
that uould adversely affect safety of operations 
HCQrtUCHV'. J P Mississippi Power ’< Light Co BO/09/15 2pp 


8009230627 Final deficiency rept re design nomographs used in suing t 
selection of hydramotor e I e c trohy drau 1 i c actuators 
supplied by ITT General Controls Condition determined not 
reportable under lOCFflSO 55Ie) 

KCOAUQMV. J P Mississippi Power t Light Co 80/09/15 2pp 


•SOO-92306‘12 Advises no other application determined for NH70 Senes 
hydramotor actuators No further action planned per IE 
Dulletln 00-09 

DALErL f Mississippi Power & Light Co 80/07/28 Ip 


8009230595 Interim deficiency rept re unqualified cable insulation 
repairs in 680-VDlt cable supplied by Rockbestos 
Investigation continuing involving safety implications of 
deficiency Final rept by S012I6 

MCOAUGHV.J P Mississippi Power I Light Co BG/09/I6 2p p 


BOO924O430 Final deficiency rept re failure of handsultch CI12940-LIS203E 
in nonsafety related area of plant svc water sys 
Investigation Indicates that deficiency does not eiist in 
safety related sys I Is not reportable per tOCFRSO 35 b 
HCOAUGHV tJ P Mississippi Power t< Light Co 80/07/16 2pp 


6009240400 Final deficiency rept rq incorrect translation of weld 
requirements from design drawings to field sketches 
Erroneous welding direction corrected Future field sketches 
util include instruction to refer to design drawing 
HCOAUCHr, J P Mississippi Power U Light Co B0/09/I6 2pp 


DDCiteT 50-423 MILLSTONE NUCLEAR POWER STATtONr UNIT 3 
A Appl icat 1 on/construc 1 1 on stage documents L cor reaponifenc e 


8009080080 Forwards draft NUREG-(J69A, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end W/o NUREG 

EJEEHHUT.D G Division of Licensing 80/08/01 119pp 


8009114523 Discusses interim actions required for plant operation 
pending final resolution of ATWS In BtlJ PtJfls. NUnEC-0460 
ATWB emergency operating procedures must he submitted by 
SOS 130 

TEDESCO. R L Assistant Director for Licensing E0/03/S7 3pp 


8009300403 Responds to RL Tedesco 8^^0827 1 tr to liO Counsil requesting 
emergency operating procedure to be useif for prompt 
recggnitlpn of ATi-IS event & mitigation Procedure is 
prematura No emergency operating proccdues developed 
COONSIL.If C Northeast Utilities 80/09/ IB Ip 


Q Inspection repertsi IE Bulletins K correspondence 


8009100113 Responds to IF Bulletin 79-03A* ^‘Longitudinal Weld Defects 
In ASKE SA-312. Type 304 Stainless Steel Pipe " No fiA-312 or 
A“312 welded pipe used or planned for use at greater than 
BSIi of code allowable stress 

COUNSILity G Nostheast Nuclear Energy Co (subs of Northeast 
Utilities} aO/08/06 Ip 


8009030081 Forwards Revision I to IE Bulletin S0'-19, "Failures of 
Mercory-lletted Matrix Relays in Reactor Protective 6ys of 
Operating Nuclear Poiuer Plants Designed by C-E " Written 
response required 

ORIERj B H Region 1# Phi ladelph iar Office of the Director 
84/09/15 Ip 


8009iaoo»7 Forwards IE Circular 80-18. "I0CFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
re-iluired 

GRIER. B H Region I. Philadelphia. Office of the Director 
80/00/22 Ip 


B009120190 Forwards IE Info Notice 80-31. "Ha loperation of (Soul d-Brou» 
Doveri 460 Volt Type K-bOOS 4 K-DON 6008 Circuit Breakers " 

No written response required 

GRIER, 8 H Region I. Philadelphia, Office of the Director 
80/08/27 Ip 


8009230791 Forwards !E Circular 00-21. "Regulation of Refueling Creui * 
No written response required 

GRlERiB i( Region 1, Philadelphia. Office of the Dir ec tor 
80/09/10 ip 


8009240319 Forwards IE Info Notice 00-32, "C lar i f i c at i on of Certain 
Requirements for Eic lusi ve-Use Shipments of Radioactive 
Matls " No written response required 

GRIER, D H Region 1, Philadelphia. Office of the Director 
80/09/12 Ip 


5 Reportable occurrences, LERs 6 related correspondence 


8009220325 Act receipt of 800730 final deficiency rapt re rock anchor 
design Rept will be reviewed 4 evaluated Final deficiency 
rept dtd 800730 re structural problems in au i i 1 iar y . turb Ine 
4 svc bldgs encl 

CARLBOJLR T Region 1, Philadelphia, Reactor Construction ti 
Engineering Support Branch 80/09/03 Ip 


— 8009220330 Final deficiency rept re structural problems In auilllary. 
turbine L svc bldgs Auiiliary 4i svc bldg problems caused 
by incomplete calculations 4- models originally used Sto-ne 4i 
Mebster technical review program modified 
CaUNSIL.U G Northeast Utilities BO/07/30 3pp 


DOCKET 50-424 ALVIN W VOOTLE NUCLEAR PLANT, UNIT 1 


A Application/construction stage documents ti correspondence 


8009480000 Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 encl U/o NUREO 

EIEENHUT, D 0 Division of Licensing 80/08/01 I19pp 


G Adjudicatory correspondence 


B00930037S Requests that Georgians Against Nuclear Energy petition b# 
reconsidered in light of new data projecting excess capacity 
of 44-46V! after plant completion Requests hearings re need 
for power 4. Eis suppl Atlanta Journal 800822 article end. 

FLACK. G Hyor, Bowman, Stroup 4i Flack 80/09/25 3pp 


Q Inspection reports, IE Bulletins 4 correspondence 


□049040635 Responds to IE Bulletin 80-05 Vol control. boric acid storage 
4i boron recycle h o I dup . c omp onent cooling water surge, watte 
evaporator concentrates holdup 1 "uziliary component surge 
tanks are acceptable No further action planned 
DUITON.D Georgia Power Co 80/00/05 2pp 


8009040637 Responds to IE Bulletin 79-03A No welded SA-3t2 or A-312 
piping identified that exceeds pressure design stresses of 
85^ mai allowable stress at design temp Nestlnghouse 
requested eitension until SOlOOl to reply 
DUTTCN.D Georgia Power Co 00/08/05 2pp 


8009030154 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Mercury-Wetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

O'REILLV, J P Region 2. Atlanta, Office of the Director 80/08/15 

Ip 

8009160147 Forwards IE Circular 00-18. "10CFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/08/22 

IP 

8009£203ll Forwards IE Info Notice 80-31, "Ha loperation of Ooultf-Brown 
Dover 1 480 Volt Type K-6003 4, K-DON 600S Circuit Breakers." 

No written response required 

O'HEILLY.J P Region 2, Atlanta, Office of the Director 00/08/27 

Ip 

8009220133 Responds to IE Bulletin 00-16 no Rosemoont Models It 51 or 
1152 pressure transmitters or Rosemount Model 510DU trip 
units used far eng safety-related sys or components 
DVT TON, D Georgia Power Co 80/09/02 Ip 
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aCK>92403S7 Repond* to IE Ilulletin 00-19 re t^ailures of mere ury-uiet ted 
niatr 1 1 relay* In reactoi protective sys Relays in question 
are not used in reactor trip circuits Forty manhours 
ejtpended for revieu 

OUrrCClj D Ceoiglo Pouier Co 60/09/0S 3pp 


0009290302 Forward* IE Circular 00-21. "Regulation ot Refueling Creois ■' 
Ho written response required 

O'HEILLf. JP Region 2. Atlanta, Office of the Director 00/09/10 

Spp 


B009300110 Bubmits response to IE Bulletin 80-20 Uestinghouss Type U-2 
control switches are not used in safety-related 
app 1 ica 1 1 ons 

DUTTOH. 0 Ceorgla Power Co 00/09/16 2pp 


S Reportable occurrences. LERs h related correspondence 


B009100416 Interim deficiency rept re dewatering 6 erosion of backfill 
Various actions enabting util submittal of final rept ullt 
be completed in 6 to 8 wks 

HILLS. L t1 Georgia Pouier Co 00/07/23 2pp 


0009030409 Final deficiency rept re deuiatcrlng U erosion of backfill in 
power block area resulting from heavy rainfalls Repair work 
co'Tipletsd Aug 1980 Bechtel consultant rept dtd 03O81S << GA 
pQuer Co 600815 I tr to Southern Co S\cs encl 
DtllTON, D Georgia Power Co 80/00/29 tOOpp 


S00904045B Final deficiency rept re dewatering ti erosion of backfill 
All erosion in power block backfill was satisfactorily 
r epaired I w/o Kc ep 1 1 on of minor deviations There is no 
datrimental effect on oiistlng structures 
DUTTOfl. D Georgia Power Co 60/00/29 7Spp 


8009190493 Interim deficiency rept re defective bolting matl* from 
Sauthorn Bolt V Fastener Co Util has placed on hold all matl 
received from supplier Final rept will be submitted by 

801119 

DUffON. D Georgia Pouor Co 30/09/12 2pp 


DOCKET SO-429 ALVIN W VOOTLE NUCLEAR PLANT, UNIT 2 


A Applied t ion/construc t ion stage documents t< correspondence 


8009000080 Forwards draft NUREG-0696, "Functional Criteria for 
Emergency Response Facilities " Corments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end W/o NUREO 

EI5ENMUT.D0 Division of Licensing 00/00/01 119pp 


O' Adjudicatory correspondence 


B007300379 Requests that Georgians Against Nuclear Energy petition bo 
reconsidered in light of new data projecting eccess capacity 
of 40-46% after plant completion Requests hearings re need 
(or power 6 EIS suppl Atlanta Journal 600022 article encl 
FLACK. 0 Hyer, Bowman. Stroup ti Flack 00/09/29 3pp 


Q Inspection reports, IE Bulletins fc correspondence 


800904063S Responds to IE Bulletin 80-05 Vol control. boric acid storage 
bt boron recycle ho Idup, component cooling water surge, waste 
ovaporatoT concentrates holdup f. auxiliary component surge 
tanks are acceptable. No further action planned 
DUTTON. D Oeorgla Power Co 00/08/09 2pp 


8009040637 Responds to IE Bulletin 79-03A No welded 6A-31S or A-312 
piping Identified that exceeds pressure design stresses of 
S9X max allowable stress at design temp Idestlnghouso 
requested extension until 601001 to reply 
DUTTON. D Georgia Power Co 80/00/09 2pp 


8007030194 Forwards Revision I to IE Bulletin 00-19. "Failures of 
Hercury-ldettcd Matrix Relays in Reactor Protective Sye of 
Operating Nuclear Power Plants Designed by C-E " Uritten 
response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/00/19 

•P 


B009I60147 Forwards IE Circular 80-19. "IOCFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment 8ys " No written response 
required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 00/00/22 

tp 


0009120311 Forwards IE Info Notice 60-31. "Pa 1 opera t ion of Oould— Brown 
Boveri 400 Volt Type K-600S « K-DON 600S Circuit Bieakers " 

Ho written response required 

O'RElLLf.J P Region 2 Atlanta. Qrftce of the Diiector 80/08/27 

»P 


8009220133 Responds to IE Bulletin 90-16 no Rosemount Models 1151 or 
1192 pressure transmitters or Rosemount Model 510DU trip 
units used for any safety-related sys or components 
DUTTON. D Georgia Power Co 00/09/02 Ip 


0009240399 Reponds to IE Ilulletin 80-19 re failures of nercury-wetted 
matrix relays in reactor protective sys Relays in question 
are not used in reactor trip circuit* Forty manhours 
expended for review 

DUTTdl/. I) Georgia Power Co 00/09/02 2pp 


0009290292 Forwards IE Circular 80-21. "Regulation of Refueling Crews *' 
No written response lequired 

O'REILLY.J P Region 2, Atlanta Otfice of the Director 80/09/10 

5pp 


8009300110 Submits response to IE Bulletin 00-20 Uestinghouss Type U-2 
control switches are not used in sa f e by-re 1 a ted 
app 1 1 cat ions 

DUITON. D Georgia Power Co 00/09/16 2pp 


3 Reportable occurrences. LERs 4- related c orresp ond once 


8009100416 Interim deficiency rept re dewatering J- erosion of backfill 
Various actions enabling util submittal of final rept will 
be completed in 6 to 0 uks 

HILLS, L n Georgia Powei Co 80/07/23 2pp 


8OQ9O3O40? Final deficiency rept re dewatering 6 erosion of backfill in 
pouor block area resulting from heavy rainfalls Repair work 
co.npleted Aug 1980 Bechtel consultant rept dtd S00Q15 h GA 
Power Co 000815 1 tr to Southern Co Sves encl 
DUTTON. 0 Georgia Power Co 00/08/29 lOOpp 


8OO7O4O4S0 Final deficiency rept re dciuatering b erosion of backfill 
All erosion in power block taactflll was satisfactorily 
repa I red. w/e ■ cep t ion of minor deviations There is no 
detrimental effect on eilsting structures 
OUTTON. D Georgia Power Co BO/00/29 7Spp 


8009190493 Interim deficiency rept re defective bolting matls from 
Southern Bolt 4 Fastener Co Util has placed on hold all matl 
recoived from supplier Final rept will be submitted by 
801119 

DUITON. D Georgia Power Co 60/09/12 2pp 


DOCKET 50-431 GENHAI. UNIT 1 


A App I ication/cons true t Ion stage documents 4 correspondence 


9009090631 Notification of cancellation of 000627 meeting u/BUR 
licensing review group to discuss concensus positions o-n THI 
issues (NUREG-0694> 

MILSQN. J N Assistant Director for Licensing 00/09/04 TOpp 


DOCKET 50-433 UC-SANTA BARBARA RESEARCH REACTOR 


F Security, enodical. emergency ^ fire protection p Ians 


8009110552 Responds to 000615 4 1 1Q2 1 trs requesting approval of 
physical mods 4 revised security plan, i espectl vely Ltrs were 
treated as license amend request Forwards Amend 2 to License 
H-124 identifying security plan 

HILLER. H J Standard i lation 4. Special Projects Branch 00/00/28 

3pp 


— 9009110583 Amend 2 to License R-124 identifying currently approved 
security plan 

HILLER. J II Standardiiatlcn ’< Special Projects Branch 80/08/23 

2pp 


DOCKET aTN-50-437 FLOATING NUCLEAR PLANT 


A Appllcation/construclian stage documents i correspondence 


0007000080 Forwards draft NUnEG-0696. “Functional Criteria for 
Emergency Response Facilities '' Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NOREO-0696 end U/o NUREO 

EISEHHUT, D O Division of Licensing 60/00/01 119pp 
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800^100586 R«nuests that ichedula be e&tabli«hed for tompletJng Tevieu 
of application Cor nf} license lhat NRC resources be 
co.-nmitted for that purpose NflC should initiate review of 
otll 830715 responses to NUREO-0660 

MASA.P S Oftshore Power Si/stetns (subs of tie s t Ingh oUse Electric 
Corp I dO/O9f0S 3pp 


Q Inspection reportsp IE Bulletins 4 cot roipondence 


8009030181 Forwards Revision 1 to IE Dulletin 80-19. "Failures of 
Mercurv-Wetted Hatrli Relaijs m Reactor Protective Sgs of 
Operating Nuclear Power Plants Designed bg C-E " Nrltten 
response required 

O'REILLf.J P Region 2. Atlanta. Orrice of the Director B0f08/15 
Ip 


Q00916010G Forwards IE Circular 80-18. "10CFB50 59 Safetg Evaluations 

for Changes to Radwaste Treatment Si/s Ho written response 
required 

O'REILLV.J p Region 2 Atlanta. Office of the Director 0O/Oa/2'2 
Ip 

0009120240 Forwards IF Info Hotice 00-31. "Ma 1 op era 1 1 on of Coold-Broun 
Boveri 480 Volt Tgpe K-6005 S K-DOM 6005 Circuit Breakers " 

No written response required 

0'BEIl.t-f, J P Region 2. Atlanta. Office of the Director 80/08/37 

If 

8009290269 Forwards IE Circular 80-21. "Rcjulation of Refueling Crews ‘ 
No written response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 00/09/10 
5pp 


DDCKET 50-438 BELLEFONTE NUCLEAR PLANT. UNIT t 


A App 1 Icat 1 on/cons true t ion stage documents 4 correspondence 


8009080000 Forwards draft NUBEC-0696. "Functional Criteria for 
Emergencg Response Facilities Coirments requested within 30 
dags Proposed Inp 1 ementat ion schedule for meeting criteria 
of NllREC-0696 end M/o NUREO 

EI6ENKVT.D 0 Division of Licensing 80/06/01 n9pp 


8009150016 Forwards minutes of 800806 meeting w/TVA concerning 
independent code stress analgsis in process at ETEC for 
decag heat removal sgs 

DOURMIA.A Operating Reactors Branch 1 00/08/25 Ip 


— 6OO91&OO10 Summary of 000006 meeting tu/TVA at site re outstanding items 
concerning independent code stress analgsls In process at 
ETEC for decag heat removal sgs 

CAPPUCCI.A J Mechanical Engineering Ilranch 30/08/20 3pp 


109120619 Forwards request for addl info in area of reactor phgsics. 
for review of OL application 

TEDESCTI.R L Assistant Director for Licensing 80/00/26 4pp 


309110529 Discusses interim actions required for plant operation 
pending final resolution of ATNS in B4H PWrts . MUHEO-0460 
AThlS emargeneg operating procedures must be submitted bg 
001130 

TEOESCD.R L Assistant Director for Licensing 80/08/27 3pp 


0009090522 Forwards final response to Question F 13 of NflC 000325 Itr 
Const of all portions of plant justified 6 CP should not be 
mod 1 f I ed. suspended or revoked 

CROSS J L Tennessee Valleg Authority 60/09/04 9pp 


8009150460 Forwards addl info on Topical Rept CED— 76— 25. Hevl slon 1. 
"Pipe Rupture Analysis for Ouard Pipe" re util penetration 
design & CEB-78- 14. Revision 1. "Analysis of Qellefonte Main 
Steam Guard During Postulated Pipe Rupture " 

MILLS. L M Tennessee Valley Authority 30/09/09 3pp 


— -B009I5046B "Analysis of Bellefonte Ham Steam Guard Pipe During 
Postulated Pipe Rupture " 

LOEMNS.J 0 Tennessee Valley Authority CEB~78-I4 RI 80/06/16 

26p p 


1009300400 Forwards technical questions re implementation of interim 
policy on lOCFRSO 4 51 

MILLS. L H Tennessee Valley Authority 0O/O9/23 3pp 
Financial information 


1009090543 Forwards Annual Financial Rept 1979 
CROSS. J L Tennessee Valley Authority 80/09/04 Ip 


—0009090563 Annual Financial Rept 1979 

• Tennessee Valley Authority 00/09/04 44pp 


Q Inspection reports. IE Dulletins 6 correspondence 


6009100063 Foroiards IE Dulletin 00-10. “Halnt of Adequate htin Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No written response required 
O'REILLV.J P Region 2. Atlanta. Office of the Director 80/07/24 
Ip 


8009020214 Forwards rospo-nse to IE Bulletin 79-03A No SA-312 6 A-3l2i 
Type 300 series fusion welded pipe used or planned for use 
In safety-related sys at greater than 057. design stress 
eccept Uatts Bar Natl Under investigation at Uatts Bar 
MILLS. L K Tennessee Valley Authority 80/00/05 2pp 


8009090002 Responds to IE Bulletin 79-03A. "Longitudinal Ueld Defects 
in ASME SA-312.Type 304 Stainless Steel Pipe " Use of matli 
still under investigation for sys supplied by NS86 vendor 
HILLS. L M Tennessee Valley Authority 80/00/05 2pp 


8009150300 Forwards IE Investigation flepts 50-430/80-10 t 50-439/80-10 
on 600604-03 No none omp 1 lane o noted 

LOK'O.F J Region 2. Atlanta. Office of the Director 00/00/05 

2pp 


—0009150304 IE Investigation Repts 50-438/80-10 6 50-439/00-10 on 
000604-05 No noncomp 1 lane B noted Major area Inspected util 
handling of "Micholson Rept" re potential defect of BEU NSSS 
t applicable !0CFR2t requirements 

WILLIAMSON. E L . LDNO.F J Region 2. Atlanta. Office of the 
Director DROMNLEE. V L Region 2. Atlanta. Reactor Construction & 
Engineering Support Branch 80/00/09 61pp 


0009020303 Forwards IE Insp Repts 50-327/80-24,50-320/00-15, 
50-390/80-20, 30-391/00-14. 50-430/80-13, 50-439/90-13. 

so-sia/eo-i i , so-si 9 / 00 - 1 1 . 50 - 920 / 80 - 1 1 , 50 - 521 /bo-i 1 . 

50-553/60-11,00-554/80-10.50-666/80-10 4 50-567/80-10 

O'REILLV.J P Region 2. Atlanta. Office of the Director 80/00/06 

2pp 


--8009020312 Notice of violation from insp on 800707-11 

e Region 2. Atlanta, Office of the Director 80/08/06 4pp 


— 8009020337 IE Insp Repts 50-327/80-24,30-320/80-15,30-390/80-20. 
50-391/80-14, 50-430/00-13. 90-439/00-13. 50-510/80-11, 
SO-319/aO-I 1. 30-520/00-11, 30-391/00-11, 30-553/80-11. 
50-354/00-10,50-566/80-10 ti 50-567/80-10 on 000707-11 
DROMNLEE, V L Region 2, Atlanta, Office of the Director 
00/00/06 24pp 


0009030146 Forwards Revision 1 to IE Dulletin 80-19. "Failures of 
Mercury-lfet ted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Peuier Plants Designed by C-E " Written 
response required 

O'REILLV.J P Region 2, Atlanta, Office of the Director 80/00/19 

Ip 


8009160153 Forwards IE Circular 00-10, "lOCFRSO 59 Safety Evaluatleni 
for Changes to Radwaste Treatment Sys " No written response 
required 

O'REILLV.J P Region 2. Atlanta. Office of the Director BO/OB/22 

Ip 


0009090524 Responds to fE Insp Repts 50-430/00-12 4 50-439/00-12 
Corrective actions piping will be inspected 4 cleaned in 
accordance u/MEU— SOP— 605 Expeditious capping of stainless 
steel piping received w/o caps has been emphasiied 
MILLS. J II Tennessee Va I ley Authority BO/OB/27 Spp 


8009120340 Forwards IE Info Notice 00-31. "Mai operation of Oould-Droun 
Bnveri 480 Volt Type K-6008 4 K-DON 600B Circuit Breakers " 

No written response required 

O'REILLV.J P Region 2. Atlanta, Office of the Director 00/00/27 
Ip 


6009100097 Forwards response to IE Bulletin 00-16 Roeemount Models 
tlSl 4 1IS2 pressure transmitters are not used or planned 
for use except at Hellefontc Nuclear Plant where use will be 
evaluated 

MILLS, L M Tennessee Valley Authority 80/08/29 2pp 


6009240434 Forwards response to IE Dulletin 80—16 re potential 
mlsapp 1 Ication of Rosemount pressure transmitters No 
corrective action required due to results of evaluation that 
Indicated impossibility of anomalous output 
MILLS. L M Tennessee Valley Authority 80/08/29 2pp. 
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0009120679 Reiponds to IE Oulletin SO-19 re failures of mercury-uetted 
matrix relays in reactor protective sys Relays identified 
are not used in facility Forty manhours expended for revleiu 
KtLLS>L M Tennessee Valley Authority 80/09/04 Ip 


0{1O'926O37& Forwards IE Circular 00-21. “Regulation of Refueling Creus " 
Ho written response required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 00/09/10 

Spp 


S Reportable occurrences. LERs 1/ i elated correspondence 


9009120293 Part 21 final rcpt re defective NAMCO Type 170-42100 It 170- 
41100 limit switches Vendor revised all drawings to shoiu 
proper physical layout Util currently revising cable 
termina 1 1 on. schcmat Ic t/ conduit drawings to reflect changes 
KILLSpL (4 Tennessee Valley Authority 80/07/10 3pp 


9009100401 First interifli deficiency rept ro Improperly tubed 
differential pressure indicators on air cleanup units 
Appropriate tubing reworking method being investigatod Next 
written rept will bo submitted by BOlllO 
HILLS. L 11 Tennessee Valley Authority 00/08/2? Spp 


8009160640 Part 21 final rept re improper insertion of buffer cards 
Caused by possible ambiguity in wording of product 
Instruction book Hatnt instructions reworded to require 
buffer module be removed before buffer card insertion 
HILLS. L n Tennessee Valley Authority 60/08/29 3pp 


0009100494 First interim deficiency rept re RCS pump cases out of 
level Appropriate info transmitted to Dt.W for review Next 
rept will be submitted by 001126 

HILLB.L M Tennessee Valley Authority 80/09/04 2pp 


8009160353 Interim deficiency rept re tensile anchor capacities lower 
than design allowables Vtil completed design review of 
auxiliary 4 control bldgs Next written rept to be submitted 
by BI0401 

HILLS. L II Tennessee Valley Authority 00/09/09 Ip 


8009160353 Interim deficiency rept re tensile anchor capacities lower 
than design allowables Vtil completed design review of 
avilliary t control bldgs Noit written rept to be submitted 
by 810401 

HILLS. L II Tennessee Valley Authority 00/09/08 Ip 


&009I60377 First interim deficiency rept re 4B0-volt motor control ctr 
control transformer fuses per 10CFR50 35 b b 10CFR21 Design 
of control circuits is being re-evaluated to determine cause 
of fuse operation b what changes are required 
HILLB.L H Tennessee Valley Authority 00/09/00 Spp 


6009160437 Third interim deficiency rept re nonconformance in const OA 
audit Plans being flnallied to ensure that training t< 
retraining of certified welders b foremen will be completed 
Final rept will be submitted 801023 

HILLS. L H Tennessee Valley Authority 60/09/10 Ip 


B009SS0236 First Interim deficiency rept re excessive vibration in 
essential raw cooling water pump/motor assembly while 
running Util contacted vendor S. requested assistance 
correcting problem Next rept to be submitted approx B01202 
KILLS. L M Tennessee Valley Authority 80/09/17 2pp 


8009250240 First Interim deficiency rept re 600-volt It 8 tt 15 kV power 
cables. Types CPJ 6 CP8J. which do not meet IEEE 303-1974 
flame test requirements Cause not stated Alternatives being 
evaluated Next rept will bo submitted by 801210 
MILLS. L H Tennessee Valley Authority 80/09/18 2pp 


8009290346 First Interim deficiency re deficient fillet welds Program 
being Implemented to relnspect i. correct all deficient 
welds Next rept due by 801319 

HILLB.L H Tennessee Valley Authority 00/09/19 Ip 


E0D9300411 Third interim deficiency rept re ITT incorrect selection of 
actuators for dampers Caused by erroneous selection charts 
lalsrspresentlng thrust delivery to damper assembly 
KILLS, L II Tennessee Valley Authority 00/09/23 2pp 


GOD9300480 Second interim deficiency rept re failure of main steam 
lines because of main feedwater overfill Util ii DUW 
proceadlng w/evaluation to Incorporate mltlgative 
instrumentation Next rept by 801229 

HILLS. L M Tennessee Valley Authority 00/09/23 Ip 


6009300346 Final deficiency rept re Inti Telephone i< Telegraph actuator 
for Rus'-cin dampers Actuators supplied at facility will 
deli.rer sufficient torque w/o spring mod 6 have been 
accepted for use 

HILLS. L H Tennessee Valley Authority 00/09/24 2pp 


8009300427 Fourth interim deficiency rept re water found in rock anchor 
tendon head protoctive grease cans Ground water pumped from 
33 holes in Unit 1 tendon gallery Floor pumps will be 
installed permanently in Units I /. 2 galleries 
MILLS. L t1 Tennessee Valley Authority 80/09/24 3pp 


DOCHEl 50-439 DELLEFOMTE NUCLEAR PLANT, UNIT 2 


A App I 1 c at i on/cons true 1 1 on stage documents ft correspondence 


8009080080 Forwards draft MUREG-0696. "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for xneetiTig criteria 
of NUREG-0696 end W/o NUREO 

EtSENKUT.O G Division of Licensing BO/OB/OI 1 19pp 


6009150016 Forwards minutes of 000806 meeting ui/TVA concern 1 n>g 
Independent code stress analysis in process at ETEC for 
docay heat removal sys 

BDURNIA. A Dperatiny Reactors Branch I 00/08/25 Ip 


--BOO91SOO10 Summary of 600806 meeting w/TVA at sito re outstanding items 
concerning Independent code stress analysis in process at 
ETEC for decay heat removal sys 

CAPPUCCIiA J Kechanlcal Engineering Branch BO/OB/20 3pp 


8009120619 Forwards request for addl Info in area of reactor physics, 
for review of OL application 

TEDESCO.R L Assistant Director for Licensing 00/03/26 4pp 


8009110529 Discusses interim actions required for plant operation 
pending final resolution of ATWS in BftW PWRs. NUREG-04AO 
ATMS emergency operating procedures most be submitted by 
eOl 130 

TEDESCO.R L Assistant Director for Licensing 60/0B/27 3pp 


8009090522 Forwards final response to Question F 15 of NRC 000325 1 tr 
Const of all portions of plant justified f* CP should not be 
mod 1 f 1 ed. suspend ed or revoked 

CROSS, d L Tennessee Valley Authority 00/09/04 9pp 


0009150460 Forwards addl info an Topical Rept CEB-76-25. Revis 1 on 1. 
"Pipe Rupture Analysis for Guard Pipe" re util penetration 
design L CED— 70-1 4, Re vl s 1 on 1. "Analysis of Dellefonte Main 
Steam Guard During Postulated Pipe Rupture “ 

MILLS, L H Tennessee Valley Authority 80/-09/09 3pp 


' — B009I50469 “Analysis of Dellefonte Ham Steam. Guard Pipe During 
Postulated Pipe Rupture " 

LOEUNS, J D Tennessee Valley Authority CEQ-78~14 Rl 30/06/16 

26 pp 


6009300400 Forwards technical questions re implementation of interim 
policy on 10CFR50 ft 51 

HILLS. L H Tennessee Valley Authority 0a/O?/23 3pp 


f Financial information 


0009090543 Forwards Annual Financial Rept 1979 

CROSS, vl L Tennessee Valley Authority 80/09/04 Ip 


—0009090563 Annual Financial Rept 1979 

e Tennessee Valley Authority 80/09/04 44pp 


Q Inspection reports, IE Bulletins ft correspondence 


S009100063 Forwards IE Bulletin 00-10, "Halnt of Adequate Min Flow 
Through Centrifugal Charging Pumps FaIlo,.jing Secondary Side 
High Energy Line Rupture No written response required 
O'REILLY.J P Region 2. Atlanta, Office of the Director 60/07/24 
IP 


0009020214 Forwards response to IE Bulletin 79-03A No 5A-312 ft A-312, 
Type 300 series fusion welded pipe used or planned for use 
In saf e ty-i e 1 ated sys at greater than 8SK design stress 
except Ifatts Oar Hatl under investigation at Matts Bar 
MILLS, L 11 Tennessee Valley Authority 80/08/05 2pp 
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0009090502 R&spoTids to IF aulletin 79-02A, "L o ng 1 1 1 / a i Pd I Weia OeFects 
in ASI't SA-312^Tijpe 304 Stairlsss Stpsl Pipe " Use oF natl! 
st:H under investigation for si|s supplied bg USES vendor 
MILUS-L. II Tennessee Valleg Authority 00/03/05 3?p 


3009150300 Forwards IE Investigation flepts 50-430/60-10 i 50-439/80-10 
on G00i04-05 fJo n o nc onp 1 1 anc e noted 

LOVO. F J Region S, Atlentai Office of the Director BO/05/05 

2pp 


--8009150304 IE Investigation Repts SO"4 jB/0O'-1O U 50-439/60-10 on 
600*04-05 llo none pnp 1 lance noted Major araa inspected util 
handling of 'Hichelson Rept' re potential defect of Bt<W NSSS 
Ic applicable 10CFR21 requirements 

WILLIAMSO/I, E U / LONG, F J Region 2. Atlanta^ Office of the 
D-irdctor BR DWtvLEE, >' L Region 2. Atlantai Reactor Construction t 
Engineering Support Branch 80/03/05 *lpp 


8009100401 First interim deficiency rept re improperly tubed 
dirfercntial pressure indicators on air cleanup units 
Appropriate tubing reworking method being investigated Neit 
written lept will be submitted by BOillO 
KILLSiL M Tennessee Valley Authority 80/00/39 Sp p 


B00916064B Part 21 final Tept re improper Insertion of buffer cards. 
Caused by possible ambiguity in wording of product 
instruction book Malnb instructions reworded to require 
buffer module be removed before buffer card insertion 
MIULSiL H Tennessee Valley Authority 00/00/29 3PP 


6009160353 Interim deficiency rept re tensile anchor capacities lowel 
than design allowables Util completed design rovleui of 
auxiliary * control bldgs Me»t written rept to be submitted 
by B1040I 

MILLSi L M Tennessee Valley Authority 0O/O9/OS Ip 


8009020303 Forwards IE InspHepts 50-327/80-24,90-320/60-15, 
50-390/80-20, 50-391/00-14, 50-436/80-13, 50-439/60-13, 

50-518/80-11, 50-519/80-11, 50-520/80-11, 50-521 /BO- I I, 
50-553/00-11,80-554/00-10,50-5*6/80-10 b 50~S*7/B0-I0 
0 REILL/, J P Region 2, Atlanta, Office of the Director 80/08/06 
2PP 


— -6009020312 fJetice of violation fron insp on 300707-11 

a Region 2, Atlanta, Office of the Director GO/OS/06 4pp 


— 0009020337 IE tnsp Repts 50-327/80-24,50-326/00-15,50-390/80-30, 
50-391/00-14, SO-436/80-13, 50-439/80-13, SO-510/SO-1 1 . 
50-519/00-11, 50-520/80-1!, 50-521 /80-1 1 , 50-553/80-11. 
SO-554/B0-10 50-56A/O0-IO b 50-567/80-10 en B00707-H 
BROllrJLEE, V L Region 2, Atlanta, Office of the Director 
80/09/06 24pp 


8009030146 Forwards Revision 1 ta IE Bulletin 80-19. “Failures of 
Mercupy-Uetted Hatrie Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E ” Written 
response required 

O-REIlLV, J P Region 2, Atlanta- Office of the Director 80/08/15 

• p 


6009160377 First interim deficiency rept re 480-vo 1 1 motor control cl 
control transformer fuses per 10CFR50 55e I* lOCFRSl Deeign 
of control circuits is being re-evaluated to dotarfiilnfl cau*# 
of fuse operation what changes are required 
MILLS, L M Tennessee Valley Authority 80/09/08 2pp 


8009160437 Third Interim deficiency rept re none on f or mane e In const 0 
audit Plans being flnajiied to ensure that training t, 
retraining of certified welders ti foremen will bo completed 
Final rept wilt be submitted 801023 

MILLS, L H Tennessee Valley Authority 80/09/10 Ip 


8009350240 First interim deficiency rept re 600-va 1 1 & 0 & 15 kV pourdi 
cables. Types CPU b CP8J, which do not meet IEEE 383-1974 
flame test requirements Cause not stated Alternatives being 
evaluated Next rept will be submitted by 001210 
MILLS-L M Tennessee Valley Authority ao/09/tB 3pp 


8009290346 First interim deficiency re deficient fillet (ixelds Program 
being implemented to reinspect &. correct all deficient 
welds Next rept due by 801315 

MILLS, L II Tennessee Valley Authority 80/09/19 Ip 


8009160153 Forwards IE Circular 00-18, "lOCFfiSO S9 Safety Evaluations 
for Changes to Raduaste Treat,nent Sys “ No written response 
required 

O’BEILLf, J P Region 3, Atlanta, Office of the Director BO/OD/22 

ip 


8009090524 Responds to IE Insp Repts 50-438/80-13 & 50-439/30-12 
Corrective actions piping will be inspected b cleaned in 
accordance ufMEU-0OP-6D5 Eipeditious capping of stainless 
steel piping received u/o caps has been emphaslxed 
MILLS, J M Tennessee Valley Authority 60/03/27 Spp 


8009120340 Forwards IE Info Notice 80-31, "Malepe ra t ion of Gould-Brown 
Boverl 480 Volt Type K-600S «. K-DON 6003 Circuit Breakers " 

No written response required 

D'REILLyiJP Region 2, Atlanta, Office of the Director flO/OB/37 
Ip 


8009100087 Forwards response to IE Bulletin 80-16 Rosemount Models 
1151 Sr 1152 pressure transmitters are not used or planned 
for use eicept at Bellefonte Nuclear Plant where use will be 
evaluated 

HILLS, L M Tennessee Valley Authority 80/08/39 2pp 


8009300411 Third interim deficiency rept re ITT incorrect selection of 
actuators for dampers Caused by erroneous selection charts 
misrepresenting thrust dollvery to damper assemblii 
MILLS, L M Tennessee Valley Authority 80/09/33 3pp- 


B0093D04S0 Second interim deficiency rept re failure of main steam 
lines because of main feedwater overfill Util tt BliW 
proceeding u/evaluatlon to Incorporate mltigattvc 
Instrumentation Next rept by 001229 

MlLLSiL IT Tennessee Valley Authority 80/09/33. Ip 


8009300348 Final deficiency rept re Inti Telephone 8, Telegraph actuatoi 
for Rustiti dampers Actuators supplied at facility uill 
deliver sufficient torque w/p spring mod b have been 
accepted for use 

MILLSiL M Tennessee Valley Authority 00/09/24 2pp 


0OO'93OD437 Fourth interim deficiency rept re water Found in roct anchor 
tendon head protective grease cans Ground water pumped from 
23 holes in Unit I tendon gallery Floor pumps wilt bo 
installad permanently In Units 1 b 2 galleries 
MILLS, L li Tennessee Valley Authority 80/09/24 3pp 


0009240454 Forwards response to IE Bulletin 00-16 re potential 
miiapplication of Bosemount pressure transmitters Ho 
corrective action required due to results of evaluation that 
Indicated impossibility of anomalous output 
MILLS, L M Tennessee Valley Authority 80/08/29 3pp 


80D9120679 Responds to IE Bulletin 80-19 re failures of riErcury-wetted 
matni relays in reactor protective sys Relays Identified 
are not used In facility Forty manhours expended for review 
MILLS. L M Tennessee Valley Authority 60/09/04 Ip 

B009260375 Forwards IE Circular 80-21, 'Regulation of Refueling Crews “ 
No written reiponse 

O'REtULV.J P Region 3, Atlanta, Office of the Director 80/09/10 
5pp 


CDCKET 50-4 40 PERRY NUCLEAR POWER PLANT, UNIT I 


A App 1 ica 1 1 on/cons true t Ion stage documents b correspondence 


8009080080 Forwards draft NUREG-0696, “Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed Implementation schedule for meeting criteria 
of NUREG-0696 eoc 1 W/o NUREG 

EISENMUTi 0 0 Division of Licensing 60/08/01 119pp 


8009190431 Forwards replacement Pages 13 15 to 800636 OL application 

Page 13 is changed to reflect revised ownership shares among 
Cenbral Area Power Coordination Group members 6 Page 15 to 
include nota? iied slgnatiiro 

DAVIDSON, D R Cleveland Electric Illuminating Co 00/09/12 2pp 


S Reportable occurrences. LESs i related correspondence 


final rept re defective NAHCQ Type 170-42100 
41100 limit switches Vendor revised all drawings to show 
proper physical layout Util currently revising cable 

f°n<luit drawings to reflect changes 
rsiLL3,L H Tennessee Valley Authority 80/07/10 3pp 


--3009190435 Replacement Pages 13 i> 15 to 800636 OU appltcatton. 
reflecting revised ownership shares among Central Area Power 
Coordination Group members tt providing notarized signature, 
respec 1 1 vely 

6 Cleveland Electric Illuminating Co 80/09/12 2pp 
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K Tinal Safety Analyeis Report (F3AR) (> amends 


3409190133 Toruiards Perry 1 S FSAR Includes schedule for further 
transmittals of addl info 

OAVlDSON.Dn Cleveland Electric Illuminating Co 80/09/lS 2pp 


-8009l'9013B Perry 1 t- 2 FSAll 

• Cleveland Electric Illuminating Co Q0/D9/12 tOOOOpp 


3009190141 Chapter 1 to Perry 1 It 2 FBARf "Introduction It General 
Description of Plant " 

e Cleveland Electric Illuminating Co 00/09/12 400pp 


3009190144 App lA to Perry 1 V 3 FSAR. ■'NUREO-0694. THl-fle I ated 
Re yu I remen 1 3 for Neiti OLs " 

• Cleveland Electric Illuminating Co 00/09/12 lOpp 


G00919O149 Chapter 2 to Perrg 14 2 FSAR# "Site Characteristics '* 
* Cleveland Electric Illuminating Co 80/09/12 130Dpp 


BD091901S& App 2A to Perry 142 FSARi "Annual Joint Frequency 
Distributions for Cleveland & Erie " 

t Cleveland Electric Illuminating Co 00/09/12 22pp 


31)09190162 App 2D to Perry i & 2 FBAR. "Monthly it Annual Frequency 
Distributions for Perry Muclear Pouer Planti 10-111 le Hinds " 
a Cleveland Electric Illuminating Co 60/09/12 82pp 


8409190169 App 2C to Perry 1 b 2 FSAR, "Monthly it Annual Joint 
Frequency Distributions for Perry Nuclear Pouer Plant, 
«0-Klle Hinds " 

a Cleveland Electric Illuminating Co 00/09/12 82pp 


3409190219 App 2D to Perry 1 t> 2 FSAR, "Dedrock Deformation in Cooling 
(fatrr Tunnel " 

» Cleveland Electric Illuminating Co 00/09/12 ISSpp 


8409190224 App A to Perrg 1 it 2 FBAR, "Study of Microcracks Associated 
H/Faulting at Perry Nuclear Pouer Plant Site " Prepared 
Apr 1979 

• Cleveland Electric Illuminating Co SIMK0NB,0 Affiliation 
Vnlnoun 80/07/12 2tpp 


8009190234 App D to Porry 1 t- 2 FSAR, "Study of Isotopic Composition 
of Hater From Fault in Intake 4 Discharge Tunnels at Perrg 
Nuclear Pouer Plant " Prepared Apr 1979 

• Cleveland Electric Illuminating Co SIMMONS,© Affiliation 
Vfnlnatun 80/09/12 6pp 


8'00919<0240 App C to Porry 14 2 FSAR, "Geophysical Methods " Prepared 
Apr 1979 

* Cleveland Electric Illuminating Co * Weston Geophysical Corp 
80/09/12 lOpp 


8009190244 App D to Perry 142 FBAR, "Evaluation of Local Seismicity 
Around Perry Nuclear Pouer Plant Site " Prepared 790921 
• Cleveland Electric Illuminating Co a Heston Geophgslcal Carp 
eO/09/12 i22pp 


B009i90248 App E to Perry 142 FSAR, "Stress Measurements 
Hydrofracturing Technique, Perry Nuclear Pouer Plant " 

Prepared for LDSchutti of Gilbert Associates, Inc in Sept 
1979 

» Cleveland Electric IHuralnoting Co ROEOIERS, J C , MCLENNAN, J 0 
Toronto, Unlv of, 00/09/12 121pp 


©009190252 App F to Porry I 4 2 FBAR, "Independent Revl eus of Cooling 
Mater Tunnel Faulting " 

• Cleveland Electric I I'lumlnating Co 00/09/12 Ip 


— 80091902S6 App F to Porry 142 FSAR, "Dedrock Defornatlon in Hater 
Intake Tunnel, Perry Nuclear Pouer Plant, Lake County, QH " 

Prepared on 790219 RO LaFleur of Rensselaer Polytechnical 
Insp 790130 Itr to Gilbert Assoc iatos, Inc end 

* Cleveland Electric Illuminating Co MURPHT, J Ohio Historical 
Society BO/09/12 iOpp 


— B00919O263 App F to Perry 142 FBAR, “Investigation of Cooling Mater 
Tunnel Faults, Perry Nuclear Pouer Plant, DH “ 

* Cleveland Electric Illuminating Co. VOIOHT, B Pennsylvania 
State Unlv 00/09/12 7Bpp 


8009190270 App 0 to Perry 142 FSAR, "TX-Beries Boring Logs " Covers 
period 780B2t-790619 

• Cleveland Electric Illuminating Co * 01 Iber t/Commonueal th Cos 

80/09/12 129pp 


B009190272 App H to Perry 1/2 FSAR, "Consolidation Tests on Cooling 
Water Tunnel Fault Gouge Samples " Tables tiansmitted on 
790705 

» Cleveland Electric Illuminating Co HALLER. F S Uooduard-Cly de 
Consultants, Inc 00/09/12 Hpp 


□009190279 App 2E to Perry 14 9 FSAR, “Soil 4 Rock Borings " 
* Cleveland Electric Illuminating Co 80/09/12 SOOpp 


8009190285 Chapter 3 to Perry 142 FEAR, "Design of Structures, 
Conpenents. Equipment 4 Sys “ 

• Cleveland Electric Illuminating Co 00/09/12 I450pp 

6009190293 App 3A to Perry 14-2 FSAR. "Hgd r odynami c Loads for Perry 
Nuclear Pouer Plant " 

* Cleveland Electric Illuminating Co B0/09/I2 19pp 

8009190296 App 3D to Perry 14 2 FSAR, "Containment Loads " 

« Cleveland Electric illuminating Co 80/09/12 SOOpp 


8009190303 Chapter 4 to Perry 142 FBAR. "Reactor " 

• Cloveland Electric Illuminating Co 80/09/12 400pp 


6009190305 App 4A to Perry 14 2 FSAR, "Results of Core Simulation 
Studies ' 

> Cloveland Electric Illuminating Co 84/09/12 a4pp 


8009190309 Chapter 5 to Perry 1 4 2 FSAR, "RCS 4 Connected Sys 
• Cleveland Electric Illuminating Co B0/09/I2 3S0pp 


B009190352 Chapter 6 to Perry 1 J 2 FSAR. "Engineered Safety Features 
» Cleveland Electric Illuminating Co 80/09/12 600pp 


B009190314 Chapter 7 to Pei ry 1 4 2 FSAR, "Instrumentation 4 Controls 
* Cleveland Electric Illuminating Co 80/09/12 350pp 


B009190316 Chapter 0 to Perry I 6 2 FSAR. "Electric Pouer " 
« Cleveland Electric illuminating Co 80/09/12 2S0pp 


8009190321 Chapter 9 to Perry I 4 2 FSAR, "Ausiliary Sys " 
• Cleveland Electric Illuminating Co 84/09/12 9a0pp 


8009190329 Chapter 10 to Perry 142 FSAR. "Steam 4 Pouei Conversion 
By s '* 

• Cleveland Electric Illuminating Co 04/09/12 lOOpp 


8009170334 Chapter 11 to Perry 142 FSAR. "RadMaste Mgt “ 
a Cloveland Electric Illuminating Co 64/09/12 350pp 


8009190337 Chapter 12 to Perry 14 2 FSAR. ''Radiation Protection 
s Cleveland Electric Illuminating Co 84/09/12 200pp 


8009190342 App I2A to Perry I 4 2 FSAR, "Off gas Sys Component Inventory 
Activities ” 

• Cleveland Electric Illuminating Co 64/09/12 17pp 


8009190371 Chapter 13 to Porry 142 FSAR. "Conduct of Operations 
« Cleveland Electric Illuminating Co 64/07/12 iSOpp 


8009190404 App 13A to Perry 1 4 2 FSAR, "Emergency Plan " 

* Cloveland Electric Illuminating Co 64/07/12 250pp 


8009190406 Chapter 14 to Perry 142 FSAR. "Initial Tost Pragram " 
» Cleveland Electric Illuminating Co 64/09/12 I30pp 


8009190407 Chapter 13 to Perry 142 FSAR, "Accident Analyses “ 
M Cleveland Electric Illuminating Co 80/09/12 400pp 


8009190400 App 15A to Perry I 4 2 FSAR, "Obiectlves " 

s Cleveland Electric Illuminating Co 80/09/12 200pp 


8009190410 App I5B to Perry 1 4 2 FSAR. "BHR/6 Generic Rod Withdrawal 
Error Analysis " 

* Cleveland Electric Illuminating Co 84/09/12 lOOpp 


8009190411 Chapter 16 to Perry 14 2 FSAR, "Tech Specs “ To be filed at 
later date. 

a Cleveland Electric Illuminating Co 89/09/12 Ip 


B009190413 Chapter 17 to Perry 1 i 2 FBAR. "QA" 

• Cleveland Electric Illuminating Co 80/09/12 lOOpp 
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fl Inspection reports, I£ aoHetios t cerrespenJent e 


gO'09010536 Forwards IE Sulletin 60-0'', Suppl 1 , "BUR Jet Pump (Assembly 
Fdllur« ’ f?etpon4e rec^uir^cJ 

t'ePPLER. JC Region 3 Chscago, Orrice of the Director BO/05/14 

•p 


8009240095 Forwards IE Circular 80-21i "Regulation of Refueling Creiu* 
No written response reguired 

KEPPLER.J G Region 3, Chicago, Office of the Director BO/O^/IO 
Ip 

S Reportapie occurrences, LERs i related correspondence 


0OO91OOU0 Forwards IE Insp Rept 50-440/80-10 on 800625-27 t notice of 
V lolatlOn 

FIORELLI,0 Region 3, Chicago, Reactor Construction t Engineering 
Support Branch 83/07/09 2 pp 


— 3009100120 Notice of violation fro.-i insp on 600625-27 

e Region 3. Chicago, Reactor Construction t Engineering Support 
Branch 80/07/07 2pe 


-8039100126 le Insp Rapt 50-440/80-10 on 000625-27 No n comp 1 i ante noted 
failure to meat welding procedure requirements 6 failure to 
identify none onrorn i ng pipe hanger welds 

OAtllELSDN D K Region 3 Chicago, Reactor Con s trwe 1 1 on tr 
Engineering Support Branch LEE E U K Region 3, Chicago, Office 
of the Director 80/07/07 5pp 


B00903OI9S Forwards Revision 1 to IE Bulletin B0-J9, ‘’Failures of 
Mercury-Wetted Matrii Relays in Reactor protective Sys of 
Operating Nuclear Power Plants Designed 6 y C-£ " Written 
response required 

7EPPUER. J 0 Region 3, Chicago, Ofrice of the Director BO/O0/1S 


B009i0i0105 Ack receipt of 600730 Itr informing NRC of steps taken to 
correct violations noted In IE Imp Repts 50-446/60-09 N 
SO-44I/BO-07 

FlORecLI.O Region 3, Chicago, Reactor Construction 4 Engineering 
Support Branch 80/0B/IS Ip 


-80091001 12 Forwards response to hRC 800626 Itr re violations noted In 
iE Insp Repts 5O'44O/0O-O9 4 50-441/80-09 Corrective 
actions ultrasonic thickness measurements obtained on 
recirculation noiiles 4 IE bulletins I circulars reviewed 
DAl/IDSSrl. D R Cleveland Electric Illuminating Co 80/07/30 3 pp 


EO0916O636 Responds to IE Bulletin 00-19 re failure pf C-E mercury- 
di^atrii relay* jn reactor protective sys Identified 
rslays are not used in facility Three manhours eepended on 
rftvaev 

DAVlDSOf-tf 0 H Cl^velanrf Electric lUuniinatlng Co B0/08/1& Jp 


50-440/00-12 4 50-441/80-11 on 

tjU0/0f"’3i No noncoiDp 1 lance notet^ 

FIOHELLI.B Rigion 3, Chicago, Reactor Construction 4 Enginaerino 
Support Branch 60/08/19 2pp a.iwrang 


-8009290526 IE Imp Repts 30-440/60-12 4 50-441/60-11 on 800701-31 Mo 
noncompliance noted Magor areas inspected licensee action on 
previous finding s, concrete .jork activities 4 related 
quality records 4 NSSS equipment 

S'rlfur ' 6i/08m " 9pp = 


^^'^BO-SO, "Potential for Unacceptable 

Nomsse^tfal r Function & 

Nonessontial Control Air at Certain CE D(dfi Facilities ■' No 
spvcirK action op response req.ue*ted 

KEPPl.Efi,J a Region 3, Chicago, Office of the Director SO/OB/20 


^“‘’Pl 3 to IE Bulletin 00-17, "Fa i J u, 
eqm^ed*"*"^ During Scram at BNR " No written resppn' 

EPPI.ER,JG Region 3, Chicago, Office of the Directoi 


of Control 
80/06/22 


6309260018 Part 21 rept re none on f orini ng matls that were sent to util 
job site Negotiation is in process ror replacement of 
nonconforming terminal blocks 4 return of certain units for 
rewiring w/confortnlng wire 

DEPGQUIBT.R <3 Eaton Corp Cu 1 1 or-Hamme r Products Div BO/Oa/20 

2 pp 


8009020067 Final deficiency rept re post-LOCA hydrogen analyiors 
During functional testing, pump failed due to panel outlet 
valves being closed when pump started Relief bypass valve 
Installed across pump to stabilize temp Analyzer mods made 
DAVIDSON, D R Cleveland Electric Illuminating Co 80/08/26 4pp 


8009120297 Part 21 rept re drive shaft of Reliance IE motor drivino 
Dta-Vac diaphragm pumps which stopped in two places during 
in-house functional test of post-LOCA hydrogen analyzer, 

Deficiencies not reportable per lOCFRSQ 33(e) or Part 2l, 

DAVIDSON, D R Cleveland Electric Illuminating Co 80/00/29 2pp 


8009240229 Ack receipt of 800026 final deficiency rept re post-LOCA 
hydrogen analyzers 

FIDHELLIiG Region 3, Chicago, Reactor Construction N Englnenriiig 
Support Branch 80/09/08 Ip 


8009290071 Ack receipt of 000029 Hr re Part 21 rept en post-LGCA 
deuterium analyzers flatter will be reviewed during insp 
despite util statement that matter is not reportable per 
lOCFRSO 55(B) 

FIORELLIiO Region 3, Chicago, Reactor Construction 4 engineering 
Support Branch 80/09/08 ip 


DOCKET 50-441 PERRV NUCLEAR POWER PLANT, UNIT 2 
A App 1 1 cat i on/c ons tr VC 1 1 on stage documents 4 correspondence 


6009080080 Forwards draft NURE0~0696, "Functional Criteria for 
Emergency Response Facilities •' Comments requested within 30 
days Proposed implementation schedule for meetino criteria 
of NUREO'0696 end W/e NUREO 

EISENHUT, D 0 Division of Licensing 00/00/01 119pp 


8009190431 Forwards replacement Pages 13 i IS to 800626 QU application 
, * thonged to reflect revised ouinorshlp shares amono 
Central Area Power Coordination Group mombsrs 4 Page 18 to 
include notarized signature 

DAV1DSDN,dR Cleveland Electric Illuminating Co QO/O 9 /IB 2 pp 


8009190435 Replacement Pages 13 4 IS to 800626 DL application. 

revised ownership shares among Central Area Power 
C rd nation Group members 4 providing notarized signature, 
respectively 

• Cleveland Electric Illuminating Co 30/09/12 2pp 


* Safety Analysis Report (FBAR) 4 amends 


DAVIDSON.DR Cleveland Electric Illuminating Co 00/09/12 2pp 
-"9009190130 Perry 1^2 FS/^R 

« Cleveland Electric Illuminating Co. 60/09/12 lOOOOpp 


KEPPLER, J C Region 3, Chliago. Office of the Director 80/08/22, 
09230060 Forwards IE Info Notice on-mi i.u , c, - - 
tp Ftefl, J 0 Region 3, Chicago, Oifice of the Director 80/09/20 

©OO^350c.30 Ac I receipt of 60001^ lfg« amA ic 

Support Branch ® 00/08/30* ^ip' Cohs true 1 1 n n 4 Engineering 


Description of Plant " 

* Cleveland Electric Illuminating Co 


00/09/12 400pp 


'"Rliu^ieLn?: ior‘New‘’ol:'s T«I-ReUt.d 

* Cleveland Electric IlluminatlnB Co 80/09/12 lOpp 

8009190149 Chapter 2 to Parry 1 4 2 F8AR, "Site Character i, tics, 
and Electric Illuminating Cp 00/09/12 IGOOpp, 


8009190156 App 2A to Perry 14 2 FSaR 
Distributions for Cleveland 4 Erie ■■ 
Cleveland Electric Illuminating Co 


"Annual Joint Frequency 
80/09/12 22pp 


Distribut?ons*'for°Perru^N* t ^ "FlPDthJy 4 Annual Frequency 

eiand Electric illuminating Co 80/09/12 02pp 
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e009l70li3 App 2C to Perry 1 8< 2 FSAR. “Monthly It Annual Joint 
Frequency Di itri but tons for Perry llucleor Pouer Plant. 
60-Hlle lands “ 

• Cleveland Electric Illuminating Co 00/09/12 82pp 


6009190219 App 20 to Perry 1 «- 2 FSAfl, "Dedrock Deformation In Cooling 
Hater Tunnel " 

a Cleveland Electric Illuminating Co 80/09/12 125pp 


8009190224 App A to Perry 1 tc 2 FSAR. “Study of Microcracks Associated 
H/Faultlng at Perry Nuclear Pouer Plant Site “ Prepared 
Apr 1979 

e Cleveland Electric Illuminating Co SIMMONS. 0 Affiliation 
Onkneien 80/09/12 21pp 


6009190234 App B to Perry 1 *> 2 FSAR. “Study of Isotopic Composition 
of Hater From Fault in Intake Discharge Tunnels at Perry 
Nuclear Pouer Plant “ Prepared Apr 1979 

* Cleveland Electric Illuminating Co SIMMONS.O Affiliation 
Unknoun BO/09/12 App 


8009190240 App C to Perry 1 f< 2 FSAR. ''Geophysical Methods “ Prepared 
Apr 1979 

• Cleveland Electric Illuminating Co * Heston Geophysical Corp 
80/09/12 lOpp 


0009190244 App D to Perry 1 t< 2 FSAR. “Evaluation of Local Seismicity 
Around Perry Nuclear Pouer Plant Site “ Prepared 770921 
< Cleveland Electric Illuminating Co « Heston Geophysical Corp 
80/09/ 12 122pp 


6009I9024B App E to Perry 1 <> 2 FSAR. “Stress Measurements 
Hydrofracturing Technl que. Porrg Nuclear Pouer Plant “ 

Prepared for LD Schulti of Gilbert Assoc lates. Inc In Sept 
1979 

< Cleveland Electric Illuminating Co ROEOIERS. J C . MCLENNAN. J D 
Toronto. Unlv of, 80/09/12 I21pp 


6009190232 App F to Perry 1 ti 2 FSAR. "Independent Reviews of Cooling 
Hater Tunnel Faulting " 

• Cleveland Electric Illuminating Co 60/09/12 Ip 


— 8009190256 App F to Perry I ti 2 FSAR. "Bedrock Deformation In Water 
Intake Tunnel, Perry Nuclear Pouer Plant, Lake County. OK " 

Prepared on 790217 RG LaFleur of Rensselaer Polytechnlcal 
Insp 790130 Itr to Oilbort Assoc lates, Inc end 

• Cleveland Electric Illuminating Co MURPHV, J Ohio Kistorlcai 
Society 80/09/12 lOpp 


— 8009190263 App F to Perry 1 4' 2 FSAR, “Investigation of Cooling Mater 
Tunnel Faults, Perry Nuclear Pouer Plant, OH " 

• Cleveland Electric Illuminating Co V0I0HT,B Pennsylvania 
State Unlv BO/09/12 78pp 


8009190270 App 0 to Perry I 4, 2 FSAR, “TX“8erles Baring Logs ” Covers 
period 780821-770619 

• Cleveland Electric Illuminating Co « 01 Iber t/Commonuea 1 th Cos 

eO/07/12 125pp 


8009190272 App M to Perry 1 4< 2 FSAR, "Consolidation Tests on Cooling 
Uater Tunnel Fault Gouge Samples " Tables transmitted an 
790703 

» Cleveland Electric Illuminating Co HALLER, F 8 Mooduard-Clyde 
Consultants. Inc 80/09/12 llpp 


8009190279 App 2E to Perry 1 4- 2 FSAR, "Boll 4. Rock Borings " 
* Cleveland Electric Illuminating Co BO/09/12 SOOpp 


8009190205 Chapter 3 to Perry 1 i 2 FSAR, “Design of Structures, 
Components, Equipment & Sys " 

e Cleveland Electric Illuminating Co 80/09/12 1490pp 


8009190293 App 3A to Perry 1 4t 2 FSAR, "Hydrodynamic Loads for Perry 
Nuclear Power Plant " 

e Cleveland Electric Illuminating Co BO/09/12 19pp 


8009190296 App 3B to Perry I 4, 2 FSAR, "Containment Loads “ 
« Cleveland Electric Illuminating Co BO/09/12 SOOpp 


8009190303 Chapter 4 to Perry 162 FSAR, "Reactor " 
a Cleveland Electric Illuminating Co 80/09/12 400pp 


8009190305 App 4A to Perry 1 4, 2 F8AR, "Results of Coro Simulation 
Studies " 

* Cleveland Electric Illuminating Co 80/09/12 84pp 


8009190312 Chapter 6 to Perry 162 FSAR, "Engineered Safety Features 
* Cleveland Electric Illuminating Co 80/09/12 600pp 


B009I90314 Chapter 7 to Perry I ! 2 FSAR, “ I nstr unentatlon 4, Controls 
* Cleveland Electlic Illuminating Co 80/09/12 350pp 

8009I9031B Chapter 8 to Perry ) 4 2 FSAR. ‘'Electric Power " 
e Cleveland Electric Illuminating Co 80/09/12 2S0pp 


8009190321 Chapter 9 to Perry I 4 2 FSAR, “Auxiliary Sys " 
« Cleveland Electric Illuminating Co 80/09/12 900pp 


8009190329 Chapter 10 to Perry 14 2 FSAR. "'Steam 4, Pouer Conversion 
Sys " 

• Cleveland Electric Illuminating Co 80/09/12 tOOpp 


8009190334 Chapter 11 to Perry 1 6 2 FSAR. "Radwaste Mg t " 
» Cleveland Electric Illuminating Co 80/09/12 330pp 


8009190337 Chapter 12 to Perry 142 FSAR. “Radiation Protection 
e Cleveland Electric Illuminating Co 80/09/12 200pp 


8009190342 App 12A to Perry 162 FSAR, “Offgas Sys Conponont Inventory 
Activities " 

• Cleveland Electric Illuminating Co 80/09/12 17pp 


8009190371 Chapter 13 to Perry 162 FSAR, "Conduct of Operations 
* Cleveland Electric Illuminating Co 60/09/12 1 50pp 


8009190404 App 13A to- Perry 14 2 FSAR, “Emergency Plan " 

* Cleveland Electric Illuminating Co 80/09/12 2S0pp 


8009190406 Chapter 14 to Perry 162 FSAR, "Initial Test Program 
» Cleveland Electric Illuminating Co 80/09/12 ISOpp 


8009190407 Chapter IS to Perry 1 6 2 FSAR. "Accident Analyses “ 
• Cleveland Electric Illuminating Co 80/09/12 400pp 


B009I9040B App 13A to Perry 1 6 2 FSAR. "Objectives " 

e Cleveland Electric Illuminating Co 80/09/12 200pp 


8009190410 App 15D to Perry 1 6 2 FSAR. "QUR/6 Generic Rod Ulthdraual 
Error Analysis " 

» Cleveland Electric Illuminating Co 80/09/12 lOOpp 


8009190411 Chapter 16 to Perry 1 4 2 FSAR. "Tech Specs " To be filed at 
later date 

» Cleveland Electric Illuminating Co 80/09/12 Ip 


8009190413 Chapter 17 to Perry 1 6 2 FSAR. “OA'^' 

e Cleveland Electric Illuminating Co 80/09/12 lOOpp 


Q Inspection reports, IE Bulletins 6 c o-rresp ond enca 


8009040536 Forwards IE Dullstin 80-07, Buppl I, "OUR Jot Pump Assembly 
Failure " Response required 

KEPPLCR.J 0 Region 3, Chicago. Office of the Director 80/05/14 

Ip 


8009030195 Foruards Revision I to IE Bulletin 80-19. “Failures of 
Mercury-lfetted Matrix Relays in Reacto-r Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Uritten 
response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director BO/OH/15 
Ip 


8009100105 Ack receipt of 800730 Itr informing HRC of stops taken to 
correct violations noted In £E Insp flepts 50-440/80-09 -li 
50-441/80-09 

FIORCLLliO Region 3, Chicago. Reactor Construction 6 Enginoering 
Support Branch B0/03/IS tp 


— 8009100112 Forwards response to NRC 800626 Itr re violations noted in 
IE Insp flepts 50-440/80-09 6 50-441/80-09 Corrective 
actions ultrasonic thickness measorements obtained on 
recirculation noiiles 4 IE b-ulletlns 6 circulars reviewed 
DAVIDSON. D R Cleveland Electric Illuminating Co 80/07/30 3pp 


8009160636 Respondi to IE Bulletin 80-19 re failure of C-E mercury— 
uetted matrix relays In reactor protective sys Identified 
relays are not used in facility Three manhours expended on 
revlsto 

DAVIDSON, D.R Cleveland Electric 11 luminating Co 80/08/18 Ip 


8009190309 Chapter 5 to Perry i 4 2 FSAR, "RCS 6 Connected Sys 
* Cleveland Electric Illuminating Co 80/09/12 3S0pp 
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Q0(J92<?05a5 Forwards IE Insf Repts 50-440/60-12 4 50-441/80-11 on 
000701-31 No none omp 1 lane e noted 

FtORELLLO ffegidn 3, Chicago. Reactor Construction << Englreerms 
Support Branch SO/08/19 2 pp 


—8009290526 IE Insp Jlepts 50-440/80-12 i. 50-441/80-11 on 800701-31 No 
noncompl lane e noted Major areas inspected licensee action on 
previous # ind ings# c oncre te laorlc activities t related 
itualitg records & hISSS eauipment 

HUGHES J . WILLIrtMa, C C Region 3- Chicago, Office of the 
Blrector eO/OB/lB 9pp 


0009150469 Foruiaids IE InFo Notice 80-30, “Potential for Una c cep ta b 1 e 
Interaction Between Control Rod Drive Bcram Function it 
Honoftsentlal Centrol Air at Certain GE BMH Facilities '■ No 
specific action or response requested 

MEPPLER, J 0 Region 3, Chicago. Office of the Director 00/08/20 

tp 


6009120041 Forwards Suppl 3 to IE Bulletin 80-17, “Failure of Control 
Rods to Insert During Strain at BWR " No written response 
required 

KEPPLER, J O Region 3, Chicago, Office of the Director 80/88/22 
Ip 


8009170412 Forwards IE Circular 60-18, "10CFR50 59 Safetg Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

KEPPLER. J G Region 3, Chicago. Office of the Director 80/08/23 
Ip 


8009230068 Forwards IE Info Notice 60-31. ''Maleperation of Ooul d-Drown 
Boverl 4BO Volt Tgpe K-600S A K-DOtl 600S Circuit Breaters " 

No written response required 

KEPPLER.J 8 Region 3, Chicago, Office of the Director 88/08/28 

*P 


8009248095 Forwards IE Circular 80-21, "Regulation of Refueling Craws 
No written response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director B0/Q9/1O 
Ip 


S Reportable occurrences. LERs ti related correspondence 


0009020067 Final deficiency rept re post-LOCA hydrogen analyzers 
During functional tes ting. pump failed due to panel outlet 
valves being closed when pump started Relief bypass valve 
installed across pump to stabilize temp Analyter mods made 
DAVIDSON, D R Cleveland Elat trie 1 1 lumi na t mg Co 60/08/26 4pp 


9009120297 Part 21 rept re drive shaft of Reliance IE motor driving 
Ola-Vac diaphragm pumps which stopped in two places during 
In-houso functional test of post-LOCA hydrogen atijlyter 
Deficiencies not reportabla per tOCFRSO 5S(el or Part 21 
DAViDSON.OR Cleveland Electric lllumlnatingCo 80/08/29. 2pp 


000924022? Act receipt of 800826 final deficiency rept re post-LOCA 
hydrogen analyzers 

FICRELLltG Region 3, Chicago. Reactor Construction ti Engineering 
Support Branch B0/09/0B Ip 


6009290071 Ack receipt of 800829 Itr re Part 21 rept on post-LOCA 
deuterium analyzers Matter will be reviewed during insp 
despite util statement that matter is not reportable per 
lOCFftSO 55(e) 

FIORELLItO Region 3. Chicago, Reactor Construction tt Engineering 
Support Dranch 80/09/08 ip 


DOCKET 50-443 SEAORODR NUCLEAR STATION. UNIT 1 


A App 1 1 catlon/cons true tion stage documents it correspondence 


8009050174 Advises that Class I fee is due for 790916 amend 
application 

DIGQ9.R H License Pee Management Branch 80/08/13 Ip. 


0 Adpudicatory correspondence 


8009820036 Espressos disagreement, on behalf of Seacoast An ti-PoI lut 1 on 
League, u/U Hendrie decision to participate in 2 286 
petition Although petition Is not sane proceeding as CP. from 
which JM Hendrie was d Isqual i f 1 ed, case Is factually related 
BACKUS, R A O'Neil, Oaciius, Spiel man 80/08/25 4pp 


T 009108597 Responds to 800625 Itr on bahalf of Seacoast Anti-Pollution 
League apposing Hendrie participation in NRC action on 
10CFR2, 206 petition Review period expired 600822 
Participation in areas outside CP proceeding will continue 
ENURIE, JM Commission 80/09/08 ip. 


8009120398 Order granting extension until 800926 for Commission to 
review ALAB-422 t relevant portions of ALA8-S61 

CHILK.S J Office of the Secretary of the Commission 80/09/10 

ip 


6009300037 Or d er , CL I-SO-33, remand 1 ng ALAa-422 to ASLAD for adidl 
evidence on Chlnnery methodology Parties must discuss 
relation between mai ground accelerations (. max effective 
ground acceleration wF Ahearne dissenting opinion end 
CHILK.S J Office of the Secretary of the Commission 80/09/23 

6 pp 


H General correspondence 


8009290220 Responds to B00630 itr OLs will not be Issued until util 
develops t implements emergency plan for safe evacuation of 
surrounding area 

DEIJIONpH R Office of Nuclear Reactor Regulation. Director 
80/09/09 app 


8 inspection reports. IE Bulletins L correspondence 


6009110470 Responds to IE Bulletin 79-03A Results of review of SA-312, 
Type 304 fusion-welded stainless steel pipe Indicate 
sufficient min pipe uall thickness 

DEV1NCEWTI3, J Public Service Co of New Hempshlro 80/08/04 Ip 


6009190089 Ack receipt of B00627 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/80-04 <i 
58-444/00-04 

GARL 88 N, R T Region 1, Philadelphia. Reactor Construction tt 
Engineering Support Branch 80/08/14 ip 

— 0009190094 Responds tn NRC 800S23 Itr re violations noted in IE Insp 
Repts 50-443/80-04 t> 50-444/00-04 Corrective actions weld 
repair process sheets revised to include sequences for 
visual e lam ina tion 

DEVINCENTIS, J Public Service Co of New Hampshire 80/06/27 

2pp 


— 9009190100 Forwards IE Insp Repts 50-443/80-04 *< 50--444/B0-04 on 
800414-17 & notice of violatlen 

CARLS 8 N, R T Region 1, Philadelphia. Reactor Gonstruettan h 
Engineering Support Branch 60/05/23 2pp 


— 6009190104 Notice of violation from insp on 800414-17 

a Region 1, Philadelphia. Reactor Construction tt Engineering 
Support Dranch B0/O5/21 Ip 


—0007190106 IE Insp Repts 50-443/80-04 t, 50-444/80-04 on B004I4-17 
Noncomp 1 lance noted failure to provide sequence of pipe 
weld repairs to assure code compliance 

MCGAUGHV, R N Region 1, Phi ladelph la, Reactor Construction (< 
Engineering Support Branch CERNE, A C , VARELA, A A Region t, 
Philadelphia, Office of the Director B0/05/S1 Bpp 


8009030047 Forwards Revision 1 to IE Bulletin 00-19. "Faildrts of 
Merc ury-lJB ttad Matrix Relays in Reactor Protective 69 s of 
Operating Nuclear Power Plants Designed by C-E ’’ Written 
response required 

GRIER, B H Region 1. Phi lade iphla, Office of the Director 
eO/OB/13 Ip 


8009180048 Forwards IE Circular 80-18. "lOCFfiSO, 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys '' No written response 
required 

GRIER.D H Region 1, Ph i ladelph ia. Office of the Director 
80/08/22 Ip 


a009I202Il Forwards IE Info Notice 80-31, "Ha lop era 1 1 on of 0ould-8ro«n 
Boverl 4B0 Volt Type K-600S * K-DON 600S Circuit Breakers " 

No written response required 

GRIER, B H Region 1. Philadelphia, Office of the Director 
aO/00/27 Ip 


8009230796 Forwards IE Circular 80-21, 'Regulation of Refueling Crews " 
No written response required 

GRIER, B H Region 1, Philadelphia, Dffiee of the Director. 

00/09/10 Ip 


8009240332 Forwards IE Info Notice 80-32. "Clarification of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Mafels “ No written response required 

ORIER.B H Region 1, Philadelphia, Office of the Director. 
80/09/13 ip 



DOCKETED ITEMS 


251 


5 Raport4bl9 mccurrences* LERs i rolated correspondi&ncii 


SQ090306S3 rnteridi deficisncy rspt re rod drop onoilysis IdesttnghousB 
toptcol rept unavailable until late Sept 19S0 Final rept 
cipected by Dec 1980 

DEWlKCEHTlS* B Public Service Co of Menu Hampshire GO/OB/21 Ip 


BC09090419 Final deficiency rept re use of invalid seismic amplified 
response spectra Short-term audit of seismic Catsgorij 1 sys 
& coinpoiients complete Redesign of containment annular steel 
complete Seismic verification program mill be completed 
DEVIHCEWnSt J Public Service Co or Meiu Hampshire SO/08/20 5pp 


e009l&0f<43 Part 21 final rept re use of invalid seismic amplified 
response spectra In design of components supported by 
contalnmenit bldg annular stee) framing Annular steel 
redesigned to increase rigidity 

SAftSTEN* O E United Engineers Constructors! Inc (subs of 
Raytheon Co } 80/08/29 Qpp 


DOCKET 50-444 8EABR00K NUCLEAR STATION. UNIT 2 


A Application/construction stage documents ik correspondence 


8009000194 Advises that Class 1 fee is due for 7905'l£i amend 
app I icat i on 

DI00S.-R 11 License Fee Management Branch 80/08/13 Ip 


C Adjudicatory correspondence 


0OO9O2OO3& Eipresses d isagreementi on behalf of Beacoast Anti-Pollution 
Lsagueiu/J Mendrie decision to participate In 2 206 
petition Although petition is not same proceeding as CP» from 
tifhlch JM Hendrle teas d isguai i f i ed. case is factually related 
BACKUS. R A O'Meil. Backus. Splelnan BO/OB/25 4pp 


8009100597 Responds to 800825 Itr on behalf of Seacoast Anti-Pollution 
League opposing Hendrie partlc ipatlon In NRC action on 
lOCFft2 20& petition Revleiii period expired 800822 
Part i c Ipat I on in areas outside CP proceeding uill continue 
HENDRIE. J H Commission 80/09/08 Ip 


8009120398 Order granting extension until 800926 for Commission to 
review ALAD-422 6 relevant portions of ALA0-561 

CHILK. S J Clfflce of the Secretary of the Commission BO/O^/IO 

Ip 


8009300037 Ord er, CLl-80-33, remand ing ALAn-422 to ASLAB for add I 
evidence on Chlnnery methodology Parties must discuss 
relation between max ground accelerations & max effective 
ground acceleration JF Ahearne dissenting opinion one 1 
CH1LK.8 J Office of the Secretary of the Commission 80/09/25 

6pp 


M Oeneral correspondence 


0-009290220 Responds to 800630 Itr OLs will not be issued until util 
develops 8. implements emergency plan for safe evacuation of 
surrounding area 

DENTON. H R Office of Nuclear Reactor Regulation# Director 
80/07/03 2p p 


0 Inspection Teports. IE Bulletins 6 correspondence 


0009110478 Responds to IE Bulletin 79-03A Results of review of BA-3t2. 
Type 304 f US 1 on-uie Ided stainless steel pipe indicate 
sufficient min pipe wall thickness 

DEVINCENTI9# vf Public Service Co of New Hampshire 80/08/04 Ip 


3009190009 Aclc receipt of 800627 itr informing NBC of steps tsben to 
correct violations noted In IE Insp flepts 50-443/80-04 «< 
30-444/00-04 

CARLSON.R T> Region 1. Philadelphia. Reactor Construction It 
Engineering Support Branch 60/08/14 ip 


--8009I90094 Responds to NRC 800S23 Itr re violations noted In IC Imp 
Repts 50-443/80-04 3t 30—444/80-04 Corrective act! ons , uiel d 
repair process sheets revised to include sequences for 
visual examination 

DEVlNCENTISi d Public Service Co of New Hampshire 80/06/27 

2pp 


•-8009I90100 Forwards IE Insp Repts 50-443/80-04 ti 30-444/80-04 on 
800414-17 & notice of violation 

CARLSON. R T Region l< Philadelphia. Reactor Construction 8t 
Engineering Support Bi anch 80/05/23 2 pp 


— 8009190104 Notice of violation from insp on 800414-17 

a Region 1. Philadelphia. Reactor Construction 6 Enginoering 
Support Branch 80/05/21 Ip 


— 0009190106 IE Insp Hopts 50-443/80-04 t 50-444/80-04 on 800414-17 
Nonconp Ii lane Q noted failure to pr-ovlde sequence of pipe 
weld repalls to assure code compliance 

MCGAUGtiy. n W fteglon 1# Philadelphia. Reactor Construction 6 
Engineering Support Branch CERNC. A C ■ VARELA. A A Region 1. 
Ph I lad e Iph la. Office of the Direc'or 00/03/21 Opp 


0009030047 Forwards Revision 1 to IE IlolLetin BO— 19. “Failures of 
Mercury-Wotted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Pawei Plants Designed by C~E “ Untten 
response required 

DRIER. D II Region 1. Philadelphia* Office ot the Director 
80/00/15 Ip 


60091B004Q Forwards IE Circular 80-10. "10CFR50 59 Safety Evaluations 

for Changes to Radwasto Tveatmont Sys " No written response 
required 

GRIER. D H Region 1. Philadelphia. Office of the Director 
80/08/22 Ip 


8009120211 Forwards IE Info Notice 80-31. "Maloperation of Oould-Druwn 
Dovorl 480 Volt Typo K-600S » K-DON 6003 Circuit Dreakovs ■' 

No written response required 

GRIER. D H Region 1. Philadelphia. Office of the Diroctoi 
aO/Ofl/27 Ip 


BO09230796 Forwards IE Circular 80-21. "Regulation of Refueling Crews 
No written response required 

ORIEK. D H Region 1. Ph i la-d e Iph I a. Office of the Diroctor 
aO/09/10 Ip 


6009240332 Forwards IE Info Notice HO-32. "Clarification of Certain 
Roqu iremonts for Exclusive-Use Shipments of Radioactive 
Metis " No written response required 

GRIER. 8 H Region 1. Philadelphia Office of the Director 
80/09/ 12 Ip 


S Ropoi’tablo occurrences. LERs fr related corrospondencs 


8009030353 Interim deficiency rept re rod drop analysis Westknghouse 
topical rept unavailable until lato Bspt 1960 Final rept 
expected by Dec 1980 

OEVINCENTIS. 8 Public Service Co of New Hampshire 80/08/21 Ip 


8009090419 Final dleflciency rept re uoe of invalid seismic amplified 
response spectra Short-term audit nf seismic Category I sys 
tt components completo Redesign of containment annular ateek 
coimplete Soismlc verification program will be completed 
OEVINCENT 18. J Public Service Co of New Hampshire 00/00/28 5pp 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC 8TA .UNIT 1 


A App IJcatlon/conitructlon stage documents h- correspondence 


8009020219 “Initial Draft Safety Evaluation on Metallurgy Revieu “ 
ANDERSON. W E . ATTERIDCE. D O . OLSON. W J Dattolle Memorial 
Institute. Pacific Northwest Laboratory 60/07/31 60pp 


8009080080 Forwards draft NUREC-0696. "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed Implementotton schedule for meeting criteria 
of NUHEO-0696 end W/o MUREO 

EISENMUT. 0 0 Division of Licensing 80/0-8/01 119pp 


8009030660 Forwards requests for add I info re instrumentation l< control 
sys In order to complete evaluation of OL app 1 1 catl ons FSAR 
should be amended to include requested info 

TEDESCO. R L Assistant Diroctor for Licensing 00/08/14 lOpp 


8009020491 Forwards request for add! info- re confirmatory piping 
analysis 

TEDESCO. R L Assistant Director for Licensing OO/OB/18 4pp 


8009100004 Moti f 1 cat 1 on of 600S26 meeting w/util in Dethvsda.MO to 
discuss implementation of MJBE0-O696 functional criteria 
BURHELL.S B Operating Reactors Oran-ch 2 80/08/22 3pp 


8009170404 Forwards request for addl Info re environ review for 
facility Environ rspt should be amended to Include End 1 
info 

TEDE6C0. R L Assistant Otrector for Licensing 80/00/27 17pp 
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a009J603i2 RfrsponJi to 800314 re^UBst # 0 T odd t info Ansuers to 
<^u-est Lori'S frorii I rrstrumenta'i! i on ^ Contriols ftraneh 1< ANL 

consultants will be submitted by aiiiend to FSAR an 601031 
GAHY.R J re»as Utilities Cenaratiisg Co 90/09/06 Ip 

900922033 '} F'orwards addl electrical i nstrunenta t ion 9 control drain nga 
to assist III tiRC review 

OARYi R v> Teras Utilities Osoeratinj Co 60/07/12 2pp 


C Adjudicatory correspondence 


3007070238 Response in opposition to applicant Aug 1980 first set of 
interrogatories Moves for protective order due to. haraoiment 
S intimidation Requests unspecified eitenslon of time to 
answer interrogatories Certificate of Sve end 

HAU THORNE > 5 .. GAV. 0 (1 Association of Cofiinunitg Organi tat 1 ons for 
Reform Noie-Tetas HAWTHORNE'S West Teias Legal Services 
60/0*1/20 4pp 


— 3007220339 "Diesel Generator A Monitor Lights Schematic L Connection 
Oiagram Sheet Issue Record *• fndei " Speet O 

* Gibbs t Hillr Inc Isubs of Dravo Corp I 2323 80/07/12 

Ip 


— 9D07220344 "Diesel Generator lOGl. Start Circuit Channel I, Schematic 
Diagram " Sheet 41 

a Gibbs f/ Hill. Inc isubs of Dravo Corp I S323 90/06/27 

Ip 


— 8007220340 "Diesel Generator IDC 1 • Star t /Stop Circuit Channel Up 
S cbe.'natic Diagram " Sheet <42 

a Gibbs t Hill. Inc (subs of Dravo Corp ) 2323 00/08/27 

Ip 

— 8009220357 "Diesel Generator lD02.Start Circuit Channel IrBchematic 
Diagram " Sheet 43 

a Gibbs b Hill' Inc (subs of Dravo Corp ) 2323 80/0S/27 

Ip 


8009020432 Forwards 000729 FR notice re procedural assistance change In 
ad jcid icatorg licensing proc eed Ing. ef f ec t ive 600725 Pollcg 
does not apply to RL Foute 000819 request for 790522 
transcript which mag be paid for b obtained from PDR 
ROrHSCHILD' M U Hearing Qranch 1 60/08/29 Sop 


8009150049 Offer of proof in support of intervener Q00701 motion for 
reconsideration of QA/OC contention Urges admission to 
modtfg Contention 5 to include Issues raised in end insp 
repts Certificate of 8vt enc 1 

OAY'O H Association of Communitg Organizations For Reform 
Now-Teles GAY. 0 M West Teias Legal Services 80/00/29 9pp 


—0009190050 Forwards IE Insp Repts 90-445/73-02 & 90-446/73-02 on 
731203-06 S' notice of violation 

HQUARO.E M Atomic Energy Commission 74/01/07 2pp 


— 00091500SI Notice of violation from insp on 731203-06 
* Atomic Enargg Commission 74/01/07 Spp 


— 6009220368 "Oiescl Generator 1 002. Star t/Stop Circuit Channel 11. 
Schematic Diagram " Sheet 44 

* Oibbs t Hill. Inc (subs of Dravo Corp > 2323 80/06/27 

Ip 


— 6009220380 "Diesel Generator IDCl ■ Miscei laneous Circuits Sheet 1. 
Schematic Diagram " Sheet 45 

* Gibbs A Hill. Inc (subs of Dravo Corp ) 2323 00/08/27 

Ip 


— 60091 50055 IE Insp Repts 50-445/73-02 L 50-4‘l6/73-O2 on 731203-06 
Moncornpl lance noted QA program did not complg u/App D t< not 
carried out per written policies 

UARNICK.R F > PERANICH.M U . MADSEN. G L Atomic Energy Commisston 
74/01/07. 20pp 


—8007190057 Forwards IE Insp Repts 50-445/74-01 i< 50-446/74-01 on 
740313-14 No noncompliance noted 

HOWARO.E M Atomic Energy Commission 74/03/19 3pp 


— 8009220383 "Diesel Cenerator IDGI . Mi see 1 1 aneous Circuits Sheet 2. 
Schematic Diagram " Sheet 46 

a Gibbs «. Hill. Inc Isubs of Dravo Corp > 2323 80/06/27 

ip 


— 0009220305 "Diesel Generator 1 0G2. lii seel laneous Circuits Sheet 1. 
Schematic Diagram ” Sheet 47 

« Gibbs b Hill. Inc (subs of Dravo Corp I 2323 00/00/27 

ip 


— 8009220387 "Diesel Generator 1 DG2> Mi sc el laneous Circuits Sheet 2. 
Schematic Diagram '* Sheet 48 

• Gibbs 4 Hill. Inc (subs of Dravo Corp ) 2323 60/08/27 

Ip 


— '8009220372 "Diesel Oensrater lOG I . Mi see 1 1 aneous Circuits Sheet 3. 
Schematic Diagram " Sheet 49 

* Oitbs fi. Hilt. Inc (subs of Dravo Corp > 2323 80/00/27 

Ip 


— 8007220393 "Diesel Generator I D02. Ml sec 1 1 aneous Circuits Shert 3. 
Sche.iiatlc Diagram " Sheet 50 

s Gibbs h Hill. Inc (subs of Dravo Corp ) 2323 00/03/27 

IP 


9009230623 Forwards response to KRC 600327 request for add 1 Info re 
environ review ft amended environ review pages List of encis 
onlg end Encis sent to -J Lehr in separate package 
WERNER. R Texas Utilities Services. Inc 60/09/12 3pp 


C Utility Environmental Report (ER)< amends 4 c arrespandence 


0009300442 Confirms 000925 telcon Review team will use unofficial 
diTiended environ rept until docketed Amend 1 received 
HARRIS. V A Argor.ns National Laboratory 80/07/26 tp 


F Security, medical, emergency i fire protection plans 


8009020143 Invites part 1 e i pat ion in 000322 worlshep in Atlanta, OA to 
solicit comment re proposed functional criteria for 
emergency response facilities in NL(flEC-0696 Discussion to 
Include loc at ion. s 1 1 e 5 staffing of emergency ctfs 
SEYfRIT.K V Region. 4. Dallas. Office of the Director 30/09/12 
Ip 


— 6009150060 IE Tnsp Repts SO-445/74-OI k 50-446/74-01 on 740313-14 
Certain items of previous QA concerns remain open re 
requirement of ANSI, dlstrlbutian of drawings tt vendor 
qua! 1 f ication for bidders' list 

NARNICK.R F ■ MADSEN. G L Atomic Energy Commission 74/03/iG 
14pp 


—6009130063 Forwards IE Insp Repts 50-445/74-02 S< 50-446/74-02 on 
740627-29 

HOWARO.E n Atomic Energy Commission 74/07/11 Spp 


— 6009150066 IE Insp Repts 50-445/74-02 t, 50-446/74-02 on 740627-20 
Noncomp 1 iance noted QA policy S procedures do not meet ANSI 
s tds 

CROSSHAN.W A . STEWART, P C , MADSEN, 0 L Atomic Energy Commlnlflii 
74/04/11 lOpp 


— 8009150068 Forwards IE Insp Repts 50-445/74-03 «. 50-446/74-03 on 
740719-19 Noncump 1 iance noted 

HO-W ARD. E M Atomic Energy Commission 74/07/30 2pp 


— B009 1 50071 IE Insp Repts 50-445/74-03 I. 50-446/74-03 on 740710-19 
None offip 1 lance noted lact of delineation of QA/OC interface 
activities & failure to detail respons ib i I i tes 

STEWART, n C . CROSSHAN.W A , MADSEN, 0 L Atomic Energy Commission 
74/07/30 7pp 


—6009150113 Forwards IE Insp Repts 50-445/74-04 8< 50-446/74-04 on 
741107-08 None oeip 1 iance noted 

HOWARO.E H Atomic Energy Commission 74/11/19 3pp 


—6009150073 IE Insp Repts 50-445/74-04 «. 50-446/74-04 on 741IO7-0G 
Noncomp 1 lanc e noted OC procedures not adequately controlled 
?. QA program manual had no procedural control re changes, 
revision or addition 

STEWART. R C , DICKERSON, M W , MADSEN. 0 L Atomic Energy 
CodUElissl on 74/11/19 Hpp 


—8009190116 Forwards IE Insp Repts 50-445/75-12 b 50-446/75-12 on 
750911-12 No noncomp 1 lance noted 

MAOSEN.O L Region 4, Dallas, Reactor Construction b Engineering 
Support Branch 75/10/01 2pp 


— 8009150077 IE insp Repts 30-443/75-12 b 50-446/75-12 on 7S091I-I2 
No noncompliance noted Areas inspec tod ' I icansee action on 
^r0viotJ9li{ enforcettient 

STEWART, R C , HUDACEK, W G . CROSSHAN.W A Region 4, Dallas. Office 
of the Director 75/10/01 Spp 
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-80091 30f20 Foi-u/arifs IE Insp Repts 30-445/76-01 V 50-446/76-01 on 
760107-09 Noncotnp I >anc e noted 

MAOSEfdt O L Region 4< Dallasr Reactor Construction 6 Engineering 
Support DraOch 76/01/29 2pp 


■a009lS00B0 IE Jnsp Repts 50-445/76-01 6 50-446/76-01 on 760107-09 
None offip 1 lance noted QC/QA surveillance conducted u/o 
prescribed procedures 

STEWART. R C / DICKERSON' t1 N Region 4' Dallas. Office of the 
• Director CROSSMAN. W A Region 4. Dallas, Reactor Construction 6 
Engineering Support Branch 76/01/29 14pp 


■S0O91 30122 Foruiards IE Insp Repts 50-445/76-08 h 50-446/76-Ofl on 
760726-30 None omp 1 lane e noted 

SEIDLE.U C Region 4. Dallas. Office of the Director 76/08/20 
2pp 


— 8O091S0OB3 IE Insp Repts 50-445/76-00 t 50-446/76-08 on 760726-30 
Noncompltanee noted QA inanager duties h responsibilities 
encompassed engineering functions beyond GA program manual 
STEUART. R C , RDSENDERO, A Q , CROSSMAN, N A Region 4, Dallas, 
Office of the Director 76/08/19 I3pp 


—8009130135 Forwards IE Insp Repts 50-445/77-02 fc 50-446/77-02 on 
770301-04 Noncorapliance noted 

8EIDLE.W C Region 4. Pallas. Reactor Construction & Engineering 
Support Branch 77/03/23 2pp 


— 8009150087 IE Insp Repts 50-445/77-02 «< 50-446/77-02 on 770301-04 
Nancoinp llance noted failure to meet QA procedure reporting 
requirement 

CRDSSHAN.N A . STEWART. R C , TARIA, J I Region 4, Dallas. Office 
of the Director 77/03/23 llpp 


— 0009150127 Forwards IE Insp Repts 50-445/78-05 «< 50-446/70-09 on 
770321-24 (. notice of violation 

5EIDLE. W C Region 4. Pallas. Reactor Construction It Engineering 
Support Branch 7B/04/06 2pp 


— 8009150091 Notice of violation from Insp on 700321-24 

e Region 4. Dallas. Office of the Director 70/04/05 ip 


—9009150093 IE Insp Repts 90-445/78-05 U SO-446/78-05 on 780321-24 
Moncompl iance noted vendor quality documentation 
unava liable 

TAVLOR.R 0 . HALL, R E . CROSSMAM, W A Region 4. Dallas, Office of 
the Director 78/04/05 5pp 


'8009130133 Forwards IE Insp Repts 50-443/7B-07 V 50-446/78-07 on 
700411-21 4 notice of violation 

8EIDLE.H C Region 4, Dallas, Office of the Director 78/05/10 
2pp 


--B009150096 Notice of violation from insp on 780411-21 

« Region 4, Dallas. Office of the Director 76/05/10 Ip 


—0007150100 IE Insp Repts 50-448/78-07 t- 50-446/70-07 on 780411-21 
Nencoflipl lance noted failure to meet P8AR commitments re 
concrete testing frequency 

TAVLOR.R 0 , FOSTER. W E , WARD, J J Region 4. Dallas, Office of 
the Director 78/05/10 lOpp 


—8009150136 Forwerds IE Insp Repts 50-445/78-11 !< 50-446/70-11 on 
7B0620-23 6 notice of violation 

8EIDLE, W C Region 4. Dallas, Office of the Director 70/O6/3D 

2pp 


— 8009150102 Notice of violation from Insp on 780620-23 

» Region 4, Dallas, Office of the Director 76/06/29 Ip 


— 8009150105 IE Jnsp Repts 50-445/78-11 li 50-446/78-11 on 780620-23 
Honcamp I lance noted failure to follow piping Installation 
proc edures 

TAVLOR.R 0 , GROSSMAN, W A Region 4, Dallas. Office of the 
Director 70/06/29 6pp 


B009I00435 Motion for extension until 800915 to respond to applicants' 
first set of interrogatories Certificate of Gve end 
HCCOLL.A C . MILLS, T , HART, J L Citliens for Fair Utility 
Regulation 00/09/02 2pp 


Q009090579 Forwards original of verification end u/ansuers to 
applicant B00903 first set of interrogations 6 requests 
ta produce Affidavit end W/o verification 

ELLIS. J Citliens Association for Sound Energy 80/09/03, 2pp 


B009110034 Response to applicants' first set of interrogatories 6 
requests for production of documents Moves for 60-day 
estension to respond to Inte t r og a t or 1 es 55-65 re 
cost/benerit balance Objects to remaining questions 
ELLIS. J Citliens Association for Sound Energy SO/09/03 4Spp 


--8009110044 Forwards affidavit rc intervenor S00903 response to 
applicants' first set of 1 n ter roga t or i es Certificate of Sve 
enc I 

ELLIS.vf Citliens Association for Sound Energy 80/09/03 3pp 


B0D9060039 Response stating no objection to Citliens Association for 
Sound Energy 000020 motion for ertension until 3QO703 to 
reply to applicants' first set of in terroga tor i e s 
Certificate of Sve end 

ROTHSCHILD. M U Hearing Branch 1 80/09/04 3pp 


0009110048 Response to Citiiens Association for Sound Energy request 
for production of documents contained in 000707 first eat of 
interrogatories Mails will be available for insp 6 copying 
upon arrangement ui/HG Schmidt Certificate of Sve end 
REYNOLDS, N 5 , HaRIN, W A Teias Utilities Generating Co 
REYNOLDS. N 5 Debevolse 6 Liberman 80/09/09 5pp 


8007110369 Confirms conversation re objection U intent not to respond 
to util 000825 Interrogatories t document requests Factual 
discovery dosed since 800314 Interrogatories are iSl-timed 
as efforts have been made to encourage settlement 
STAHL. O M IshaiTir Lincoln t Beale 80/O9/OB Ip 


8009110701 Response stating no objection to Citliens for Fair Util 
Regulation 800902 request For extension until 800915 to 
respond to applicants' 800913 first set of interrogatories 
S, request for preductlan of documents W/C er 1 1 f i c a te of Sve 
REINOUDS.N B , HORIN, W A Texas Utilities Generating Co 
REVNaUDB.N 5 Debevolse lb Liberman 80/09/09 3pp 


800911079,1 Response stating no objection to Citliens for Fair Util 
Regulation 000902 motion for extension until 800913 to 
respond to applicants' first sets of interrogatories 6 
request for production of documents Certificate of Gve end 
R0TH8CHILD.N U Hearing Branch 2 90/09/11 3pp 


9DD9170361 Submits status of rept on settlement negot lat 1 ons, o n behalf 
of TX-LA Electric Cooperative of TX Inc No unresolved issues 
exist at present Certificate of Sve enc 1 
DURCHETTE.W H Northeutt Ely BO/09/11 Bp p 


9009170141 Motion ta coimpel TX Association of Cominunity Organ 1 1 a t ion s 
for Reform Mow response to applicants interrogatories 
Opposes intervener motions for protective order 6 for addl 
time W/Certi f Icate of 0vc Related correspondence 
REYNOLDS. N a , HORIN.WA Texas Utilities Generating Co 
REYNOLDS. NS Debavoise b Liberman QO/09/12 16pp 


9009260005 Response to applicants' first set of interrogatories & 
request for production of documents Objects to majority of 
questions on basis of ambiguity Certificate of Sve end 
FOU^E.R L , HART.J L . MCCOLL. A C Citliens for Fair Utility 
Regulation 00/07/15 17pp 


G009230005 Motion to cempcl Citliens Assoc iatln for Sound Energy 
response to first set of interrogatories Opposes motion for 
60-day extension re Interrogatories 55.57.59.61.62 U 64 
Responds to request for clarification W/Cer ti f Icate of Sve 
REYNOLDS, N S , HORIN, HA Texas Utilities Generating Co 
REYNOLDS. N S Debevolse b Liberman 80/07/18 22pp 


8009260009 Motion for protective order due to applicants' 900913 
voluminous first set of interrogatories i. request for 
production of documents consisting of 167 basic demands 
Certificate of Sve enci 

HART.J , MILLS, T , MCCOLL, A Citliens for Fair Utility Regulation 
BO/09/ia 7pp 


H General correspondence 


6009020100 Responds to 800609 1 tr Advises that heat-induced illness 
being watched closely at plants Const has progressed to 
point that most work being dene indoors Applicants have 
taken steps to improve working conditions by adding fans 
DENION.H R Office of Nuclear Reactor Regulation, Director 
80/03/ 12 Ip 


•8009020112 Informs that TX expariendno severe heat wave Requests that 
const on nuclear reactors be hatted until lemp at normal 
level for season Humanly Invposslble for const workers to do 
excellent work required 

LEVINE.H R Affiliation Unknown 80/07/03 Ip 
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« Antitrust correspondence 


a0090-10l9i Response to app 1 1 c an ts r C entra 1 4 Bowth tiest Corp 4 C J tg o 
Austin T/ Obiections to TK Border Cooperarive petition to 
inter eene Asserts interests under LDP-7‘1-13 Urges full partg 
participation U/Cer 1 1 f i c ate of Svc n^rjrii a a 

0'ri£IL,fi A Bouthuest Teias Electric Cooperative □ PieiL.K A 
ml ler, Dalis 4 O'Neil BO/07/31 16pp 


— 6009170235 Stipulation incorporating enc 1 license conditions u/o 
admission of violation to antitrust lays 

STAHL, D M Central !. South West Corp BOUKtUOHT. U A Tetas 
Utilities Oeneratina Co SO/09/13 17pp 


— 6009170239 Stipulation incorporating enc I license condition u/o 
admission of violation to antitrust lays 

FABRIKAMT,R Justice, Dept of CHANANIA.FD Antitrust Dlvtilon 
BTAHLiD M Central i South West Corp 80/09/12 20pp 


3009020302 Renuests that info he provided to all parties re uheelins 
rat* deselopnenl per 800826 discussions Discusses principles 
to be considered re smaller util participation in facilltg 

SPlEGEL.'o Spiegel 4 NcDiarmld SP1E0EL,0 Broun svi 1 1 e , TX 
80/08/28 App 


B009160157 Settlement status rept per ASLB 800813 order Endorses end 
stipulation re license conditions reached bg OOJiNRC.FERC & 

Houstcn Lighting (< Power Resolves concerns evidencing intent 
to litigate DOE endorsed settlement entirely in FERC cate 
COPELAWDi J 0 Houston Light ir>g 4 Power Co COPELAND* J 0 Baker 4 
Botts BO/09/15 app 


8009030721 Advises that appropriate steps have been taken to insure svc 
of status repts I pleadings 

CHANANIA. F D Antitrust Division BO/OB/29 Ip 

8009040289 Joint motion for partial revision of ASLD 800813 order re 
procedural schedule Suggests 000912 for settlement status 
repts, 800915 for prehearing conference t 601112 for 
evidentiary hearing connencement Certificate of Svc enc 1 
CHANANIA. F D Antitrust Division FLYNM, P 0 Huoston Lighting » 
Pouor Co FABRlKANTrR Justice. Dept of 00/08/29 7pp 


8009100261 Designates WA Bussell of WA Russel & Associates as eipert 
engineering witness which DDJ may call at trial of facility 
licensing proceeding 

MCMILLEN, H H Justlce.Dept of 00/09/03 Ip 


8009110792 Order revising procedural schedule set In ASLD 800013 order 
Settlement status rept shall be submitted on 60-0912, 
prehearing conference shall commence on 800915, trial briefs 
on 801008 4 22 i evidentiary hearing on 801112 

HILLER. M E Atomic Safety and Licensing Board Panel 00/09/08 

2pp 


8009150417 notion to compel Central Power *. Light response to 000829 
Interrogatories Objection erroneous due to necessity to 
know full scope of take-over plans W/DH Stohl BD0908 Itr. 
ercorpts of util corrected discovery t. Certificate of 3vc 
SPIEGEL, 0 , POIRIER, M R Brownsvl 11 o, TX SPIEGEL, 0 Spiegel 4 
HcDiar.nld 80/09/11 23pp 


8009140275 Notice of taking WP Bayles t> T Russell of CPAL 800923 t, 24 
depositions Eiamination will address passible purchase of 
Drowns/ille electric util sys 4 related studies 4 issuance 
of bonds Certificate of Svc end 

POIRIER, H fl Brownsville, TX POIRIER, M fi Spiegel & McDiarmid 
80/09/12 7pp 


109170180 Settlement status rept Author approval of terms of 
stipulated licensing conditions not yet given No position 
on Issues ft procedures presented Certificate of Svc one I 
JQHN.D F , HDNTEfi.H South Teias Electric Cooperative JOHN, D E 
Medlnae lectr Ic Cooperative, Inc 00/09/12 5pp 


6009170359 Settlement status rept per ASLB BOOB13 order Agreement 
reached by util,NRC 4 DOJ which will dispose of all Comanche 
Peak issues when approved by ASLB End stipulation will 
insure OL would not violate antitrust laws 
SAliPLES.H D < KNOTTS, J D Texas Utilities Generating Co 
SAKPLES, M D Worsham, Forsythe 4 Samp els 60/09/12 2pp 


— 6009170344 Stipulation incorporating end license conditions Licensee 
denies past conduct w/o conditions violated antitrust taws 
Stipulation 4 conditions do not constitute admissions of 
viola tions 

CHANANIAiF D Antitrust Division • Jus 1 1 ce, Dept of 
BURCHETTE.M H Texas-Loui slana Electric Coop era t lVB> t isc 
80/09/12 lOpp 


— 8009140160 Stipulation incorporating license conditions Licensee past 
or planned action w/o conditions not inconsistent uj/ 
antitrust laws Conditions do not consititute admission or 
violations Certificate of Svc end 

FABRIKANT.R Jus 1 1 c o , Dop t o f CHANANIA.FD Antitrust Division 

STAHL, D Houston Lighting 4 Power Co 00/09/15 17pp 


8009160182 Settlement status rept per ASLD 60013 order Reguestf 
unspecified extension to receive 4 review new arguments (i 
to determine 4. submit unresolved issues License conditions 
4 settlement re FERC not yet received N/Cer t i f ica te of Svc 
POIRIER, H R Brownsville, TX PPIfilER, M R Spiegel «< McDlarmld 
80/09/15 9pp 


8009170177 Settlement status rept Suggests approval of stipulated 
license conditions to maintain situation consistent u/ 
antitrust laws FERC 4i SEC approval of dc interconnections 
necessary for settlement execution Certificate of Svc end 
STAHL, D H Central * South West Corp STAHL, D M Isham. Lincoln & 
Beale 80/09/15 12pp 


8009180440 Buppl status rept per ASLD 000813 order DOJ reached 
agreement w/partles in Comanche Peak proceedings re proposed 
set of license conditions Agreement reached w/applicant in 
South TX proceeding Certificate of Svc end 
MCMILLEN, N H Justlce.Dept of 80/09/13 7pp 


8009250028 Order granting extension until 800929 for Commission to 
review ALAD-408 

CHILK, S J Office of the Secretary of the Commission 80/09/22 
Ip 


8009240318 Motion for one-day extension to file comments on proposed 
settlement conditions Last minute consul tatlons it 
discussions needed Certificate of Svc end 

POIRIER. MR DrouinsvilleiTX POIRIER, MR Spiegel St McDiarmid 
00/09/24 6pp 


S009300035 Comments on proposed settlements per ASLB 800915 directive 
Proposed license conditions will serve to preclude or limit 
consideration of competitive implications of dc ties by 
FERC Certificate of 8vC end 

O'NEIL, R A Southwest Texas Electric Cooperative O'NEIL, R A 
Kilter, Balls t, O'Neil 60/09/24 12pp 


8OO93OO4S0 Confirms that JR Choukas-Brad 1 ey was authoriied to exprois 
position of Miller, Balls «( O'Neil, P C on behalf of TX 
Border Cooperatives at 800913 status hearing re leave to 
intervene out of time 

O'NEIL, R A Miller, Balls 4i O'Neil 60/09/24 2pp 


■8009300494 Comments of TX Border Cooperatives on proposed settlements 
of NRC 4> DOJ re licensing proceedings Certificate of Svc 
end 

O'NEIL, R A Miller, Salts it O'Neil O'NEIL, R A Tetas Border 
Cooperatives 80/09/24 lOpp 


— 8007170349 Stipulation incorporating exit 1 license conditions Lice'nsee 
denies past conduct w/o conditions violated antitrust laws 
Stipulation it conditions do not constitute admissions of 
violations ll/o conditions Certificate of Bve end 
STAHL. D Central V South West Corp KNOTTS, J B Texas Utilities 

Generating Co BTAHL, D Isham, Lincoln !< Beale 80/09/12 4pp 


9170229 Fourth settlement status rept Stipulations y/applicants 
mbodying two sets of license conditions accomplished Final 
isition re need for hearing will be submitted after 
aminatlon of conditions by parties W/Certif 1 cate of Svc 
lAMANIArF 0 Antitrust Division 00/09/14 7pp 


109170232 Stipulation incorporating new license conditions u/o 
admission of violation to antitrust laws 

CHANANIA.FD Antitrust Division FAB RIKA NT, R Jus t i c e. Dep t of 

BJRCHETTE.WH Texas-Logi a idna Electric Coop era t iva« Inc 

80/09/12 3pp 


8009300013 Motion in opposition to 000912 proposed license conditions 
due to failure to address crucial issues re effects of ac i 
dc interconnections Urges further proceedings to cure 
inconsistency u/antltruat laws Certificate of 0vc end 
SPIEGEL, 0 , JADLON, R A . ROTH, A J Brownsvl He, TX 80/09/25 32pp 


6009300324 Order granting extension until 000925 for all parties to 
cerment on 800915 stipulation 4> licensing conditions 
WOLFE, S J Atomic Safety and Licensing Board Panel 00/09/25 Jp 


N Antitrust hearing transcripts 


8009190744 Transcript of 000915 prehearing conference in Dethet<»,MD 
Pp 1076-1130 

« Atomic Safety and Licensing Board Panel 00/09/15 64pp 
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Q Inipection repurtsi IE Bulletins correspondence 


QOO^ISOO^S Discusses IE Insp Repts 50-445/80-15 U 50-446/80-15 on 
B00606 (• O'? forwards notice of violation 

6EIDLE»W C Region 4 p Datlasi Reactor Construction U Engineering 
guppart Branch 80/06/23 2pp 


— B009160100 Notice of violation from insp on 800606 h 09 None ornp 1 1 anc e 
noted failure to establish OA program for Class 5 pipe 
support sgs 

» Region 4 p DallaSi Office of the Director BO/06/23 Ipp 

8009170420 Ack receipt of IE Insp Repts 50-445/00-1 1 t> 50-446/00-11 
Ho proprietarg info 

OARYi R J Texas Utilities Generating Co 00/07/02 Ip 

8009150012 Responds to IE Bulletin 00-05 re vacuum conditien resulting 
in damage to holdup or 1 oiu pressure tanks Tanks have 
ade<iuate protection against vac uum conditions Design of 
holdup tanks compatible lu/overflou renulreraants 
OARYp R 3 Texas Utilities Generating Co 00/07/11 3pp 


B009150337 Forwards IE Insp Repts 50-445/80-15 h 50-446/00-15 during 
June t9B0 J notice of violation 

SEIDUEiW c Region 4p Dallasp Reactor Construction ti Engineering 
Support Branch 00/07/23 2pp 


— 8009130363 Notice of violation from insp during June 1900 

* Region 4p Dallasi Reactor Construction & Engineering Support 
Branch 00/07/22 Ip 


— B007190367 IE Insp Repts 50-445/00-15 f/ 50-446/80-lS during June 1900 
Noncompliance noted failure to establish QA program for 
Class S pipe support sgs f/ failure to follow const 
procedures required bg drawings 

TAVUQflpR 0 1 CROSGMANp W A Region 4, Dallas< Office of the 
Director 80/07/22 6pp 


6009100457 Submits response to IE Bulletin 79-03A 8A-312 Type 304 fc 316 
fusion weld pipe has been used In safety-related sys which 
may be subj to design stresses in excess of 85/C of code 
allowable stresses List of subj pipes end 
GARY. R J Texas Utilities Generating Co 8O/O7/S0 4pp 


B00910D269 Forwards IE Insp Repts 50-445/BO-17 8/ 50-446/80-17 on 
800714-18 *• notice of violation 

SEIDLEiU C Region 4t Dallasi Reactor Construction t< Engineering 
Support Branch 80/07/31 2pp 


— 0009100273 Notice of violation Prom Insp on 000714-18 

a Region 4, Dallasi Office of the Director 00/07/31 Ip 


--8009100279 IE Insp Repts 50-443/80-17 U. 50-446/00-17 on 800714-19 
Noncompl lance noted failure to use proper weld preparation 
counterbore transition tapers 

HALL. R E 1 OILDERTtL D Region 4i Dallas/ Reactor Construction ti 
Engineering Support Branch MARTIN/L E Region 4/ Dallasr Office 
of the Director 80/07/31 3pp 


8009290229 Responds to 800717 Itr Extends due date for response to 
notico of violation identified In IE Insp Repts 
30-445/00-15 «c 50-446/00-15 to 000020 

8£iDLe<U C Region 4. Dallasi Reactor Construction & Eng ineer trig 
Support Branch 00/07/31 Ip 


— 8009290571 Requests extension until 800820 to determine scope of 
problem Identified In IE Insp Repts 50-445/80-15 ti 
50-446/00-15 

OARYi R J Texas Utilities Generating Co 80/07/17 Ip 


8009300055 Submits response to IF Bulletin 00-16 Rosemount Model 1151 
or 1132 pressure transmitters have net been purchased nor 
are planned for safety-related applications 
OARYi R J. Texas Utilities Generating Co 80/08/08. Ip 


8009030265 Forwards Revision 1 to IE Oollotln 80~19i "Failures of 
Kercury-Hetted Matrix Relays in Reactor Protective 8ys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

SEYFRITiK V Region 4. Dallas. Office of the Director 00/09/15 

»P 


8009170406 Forwards IE Circular 00-10. "10CFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

SEYFRTT.K V, Region 4, Dallas, Office of the Director 00/09/22 

*P 


B009120434 Forwards IC Info Notice 80-31/ "Me loperat ion of Gould-Brown 
Boven 480 Volt Type K-60OS ^ K.~DQN 6005 Circuit Breakers “ 

No written response required 

SEYhRJT/K V Region 4. UatUs, Office or the Director 00/08/27 
Ip 


0009300070 Submits response to IE Bulletin 80-20 re Westinghouse Type 
W-2 control switches Requests extension to 801201 to 
complete leview t corrective action 

GARY. 0 J Texas Utilities Generating Co 80/00/29 ip 


8009300065 Submits response te IE Bulletin 79-03A Etching ends of 
sarety-re lated BA-312 Type 300 senes fusion-welded pipe is 
in pregress Results of elchirg will be submitted by 801015 
GARY, n J Texas Utilities Generating Co SO /O 9/OB Ip 


8009300076 Submits response to IE Bulletin 00-19. Revi sion I 
No CP Clare Model H02!(-1011 mercury-wotted relays in reactor 
protection sys 

GARY. R J Texas Utilities Generating Co 80/09/09 Ip 


S Reportable necorr ences. LERs f< related correspondence 


8009100045 Interim deficiency i ep t re installation of welded cendult 
supports Typical engineering drawings for major support have 
been developed S included in. conduit support package Insp 
instruction revised 

GARY, n J Texas Utilities Generating Co 80/07/25 3pp 


0009230301 Deficiency rept re discrepancies in installation h insp 
requirements for Class V saf ety-related piping supports 
Caused by inadequate documentation to ascertain that 
supports satisfy design h seismic load requirements 
GARViR J Texas Utilities Generating Co 00/09/18 2pp 


V Operator Examinations 


8009090307 Forwards licensed operator training lessons for fluid flow 
heat transfer h tlxarmodynanii c s, 1 n response to NRC 000328 
Itr Training re mitigation of aevaro core damage per Inst 
for Nuclear Power Operations guidelines will be developed 
GARY, R J Texas Utilities Generating Co BO/OB/M 184pp 


DOCHEI 50-446 COMANCHE PEAK STEAM ELECTRIC STA .UNIT 2 


A App 1 icati on/eons bructlon stage documents 6 correspondence 


0009020219 "Initial Draft Safety Evaluation on Metallurgy Review 
ANDERSONiW E , ATTERIDGE.D O . OLSON. N J Baltelle Memorial 
Institute. Pacific Northwest Laboratory 80/07/31 60pp 


0009000080 Forwards draft NUREG-0696. "Functional Criteria for 
Emergency Response Facilities " Corments requested within 30 
days Proposed imp 1 omen tat ion schedule for meeting criteria 
of NUREO-0696 end W/o NUREO 

EISENHUT.O 0 Division of Licensing BO/GB/Ol il9pp 


0009030660 Forwaids requests foi addl Info r» instrumentation & control 
sys in order to complete evaluation of OL applications FEAR 
should be amended to include requested into 

TEDEBCO.R L Assistant Director for Licensing 00/09/14 iOpp 

8009020491 Forwards request for addl infu re confirmatory piping 
analys 1 s 

TEDESCOiR U Assistant Director for Licensing 80/00/18 4pp 

0009100004 Notification of 800926 meeting w/util in Bethesda.MD to 
discuss implementation of NUREG-0696 functional criteria 
0URWELLi9 0 Operating Reactors Branch 2 00/00/22 3pp 


0009170404 Forwards request for addl info re environ review for 
facility Environ rept should bo amended to include Enel 1 
info 

TEDESCO.R L Assistant Director for Licensing 00/00/27 i7pp 


0009160362 Rospends fco 000014 request for addl info Answers to 
questions from Instrumentation * Controls Sys Branch h ANL 
consultants will be submitted by amend to FSAR on 801031 
GARY. R J Texas Utilities Generating Co 00/09/00 Ip 

8009220334 Forwards addl electrical instrumentation & control drawings 
to assist in NRC review 

GARY, R J Texas Utilities Generating Cn 80/09/12 2pp, 
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'80'0'f220333 "Diesel •Generator {■ Monitor Lights Schenotic !< Co^nnaction 
Diagran Sheet Issue Record t Ind 
Gibbs t Will* Inc (subs o^ 

Ip 


Diagram " Sheet hi 
* Gibbs !> Kill* Inc 
Ip 


Diagran *' Sheet 43 
« Gibbs L Hill. In 

ip 


Schenebic Diagram " Sheet 44 
tf Gibbs 8< Hill. Inc <subs 
IP 


Corp ) 

2323 

80/09/12 

Circuit 

Channe 1 

[> Schematic 

Corp ) 

2323 

80/00/ 27 

Circuit 

Channel 

1 1 Schematic 

Corp I 

2323 

80/08/27 

/Stop Circuit Channel 11* 

Corp i 

2323 

80/08/27 


8009150045 Offer of proof in support of intervener B00701 motion for 
reconsideration of OA/QC contention Urges admiSBlon to 
modify Contention 5 to include issues raised in enc 1 insp 
repts Certificate of Sve end 

GAVp 0 M Association of Community Organi rations for Reform 
Now-Teias OAVi 0 M West Teias Legal Services BO/08i/29 App 


— 3009150050 Forwards IE Insp Repts SO-hhS/TS-oa i 50-446/73-02 on 
731203-06 tt notice of violation 

HOlfARDi E M Atomic Energy Commission 74/01/07 2pp 


— 8009150051 Notice of violation from insp on 731203-06 
* Atonic Energy Commission 74/01/07 6pp 


— 8009150055 IE Insp Repts 50-445/73-02 4. 50-446/73-02 on 731203-06 
Noncompl lance noted OA program did not comply u/App D U not 
carried out per written policies 

WARNICHpR f I PERANICH, M W . MADSEN. G L Atomic Energy Commissi OP 
74/01/07 20pp 


— 8009220380 "Diesel Generator 1 DO) > Ki sc e 1 la neous Circuits Sheet li 
Schemahic Diagram " Sheet 45 

a Gibbs t Htli* 1 nt (subs of Dravo Corp ) 2323 BO/00/27 

Ip 


— 8009220393 "Diesel Generator IDGl* Kiscel lanoous Circuits Sheet 2* 
Schematic Diagram " Sheet 46 

• Oibbs 4 Hill. Inc (subs of Dravo Corp ) 2323 80/08/27 

IP 


— 8009230335 "Diesel Generator 1 DG3. Hi see 1 1 anoou s Circuits Sheet I. 
Bchematic Diagram " Sheet 47 

• Gibbs 4 Hill. Inc (subs of Dravo Carp 1 2323 80/08/27 

Ip 


— B009IS0057 Forwards IE Insp Repts SO-445/74-01 & SO-446/74-Ol on 
740313-14 No noncompl lanco noted 

HOWARD. E H Atomic Energy Commission 74/03/19 3pp 


— 0009150060 IE Insp Repts 50-445/74-01 4 50-446/74-01 on 740313-14 
Certain Items of previous QA concerns remain open re 
requirement of ANSI* d is tr (but ion of drawings 4 vendor 
qualification for bidders' list 

WARNICK.R F , MAD5EN.0 L Atomic Energy Commission 74/03/lB. 
14pp 


— 8009150063 Forwards IE Insp Repts 90-445/74-02 4 50-446/74-02 on 
740627-28 

HOWARD. E M Atomic Energy Commission 74/07/11 3pp 


8009220387 "Diesel Oenerator 1DG2. Ml see 1 1 aneous Circuits Sheet 2> 
Schematic Diagram " Sheet 48 

* Oibbs t Hill. Inc Isubs of DravlJ Corp ) 2323 8(3/08/27 

ip 


■8009220392 "Diesel Oenerator IDGl. Hi seel lanaaus Circuits Sheet 3. 
Schematic Diagram “ Sheet 49 

•» Gibbs 6 Hill. Inc (subs of Dravo Corp ) 2323 80/00/27 

•P 


--8009150066 IE Insp Repts 50-445/74-02 6 50-446/74-02 on 740627-20 
None omp I lanc e noted OA policy ti procedures do not meet ANSI 
stds 

CfiOSSKAN.W A . STEWART. H C . MADSEN. 0 L Atomic Energy Commlssiqn 
74/04/tl lOpp 


— 8009150069 Forwards IE Insp Repts 50-445/74-03 fc 50-446/74-03 on 
740718-19 NoneompHance noted 

HOWARD* E M Atomic Energy Commission 74/07/30 2pp, 


•8009220393 "Diesel Generator 1DG2> Miscel laneous Circuits Sheet 3. 
Schematic Diagram “ Sheet SO 

e Oibbs & Hill. Inc Isubs of Dravo Corp 1 2323 80/09/27 

Ip 


B009230623 Forwards response to NRC B0O827 request for addl info re 
environ review 6 amended environ review pages List of ends 
only enc 1 Encls sent to J Lehr in separate paclage 
WERNER. R Teeas Utilities Services. Inc 80/09/12 3pp 


— B0091S0071 IE Insp Repts 50-445/74-03 ti 50-446/74-03 on 740718-19 
Noncompliance noted lack of delineation of QA/QC Interface 
activities i failure to detail r espons ib 1 1 1 t es 

STEWART.R C . CROSSHAN, W A . MADSEN. 0 L Atomic Energy Commlseion 
74/07/30 7pp 


— 8009150113 Foruards IE Insp Repts 50-445/74-04 A 50-446/74-04 on 
741107-09 None omp 1 1 anc e noted 

HOWARD. E M Atomic Energy Commission 74/11/19 3pp 


C Utility Environmental Report (ERl. amends 2. correspondence 


8009300442 Confirms 800925 telcon Review team ul I E use unofficial 
amended environ rept until docieted Amend 1 received 
HARRIS.V A Argonne National Laboratory 80/09/26 Ip 


— 8009150075 IE Insp Repts 50-445/74-04 4i 50-446/74-04 on 741107-00 
Noncompl lance noted QC procedures not adequately controlled 
t* QA program manual had no procedural control re changes, 
revision or addition 

STEWART.R C . DICKERSON. M W . MADSEN. 0 L Atomic Energy 
Commission 74/1 i/i 9 iipp 


F Security, medical, emergency 6 fire protection plans 


8009020143 Invites participation in B00S22 workshop in Atlanta* GA to 
solicit comment re proposed functional criteria for 
emergency response facilities in NUREG-0696 Discussion to 
Include locati on. sue Z. staffing of emergency ctrs 
SEYFRIT.K V Region 4. Dallas* Office of thg Director 80/08/12 
Ip 


G Adjudicatory correspondence 


•8009150116 Forwards IE Insp Repts SO-443/75-12 6 50-446/7S-12 on 
750911-12 No noncompliance noted 

MADSEN* 0 L Region 4. Dallas. Reactor Construction S< Engimerinfl 
Support Branch 75/10/01 2pp 


— 8009150077 IE Insp Repts 50-445/75-12 4. 90-446/75-12 on 790911-12 
No noncompliance noted Areas inspected licensee action on 
previously identified enforcement matter. 

STEWART.R C , HUDACEK, W G . CfiOBSMAN, W A Re g i on 4. Da 1 1 as, 0 f P » e • 
of the Director 75/iO/Ol Spp 


8009070236 Response in opposition to applicant Aug 
interrogatories Haves for protective order due to 
S, intimidation Requests unspecified ertenllan of 
answer interrogatories Certificate of Sve end 
HAMIHORNE.S , GAY, G H Association of Community 
Reform Hou-Teias HAWTHORNE, S West Teias Legal 

80/06/29 4pp --BSaJ 


1980 first se 
harassment 
time to 

□rganl la t i ons 
Servi ces 


t of 


for 


009020^2 Forwards 800725 FR notice re procedural assistance change £l 
a.aju4tcd%orM ucenslnj proceeding^ effective ao072S Pelicu 
'oes not apply to RL Fouke fi00815 req.oe 5 t fop 790S?2 

* obtained from PDR 

ITHSCHILO. K U Hearing Branch 1 60/08/29 5pp 


— 8009150120 Forwards IE Insp Repts 50-445/76-01 t. 50-446/76-01 on 
760107-09 Noncompliance noted 

MADSEN. 0 L Region 4. Dallas. Reactor Construction ti Engineering 
Support Branch 76/01/29 2pp 


— 8009150080 IE Insp Repts 50-445/76-01 {, 50-446/76-01 on 760107-09. 
Noncomp 1 lanc e noted QC/QA surveillance conducted w/o 
prescribed procedures 

STEWART.R C, , DICKERSON. M W Region 4. Dallas. Office of the 
Director GROSSMAN. W A Region 4. Dallas. Reactor Construe tton t< 
Englneei ing Support Branch 76/01/29 14pp 


—80(59150122 Forwards IE Insp Repts 50-445/76-00 ti 50-446/76-08 on 
760726-30 Noncorap 1 lance noted 

seiDLE. W c Region 4. Dallas. Office of the Director 76/08/20 

2pp 
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— 8009150083 IE Insp Rept» 50-445/76-08 «. 50-446/76-08 on 760736-30 
Noncompl f^nce noted OA manager duties U responsibilities 
encompassed engineering functions begond QA program manual 
ST8UART. R C . ROSENDERC.A B . CR05SMAN. U A Region 4. Dallas. 
Office of the Director 76/00/19 ISpp 


— 8009150125 Forwards IE Insp Repts 50-445/77-02 & 50-446/77-02 on 
770301-04 Noncomp 1 lane e noted 

SEIOlEiM C Region 4. Dallas. Reactor Construction << Engineering 
Support Branch 77/03/23 2pp 


— 8009150007 IE Insp Repts 50-445/77-02 1. 50-446/77-02 on 770301-04 
Noncomp 1 lance noted failure to meet OA procedure reporting 
requirement 

CROSSHAN.M A . STEWART, fl C . TAPIA. J I Region 4. Dallas. Office 
of the Director 77/03/23 llpp 


— B009I50129 Forwards IE Insp Repts 50-445/70-05 5 50-446/70-05 on 
770321—24 U notice of violation 

SEIDLEiH C Region 4. Dallas. Reactor Construction & Engineering 
Support Branch 70/04/06 2pp 


— S0091S0091 Notice of violation from insp on 700321-24 

< Region 4. Dallas. Office of the Director 78/04/05 Ip 


— 8009150093 IE Insp Repts 50-445/78-05 «. 50-446/78-05 on 780321-24 
Honcomp 1 iance noted vendor qualitg documentation 
unavai lable 

TAYLOR.R 0 , HALL, R E . CROESMAN, U A Region 4. Dallas. Office of 
the Director 70/04/05 5pp 


— 60091S0133 Forwards IE Insp Repts 30-445/78-07 tt 30-446/78-07 on 
780411-21 It notice of violation 

6EI0LE. W C Region 4, Dallas. Office of the Director 78/05/iO 

2pp 


— 3009150096 Notice of violation from Insp on 780411-21 

• Region 4, Dallas. Office of the Director 78/05/10 Ip 


— 0009150100 IE Insp Repts 30-443/70-07 Si 50-446/70-07 on 780411-21 
Noncompliance noted failure to meet PSAR commitments re 
concrete testing frequeneg 

TAYLOR.R 0 , FOSTER. W E , WARD, J J Region 4, Dallas, Office of 
the Director 70/05/10 lOpp 


— B009150136 Forwards IE Insp Repts 50-445/70-11 Si 30-446/78-11 on 
780630-23 S. notice of violation 

SEIDLE. U C Region 4. Dallas, Office of the Director 70/06/30 

2pp 


— 8009150102 Notice of violation from insp on 780620-23 

* Region 4, Dallas. Office of the Director 76/06/29 ip 


— 8007150105 IE Insp Repts 50-445/70-11 *i 50-446/78-11 on 700620-23 
Noncompl lance noted failure to follow piping installation 
pr oc edures 

TAYLOR.R O . CflOaSKAN, W A Region 4, Dallas, Office of the 
Director 78/06/29 6pp 


9009100433 Motion for eetension until 000715 to respond to applicants' 
first set of interrogator ios Certificate of Sve end 
nCCOLL.AC . MILLS, T , HART, J L Citliens for Fair Utilltg 
Regulation 80/07/02. 2pp 


0007090579 Forwards original of verification end u/answers to 
applicant 800903 first set of interrogations t requests 
to produce Affidavit end M/o verification 

ELLIS. 3 Citiiens Association for Sound Energg 80/09/03 2pp 


E009I1D034 Response to ‘applicants' first set of interrogatories Ic 
requests for production of documents Moves for 60-dag 
eitcnsion to respond to Interrogatories 55-65 re 
-cost/henef 1 1 balance Objects to remaining questions 
ELLIS. J Citizens Association for Sound Energg 80/09/03 42pp 


— 6009110044 Forwards affidavit re Intervenor 800903 response to 
applicants' first sot of Interrogatories Certificate of 8vc 
end 

ELLIS. J Citizens Association for Sound Energg 80/09/03 3pp 


8009080039 Response stating no objection to Citizens Association for 
Sound Energg 800820 motion for eztension until 800903 to 
replg to applicants' first set of interrogatories 
Certificate of 3vc end 

ROTHSCHILD, M U Hearing Branch 1 00/09/04 3pp 


8D0911004B Response to Citiiens Association for Sound Energg request 
for production of documents contained in 000707 first sot of 
interrogatories Katls will be available for insp & copging 
upon arrangement w/HC Schmidt Certificate of Sve end 
REVNOLOS. N S > HORtN. M A Texas Otilities Cenerating Co 
REYNOLDS. N S Debevoise 6 Liberman 80/09/08 Spp 


8009110369 Confirms conversation re objection 6 intent not to respond 
to util 800825 interrogatories & document requests Factual 
dlscoverg closed since 800314 Interrogatories are lli-tlmed 
as efforts have been made to encourage settlement 
STAHL. D M Isham. Lincoln & Beale 80/09/0B Ip 


0009110781 Response stating no objection to Citiiens for Fair Util 
Regulation 300902 request for estension until B0091S to 
respond to applicants' 800813 first set of interrogatories 
V request for production of documents U/Cer t if ica te of Sve 
REYNOLDS. H S , HORIN. W A Texas Utilities Generating Co 
REYNOLDS. N S Debevoise 6 Liberman 60/09/0? 3pp 


8009110774 Response stating no objection to Citizens for Fair Util 
Regulation 000902 motion for ettension until 800919 to 
respond to applicants' first sets of interrogatories tt 
request for production of (fucuasents Certificate of Eve enc 1 
ROTHSCHILD, M U Hearing Branch 2 80/09/11 3pp 


0009170361 Submits status uf rept on settlement negotiations. on behalf 
of TX-LA Electric Cooperative of TX. Inc Ho unresolved issues 
exist at present Certificate of Sve encl 
BURCHETTE. W H NorthcuttElg 80/09/11 3pp 

I 

8009170141 Motion to compel TX Association of Community Organ! lations 
for Reform Now response to applicants interrogatories 
Opposes intervenor motions for protective order & for addl 
time U/Cer ti f icate of 8vc Related correspondence 
REYNOLDS.KS . HORIN, W A Texas Utilities Generating Co 
REYNOLDS. N S Debevoise 6 Liberman 80/09/12 16pp 


8009260005 Response to applicants' first set of Interrogatories & 
request for production of documents Objects to majority of 
questions on basis of ambiguity Certificate of Sve encl 
FOUXE.R L . HART.J L , KCCOLL. A C Citizens for Fair Utility 
Regulation 00/09/15 17pp 


8009230005 Motion to compel Citizens Assoclatin for Sound Energy 
response to first set of interrogatories Opposes motion for 
60-dag extension re Interrogatories S3. 97. 59. 61 > 62 t. 64 
Responds to request for clarification M/Certlf icate of Sve 
REYNOLDS. N 5 . HORIN, U A Texas Utilities Generating Co 
REYNOLDS. N 8 Debevo I se «. L i berman 80/09/10 22pp 


6009260008 Motion for protective order due to applicants' 800013 
voluminous first set of interrogatories 4 request fo-r 
production of documents consisting of 167 basic demands 
* Certificate of 0vc encl 

HART.J . HILLS. T , MCCOLL.A Citizens for Fair Utility Regulation 
eO/09/IG 7pp 


H Oeqeral correspondence 


8009020108 Responds to 800000 Itr Advises that heat-tntfuced illness 
being watched closely at plants Const has progressed to 
point that most worlc being done Indoors Applicants have 
taken steps to improve working conditions by adding fans 
DENTON. H ft Office of Nuclear Reactor Regulation. Director 
00/08/ 12 ip 


— 8009020112 Informs that TX eiperiencing severe heat wave Requests that 
const on nuclear reactors bo halted until temp at normal 
level for season Humanly impossible for const workers to do 
excellent work required 

LEVINE.hr Affi nation Unknown 80/07/00 Ip 


M Antitrust correspondence 


0OD9O4OI96 Response to app 1 Icants. C entra I $ South West Corp St City of 
Austin. TX objections to TX Border Cooperative petition to 
intervene Asserts interests under LBP-74-13 Urges full party 
partlc ipa t ion U/Cer tif icate of Sve 

O'NElLiR A Southwest Texas Electric Cooperative Q'NEIL.R.A 
Miller, Balls (< O'Neil 80/07/31 I6pp 


6009020282 Requests that info be provided to all parties re wheeling 
rate development per 000026 discussions Discusses principles 
to be considered re smaller utkl participation In facility 
ownership 

BPIEOEL.O Spiegel bMcDlarmld BPIEfrEL.O Browns vi 1 1 e, TX 

00/00/28 4pp 
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DOCKETED ITEMS 


0009030721 Advtae^ that appropriate steps have been taken to insure svc 
or status repts f-i pleadings 

CHftNAHIA.F D Antitrust Division 00/09/29 Ip 


8009040289 Joint motion for partial revision of ASLB 000913 order re 
procedural schedule Suggests 900912 for settlejhent status 
r epts< 800910- for prehearing conference t 901113 for 
evidentiary hearing c pnmenc er exit Certificate of Svc end 
CHANAWIA. F D Antitrust Division FLYNN » P G Houston Lighting k 

Pojor Co FABRIKANT.fl Justice, Dept of 00/00/29 7pp 


S0091002ht Designates WA Russell of UA Russel U Associates as eipert 
engineering ultness uhich DOJ mag call at trial of facility 
licensing proceeding 

t1CHILLEH-NH Justice. Dept of BO/09/03 Ip 


9009110792 Order revising procedural schedule set in ASLB 800013 order 
Settlement status rept shall be suhnitted on 900913. 
prehearing conference shall commence on 800915, trial briefs 
on 801008 Ce 22 4 evidentiary hearing on B01112 

KILLERiH E Atomic Safety and Licensing Board Panel 00/09/08 
2pp 


8009150417 Motion to compel Central Pouer k Light response to 600825 
interrogatories Objection erroneous due to necessity to 
knou full scope of take-over plans Id/DM 8toh 1 800908 1 tr. 
eecerpts of util corrected discovery k Certificate of Svc 
SPIEOEL.G . POIRIER. H R Brounsv 1 1 1 e. TX SPIEGEL, G Spiegel Ic 
HcOiarmid BO/09/11 23pp 


8009160375 Notice of taking WP Sayfes t T Russell of CPtL B00933 «< 24 
depositions Eianlnatlon ulll address possible purchase of 
Brownsville electric util sys k. related studies 4*. issuance 
of bonds Certificate of 6vc enc I 

POIRIER. M fi Brownsvl lie. TX POIRJER.MR Spiegel «< HcDiarmid 
60/09/12 7pp 


6009170168 Bettlenant status rept Author approval of terms of 
stipulated licensing conditions not yet given No position 
on issues t< procedures presented Cer-tlficate of Svc enc I 
JOHN. D F . HUNTER. H South Texas Electric Cooperative, JOHN, D F 
Medlnaalec trie Cooperative, Inc 80/09/12 5pp 


8009I703S9 Settlement status rept per ASLB 800013 order Agreement 
reached by utii.NRC b DOJ which will dispose of all Comanche 
Peak issues when approved by A5L0 End itipulation will 
insure OL would not violate antitrust laws 
SAMPLES. II D , KNOTTS. J B Teias Utilities Generating Co 
SAMPLES.M D Worsham. Forsythe tt Bampels 60/09/12 2pp 


—0009170344 Stipulation incorporating enc 1 license conditions Licensee 
denies past conduct w/o conditions violated antitrust laws 
Stipulation b conditions do not constitute admissions of 
violations 

CHANAHIA«F D Antitrust Division f Justice. Oept of 
flUfiCHETTE. W H Teias-Lou Is iana Electric Cooper a 1 1 ve . I nc 

60/07/12 lOpp 


•6009170369 Stipulation incorporating enci license conditions Licensee 
denies past conduct u/o conditions violated antitrust laws 
Stipulation A conditions do not constitute admissions of 
violations W/o conditions Certificate of Svc end 

STAHL. D Central b South West Corp KNOTTS. J D Teias Utilities 

Generating Co STAHL. D Isham, Lincoln A Beale 90/09/12 6pp 


8009170229 Fourth settlement status rept Stipulations le/app 1 icon t s 
embodying two sets of license conditions accomplished Final 
position ro need for hearing will be submitted after 
examination of conditions by parties W/Certi f leato of Svc 
CHANAMIA.F D Antitrust Division 00/09/14 7pp 


8009170232 Stipulation Incorporating new license conditions w/o 
admission of violation to antitrust laws 

CHANANIA. F D Antitrust Division, FABRIKANT.R Justice. Dept of 
BURCHETTE, M H Te xas-Loui siana Electric Coepera ti ve, 1 nc 
80/09/12 3pp 


■8009170235 Btlpulation incorporating end license conditions w/o 
admission of violation to antitrust laws 

STAHL.D M Central A Sooth West Corp 0OU,KMIGHT, J A Texas 
vtiUties Generating Co eo/09/lZ t 7 pp 


09U0IS7 Settlement status rept per ASLS 000613 order Endorses end 
stipulation re license conditions reached by DOJ. NRC. FERC A 
oustDn Lighting A Power Resolves concerns evidencing Intent 
endorsed settlement entirely in FERC case 
□PELAMD.J e Houston Lighting A Power Co COPELAND, J G Baker A 
atts B0/Q9fl5 2pp 


0009160102 Settlement status i ept per A6LU 60613 order Requests 
unspecified eitenslon to receive t review now argumonts A 
to determine t submit unresolved issues License conditions 
A settlement re FERC not get received W/Certi f i cate of Svc 
POIRIER. M R Drounsvl 1 1 B. TX POIRtER.M R Bplegel A McOlarmtd 
aO/09/15 9pp 


0009170177 Settlement status rept Suggests approval of stipulated 
license conditions to maintain situation consistent u/ 
antitrust laws FERC A SEC approval of dc Interconnections 
necessary for settlement execution Certificate of Svc end 
STAHL.D M Central A South West Corp STAHL. D M Isham, Lincoln I 
Deale 80/09/ 15 1 2p p 


8009100460 Suppl status rept per ASLB 600013 order DOJ reached 
agreement u/partlos in Comanche Peak proceedings re proposed 
set of license conditions Agreement reached w/applicant In 
South TX proceeding Certificate of Svc end 
HCMILLEN. N H Justice, Dept of 60/09/15 7pp 


0009250028 Order granting extension until 600929 for Commisslors t-a 
review AuAB-608 

CHILK.S J Office of the Secretary of the Commission SO/Cif/UH 

Ip 


0009260310 Motion for one-day extension to file comments on proposed 
settlement conditions Last minute consul tations A 
discussions needed Certificate of Svc end 

POIRIER, HR Brownsville. TX POIRtER.M R Splegol A McDiarmid 
00/09/24 6pp 


6009300035 Comments on proposed settlements per ASLB 000913 directive 
Proposed license conditions will serve to preclude ur limit 
consideration of competitive implications of dc ties by 
FERC Certificate of Svc end 

O'NEIL, R A Southwest Texas Electric Cooperative O'NEIL, fl A. 
MlllenBalis A O'Neil 00/09/24 I2pp 


6009300488 Confirms that JR Choukas-Brad ley was authorlied to aspreiS 
position of Miller. Balls A O'Neil. P C on behalf of TX 
Border Cooperatives at 000915 status hoarlng re leave to 
intervene put of time 

O'NEIL. R A Hiller, Balls A O'Neil 60/09/24 2pp 


— 0009300496 Comments of TX Border Cooperatives on proposed settlieientS 
of NRC A DOJ re licensing proceedings Certificate of 0vc 
enc 1 

D'NEIL.R A Miller, Balts A O’Neil O'NEIL, R A Texas Dordar 
Cooperatives 80/09/24 lOpp 


B009300013 Motion in opposition to B00912 propoied llconte conditions 
due to failure to address crucial issues re affects of ac A 
dc i nterconnac 1 1 onf Urges further proceedings to core 
Inconsistency w/antltrust laws Certificate of Svc end 
SPIEOEL.G , JABLON. R A , ROTH, A J Browns vl 1 1 e, TX 80/09/23 33pp 


8009300326 Order granting extension until 600925 for all parties to 
comment on 800915 stipulation A licensing conditions 
HDLFE.S J Atomic 8afoty and Licensing Board Panel 00/09/33. Ip 


N Antitrust hearing transcripts 


6009190764 Transcript of 800915 prehearing conference In Be thead«> HD 
Pp 1070-1136 

• Atomic Safety and Licensing Board Panel 60/09/15 64pp 
0 Inspection reports. IE Bulletins A correspondence 


8009180095 Discusses IE Insp Repts SO-445/0O-1S A 50-446/80-19 on 
000606 A 09 t forwards notice of vloialion 

SEIDUE.W C Region 4, Dallas, Reactor Construction A EnginearltiB 
Support Branch 00/06/23 2pp 


8009100100 Notice of violation from insp on 600604 A 09 hloncomp 1 lance 
noted failure to establish OA program for Class 3 pipe 
support sys 

* Region 4, Dallas, Office of the Director 00/06/23 tpp 

9009170420 Act receipt of IE Insp Repts SO-445/80-Ii A 30-446/BO-i I 
No proprietary Info 

GARY, R J Texas Utilities Generating Co 80/07/02 Ip, 

6009ISD012 Responds to IE Bulletin 00-03 re vacuum condition rasulting 
In damage to holdup or low pressure tanks Tanka have 
adeguate protection against vacuum conditions Design of 
holdup tanks compatible w/overflow requirements 
GARY.R J Texas Utilities Generating Co 00/07/H 3pp 



DOCKETED ITEMS 


8009150337 Forwards IE Insp Repts 50-445/00-15 V 50-446/00-15 during 
Jun« 1980 b notice of violation 

SEIDLEiU C Region 4< Dallas> Reactor Construction It Engineering 
Support Oranc^ 80/07/23 3pp 


— 3009150363 Notice of violation from insp during June 1900 

• Region 4. Dallasi Reactor Construction 5 Engineering Support 
Dranch ao/07/22 Ip 


— 8009150367 IE Insp Repts 30-445/80-lS ti S0-446/D0-15 during June 1900 
Noneomp 1 lance noted failure to establish OA program for 
Class 3 pipe support sgs & failure to follou const 
procedures required bg drawings 

TAVLQR> R 0 . CROSSMAN. U A Region 4. Dallas. Office of the 
Director 80/07/22 6pp 


0009180457 Submits response to IE Rulletln 79-03A 5A-3ia Tgps 304 ti 316 
fusion weld pipe has been used In saf otg-re lated sgs which 
may be subj to design stresso's in ecccss of 857 of code 
allowable stresses List of sub j pipes end 
OARV.R J Te«as Utilities Generating Co 0O/O7/2B 4pp 


8007100269 Forwards IE Insp Repts 50-443/80-17 «< 30-446/80-17 on 
800714-18 t. notice of violation 

SEIDLEi U C Region 4. Dallas. Reactor Construction t< Engineering 
Support Branch 80/07/31 2pp 


— 8009100273 Notice of violation from Insp on 800714-18 

» Region 4. Dallas. Office of the Director 80/07/31 Ip 


—8009100279 IE Insp Repts 50-445/00-17 «< 50-446/80-17 on 800714-18 
Moncompl lance noted failure to use proper weld preparation 
counterbore transition tapers 

HALL.R E . OILOERT.L D Region 4. Dallas. Reactor Construction it 
Engineering Support Dranch MARTIN. L E Region 4. Dallas. Office 
of the Director 80/07/31 5pp 


BD09290229 Responds to 600717 Itr Extends due date for response to 
notice of violation identified In IE Insp Repts 
50-443/00-15 t 50-446/80-13 to 000820 

SEIDLE. N. C Region 4. Dallas. Reactor Construction 6 Engineering 
Support Branch 80/07/31 Ip 


— 6007290571 Requests extension until 000020 to determine scope of 
problem identified In IE Insp Repts 80-445/80-13 tt 
30-446/00-13 

OARYrR J Texas Utilities Generating Co 80/07/17 Ip 


8009300055 Submits response to IE Dullctln 80-16 Rosemount Model 1191 
or 1192 pressure transmitters have not been purchased nor 
are planned for safetg-rclated applications 
GARY.R J Texas Utilities Generating Co 80/08/09 Ip 


800903036S Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Merc vry-ifetted Matrix Relags in Reactor Protective Bys of 
Operating Nuclear Power Plants Designed by C~E " Urltten 
response required 

SEYfRITrK V Region 4. Dallas, afflco of the Director 80/08/19 
Ip. 


6009170406 Forwards IE Circular 80-10. "lOCFRSO 99 Safety Evaluations 
for Changes to Raduaste Treatment Sys " No written response 
r equ I red 

SEVFRIT.kt V Region 4. Dallas. Office of the Director 80/08/22 
Ip 


6009120434 Forwards IE Info Notice 00-31. "Haloperation of Oould-Drown 
Boveri 480 Volt Type K-6008 << K-DON 6006 Circuit Dreakers " 

No written response required 

8EYPRIT. K V Region 4. Dallas, Office of the Director 80/08/27 

Ip 


8009300070 Submits response to IE Bulletin 00-20 re Uestlnghouse Type 
U-S control switches Requests extension to 801201 to 
conplete review 4 corrective action 

6ARY.R J Texas Utilities Generating Co 80/08/29 Ip 


8009300065 Bubmtts response to IE Bulletin 79-03A Etching ends of 
safety-related 8A-312 Type 300 series fusion-welded pips Is 
In progress Results of etching will be submitted by 001015 
OARY.R J Texas Utilities Generating Co 80/09/08 Ip 


8009300076 Submits response to IE Bulletin 80-19. Revision 1 
No CP Clare Model H02i(-101 1 mercury-wetted relays in reactor 
protection sys 

QARY.R J Texas Utilities Oenerattng Co 00/09/08 ip 


S Reportable occurrences. L£Rs /. related correspondence 


BOO910OO49 Interim deficiency rept re installation of welded conduit 
supports Typical engineering drawings for major support have 
been developed 6 included in conduit support package Insp 
Instruction revised 

GARY. R J Texas Utilities Generating Co 80/07/25 3pp 


8009230301 Deficiency rept i*c d i sc r epanc i es in installation U insp 
requirements for Class V safety-related piping supports 
Caused by inadequate documen ta t ion to ascertain that 
supports satisfy design 6 seismic load rea ui reaven t s 
OARV.R J Texas Utilities Generating Co 80/09/10 2pp 


U Cong ress 1 ona 1 /Exec ut 1 ve Correspondence 


8009170383 Requests assistance in securing hearing date for CP Util 
has sought for 3 yrs to secure trial data Further delays 
impact on util 5 customers 
WYATT. J House of Rep 00/09/10 2pp 


V Operator Exam! not 1 ons 


8009090387 Forwards licensed operator training lessons for fluid flow 
heat transfer t thermodynamic s> in response to NRC 800328 
Itr Training re mitigation of severe coro damage pur Inst 
for Nuclear Power Operations guidelines ui 1 1 bo developed 
GARY. R J Teias Utilities Generating Co 80/08/11 184pp 


DOCKET 90-452 OREENWQOD ENERGY CENTER. UNIT 2 


0 Adjudicatory correspondence 


8009110603 Notifies of A5LD order granting 000709 request for 
withdrawal 6 honoring request to withhold documents per 
IOCFn2 790 

CHRISTENBURV. E Hearings Division 00/07/31 ip 


DOCKET 90-453 CREEMWDOD ENERGY CENTER. UNIT 3 


0 Adjudicatory correspondence 


8009110603 Notifies of A8LD order granting 800709 request for 
withdrawal 4. honoring request to withhold documents per 
10CFR2 790 

CHRISTENOURY.E lloarlngs Division 80/07/31 Ip 


DOCKET 90-454 BYRON STATION. UNIT 1 

A Ap p I Icat ion/cons true 1 1 on stage documents t correspondence 


8009050032 Discusses void formation in vessel head during 000611 
natural circulation cooldown event Requests eplriian re 
potential for voiding p benomanon in Ueetlnghouse designed 
NS8S 

CHECK. P a Assistant Director for Plant Systems 80/07/2B 2pp 


0009080080 Forwards draft NUREG-0696. "Functional Criteria for 
Emergency Response Facilities " Corrments requested within 30 
days Proposed Implementation schedule for meeting criteria 
of NUaE0~O696 end W/o HUREO 

EI6EMHUT.D 0 Division of Licensing 80/08/01 119pp 


6009110327 Discusses review of pressur i la tlon analyses For pressuriler 
subcompartment Review should be focused on assuring that 
restricted vols do not result in unacceptably high local 
pressures 

MOON. C U Licensing Branch 1 60/07/03 tp 


8009300455 Forwards drawing of block diagram on turbine trip 
protec tlon, in response to NRC request for addl F8AR Info 
NAUGHTON. N F Coromonupa 1 th Edison Co 00/09/24 ip 


, — 6009300465 "Block Diagram Turbine Generator Emergency Fluid Trip Bys 
a Sargent ti Lundy. Jnc 4391 BO/07/28 Ip 


F Security, medical, emergency b fire protection plans 


8009120091 Forwaids emergency planning info for placement in local PDR 
l4/o enc 1 

SOUDER. JL Library Branch 00/09/20 Ip 
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DOCKETED ITEMS 


0009120094 Forwards emergency 
Hi'O ETCl 

SQLfOERi J L Library Branch 


p 1 ann i tvg info for 
50/00/38 Ip 


placement in local FDR 


8009120446 Forwards preliminary evacuation time studies o# 10-mile 
radius emergency planning ione> in response to tlRC 600703 
I tr Studies have been sub-mitted for review to state L local 
oF^lcials Mo signiricant comments resulted 
DELGEORfiErL 0 Ccmironueal tb Edison Co 80/DB/29 43pp 


BOOVIIOIS? Advises of acceptance nf safeguards contingency plan 
submitted by 000324 Itr 

VaUNGSLGOD. 0 J Licensing Branch 1 80/09/02 2pp 


Q Inspection reportSi IE Bulletins 2. correspondence 


B009230094 Forwards I£ Info Notice 80-31. "Maloperatlon of Gould-Brown 
Bovari -480 Volt Type K-6008 i, K-DON 600S Circuit Breakers “ 

No written response reiiuired 

KEPPLERi J G Region 3. Chicago. Office of the Director 50/08/20 
Ip 


600916046* Responds to IE Bulletin 80-19 re failures of mere ury -wetted 
matrix relays in reactor protective sys Identified relays 
are not used in facility No action required Twenty-four 
manhours expended on review 

RAUSCH. T J Commonwealth Edison Co 00/00/29 tp 


8009190007 Responds to IE Bulletin 80-16 re potential mi sapp 1 ica t ion of 
Rosemount pressure transmitters Identified transmitters are 
not used in Byron U Qraidwood safety-re lated areas LaSalle 
will comply u/roqu Irements by defining mods by 801001 
RAUSCH. T J Commonwealth Edison Co 80/08/29 2pp 


8009110307 Forwards J£ tnsp Repts 00-404/50-13 8( 50-455/60-11 on 
800617-1? 8. notice of violation 

FIORELLI.O Region 3. Chicago. Reactor Construction % Engineering 
Support Branch 80/07/10 2pp 


— 8009110313 Notice of violation from insp on 800617-19 

a Region 3. Chicago. Reactor Construction & Engineering Support 
Branch 80/07/09 2pp 


"8009110324 IE Insp Repts 50-454/80-12 U 50-435/80-11 on 800617-19 
Noncompliance noted Improper design of component cooling 
water pipes presents possibility of accident rendering 
emergency diesel generators lA I ID inopereble 

HAVES. 0 ty Region 3. Chicago. Reactor Construction ^ Engineering 
Support Branch NAIOU.K R . 5CHAPi4ER. J F Region 3< Chicago. 
Office of the Director 80/07/09 lOpp 


0009030109 Responds to IE Bulletin 79-03A. "Longitudinal Held Defects 
In AS»!E 5A-ai2.Type 304 Stainless Steel Pipe " SA-312 pipe 
not present in operating plants Final confirmation from 
suppliers anticipated by 900915 re const plant piping sys 
NAUOHTON. U F Commonwealth Edison Co 80/08/07 2pp 


8009030231 Forwards Revision I to IE Bulletin 60-17. "Failures of 
Mercury-Wetted Matrli Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

KEPPLERrJ O Region 3. Chicago. Office of the Director 80/08/13 

Ip 


6009110545 Responds to IE Bulletin SD-OB. "Eiam of Containment Liner 
Penetration Uelds." supplementing 800709 response Corrects 
Zion response re rings used for field circumferential butt 
ueld Reviews accuracy of other statements 
ABEL. J 3 Commonwealth Edison Co 60/08/15 4pp 


8009110665 Forwards IE Insp Repts 30-454/80-13.50-455/80-12. 
30-456/00-07 t 50-457/80-07 on 800722 i. 24-25 No 
noncomp 1 lanc e noted 

FIORELLI.O Region 3. Chicago. Reactor Construction Si Engineering 
Support Branch 80/08/15 2pp 


-8009110675 IE Insp Repts 50-454/60-13,50-455/00-12,50-456/80-07 
SO-457/B0-O7 an B0D722 A 24-25 No noncompliance noted Major 
areas inspected licensee actions re control of IE bulletins 
it circulars it ngt meeting 

NAiDU.K R Region 2. Atlanta. Office of the Director 
KOWLIN, J E . JONES. C E Region 3. Chicago, Office of the 
Director 60/00/14 9pp 


8009160681 Submits supplementary response to IE Bulletin 80-08, 
"Eiamlnation of Containment Liner Penetration Welds," 
correcting statement made in DL Peoples 600709 Itr Further 
review not necessary 

ADEL, J S Comironueal th Edison Co 90/08/15 4pp 


8009290188 Forwards IE Insp Repts SO-454/BO-14 &■ 50-455/30-13 on 
800720—29 Me none omp 1 ia n c e noted 

FIORELLI.O Region 3. Chicago. Reactor Construction tt Engineering 
Support Branch 80/08/19 2pp 


9009250468 Supplemental response to IE Bulletin 00-09, "Hydramotor 
Actuator Deficiencies " Deficient springs In actuators w/ 
Masoneilian valves for safety-related applications will te 
replaced prior to shipment to site 

RAUSCH. T J Commonwealth Edison Co 00/08/29 3pp 


8009240133 Forwards IE Circular 00-21, "Regulation of Refueling Crews " 
No written response required 

KEPPLER.JD Region 3. Chicago, Office of the Director 80/09/10 
If 


8009300200 Forwards response to IE Bulletin 00-20 No Westlnghouie 
Type H-a control switches are used in saf ety-re lated sys at 
Dresden. Ouad Cities ti LaSalle County Responses for Zion it 
Byron are end 

RAUSCH. T J Commonwealth Edison Co 80/09/15 6pp 


8009300215 Responds to 800312 Itr re noncompliance notad in IE Insp 
Repts 50-454/00-12 6 50-455/80-11 on 800617-19 NRC position 
unchanged Reaponsa pe present Ik future corrective steps fc 
date of full comp 1 iance. must be submitted within 30 days 
KEPPLER, J 0 Region 3. Chicago. Office of the Director 00/09/16 

2pp 


V Operator Examinations 


8009300287 Forwards preliminary topical outlines of proposed modules 
on thermal hydraulics t> core damage mitigation to be 
included In revised reactor operator training program per 
000320. request 

NAUGHTONiW F Commonwealth Edison Co 00/09/15 7pp 


DOCKET S0-.155 BVfiaN STATION. UNIT 2 


A Appl ic at ian/cons true t ion stage documents it correspondence 


8009050032 Discusses void formation in vessel head during 800611 
natural circulation cooldown event Requests opinion re 
potential for voiding phenomenon in Nes t Inghouse designed 
NS33 

CHECK.P 8 Assistant Director for Plant Systems 80/07/2B 2pp. 


8009080090 For wards draft MUREO-0696. "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NiJREO-0696 end U/a NUREG 

EI8ENHUT, D 0 Division of Licensing 00/08/01 119pp 


6009110327 Discusses review of pressurization analyses for pressurizer 
subcompar tment Review should be focused on assuring that 
restricted vels do nob result in unacceptably high local 
pressures. 

MODN.C U Licensing Branch 1 00/09/03 Ip 


80093004SS Forwards drawing of block diagram on turbine trip 
prot ee t tail, in response to NRC request for addl FSAR info 
NAUOHTQN, IJ F Commonwealth Edison Co 00/09/24 ip 


— 0009290193 IE Insp Repts 50-454/80-14 t« 50-435/80-13 on 800720-29 No 
noncompliance noted Major areas inspected setting it 
alignment of reactor pressure vessel 6 Unit I cavity liner 
i installation of in-core flui tubes 

HILLIAI48. C C . JONES, C E , ERB, C M Region 3. Chicago, Office of 
the Director 80/0-3/18 6pp 


— 8009300465 "Dlnck Diagram Turbine Generator Emergency Fluid Trip Sys " 
s Sargent 8- Lundy, Inc 4391 80/07/28 Ip 

F aecurlty. medical, emergency t. fire protection plans 


8009180551 Forwards IE Circular 60-18, "10-CFR5O 99 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

KEPPLERi J 0 Region 3. Chicago. Office of the Director 80/08/22 

Ip 


8009120091 Forwards emergency planning Info for placement in local PDR 
H/o enc 1 

60UDER, J L Library Branch 80/08/20 Ip 

8009120094 Forwards emergency planning info for placement in local PDR 
W/o end 

SOUDER.J L Library Branch 80/08/28 Ip 
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0OO¥12O44A Forwards preliminary evacuation time studies of 10“mile 
radius emergency planning ]one> in response to N4C 600703 
Itr Studies have been submitted for review to state h local 
officials No significant comments resulted 
J)E1.0EQRaE»L O Commonwealth Edison Co 00/06/29 43pp 


8009110167 Advises of acceptance of safeguards contingency plan 
submitted by 800324 Itr 

YOUNOSLODD- D J Licensing Branch 1 BO/09/02 app 


(t Inspection reportsi IE Bulletins i correspondence 


8009110307 Forwards IE Insp Repts 50-454/80-12 *< 50-455/60-11 on 
800617-19 6 notice of violation 

FIORELLi, O Region 3> Chlcagop Reactor Construction b Engineering 
Support Branch 60/07/10 2pp 


— 8009110313 Notice of violation from insp on 600617-19 

e Region 3< Chlcagoi Reactor Construction b Engineering Support 
Branch 80/07/09 2pp 


—8009110324 IE Insp Repts 50-454/00-12 K 50-455/00-11 on 000617-19 
Noncompl lance noted improper design of component cooling 
wrater pipes presents possibility of accident rendering 
Bmergency diesel genei ators lA h IB inoperable 

HAVE8i 0 Id Region 3< Chicagoi Reactor Construction U Engineering 
Support Branch NAIDUrK R t SCHAPKERi J F Region 3# Chicagoi 
Office of the Director BO/07/09 lOpp 


8009020109 Responds to IE Bulletin 79-03A. "Longitudinal Weld Defects 
in ASHE BA-312iTypB 304 Stainless Steel Pipe " SA-312 pipe 
no-t present in operating plants Final confirmation from 
suppliers anticipated by B00915 re const plant piping sys 
NAyOHTOfJ, W F Comraonujea 1th Edison Co 90/06/07 2pp 


0009030231 Forwards Revision 1 to IE Bulletin 0O-19i "Failures of 
Ktreury-Ue tted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

REPPLERi J 0 Region 3> Chltagop Office of the Director 00/08/15 

Ip 


3009110543 Responds to IE Bulletin 00-OBi "Exam of Containment Liner 
Penetration Weldsi " supplementing 600709 response Corrects 
Zion response re rings used for field circumferential butt 
weld Rawieiiis accuracy of other statemonts 
ASEL> J S Commonwealth Edison Co BO/00/15 4pp 


8009110665 Forwards IE Insp Repts 50-454/00-13,50-455/60-12, 
50-456/00-07 tc 50-457/60-07 on 000722 i 24-25 No 
none amp 1 lance noted 

FIORELUfiO Region 3, Chicago, Reactor Construction te Engineering 
Support Branch 80/08/13 2pp 


-8009110675 IE Insp Repts 50-454/00-13,50-453/00-12, SO-4S6/0O-O7 6 
50—457/60-07 on 800722 24-25 No noncomp 1 1 anc e noted Major 

areas Inspected licensee actions re control of IE bulletins 
>1 circulars tt mgt meeting 

NAIDU>K R Region 2, Atlanta, Office of the Director 
KONKlIH. JE I J0NE3. C E Region 3, Chicago, Office of the 
Director 00/08/14 9pp 


80O9t6O6Bl Submits supplementary response to IE Bulletin 80-08, 
"Eiamina 1 1 on of Containment Liner Penetration Welds," 
correcting statement made in DL Peoptos 800709 Itr Further 
revieu not necessary 

ABEL, O' S Commonwealth Edison Co 00/00/15 4pp 


8009290108 Forwards IE Insp Repts SO-454/BO-14 & 50-455/00-13 on 
600728-29 No noncomp 1 lance noted 

FlDRELLljO Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 80/03/19 2pp 


— 8009290193 IE Insp Repts 50-454/80-14 L 50-433/60-13 on 000728-29 No 
noncompliance noted Major areas inspected setting & 
alignment of reactor pressure vessel 5 Unit 1 cavity liner 
if installation of In-core flux tubes 

WILLIAMS, C C > JONES, C E , ERD, C, M Region 3, Chicago, Office of 
the Dlractor 80/06/18 6pp 


8009180551 Forwards IE Circular 80-16, "1DCFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 80/08/22 

ip 


3009230094 Forwards IE Info Notice 00-31, "Malopera t ion of Ooold-Brawn 
Boveri 480 Volt Type K-600S i K-D0N 60QS Circuit Breakers " 

We written response required 

KEPPLER/J G Region 3. Chicago, Office of the Director 00/00/28 
IP 


8009180466 Responds to lE Bulletin 80-19 re failures ot mercury-wetted 
ma"rij relays in reactor protective sys Identified relays 
are not used in facility No action required Twenty-four 
manhours expended on review 

RAUSCH, T J Commonwealth Edison Co 60/06/29 Ip 


8009I9C007 Responds to IE Bulletin 60-16 re potential misapplication of 
Rosemount pressure transmitters Identified 1 1 ansmi t ter s are 
not used in Byron i Braidwood s a Fe t y -re I ate d areas LaSalle 
will comply w/requlrecnonts by defining mods bg BOIOOl 
RAUSCH, T J Commonwealth Edison Co 80/06/29 2pp 


6009230466 Supplemental response to IE Bulletin 80-09, '•'Hy d-ramotor 
Actuator Deficiencies ' Deficient springs in actuators w/ 
Masoneilian valves for sa f et y* r e 1 ate d applications will be 
replaced prior to shipment to site 

RAUSCH, T J CnfTimonwea 1 th Edison Co 60/08/29 3pp 


0009240133 Forwards IE Circular 80-2i, "Regulation of Refueling Crews 
No written response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/09/10 
If 


6009300200 Forwards response to IE Bulletin 60-20 No Uestinghouse 
Type M-2 conti ol switches are used in safety-related sys at 
Dresden, Guad Cities r, LaSalle County Responses For Zion K 
Byron are end 

RAUSCH, T J Commonwealth Edison Co 80/09 / 1 5 6pp 


8009300215 Responds to 800BI2 Itr re none omp I lane « noted in IE Insp 
Repts 60-454/80-12 6 50-435/00-11 on 800617-19 NHC position 
unchanged Response re piesent 4 future corrective steps 8i 
date of full compl iance, mus t be submitted within 30 days 
KEPPLER,JO Region 3, Chicago, Office of the Director 00/09/16 
Spp 


V Operator Examinations 


6009300267 Forwards preliminary topical outlines of proposed modules 
on thermal hydraulics t core damaga mitigation to be 
Included in revised reactor operatoT training program per 
800326 request 

NA'JGNTOIJrW F Commonwealth Edison Co 80/09/15 7pp 


DDCHET 90-436 BRAIDWOOD ETATION, UNIT I 


A App 1 tea t Ion /cons 1 1 uc t Ion stage documents 4 correspondence 


6009050032 Discusses void Formation In vessel head during 800611 
natural circulation cooldown event Requests opinion re 
potential for voiding phenomenon in Ucstinghouse designed 
NSSS 

CHECK, P S Assistant Director for Plant System 60/07/20 3pp 


0009080000 Forwards draft NUREO-0696, "Functional Criteria For 
Emergency Response Facilities " Comments requested within 30 
days Proposed Implementation schedule for meeting criteria 
of NUREO-0696 end N/o NUREO 

EISENHUr. D G Division of Licensing 60/06/01 I i9pp 


0009110327 Discusses review of pressurl lation analyses for pressurlier 
subcompar tment Review should be focused on assuring that 
restricted vols do not result In unacceptably high local 
pressures 

MOON, C ly Licensing Branch I 60/09/03 ip 


0009300455 Forwards drawing of block diagram on turbine trip 
protection, in response to NRC request for addi FBAR info 
NAI/OHTON, U F Commonuea 1 th Edison Cd 00/09/24 tp 


--8009300465 "Block Diagram Turbine Generator Emergency Fluid Trip Sys “ 
« Sargent i> Lundy, Inc 4391 00/07/28 Ip 


F Security, medical, ameigency 6 fire protection plans 


8009120446 Forwards preliminary evacuation time studies of 10-mile 
radius emergency planning tone* in response to (IRC 800702 
Itr Studies have been submitted for review to state &. local 
officials No significant comments resulted 
DELGEORGE, L □ Commonwealth Edison Co 60/08/29 43p p 


80091 10397 Advises of acceptance of safeguards coot ingency plan 
submitted by B00J24 Itr 

YCUNOQLDDDiD J Licensing Branch 1 60/09/02 2pp 
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d Inspection reportsj IE Bulletins i c op respondent e 


8009170217 Forujdids IE Itisp Repts 50-‘;56/90-06 «• 50-457/80-06 on 
800709-10 No non c omp 1 I anc e noted 

FlOflELLl-O Region 3. CMcage. ReacPor Construction 6 Engineering 
Support Branch 80/07/28 2pp 


— 3009170221 IE Insp Repts 50-456/80-06 t 50-457/80-06 on 800709-10 
Nq noncompl lance noted Major areas inspected review action 
talren on previous insp f i nd I ng 5< e i sc t r i c a 5 contractor 
procedures 1 storage of electrical equipment 

WAIDU.M fl . SCRAP«ER.J Region 3. Chicago- Office of the Director 
HAVES. D W Region 3, Chicago. Reactor ConsPruCtion St Engineering 
Support Branch 00/07/24 5pp 


8009020109 Responds to IE Bulletin 79-034, " Uong i tud I na I Neld Defects 

in ASM£ 5A-3I2. Type 304 Stainless Steel Pipe " 5A-3I2 pipe 
not present in operating plants Final conrirmalion fron 
suppliers anticipated 6g 000915 re const plant piping sge 
MAUOKrOU, W r Con-monuJea l th Edison Co 00/00/07 2pp 


8009030231 Forwards Revision 1 to IE Bulletin B0“19i "Failures of 
ttercurg— Netted Matrix' Relags in Reactor Protective Sys of 
Operating Nuclear Puuer Plants Designed by C-E Urltten 
response required 

KEPPLER.J 0 Region 3. Chicago, Dfrice of the Director 00/08/15 
Ip 


0009110545 Responds to IE Bulletin 80-08, "Exam of Containment Liner 
Renetratlan Helds," supplementing 00070? response Corrects 
Zion response le rings used for field circumferential butt 
ueld Reviews accuracg of othei statements 
AOELi J 9 Com.sonueal th Edison Co 80/08/15 4pp 


0009110665 Forwards IE Insp Hepts 50-454/80-13,50-455/80-12. 
50-456/60-07 i 50-457/00-07 on 800722 A 24-25 No 
nonconp 1 1 ance noted 

FIDHELLI.O Region 3. Chicago, Reactor Construction t« Engineering 
Support Branch 80/06/15 2pp 


—0009110675 IE Insp Repts 50-454/80- I 3. 50-455/00- ! 2, 50-456 /BO-07 St 
50-457/60-07 on 000722 (t 24-25 No none onp 1 la nc e noted Major 
areas inspected 1 Icensea actions re control of IE bulletins 
tf circulars 6 mgt meeting 

NAIDUiK R Region 2, Atlanta, □ffice of the Director 
KOtfAtilN J E . JCIJES. C E Region 3, Chicago. Office of the 
Director 80/06/14 9pp 


6009160681 Submits supplementary response to IE Bulletin 80-06, 
"Examination of Containment Liner Penetration Uelds,” 
correcting statement made in PL Peoples 000709 1 tr Further 
review not necessary 

ADEL. -J S Commonweal tn Edison Co 00/08/15 4pp 


1009180551 Forwards IE Circular 80-18, "I0CFR50 59 Safety Evaluations 
for Changes to Radwaste Trsatment Sys “ No written response 
required 

KEPPLER.J C Region 3, Chicago. Office of the Director 00/08/22 
IP 


009230094 Forwards IE Info Notice 60-31. ‘"Malop erat ion of Oould-Srown 
Boveri 4fl0 Volt Type K-600S L W-DDtf 6003 Circuit Dreaters " 

No writton response required 

KEPPLER.J G Region 3, Chicago. Office of the Director 00/06/28 

ip 


1009180466 Responds to IE Bulletin 80-19 re failures of mercury-wetted 
metric relays in reactor protective sys Identified relays 
are not used in facility No action required Twenty-four 
manhours eeponded on review 

RAUSCH, T J Commonwealth Edison Co 80/09/29 tp 


>009190007 Responds to IE Bulletin 80-16 re potential mi sapp 1 ica tl on of 
Rosemount pressure transmitters Identified transmitters are 
not used In Byron t Braidwood safety-related areas LaSalle 
will comply w/requl remen t s by defining mods by BOlOOl 
RAUSCH, r J Commonwealth Edison Co 80/08/29 2pp 


I0092S0469 Supplemental response to IC Bulletin 80-09, "Hydramotor 
Actuator Deficiencies " Deficient springs In actuators u/ 
(lasoneillan valves for safety-related applications will be 
replaced prior to shipment to site 

RAUSCH, T J Commonwealth Edison Co 80/08/29 Spp 


009240133 Forward} IE Circular 90-81, • Regulation of Refueling Creuii " 
No written response required 

KEPPLER.J G Region 3. Chicago, Office of the Director 00/09/10 

Ip 


8009300800 Forwards response to IE Bulletin 60-20 No Westinghouse 
Type W-2 control switches are used in safety-related sys at 
Dresden, Quad Cities t, LaSalle County Responses for Zion 6 
Byron are enc I 

RAUSCH, T J Commonwealth Edison Co 80/09/15 6p p 


V Operator Examinations 


0009300287 Forwards preliminary topical outlines of proposed modules 
on theimal hydraulics A core damage mitigation to be 
Included in revised reactor operator training program per 
803328 request 

NAUOHTCJIJ. IJ F Commonwealth Edison Co 00/09/15 7pp 


DOCKET 50-457 DRAIDWODD STATION. UNIT 2 


A App 1 1 cat ion/cons true t ion stage documents i: correspondence 


8009050032 Discusses void formation in vessel head during 800611 
natural circulation cooldown event Requests opinion re 
potential for voiding phenomenon in Uesttnghouse designed 
NSSS 

CHECK. P S Assistant Director for Plant Systems 80/07/86 2pp, 


8009090000 Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREC-0696 end W/o NUREG 

EISENHUTiD 0 Division of Licensing 00 / 08/01 119pp 


B009110327 Discusses review of pressur i lation analyses for preisurlxer 
subcompartment Review should be focused on assuring that 
restricted vo 1 s do not result In unacceptahly high local 
pressures 

MOO.N.C IJ Licensing Branch 1 00/09/03 Ip 


0009300455 Forwards drawing of bloct diagram on turbine trip 
protection, In response tn NRC request for addl FSAR info 
NAUOHTQM.U F Commonwealth Edison Co 80/09/24 Ip 


— 6009300,165 "Dlodi Diagram Turbine Generator Emergency Fluid Trip Byi 
s Sargent 4i Lundy, Inc 4683 60/07/20 Ip 


F Security, medical, emergency 4 fire protection plans 


0009180446 Forwards preliminary evacuation time studies of lO-mlle 
radius emergency planning lone, in response to NRC 800708 
I tr Studies have been submitted for review to state local 
officials No significant comments resulted 
DELOEORGE, L 0 Commonwealth Edison Co 00/08/29 43pp 


80D91I0397 Advises of acceptance of safeguards contingency plan 
submitted by 800324 I tr 

VaUNGBLaOD, B J Licensing Branch 1 80/09/08 Spp 


0 Inspection reports, IE Bullotins 6 correspondence 


0009170217 Forwards IE Insp Hepts 50-456/80-06 6 50-4S7/BO-06 on 
600709-10 No none omp 1 lance noted 

FtDRELLI,0 Region 3, Chicago, Reactor Construction 4, Engineering 
Support Branch 00/07/88 2pp 


— 3009170281 IE Insp Repts 50-456/00-06 6 50-457/00-06 on 800709-10 
No noncomp 1 lance noted Major areas inspected review action 
taken on previous insp f ind 1 ngs, e 1 ec tr leal contractor 
procedures 6 storage of electrical equipment 

NAIDU. K R , SCHAPKER,J Region 3, Chicago, Office of the Director 
HAYEB, D N Region 3, Chicago, Reactor Construction it Engineering 
Support Branch 00/07/34 Spp 


8009080109 Responds to IE Bulletin 79-03A, "Longitudinal Held Defects 
in ASHE SA-312,Type 304 Stainless Steel Pipe " SA-312 pipe 
not present In operating plants Final confirmation from 
suppliers anticipated by 80091S re const plant piping sys 
NAUGHTONiM F Commonijea I th Edison Co 00/00/07 Spp 


8009030231 Forwards Revision 1 to IE Bulletin 00-19, "Failures of 
Mercury-Ne t t ed Matrix Relays in Reactor Protective Eys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 60/08/15 
If 


8009110545 Responds to IE Bulletin 80-08, "Exam of Containment Liner 
Penetration Melds," supplementing 000709 response Corrects 
Zlo-n response re rings used for field circumferential butt 
wold Reviews accuracy of other statements 
ADEL, J S Commonwealth Edison Co 80/08/13 4pp 
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eo09H066S Poruards IE Insp Rcpts 50-494/80-13. 50-455/80-1 
30-456/00-07 & 90-457/80-07 on 000722 «. 24-25 No 
ronconp 1 lance noted 

FIDRECLI/C Region 3. Chicago. Reactor Construction Engineering 
Support Qranch 80/00/15 2pp 


— 8009110675 IE !n*p Ropts 50-454/00-13. 50-455/80-12. S0-45i/ao-07 *< 
50-457/80-07 on 800722 24-25 No noncomp I lanc e noted Major 

areas inspected licensee actions re control of IE bulletins 
circulars 1. mgt meeting 

NAIDlfiK R Region 2. Atlanta. Office of the Director 80/08/14 
9pp 


a009t£0681 Submits supp 1 ementarg response to IE Dulletin 00-08. 
"Esamination of Containment Liner Penetration tields." 
correcting statement made in DU Peoples 800709 Itr Further 
review not necossarg 

ABEL.-J B Coramonuieal th Edison Co 80/08/15 4pp 


6009160551 Forwards IE Circular 60-10. '*10CFRS0 59 Safotg Evaluations 
for Changes to Radwaste Treatment Sgs " No uiitten response 
required 

KEPPLER.vI 0 Region 3. Chicago. Office of the Director 80/00/22 
ip 


9009300P20 Advises that issue or con <- 1 nuatlon of transnusion line 
activities through Port Ifudson nat) historic laiidmart has 
been concluded to NRC satisfaction Commitments contained In 
6C0821 Itr satlsfactorg 

KIRAOLIA.F J Licensing Branch 3 00/09/16 2pp 


F Securitg, medical, emerganeg i fire protection plans 


8009020134 Invites participation in 800822 workshop in Atlanta. OA to 
solicit commonl le proposed functional criteria foi 
omergeneg response facilities in NUSEG-0696 Wise us non to 
include 1 oca tion. s 1 1 e t staffing or emergeneg ctrs 
SEYhfilT.X V Region 4. Dallas. Ofrice of the Director 00/00/12 
ip 


8009090532 Forwards "Evacuation Tine Estimates for 10-Mi)e Emergeneg 
Planning Zone." in response to 80070-2 Itr 
draper. E L Gulf States Otilitieg Co 80/08/29 Ip 


— 0009090537 "Evacuation Time Estima+es f-or lO-Klle Emergeneg Planning 
Zone ” Approved bg State of LA ntrlcials 

» Commonueal th Edison Co BDBLINSER.L H . RORDAN. A J Louisiana. 
State of aO/Oa/29 36pp 


6009230094 Forwards IE Info Notice 80-31. "Maloperation of Oould-Drown 
Boverl 480 Volt Tgpo K-600B «. K-DON 600S Circuit Dreakors " 

No ojritten response required 

KEPPLERid 0 Region 3. Chicago. Office of the Director 00/08/28 
ip 


6009160466 Responds to IE Bulletin 00-19 re failures of ner c urg-ue t ted 
matril relags In reactor protective sgs Identified relags 
are not used in facilltg No action required Twentg-four 
manhours eicpended on review 

RAUSCH. T J Commonwealth Edison Co 60/08/29 Ip 


8009190007 Responds to IE Bulletin 80-16 re potential misapplication of 
Rosameunt pressure transmitters Identified transmitters are 
not used in Sgron t. Oraidwood safetg-related areas LaSalle 
u-llt complg w/rcqulrements bg defining mods bg 801001 
RAUSCH. T J ComitionuiBa 1 th Edison Co 80/08/29 2pp 


8-009250466 Supplemental response to IE Dulletin 80-09. "Hgdramotor 
Actuator Deficiencies *' Deficient springs in actuators ui/ 

ITaecne i 1 ian valves for safetg-related applications will be 
replaced prior to shipment to site 

RAUSCH. T J Commonwealth Edison Co 80/08/29 3pp 


8009S40I33 Forwards IC Clicular 80-21. "Regulation of Rqfueltng Crews “ 
No written response required 

HEPPLER.JO Region 3. Chicago. Office of the Director 80/09/10 

ip 


800-9300200 Forwards response to IE Bulletin 80-20 No Uestlnghouao 
Tgpe 14-2 control switches are used in safetg-related sgs at 
D-resdin. Quad Cities t LaSalle Countg Responses for Zion tc 
Bgron are encl 

RAUSCH. T J Commonwealth Edison Co 80/09/15 6pp 


0 Adjudicatorg correspondence 


8009170410 Ack receipt of 000721 petition under IOCrn2 206 for halt to 
const of facilltips based on allegations of questionable 
const practices Denies request for immediate action since 
public health t safetg is not affected 

STELLO. V Office of )nepectlo-n t Enforconent. Office of the 
Director 60/08/18 2pp 


— B009I70414 Ack receipt of 600721 petition under I0CFR2 206 for halt 
to const it facilities based on allegations of questionable 
const practices Denies request for immediate action since 
public health t safety is not affected Forwards FR notice 
STELLO. V Office of Inspection 6 Enforcement. Office of the 
Director 80/08/16 2pp 


-—0009170*117 Notice of DCS 600721 request for actl-on un-der tOCFR2 206 
DEYOUNO.n C , STELLO, V Office of Inspection 6 Enforcement. Office 
of the Director 60/08/18 Ip 


8009090406 Order granting oitenslon until 800922 for Commission to 
elect whether to rovlew Director's 800818 decision under 
10CFR2 206 not to Buspend CP 

CMILK. 8 J Office of the Socretarg of the Commission BOZ-OV/OS 

tp 


8009230039 Order granting eitension until 000929 f-or Commission to 
elect whether to roview Director's 800818 decision not to 
suspend const of facility under 10CFR2 206 

CHILK. 5 J Office of the Socretarg of the Coirnisslon 80/09/22 

Ip 


8 Inspection reports. IE Dulletlns << cerrespondonc c 


V Operator Ecaminations 


60-09300287 Forwards preliminarg topical outlines of proposed modules 
on thermal hydraulics & core damage mitigation to be 
included in revised reactor operator training program per 
S00326 request 

NAUCHTON. U F Commonwealth Edison Co 60/09/15 7pp 


DOCKET SO-45B RIVER DEND STATION, UNIT I 


A App I icatlon/construc t ion stage documents 6 correspondence 


8-00-9080-080 Forwards draft NUREO-0696. "Functional Criteria for 
Eoiergshcg Response Facilities " Comments requested within 30 
dags. Proposed Implementation schedule for meeting criteria 
of NUREO-0696 encl U/o NUREO 

ETSEHNUTiO 0 Division of Licensing 80/00/01 li9pp 


8009120113 Forwards 800811 memorandum of agreement u/Advisorg Council 
on Historic Preservation for proposed transmission line (. 
expanded corridor Acknowledgement of agreement 6 
certification of acceptance encl 

TEDESCO.R L Division of Licensing 80/08/21 3pp 


8009090409 Confirms telcon w/M Karlowici re 791026 application to amend 
CPPR-14S Cajun Electric Power Cooperative share of const 
costs, nuclear fuel {. transmission tines will be financed 
through Rural Electrification Administration 
DRAPER. E L Oulf States Utilities Co 80/08/28 ip 


6009040511 Forwards IE Bulletin 00-07. "DNR Jet Pump Aisemblg Failure 
No response required 

SEYFRITiK V Region 4. Dallas. Office of the Director 80/04/04 

ip 


8009090039 Forwards IE Bulletin 00-07. Suppl 1. "DNfl Jet Pump Assomblg 
Failure " No response required 

SEYfRIT.K V Region 4. Dallas. Office of the Director 80/00/13 

Ip 


8009020534 Forwaidi Suppl 2 to IE Rulletln 00-17, "Failures Rovoaled 
bg Testing Subsequent to Failure of Control Rods to Insert 
During Scram at BUR " No written response required 
SEVrRlT.K V Region 4. Dallas. Office of the Director 80/07/22 
Ip 


8009150340 Forwards IE Insp Kept 50-459/80-06 on 800609-10,24-27 1. 
30 0703, notice of violation I notice of deviation 
SEIDLE.I-I C Region 4. Dallas. Reactor Construction ti Engineering 
Support Branch 30/07/28 Ppp 


. — B007IS03S2 Notice of violation from Insp on 000609-10124-27 i. 30 & 
0703 

s Region 4. Dallas, Reactor Construction t< Engineering Support 
Branch 60/07/25 2pp 


— 8009150353 Notice of deviation from, insp on 300609-10.24-27 t 30 
0703 

4 Region 4. Dallas. Reactor Construction Engineering Support 
Branch 80/07/25 Ip 
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— a00«?l50357 IE Insp Rept 50-453/00-06 on a0060'?-l0. 34-27 t 30 8- 0703 
None 0010 1 tance noted failure to follow proceciurei for 
1 d etttl 1 1 ce teon of training needs t use of eir entraincnent 
edniiiture in Categorg L concrete 

QEACH.A D . OILSERT.L D , TO.iLlNSON. D P Region A, Dallas^ Reactor 
Construction 6 Engineering Support Branch 90/07/25 Hpp 

9009250390 Forwards IE Insp Rept 50-459/00-07 on B00715-IB fc notices of 
violation t deviation 

SEIOLE. U C Region 4, Dallas. Reactor Construction t Engineering 
Support Branch 00/08/11 2p p 

— 8009250393 Notice of violation from insp on 8007(5-19 

■» Region 4. DallaSi Office of the Director 80/08/08 2pp 


— B009850395 Notice of deviation from insp on 800715-16 

» Region 4. Dallas. Office of the Director 60/08/08 2pp 


— 8009250393 IE Insp Rept 50-458/80-07 on 000715-18 Noncompliance noted 
railure to f « 1 1 ou procedural reg.uirement3 ror good 
liousciieep ing 4 i nappropr ja te accept/reject criteria for 
total air content In eiterior ua I t placement 

HALL. R E Region A, Dallas. Reactor Construction tc Engineering 
Support Drancli CRQSS'IAN.IJ A , 0 EACH. A 3 Region 4, Dallas. 

Office of the Director 80/08/08 8pp 


8009030271 Forwards fi'evision 1 to IE Bulletin 80-19. "Failures of 
Mereurg-Netted Matrii Relags in Reactor Protective Sg s of 
Operating Nuclear Power Plants Designed C-E " Written 
resppnse required 

SEYi-HlT.W V Region 4, Dallas, Office of the Director 80/08/15 
<P 


B009050517 Act receipt of BO07S9 Itr informing NRC of steps taken to 
correct violations noted In. IE Insp Rept SO-4SB/80-OS AddI 
info requested 

SEIDLE.N C Region 4, Dallas. Reactor Construction U Engineering 
Support Branch 00/08/15 2pp 


-8009050522 Responds to NRC 800710 Itr re violations noted in IE Insp 
Rept 30-458/60-05 Corrective actions QC Instruction FRI'D2 S 
-010 revised 4, N’.D 9400 superseded by NLD 9701 Air dry unit 
weight tests to be completed by SMd by 300901 
DRAPER.E L Oulf States Utilities Co 80/07/29 lOpp 


9150338 Forwards IE Insp Rept 50-453/00-08 on 000730-31 No 
oncdripliance noted 

EIDLE. If C Region 4. Dallas, Reactor Construction L Engineering 
support Branch 80/08/19 2 f p 


8009150362 IE Insp Rept 50-458/80-08 on 000730-31 No noncompl lanee 
noted Major areas inspected licensee investigation of 
concerns espressed in UCS 800721 Itr to NEC 

BEACH, A a , OBERO, C R Region 4, Dallas. Office of the Director 
HALt-,R E Region 4. Dallas, Reactor Construction b Engineering 
Support Dranth 60/08/18 6pp 


8009160032 Forwards 16 Info Notice 80-30. "Potential for Unacceptable 
Interaction Dofween Control Rod Drive Scram Function t< 

Nsnessential Control Air at Certain OE BUR Facilities " No 
specific action or response requested 

SEVFRIT.K V Region 4, Dallas. Office of the Director 80/00/19 

•P 


3009J2002S Forwards Suppl 3 to IE Bulletin 00-17. "Failure of Control 
Rods to Insert During Seram at BWR ' No written response 
required 

SEVFRir. K Y Region 4. Dallas. Office of the Director 80/06/22 
Ip 


1009170372 Forwards IE Circular BO-ig, "10CFR50 59 Safety Evaluations 
for Changes to Hadwaste Treatment Sgs " No written response 
required 

SEYrRIT.K, y Region 4. Dallas, Office of the Director 80/06/82 
Ip 


009250412 Act receipt of 16 Insp Rept S0-43B/B0-03 on 800819 No 
proprietary tnro 

DRAPER, £ L Oulf States Utilities Co 60/06/22 Ip 


1009120422 Forwards IE Info Notice 80—31. "Ha I operation of Oould— Broun 
Boverl 460 Volt Type (1-6003 4 K-DON 6006 Circuit Breakers " 

Mo written respotise required 

SEVhRrT.ll V Region 4, Dallas. Office ok the Director 80/08/27 

Ip 


009300DS6 Submits response to IE Bulletin 60-16 No Hosemount Model 
1151 or 1152 pressure transmitters are to be used In 
saf sty-related applications 

DRAPER. E L Oulf States Utilities Co 80/09 /OS 2pp 


8009290323 Ac k receipt of 000005 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-45B/7B-04 4 
50-459/70-04 

SEIOLE.U C Region 4. Dallas. Reactor Construction 4 Engineering 
Suppoit Branch 60/09/(0 Ip 


— 8009290326 Forwards third annual status rept of progress of environ 
studies of effect of Alligator Bay Culver crossing In 
response to Request 3 of IE Insp (tepts 50-458/78—04 4 
50-459/78-04 

DRAPER. £ L Oulf States Utilities Co 80/08/05 3pp 


DCtKET 50-459 RIVER BEND S TAT I ON, UNIT 2 


A App 1 teat lou/cans true t ion stage documents t correspondence 


8009080000 Forwards draft NUREO-0696. "Functional Criteria for 
Einergency Response Facilities " Comnents requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end U/o NUREG 

EISENHUT. D 0 Division of Licensing 80/00/01 119pp 


8009120113 Forwards BOOBli memorandum of agreement w/Advisory Council 
on Histone Preservation for proposed transmission line 4 
espanded corridor Acknowledgement of agreement 4 
certification of acceptance encl 

TEDFSCOi R L Division of Licensing BO/00/21 3pp 


8009300220 Advises that issue of continuation of transmission line 
activities through Port Hudson natl historic landmark has 
been concluded to NRC satisfaction Commitments contained in 
000821 Itr satisfactory 

HIRAGLIA.F J Licensing Branch 3 80/09/16 2pp 


F Security, medical, emergency 4 fire protection plans 


8009020134 Invites participation In 800622 workshop in Ablanta.OA to 
solicit comment re proposed functional criteria for 
emergency response facilities in NUREO-0696 Discussion to 
include 1 oca t Ion. s t le 4 staffing of emergency ctrs 
SEYtRIT.K V Region 4, Dallas, Office of the Director 60/09/12 
Ip 


8009090S32 Forwards "Evacuation Time Estimates for iO-Mile Emergency 
Planning Zone," in response to 800702 Itr 
DRAPER, E L Gulf States Utilities Co 80/0^/29 tp 


— 0009090537 "Evacuation Time Estimates for lO-Mile Emergency Planning 
Zone " Approved by State of LA officials 

a Comnonuealth Edison Co DOBLINOER.L H , QORDAN.A U Louisiana. 
State of 80/08/29 36pp 


0 Ad jud i eatery correspondence 


8009170410 Ack receipt of 800721 petition under 10CFR2 206 for halt te 
const of facilities based on allegations of questionable 
const practices Denies request for immediate action since 
public health & safety is not affected 

STELLO, V Office of Inspection 4 Enforcement, Office of the 
Director 00/08/ 18 2pp 


— 8009170414 Ack receipt of 800721 petition under lOCFfta 206 for halt 
to const of facilities based on allegations of questionable 
const practices Denies request for immediate action since 
public haaltli S safety is not affected Forwards FR notice 
STELLO. V Office of Inspection 4 Enforcement, Office of the 
Director 00/00/10 2pp 


— 0009170417 Notice of UCS 000721 request for action under 10CFR8 206 
DEVOUNO. R C . STELLO. V Office of Inspection 4 Enforcement. Offtoa 
of the Director 00/00/13 Ip 


0009090406 Order granting extension until 60092S for Commission to 
elect whether to review Director's 800618 decision under 
10CFR2 206 not to suspend CP 

CHILK.S J Office of the Secretary of the Commission 80709/03 

ip 


0009230039 Order granting extension until 800929 for Commission to 
elect whether to review Director's 800S1B decision not to 
suspend const of facility under 10CFR2 206 

CHILK.S J Office of the Secretary of the Commission 00/09/22 
IP 
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a Inspection reports; IE Bulletins correspondence 


F Security; medical, emerpcncj I fire protection plans 


8009040511 Foruiards I6 Bulletin B0~07. "BWR Jet Pomp Asssmbigi Failure 
Ho response required 

SE^FRlTrK V Rejion 4> Dallas. Of nee of the Director 80704/04 
IP 


8009090039 Foruards IE Bulletin 60-07, Suppl 1, "BUR Jet Pump Assembly 
Failure “ No response required 

SEVFRIT.K V Region 4, Dallas. Orflce or the Director B0/05/13 
If 


80090303fi7 Motlfies of 800819.^2 4 30 regional uior Icshops re development 
of guidance for acceptable method for coping u/emerg enc la s 
at raclllty Requests that representative be sent Subj areas 
to be discussed include function of facilities I location 
EHSEUHeU. R H Region 5. San Francisco. Office of the Director 
BO/08/12 2pp 


0 Inspection reports. IE Bulletins t correspondenc e 


80Q9070534 Foriaards Suppl 3 to IE Bulletin 60-17. "Failures Revealed 
by Testing Subsequent to Failure of Control Rods to Insert 
During Scram at BUR “ No oritten response required 
SEVFRITiK V Region 4. Dallas. Office of the Director BO/07/22 
Ip 


6009160di22 Responds to IE Bulletin 80-i&. "Potential Misapplication of 
Rosemount. liic Models 1151 I' 1152 Pressure Transmitters u/ 

Either A or D Output Codes " No subj transmitters installed 
or planned to be installed in sare ty-rel ated sgs 

RENDEROER. D t Washington Public Potuer Suppig System 00/00/07 

Ip 


000903027] Forwards Revision 1 to IE Bulletin 60-19. "Failures of 
Merc vrg-Uetted Matrli Relags In Reactor Protective Sgs of 
Operating Nuclear Power Plants Designed bg C-E ’’ Written 
response required 

SEYfRITrK V Region 4. Dallas. Office of the Director 80/06/15 
IP 


8009170393 Responds to IE Bulletin 79-03A, "Longitudinal U'eld Defects 
in ASME SA-312. Type 304 Stainless Steel Pipe " No 8A-312 or 
A-312. Type 304 fusion welded pipe in use or planned for use 
in saf cty— related sys at facilities 

RENBEROER; D L Washington Public Power Supply System 80/08/07 
If 


60091A0032 Forwards IE Info Notice 80-30. "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function b 
Nonessentlal Control Air at Certain OE BWR Facilities " No 
specific action or response requested 

SEYFRIT. K U Region 4. Dal’ss. Office of the Director 00/08/19 

Ip 


8009120035 Forwards Suppl 3 to IE Bulletin 80-17. "Failure of Control 
Rods to Insert During Scram at BWR " No written response 
required 

SEVPRIT.il U Region 4, Dallas. Office of the Director 00/08/22 
ip 

8009170392 Forwards IE Circular 80-18, "10CFR50 59 Safetg Evaluations 
for Changes to Radwaste Treatment Sys " No written responso 
required 

SEVFRir, K 9 Region 4. Dallas, Office of the Director 00/08/22 

Ip 

B009120422 Forwards IE Info Notice 00-31; "Maloperatlon of Oould-Brouin 
Boverl 480 Volt Type K-&OOS 8. K-DON EOOS Circuit Breakers “ 

No written response required 

SEVFRJT.H V Region 4, Dallas. Office of the Director 80/08/27 
IP 


0009300086 Submits response to IE Bulletin 80-16 No Rosemount Model 
1151 or 1152 pressure transmitters are to be used in 
safety-related applications 

DRAPER.E U Culf Stales Utilities Co 80/09/05 2pp 


8009290325 Ack receipt of 900805 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-450/78—04 b 
50-459/78-04 

SCIOLE.U C Region 4, Dallas, Reactor Construction t< Engineering 
Support Branch 00/09/10 tp 


— 8009290326 Forwards third annual status rept of progress of environ 
studies of effect of Alligator Day Culver crossing in 
response to Request 3 of IE Insp Repts 50-450/70-04 t< 

50-459/78-04 

DRAPER. E L Oulf States Utilities Co 60/08/05 Gpp 


docket SO-460 WPP83 NUCLEAR PROJECT, UNIT I 


A Appllcation/construction stage documents t correspondence 


8009080080 Forwards draft NUflEO-0696. "Functional Criteria for 
Emergency Response Facilities " Comments requested urlthin 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end W/o NUREO 

EIEENHUr, D 0 Division of Licensing 80/08/01 tl9pp 


8009120099 Recommends listed steps be taken to roduee risk from ATUB 
events during Interim period before required mods Requirof 
submission of ATUB emergency operating procedure. 

TEDESCQ. R L Assistant Director for Licensing 60/08/27 3pp 


8009090496 Forwards addl geologic info re time of latest movements of 
earth faults on Oable Mountain near ctr of reservation 
No conclusions re significance have been reached ti info is 
not considered reportable under 10CFR2t 

RENflERGER, D L Washington Public Power Supply System 80/09/02 

3pP 


6009260303 Forwards IE Info Notice 80-29. "Broken Studs on Terry 
Turbine Steam Inlet Flange " No written response required 
ENGELKEH. R H Region 5. San Francisco. Office of the Director 
30/08/07 Ip 


8009120304 Forwards IE Insp Repts 50-460/80-08 50-513/80-08 on 

800714-18 No noncnmpl lance nuted 

SPENCER, C S Region 5, San Francisco. Reactor Construction t 
Engineering Support Branch B0/08/I2 2pp 


—8009120309 IE Insp Repts 50-460/80-03 t 50-513/80-08 on 800714-18 No 
no-ncoinp 1 lance noted Major areas inspected RCPB piping 
insulation 4 licensee action on previous Insp finiflngs 
DODDS. R T Region 5. San Francisco. Reactor Construction & 
Engineering Support Branch ilERNAFlDEZ, G . WAGNER. 14 J Region 5. 
Ban Francisco, Office of the DirectO'r 80/09/08 6pp 


6009030292 Forwards Revision I to IE Oulletin 80-19. "Failures of 
Merc ury4Jetted Hatrli Relays in Reactor Protective Sye of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

ENOELKEN.R U Region 5. San Francisco. Office of the Director 
80/08/15 Ip 


0009290302 Forwards IE Info Notice 80-27 re degradation of reactor 
coolant pump studs 

ENOELKEN.R II Region 5. San Franclsca, Office of the Director 
80/08/10 4pp 


6009110415 Ack receipt of 800725 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-460/80-07 & 
30-313/80-07 

GPENCER.O S Region 5, San Francisco. Reactor Construction 6 
Engineering Support Branch 00/08/20 Ip 


— 8009110422 Responds to NRC 800626 Itr re violations noted in IE Insp 
Repts 50-460/80-07 4 50-313/80-07 Corrective actions rework 
of support 1 T6— 34 13-29 1 0 conipteted Support IT— 4— 3404— 30OA 
rework not completed 

RENBEROER. D L Washington Public Power Supply System 80/07/25 
3pp 


— 8009110424 Forwards IE Insp Repts 50-460/80-07 * 50-513/80-07 on 
600401-30 4; no-tlce of violation 

SPENCER. G S Region S. San Francisco, Reactor Construction 4< 
Engineering Support Branch 80/06/26 2pp 


— 80091 10<I26 Notice of violation from insp on 000401-30 

e Region 5. San Francisco. Office of the Director 80/O6/2S Ip 


—8009110429 IE Insp Repts 50-460/80-07 8 S0-513/B0-07 on 800401-30 
Noncompliance noted deficiency in area of cable tray 
support welding 

TOTHiR D Region 5. San Francisco. Office of the Director 
DODDS, R T Region 5, San Francisco, Reactor Construction A 
Engineering Support Branch 80/06/25 13pp 


0009160189 Forwards IE Circular 80-18 "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treat’ient Sys " Mo written response 
required 

ENGELKEII. R. H Region 5, San Francisco. Office of the Oirectar 
80/08/22 Ip 
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80071304&Q FoTuards IE Info f4atice SO-SIp "fial op oral i on of Oauld-Broun 
Bovorl 4S0 Volt Tijpo K-AOOS »■ f.“nOI4 iOOS Circuit Droakers •• 

No wi itten responio roi^mred 

CNCELKEUp R H Rc'jian 5. *3311 Franc locoi Office of the Director 
QO^OQ/37 Ip 


8O09iaOiO9 Ack receipt of 000019 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO- 4 AO f 00- 10 t 
50-513/00-10 

SPEUCERi 0 S Region 5. San Franciscoi Reactor Construction (t 
Engineering Support Oranch BO/09/02 Ip 


— 00091204.16 Forwards IE Insp Repts 50— 160/00-10 50-513/00-10 on 

000602-09 !< notice of violation 

SPEfJCER, C S Region 5. San Franc i scop Reacfor Construction 
Engineering Support Rrancli 00/07/17 2pp 


—8009120622 Notice of violation from insp on 800602-09 

a Region 5. San Francisco. Office of I6e Director BO/07/16 Ip 


— e03912063i IE Insp Repts 30-460/80-10 t 50-513/00-10 on 000602-09 
Noncompt iance noted fillet uelds on columns 22704 & 2283 
undcTsl icdp contrarv to contract specs 

TOTH. A D t DODDS. R T Region 5< San Francisco. Office of the 
Director 80/07/16 5pp 


8009300346 Updates 000124 response to I£ Sulletin 79-02. Re vl s ion 2. 
■"Pipe Support Base Plate Designs Using Concrete Eipanslon 
Anchor Bolts " Anchor bolt loads on eiisting designs uill be 
recalculated bg 810228 Related data encl 

RENSERCER. D L Washington Public Poucr Supplu Sgstem BO/09/25 
7pp 


OOCHer 30-461 CLIHTON POWER STATION. UNIT I 


1 App 1 icat 1 un/construc t ion stage documents ( correspondence 


009000080 Forwards draft MUREO-0696. "Functional Criteria for 
Emergency Response Facilities '■ Comonts reguested uifthin 30 
days Proposed implementation schedule for meeting criteria 
of MlinEG-0696 encl W/o NUREO 

EJSEMhUT. D O Division of Licensing 00/00/01 119pp 


1009150494 Approves 600218 request for eiemption off certain containment 
spray J. discharge piping from hydrostatic testing Request re 
Code Case N-241 most be rewritten to include only submerged 
portions of referenced sgs 

SCHREMCER.A Licensiny Rranch 3 80/08/18 3pp 


0009220130 Advises that recirculation discharge block valve mods are 
complete Nod plan. proced ures k related documents available 
at site for review Work . author i led for OE. was subcontracted 
to Daldan Associates 

KOCH.L J Illinois Power Co 80/08/19 ip 


09100575 Advises of planned repairs to weld preps of Valve 1E22-FOIO 
«. Piping Spool 1-HP-l-S i body of Valve IE~22-F010 Daldutn 
Associates authorlied to perform work 
SPENCER. J S Illinois Power Co 60/08/20 Ip 


1009040491 Forwards design info re Category I masonry walls. per NflC 
B00421 request Overslio drawings available in Central Files 
only 

MULLER. 0 E tlkinoii Power Co 00/08/25 19pp 


1009020341 Forwards 000007 Itr transmitting petition to amend Rule 
203 ill ( lOJ iaak off Chapter 3 of IL Pollution Control 
Board rules «- regulations A supporting eihibits Ltr petition 
it eihiblts available in Central Files only 
MULLER.'} E Illinois Power Co 80/08/27 Ip 


0009080193 Forwards Amend 3 to OL appl ica t ion. reques t ing au thori lat i on 
to operate for 40 yrs at power levels up to 2.894 MWt per 
unit FSAR environ rept. physical security plan e< antitrust 
info encl 

KOCHiL J Illinois Power Co 00/08/29 2pp 


0009000197 Amend 3 to application for OL Requests author i lation to 
operate for 40 yrs at power levels up to 2.894 MWt per unit 
* Illinois Pouer Co 00/00/31 140pp 


0009190115 Notifies of completed OL application review MRC safety 
review will be initiated Early response to one 1 request for 
add! info re FSAR fc environ rapt necessary to facilitate 
detalied technical review W/q encl 

ElBENHUT. D 0 Division of Licensing 80/08/29 3pp 


8009190734 Forwards request for addl info to complete technical review 
of 791201 OL application Forwards NUREO-0694. "Till Related 
Requirements for New OLs “ W/o encl NUREO 
EI&ENHUr.DO Division of Licensing 80/00/29 52pp 


8009190513 Certifies that direct distribution has been made of 
licensing documents re acceptance review of Units 162 
Certificates of Sve encl 

MULLER. 0 E Illinois Power Co 80/09/15 6pp 


C Utility Environmental Report CERl. amends *< correspondence 


8009080202 Forwards environ rept. Vols 1 2 Also forwards Amend 3 to 

OL app 1 1 cation, reques t tng au t hor i lat i on to operate for 40 
yrs at power levels up to 2.094 tlWt per uni t. FSAR. phys lea 1 
security plan t antitrust info 
KOCH. L J Illinois Power Co 00/08/29 2pp 


— 8009000209 Environ rept for facillty.Vol 1 
» Illinois Power Co 00/08/29 7726pp 


— 0009000211 Environ rept for facillty.Vol 2 
» Illinois Power Co 00/00/29 726pp 


F Security, medical, emergency t fire protection plans 


0009040463 Issues invitation to send representatives to participate 
in regional workshop re emergency response facilities 
Workshop will focus on presenting 6 discussing criteria, 
receiving comments ^ answering questions 

KEPPLER. J C Region 3. Chicago. Dffice of the Director 80/0B/1I 

2pp 


H Oeneral correspondence 


8009080347 Informs of reorgani lation re three technical depts put under 
single corporate officer Establishes QA at same reporting 
level as managers of facility operations & nuclear station 
eng Inesr tng 

KOCH.L J Illinois Power Co 80/09/02 ip 


8009290383 Responds to ltr to President Carter re White House position 
on TNI accident Informs of re-eiaminatlon of design & 
operation of nuclear power plants including emergency 
evacuation plans to cope w/potentlal accidents 
SCliWENCER.A Licensing Branch 3 80/09/09 Ip 


K Utility Final Safety Analysis Report (F8AR) t> amends 


0009090254 Forwards Clinton Units 1 4- 2 FSAR Includes Revisions 1-3 
KOCH.L J Illinois Power Co 80/08/29 2pp 


— 0009090258 Clinton Units 1 *■ 2 FSAR Includes Revisions 1-3 
s Illinois Power Co 80/08/29 7700pp 


8009090262 Chapter 1 to Clinton Units 1 b 2 FSAR. "Introduction (< 
General Description of Plant " Includes Revisions 1-3 
• Illinois Power Co 00/00/29 3S0pp 


0009090266 Chapter 2 to Clinton Units 1 k 2 FSAR. "Site 
Characteristics " Includes Revisions 1-3 
• Illinois Power Co 80/00/29 ilSOpp 


8009090269 Chapter 3 to Clinton Units 1 k 2 FSAR. "Design of 
Structures. Components. Equipment k Sys " Includes Revisions 
1-3 

» Illinois Power Co 80/08/29 IIOOpp 


8009090272 Chapter 4 to Clinton Units i k 2 F9AR, "Reactor “ Includes 
Revisions i-3 

* Illinois Power Co 00/00/29 320pp 


0009090276 Chapter 5 to Clinton Units I k 2 FSAR, "RCS !< Connected 
Sys " Includes Revisions 1-3 
■» Illinois Power Co 80/08/29 250pp 


8009090279 Chapter 6 to Clinton Units 1 t. 2 FSAR. "Engineered Safety 
Features. " Includes Revisions 1-3 
• I. lino is Power Co 80/09/29 SSOpp 


8009090263 Chapter 7 to Clinton Units 1 tt 2 FSAR. “Instrumentation k 
Control Sys " Includes Revisions 1-3 
« Illinaif Power Co 80/08/29 SSOpp 
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a'Oi)'90902afa Chapter 0 to Clinton Unit; 1 2 FSARi "Electric Power 

Includes Revisions 1-3 

t Illinois Power Co 80/08/29 18Spp 


0009090289 Chapter 9 to Clinton Units i ?■ 2 F8AR. "Aviiliarij Sijs 
Includes Revisions 1-3 

t Illinois Power Co 80/00/29 625pp 


ai>090'90293 Chapter 10 to Clinton Units 1 *■ 2 FSAB, "Steam t< Power 
Conversion Sys " Includes Revisions 1-3 
* Illinois Power Co 80/00/29 lOOpp 


— 0009180061 IE Insp Bept SO-dA 1 /OO- 1 3 on 800709-10 No noncompl 1 ante 
noted Kajur areas inspected station toundation subgrade 
preparation * concerns of certain employees not having 
access to KinC 

KHQP.B C . WCSCQTT, H M . G ACL ACHES. E J Region 3. Chicago. Office 
uf the Director 80/08/05 4pp 


800909080.0 Responds to IE Qulletin 79-03A< “Longitudinal Held Defects 
In ASHE SA-3l?j Type 30d Stainless Steel Pipe “ No 5A— 3(2 or 
A— 312. Type 300 series fusion welded pipe is planned for use 
in safety-related sys subj to stresses greater than B5!4 
UULLER. O E Illinois Power Co 80/08/12 Ip 


a00909l>29'6 Chapter 11 to Clinton Units 14 2 FEAR. "Radwaste Mgt 
Includes Revisions 1-3 

* III inois Power Co BO/08/29 200pp 


0OO9O9t}299 Chapter 12 to Clinton Units 14-2 FSAR. "Radiation 
Protection " Includes Revisions 1-3 
» Illinois Power Co 80/00/29 200pp 


8009090301 Chapter 13 to Clinton Units 1 t. 2 FSAR. "Conduct of 
Operations " Includes Revisions 1-3 
• Illinois Power Co 80/08/29 ISOpp 


8C09D90304 Chapter 14 to Clinton Units 142 FSAR. "Initial Test 
Program " Includes Revisions 1-3 
a Illinois Power Co BO/OB/29 ISOpp 


0009260249 Forwards IE Insp Hept 50-461/00-15 on 000729-31 No 
noncorap I lancB noted 

FIORELLI.O Region 3. Chicago. Reactor Construction 4 Engineering 
Support Branch 00/08/14 2pp 


— 0009260256 IE Insp Rept 50-461/60-15 on 000729-31 No none omp I lane e 
noted Major areas Inspected reactor coolant pressure 
boundary 4 safety..~related piping 

LEC.E N K . DANIELSON, n H Region 3. ChUaga. Office of the 
Director 00/08/11 5pp 


Q00903020*l- Forwards Revision I to IE Bulletin 60-19. "Failures of 
Mercury'Hetted Katrii Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Uritten 
rosponse required 

HEPPLER. J 0 Region 3- Chicago, Office of the Director BO/OB/13 

Ip 


0009090307 Chapter 15 to Clinton Units 1 4 2 FSAR. "Accident Analysis 
Includes Revisions 1-3 

a Illinois Power Co 60/08/29 400pp 


8009090310 Chapter 16 to Clinton Units 142 FSAR. “Tech Specs 
Includes Revisions 1-3 
* Illinois Power Co 00/00/29 ip 


0009150433 Forwards 16 info Notice 00-30. "Potential for Unacceptable 
Interaction Oetween Control Rod Drise Scram Function 4 
Nonessential Control Air at Certain GE BUR Facilities " No 
specific action or response requested 

KEPPLER. J G Region 3. Chicago, Office of the Director BQ/OB/20 
•P 


8009090313 Chapter 17 to Clinton Units 1 4 2 FSAR, "OA " Includes 
Revisions 1-3 

s Illinois Power Co 80/00/29 30pp 


8009120053 Forwards Soppl 3 to IE Bulletin 80-17. ■•Failure of Control 
Rods to Insert During Scram, at UNR " No written response 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/00/22 
Ip 


S0090903I7 App A to Clinton Units 
Revisions 1-3 

* Illinois Power Co BO/09/29 


8009090321 App B to Clinton Units 
Procedures " Includes Revisions 
s Illinois Power Co 80/08/29 


8009090323 App C to Clinton Units 
Includes Revisions 1-3 
e Illinois Power Co 00/00/2? 


142 FSAR. "Glossary " Includes 
lapp 

1 4 2 FSAR- "Const Mat! Stds 4 QC 
1-3 
41pp 

142 FSAR. "Computer Programs " 
200pp 


9009170430 Forwards I& Circular 00-18, "lOCFRSO 59 Safety Evaluation# 
for Changes to Radwaste Treatment Sys “ Ho written response 
roquired 

KEPPLER. J O Region 3. Chicago, Office of the Director 00/00/22 
Ip 


9009110631 Responds to IE Bulletin BO-lfa. "Potential Misapplication of 
Rassmouii t > Inc Model# 1131 4 1133 Pressure Transnittors w/ 

Either A or D Output Codes " Pressure transmitters are not 
currently usod on saf ety-related sy# 

WULLER.O E Illinois Power Co 80/08/23 Ip 


0009240457 Forwards proprietary Info for FSAR Includes Info re Initial 
core fuel design for use of gadoltnla 4 offgas sys 
tschno'logy Affidavit for withholding enc 1 Info available In 
Central Flies only 

HULLEH.O E Illinois Power Co 00/09/17 6pp 


0009250457 Responds to IE Bulletin 00-19. "Failures of Mercury-Wetted 
Matrli Relays in Reactor Protective Sys er Operating Nuclear 
Power plants Designed by C-E ' Mo raercui y-uetted switches 
are used in facility safety-re lated sys 
MULLER, 9 E Illinois Power Co 00/00/26 tp 


t> Inspection reports. IE Bulletins 4 correspondence 


€009090043 Forwards IE Bulletin 80-07. Suppl 1, "BUR Ust Pump Assembly 
Failure " No response required 

KEPPLEHi J 0 Region 3, Chicago. Office of the Director BO/OS/14 

Ip 


8009250346 Forwards IE Insp Kept 50-461/00-11 on 000624-27 4 notice oP 
violation 

FIDRELLI.O Region 3, 'Chicago, Reactor Construction 4 Engineering 
Support Branch 00/07/18 2pp 


— 80092S0349 Notice of violation from Insp on 800624-27 

• Region 3. Chicago, Reactor Construction 4 Engineering Support 
Branch 80/07/17 Ip 


— 0009250352 IE Insp Rept 50-461/00-11 on 800624-27 Noncompliance noted 
failure to follow procedures re storage of mails 
KNOP.R C , NEISLER.J , WESCOTT. H M Region 3, Chicago, Office of 
the Director 80/07/17 Bpp 


€009180043 Forwards IE Insp Rept 50-461/80-13 on 800709-10 No 
none omp I lance noted 

FIORELLtiQ Region 3. Chicago. Roactor Construction 4 Engineering 
Support Branch 80/00/07 2pp 


0009100826 Act receipt of Q00723 4 0013 Itrs informing NBC of steps 
taken to correct violations noted in IE Insp Rept 
90-461/60-10 

FIORELLI.G Region 3. Chicago. Reactor Construction 4 Engineering 
Support Branch 0O/OB/2B tp 


— 8009100030 Responds to NRC 800623 Itr re violations noted in IC ln>p 
Rept 50-461/00-10 Corrective actions personnel relnstructed 
on requirements for performing safety-related activities 
OERSTNER.W C tlllnois Power Co 00/07/23 2pp 


— 6009100051 Responds to NRC 800623 Ifr re violations noted in IE Insp 
Rept 50-461/80-10 Clarifies 800723 reply re ao thor 1 la t i On 
for drilling operation 

CERSTNER.W C Illinois Pouar Co 80/08/13 2pp 


8009230073 Forwards IE Info Notice 90-31, •'tlakopepatlon of Gould-Brown 
Boverl 480 Volt Type K-600S 4 K-DON 6008 Circuit Breakers " 

No written response required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 00/00/28 
If 


8009250205 Ack receipt of 900016 itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-461/00-11 
FIORELLI.G Region 3. Chicago. Reactor Construction 4 Engineering 
Support Oranch 80/08/30 Ip 
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-80092S0203 fifsponds to f>RC 800719 1 tr re violations noted in IE Irsp 
Rept SO-'t&l/SO 11 Corrective actions s af e ty - r e la* e (f 8c 
nansarety-re lated cable reels jn electrical cable laydoun 
area were segregated 

KOCH.C J IlUrols Potuar Co 80703/18 Sp P 


80O924O104 Forwards IE Circular 00^2 1 c ''Regulation oF Refueling Creu/s 
No uritten response required 

KEPPL ERc J G Region 3f Cbicagoc Office of the Director 90/09/10 
Ip 


S Reportable occurrences! LERs ^ related correspondence 


3009020188 Act receipt of B00715 interim rept re status of 
Investigation or Sargent tc Lundy soil characteristics error 
Final rept will be reviewed upon receipt 

FIORELLIiO Region 3p Chicago. Reactor Construction 8 Engineering 
Support Branch BO/09/01 Ip 


9009250474 Act receipt of 800319 interiis deficiency rapt re fcb i n-ua 1 1 ed 
elbow in reactor pressure vessel dram lino Final rept will 
bo reviewed upon receipt 

FICRELLIiO Region 3. Chicago. Reactor Construction & Engineering 
Support Branch 30/08/30 Ip 


8009230252 Act receipt of S0072B t 0015 deficiency repts re RHR heat 
eicbanger lateral suppoi t provisions Confirms tbat addl 
stiffeners 8 supports will be Installed to meet original 
design criteria 

FIGRECUl.O Region 3i Cbicaga. Reactor Construction hi Engineering 
Support Branch 00/09/05 ip 


8007290339 Interim deficiency rept re failure of attachment welds swing 
barriers dividing termination cabinets into bays during 
shipment Repairs will not be completed until late 19BI No 
generic coirective action taVen to avoid recurrence 
KOCH. L J Illinois Foiuer Co 00/09/22 3pp 


OOCKEr 50-1i2 CLINTaN POWER STATION, U.NIT 2 

A App 1 teat I oii/censtruc tion stage documents t correspondence 


0009080030 Forwards draft NUREG-Oi.76i "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed imp 1 emen tation schedule for meeting criteria 
of NURE0-0b96 end W/o NUREG 

EISEKHUTiD C Dlvisien of Licensing 80/03/01 ll9pp 


091S0491 Approves 000218 request for eiemption of certain containment 
spray L discharge piping from hydrostatic testing Request re 
Code Case ^-241 must be rewritten to Include only submerged 
portions of referenced sys 

SCIIUENCERiA Licensing Branch 3 00/09/18 3pp 


09020341 Forwards 300807 Itr transmitting petition to amend Rule 
303 <i) <101 taa) of Chapter 3 of IL Pollution Control 
Board rules te regulations & supporting eihtbits Ltr petition 
b eihibtts available in Central Flies only 
dULLER.O E Illinois Power Co 80/00/27 Ip 


107000193 Forwards Amend 3 to OL app 1 1 cat i on, request 1 ng au ther 1 tation 
tb operate for 40 yrs at power levels up to 2j 894 Nllt per 
unit F8AR environ rept, physica 1 seiurity plan 4t antitrust 
info end 

KOCH, L J Illinois Power Co 90/09/29 2pp 


-8009080197 Amend 3 bo application for OL Requests aut h or 1 1 a t j on to 
operate for 40 yrs at pouer levels up to 2,094 MU't per unit 
» Illinois Power Co 60/00/31 I40pp 


3009190115 Natiiies of completed DL application review NRC safety 
review will be initiated Early response to end request For 
addl info re FEAR J, environ rept necessary to Facilitate 
detailed technical review 14/b enc 1 

EISE((KlJr*I> 0 Division of Licensing 80/08/29 3pp 


1009190754 Forwards request For addl info to complete technical review 
of 791201 OL application Forwards liU.REG'0694, "TMl Related 
Requirements for New Dl s " W/o- encl HUREO 
EI6EHKblT,»0 Division of Licensing 80/09/29 52pp 


I009I905I3 Certifies that diroct distribution has been made of 
licensing documents re acceptance review of Units 1 S< 2 
Certificates of 6vc encl 

UDl-LERi 4 C Illinois Power Co 80/09/15 App 


C Utility Envi ronmenta 1 Report (ERI, amends i correspondence 


0009080202 Forwards environ rept, Vo Is 1 l< 3 Also forwards Amend 3 to 
OL app 1 lea 1 1 on. reques t mg au th or i zat 1 on to operate (or 40 
yrs at power levels up to 2,094 MlJt per on 1 1, FSAR, phy s i ta 1 
security plan V antitrust info 
KOCH. L •J Illinois Power Co 80/08/29 2pp 


—8009080209 Environ rept for facility. Vol 1 
* Illinois Rower Co 00/08/29 7726pp 


.0009000211 Environ rept for facility.Vol 2 
e Illinois Power Co 00/08/29 726pp 


F Gecunty, medical, emei gency I fire protection plans 


8009040465 Issues invitation to send representatives to participate 
in regional workshop re emergency response facilities 
{forkshop will focus on presenting ti discussing criteria, 
receiving comments i answering questions 

KEPPLERiO 0 Region 3. Chicago, Office of the Director 80/00/11 
2PP 


H General correspondence 


8009080347 Informs of reorganl latlon re three technical depts put unllr 
single corporate officer Establishes OA at same reporting 
1 es e 1 as managers of facility operations 6 nuclear station 
eng ineerlng 

KOCH.L J Illinois Power Co 80/09/02 Ip 


0009290303 Responds to ltr to President Carter re White House position 
on TKi acc ident Informs of re-eiaminatloii of design ti 
operation of nuclear power plants including emergency 
evacuation plans to cope w/potential accidents 
SCHWENCER, A Licensing Branch 3 00/09/09 Ip 


K Utility Final Safety Analysis Report (F8AR) ti amends 


8009090254 Forwards Clinton Units 1 ii 2 FSAR Includes Revisions 1-3 
K0CH,L J Illinois Power Co 80/08/29 2pp 


--0009090253 Clinton Units 1 8, 2 FSAR Includes Revisions 1-3 
s Illinois Power Co 80/08/29 7700pp 


8009090262 Chapter i to Clinton Units 1 h. 2 F6ARi "Introduction U 
General Description of Plant " Includes Revisions 1-3 
* Illinois Power Co 80/08/29 350pp 


B009090266 Chapter 2 to Clinton Units 1 Zt 2 FSAR, "Site 
Characteristics *’ Includes Revisions 1-3 
a Illinois Power Co 80/08/29 llSOpp 


8009090369 Chapter 3 to Clinton Units 1 ti 2 FSAR, "Design of 
8 true turps, Components, Equipment Ji Sys " Includes Revisions 
1-3 

« Illinois Power Co 80/08/29 llOOpp 


B009090272 Chapter 4 to Clinton Units 1 t- 8 FSAR, "Reactor." Includei 
Revls Ians 1-3 

» lllinpls Power Co 80/00/29 320pp 


8009090276 Chapter 5 to Clinton Units 1 4- 2 FSAR, "RCS U Connected 
Sys " Includes Revisions 1-3 
e Mlinots Power Co 00/08/29 250pp 


8009090279 Chapter 6 ta Clinton Units 1 & 2 FSAR, "Engineered Safety 
Features " Includes Revision# 1-3 
» Illinois Power Co 00/00/29 SSOpp 


0009090203 Chapter 7 to Clinton Units 1 b S FSAR, "Instrumentation *i 
Control Sys " Includes Revisions 1-3 
* Illliiols Power Co 00/00/29 0SOpp 


8009090206 Chapter 0 to Clinton Units 1 b 2 FSAR, "Electric Poi'er 
Includes Revisions 1-3 
« Illinois Power Co 00/08/29 ISSpp 


0009090209 Chapter 9 to Clinton Units I b 2 FSAR, "Auxiliary Sys “ 
Includes Revisions 1-3 

-» Illinois Power Co 00/08/29 62Spp 


0009090293 Chapter 10 to Clinton Units i b S F9AH, "Steam b Power 
Conversion By# " Includes Revisions 1-3 
* Illinois Power Co BO/08/29 lOOpp 
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B0<}?0902?& Chapter 11 to Clinton Units 1 it 3 F&Afi< "Fladuaste Hgt 
Includes Revisions I'S 

* Illinois Pokier Co 30/0B/39 SOOpp 


30'09090399 Chapter i2 to Clinton Units 1 4' 2 FSAR< ''Radiation 
Pl-otectton “ Includes Revisions 1-3 
♦ Illinois Pokier Co BO/08/27 20Cpp 


8007090301 Chapter 13 to Clinton Units 1 & 2 FSAR> "Conduct of 
Operations " Includes Revisions 1-3 
* Illinois Power Co 80/00/29 ISOpp 


0009090304 Chapter M to Clinton Units 1 t 2 FSARi "Initial Test 
Proiram '■ Includes Revisions 1-3 
» Illinois Power Co 00/08/29 ISOpP 


8009090307 Chapter 15 to Clinton Units 1 2 FSABi “Accident Analysis 

Includes Revisions 1-3 

e Illinois Power Co 00/08/29 400pp 


8009090310 Chapter 16 to Clinton Units 1 i 2 FSARi "Tech Specs 
Includes Revisions 1-3 
^ Illinois Power Co 80/08/29 Ip 


8009090313 Chapter 17 to Clinton Units 1*2 FSARi "QA " Includes 
Revisions 1-3 

e Illinois Powor Co 60/00/29 50pp 


8009090317 App A to Clinton Units 1 J< 2 FBAR, "Olossari; ■' Includes 
Revisions 1-3 

e Illinois Power Co 60/00/29 l^PP 


0009090321 App D to Clinton Units 1 t< 2 FBAR. "Const Matl Stds U QC 
Procedures “ Includes Revisions 1-3 
* Illinois Power Co 00/08/29 41pp 


8009090323 App C to Clinton Units 1 * 2 TSAR. "Computer Programs 
Includes Rgvlsions 1-3 

* Illinois Powor Co 00/08/29 200pp 


8009240457 Forwards proprietary info for FSAR tncludos info re initial 
cor* fuel design for use of gadollnla it offgas sys 
technology Affidavit for withholding end Info available in 
Central Files only 

MULLERnO E Illinois Powor Co 00/09/17 6pp 


Q Inspection reports. IE Bulletins * correspondence 


8009090043 Forwards IE Bulletin 60-07. Suppt 1. "BUR Jet Pump Assembly 
Failure." Mo response renulred 

KEPPLERiJ 0 Region 3. Chicago, □fflce of the Director 00/05/14 

Ip 


8OO9D9O0O0 Responds to IE Bulletin 79-03A, "Longitudinal Meld Defects 
in AGHE SA-312,Type 304 Stainless Steel Pipe " No 8A-312 or 
A-3l2.Typc 300 series fusion welded pipe Is planned for use 
In safety-related sys subj to stresses greater than 857, 

UVLLER. 0 E Illinois Power Co 00/00/12 ip 


3009030204 Forwards Revision 1 to IE Dulletin 00-19, "Failures of 
Hercury-Ketted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
responsa required 

KEPPLeR,J 0 Region 3- Chicago, Office of the Director 00/08/15 

Ip 


&0091504B3 Forwards IE Info Notice 00-30, "Potential for Unacceptable 
Interaction Between Control Rod Drive Scram Function Sc 
Nonessentlal Control .Air at Certain OE BNR Facilities “ No 
specific action or response requested 

SiEPPLER.J-O Region 3, Chicago, Office of the Director 80/00/20 
tp 


0009120053 Forwards Suppl 3 to IE Bulletin 80-17, "Failure of Control 
Rods to Insert During Scram at BUR " No written response 
requ Ired 

KEPFIEH.J 0 Region 3, Chicago, Office of tho Director 00/00/22 
Ip 


8009170430 Forwards IE Circular 80-18, "10CFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
Toquired 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/08/22 

>P 


8009110631 Responds to IE Bulletin 80-16, "Potential Misap pi jea tion of 
Rosemount, Inc Models 1151 f, 1152 Pressure Transmitters w/ 

Either A or D Output Codes " Pressure transmitters are not 

currently used on safety-related sys 

WULLER, 0 E Illinois Power Co 80/00/23 Ip 


0009250457 Responds to IE Bulletin 80-19. "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by C-E ' No mercury-wetted switches 
are used in facility saf e ty- r e 1 a ted ays 
WULLER, 0 E Illinois Power Co 30/00/26 Ip 


8009230073 Forwards IE Info Notice 80-31. ' Ma 1 op er a 1 1 on of Oou I d— Brown 

Doveri 480 Volt Type K-6005 * K-DOIl 6003 Circuit Breakers " 

No written response required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/08/28 

Ip 


8009240104 Forwards IE Circular BO-21, "Regulation of Refueling Crews 
No written response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/09/10 
IP 


S Reportable occurrences, LERs t related correspondence 


80092502S2 Ac k receipt of 800728 ti 0815 deficiency repts re RHR heat 
exchanger lateral support provisions Confirms that addl 
stiffeners k supports will be installed to meet original 
design criteria 

FIORELLIiG Region 3. Chicago, Reactor Construction ti Engineering 
Support Branch 00/09/05 t p 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION. UNIT 1 


0 Adjudicatory correspondence 


B009050473 Add) response te FOIA request for 20 documents for use as 
intervenor in facility proceeding Forwards nonpropr i e tar y 
version of NE03-24 1 54, Vols 1 *, 2. "Qualification of One- 
Dimensional Core Transient Kodei for BURs " N/o enc i 
FELTON, J M Division of Rules and Records 80/08/12 Ip 


8009050065 Suppls BOOSOl response to FOIA request for 64 documents 
for use in facility proceeding Forwards add! documonts 
listed in App A Items 30,61,64 k 65 have not been located 
U/o ends 

FELTON, J II Division of Rules and Records 80/00/10 4pp 


60090B0449 Supplemental response to FOIA request for 64 documonts for 
use in facility proceeding Forwards documents listed In App 
A tJ/o ends 

FELTON, J M Division of Rules and Records 00/08/22 2pp 


8009020058 Rosponse to Potthoff first sot of interrogatories Restates 
facts From FES, NUREO-O470i re obstacles to production of 
methane from organic matl Marine biomass farm environ 
effects not evaluated H/af f idavi t 4- Certificate of Bve 
MOON, C N Assistant Director for Licensing 80/09/27 6pp 


0009020066 Motions to strike second, third k fifth paragraphs of TX 
PIRO 4 Dogget 800013 proposed emergency planning contention 
Proposes form to be admitted in proceeding Certificate of 
Sve enc 1 

SDNINRI.SM Hearing Branch 3 80/08/27 7pp 


8009040271 Response in opposition to If Schuessler,S Doggett TX PIRQ 
800013 reworded contention except portion re capability of 
plan w/locatlon Remaining portions do not comply w/ASLB 
800724 order Certificate of Sve enc 1 

RASKIN. D D , COPELAND, J 0 Houston Lighting i- Power Co RA9K1N,D D 
Lowens t e i n, Mewman, Re 1 s . Axe 1 rad 4, Toll 6O/OB/20 i2pp 


8009090451 Urges ASLQP not to consider applicant B00G13 appeal for 
reconsideration of Jan 1901 hearing date Applicant la trying 
to harass other parties <« deny due process in attempt to 
rush hearing 

MARRACK. 0 Affiliation Unknown 80/08/28 Ip 

8009040297 Forwards 800819 FR notice re amends tP emergency planning 
regulat i ons 

GOHINKIiS M Hearing Branch 3 80/09/02 i4pp 

0009110014 Ack receipt of applicant 800022 I tp directed to RM Laid 
Concurs w/applicanfe motion to set schedule for evidentiary 
hearings Supports any action that may move proceeding 
exped 1 tiously 

BLACK, R L Hearing Branch I 00/09/09 3pp 
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8009^170149 Motion for suromari# disposition of Contention 66 ellesing 
superiority of South Tit site to Allens Creek 
• Teias Public Intel est Research Croup 00/09/09 Ip 


— 6009l70t53 Stetenent of iratl tacts as to iiihlch no genuine issues 
etist in support of motion for suirnary disposition of 
Contention 68 re superiority of South TX site 
* Teias Public Interest Research Croup B0/'07/09 2pp 


— 0009170154 Affidavit in support of notion of summary disposition of 
Contention 69 re superio-nty of South TX site to Allens 
CreeV Discusses environ t* ecofionic issues 

JOHUSCllt C Teias Public Interest Research Group 80/09/09 7pp 


*"*'0009170157 Affidavit in support of sunmary disposition of Contention 68 
re superiority of South TX site to Allens Creel 

SAX lOfh H Teias Public Interest Research Group 00/09/05 4pp 


8009180475 Further response to TX PIRO 16th Interrogatories Discusses 
future prices of gasi nuclear 6 coal energy . p ersonnel 
gual 1 f icat lonSi con trol room des t gn> sa f ety relief valve 
setpoints S hydrogen eiplosion Certificate of Svc enc 1 
C0"ELAND. J G < NEUKAN. J R Houston Lighting 6 Pouer Co 
COPELAHD. J G Bater 6 Ootts 80/09/09 25pp 


8009150253 Foruards revised Pages 7—10 t 13 to applicant 800807 
response In opposition to TX PIRO Class 7 motion Applicant 
overlooted provision precluding parties from citing 
stateoionts at open Commission meetings U/Cer 1 1 f i c a te of Svc 
NEWrtANi J R Louensteini tleoimani Reis« A) elrad V Toll 80/09/10 4pp 


0009150256 Revised Pages 7-10 I 13 to response in opposition to TX 
PIRG Class 9 motion 

* Houston Lighting & Pouter Co a Louens telnt Neuuinani Re i Si Aielrad 
U Toll 80/09/10 5pp 


J0C9160527 Response in opposition to NRC S< applicant motions to strite 
portion of emergency planning contention Consolidated 
language does not Incorporate neu Issues 

« Teeas Public Interest Research Group SCHUESSLER* U J 
Affiliation Untnouin OOGGETT.S A Doggett. S A 80/09/10 2pp 


8009160201 Motion for ectension until 000919 to file affidavits in 
support of request for protective treatment re OE 6 Srouin & 

Root documents Appropriate persons unavailable Certificate 
of 8vc enc 1 

CWLP.n H , CQPELAMD.J G Houston Lighting << Pouer Co CULP.R H 
Louensteln. Neuman. Re 1 Si Aie 1 rad t. Toll 80/09/11 4pp 


•09180416 Motiion for summary disposition of Contention 76 re environ 
impact of transmission lines 001 780328 Itr to ut 1 1 . por t ions 
of EIG.Royal Soc for Protection of Birds 770928 Itr to Tft 
Scott, map if Certificate of Svc encl 
N'-RRmCK.D Marrack.D 80/09/1! 20pp 


009160520 Order granting extension until 800919 for applicant to file 
affidavits due to unavailability of appropriate OE tt Drioun 1/ 

Root officers 

WOLFE. S d Atonic Safety and Licensing Dnarid Panel 60/09/12 Ip 


□09170223 Motion for summary disposition of Contention 43 (AC 8) re 
natural gas generation K for extension to file motion 
Alleges aval labl 1 1 ty* suf f Ic 1 ency & superiority of natusal 
gas as alternative to facility U/Certl f 1 cate of Gvc 
SCOTT. J H Texas Public Interest Research Group BD/09/12 Ip 


— 8009170225 Affidavit comparing natural gas generation to nuclear 
fission generation of electricity as superior alternative 
to f ac 1 1 i tg 

dOlttiSON. C Texas Public Interest Research Group. 80/09/09 12pp 


6009J60542 informs of no need to reconstitute A5L9 due to prospect of 
imimiinent settlement, in response to 800822 Itr 

LAZOiR M Atomic Safety and Licensing Board Panel 80/09/15 ip 


8009190229 Memo-randum S order denying TX PIRG B00724 motion for 
preparation of suppl to EIS re Class 9 accidents HRC atone 
may bring cases urarranting consideration of severe environ 
impacts to Commission attention 

LINeNBERGERi 0 ( WOLFE. S J Atomic Safety and Licensing Board Panel 
80/09/15 5pp 


8009280417 Memorandum for PDR summaniing 800916 telcon ui/J Robbins, 
legislative assistant to Congressman R Paul re results of 
B00915 conference Parties Mill be advised of hearing when 
decided 

WOLFE.S J Atomic Safety and Licensing Board Panel 80/09/16 ip 


"8009280420 Forwards envelope addressed tn Congressman R Paul for 
sending copy of ASLD 800916 memorandum 

FITTliC Atomic Gafoty and Licensing Board Panel BO/09/17 2pp 


8009220415 Order advising of 801201-05. O0-18i 15-19 tt BIOIOS as 
convenient dates for hearing on environ matters Whether 
schedule Is desirable & feasible most be decided by parties 
no later than B00926 

MDLFE. S 0 Atomic Safety and Licensing Board Panel 00/09/17 2pp 


8009260007 Response in opposition to applicant motion for addl time 
to file affidavits Oood cause required per ASLB 600713 
prehearing conference directive not established 
HARRACK. D Affiliation Unknouin 00/09/18 2pp 


GO0923O691 Forwards affidavits of UC Gang It SH Orate of OE tt Broun ti 
Root. respectively. re claims that certain documents receive 
protective treatment Affidavits comply w/ASLB 000021 order 
Related correspondence 

GULP R H Louensteln. Newman. Rel s. Axe 1 rad t< Toll 80/09/19 iSpp 


6009250050 Order striking Paragraphs I.II ti VI of Schuessler. TX PIRO t, 
Doggett consolidated contention Accepts Paragraphs III w/o 
Item (dl. IV S’ V w/o Brains River contaminabton Discovery 
shall commence Immediately St must be completed by 801020 
LUJENBERGERi G . WOLFE. 6 J Atomic Safety and Licensing Board Panel 
BO/09/ 19 Bpp 


0009240565 Forwards original affidavit by WO Gang re OE document 
known as Reed Rept U/o encl Related correspondence 
CULP. R H Lowensteln. Newman. Reis. Axelrad tt Toll 60/09/22 Spp 


B009300027 Response to Fll Potthoff third set of Inbarrogator le* Objects 
to all questions due to irrelevancy Affidavits & Certificate 
of Svc encl Related correspondence 

HANCOCK, D . NEMHAN. J R Houston Lighting *< Power Co HANCOCK. D 
Baker t Uotts 80/09/22 9pp 


B009260674 Memorandum warning intervening parties to read Rules of 
Practice 6 amonds re svc of documents in adjudicatory 
proceed ings 

WOLFE, SO Atomic Safety and Licensing Board Panel 80/09/23 Ip 


B009260207 Forwards applicant response to first set of interrogetorlet 
Provides status of ASLB actions re final language of 
emergency planning contention Applicant will file updated 
response, if necessary, fol lowing review of ASLB order 
RASKIN.D B Lowensteln. Newman, Reis. Axelrad t< Toll 80/09/24 Ip 


— 6009260210 Response to intervenor Schuessler first set of 
Interrogatories S. requests for production of documents 
Requested documents tt Certificate of Svc end 
RASKIN, D 0 Houston Lighting t< Power Co RASKIN. D 0 
Lowensteln, Newman. Re is. Axelrad t- Toll 80/09/24 75pp 


6009300012 Response to ASLB B00917 order. proposing hearing schedule re 
environ issues Doherty may respond to applicant (i NRC motion 
for summary disposition by 001023 Opposes TX PIRO motion for 
addl time to move for disposition Certificate of Svc encl 
BLACK, R L Hearing Branch 1 80/07/25 8pp 


G009300469 Response In opposition to JF Doherty 000915 motion for addl 
ti.iie to reply to NRC b util motion for summary disposition 
Intervenor made no attempt to Inspect documents needed for 
answers until 000911 W/Certif Icate of Svc I. documentation 
COPELAND. J 0 , NEWHAN, J R Houston Lighting << Power Co 
COPELAND, J 0 Baker J- Dotts 00/09/25 lOpp 


8009300456 Order admitting tt consolidating intervenors amcndeif 
contentions. Cumings ?. Griffith 1, Johnson 1 It Lemmer t 
Intervenors shall agree on lead party Discovery shall start 
immediately tt be completed by 801027 

LINENBERCERi 0 A, WOLFE. S J Atomic Safety and Licensing Board Panel 
80/09/26 3pp 


H General correspondence 


8009240540 Provides Subcommittee on Oversight ti Investigations u/status 
of actions re results of hearing on facility CP 
appi Ication. in response to ccncerns of C Johnson 
u/intorvenor TX PIRO FR excerpt encl 

riRCKS.I'l J Office of the Executive Director for Dporatlons 
80/09/19 6pp 


U Congress 1 ona 1/Eiecutlve Correspondence 


8009170268 Urges Immediate action be taken to institute long ovdP'doe 
formal hearings on CP Related correspondence 
LOEFFLER, T House of Rep 80/09/ 12 ip 
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8009340403 Requests that NRC set date -for CP hearjng on new nuclear 
pouer plant Related correspondence 
PICKLE.J J House of Rep 00/09/17 Ip 


DOCKET SO-467 ALLENS CREEK NUCLEAR STATION, UNIT 2 


A App Itcat lon/cons true t ion stage documents S correspondence 


BOO'VOSOOBO Foruiards draft NUflE0-O696p "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
dags Proposed implementation schedule for meeting criteria 
Of NUREO-0696 end W/o NUflEG 

EtSENHUTiO G Division of Licensing 80/00/01 119pp 


0 Adiudlcatorg correspondence 


8009030473 Addl response to FOIA request for 20 documents for use aa 
Intervener In facilitv proceeding Forwards npnpropr letarg 
version of NEDO-24154/ Vol s 1 ti 2, "Qualification of One- 
Oleienllonal Core Transient Model for QNRs " tl/o end 
FELTOM.J M Division of Rules and Records 00/03/12 Ip 


8009250049 Response stating no objection w/o concuiring in State of NA 
motion to suppl hearing record on need for power re energy 
(( peak demand forecasts Reserves right to appose future 
attempts <-o reopen record Certificate or Sve enc 1 

LEWALD, G H , niONAN, T G Dos ton Edison Co LEUALD. O H Ropes U 
Gray 80/09/18 Spp 


8009260310 Response stating no objection to State of MA 800903 motion 
to suppl record on need for power w/applicant h NEPQOL 
latest 10-yr power demand forecasts Objects to conclusory t< 
argumentative content of motion Certificate of Sve enc 1 
GODDARD, R J Hearing Dranch 2 00/09/24 Spp 


DOCKET 50-472 PILGRIM NUCLEAR PQ.JER STATION, UNIT 3 


F Security, medical, emergency 1 tire protection plans 


8009090569 Forwards racommondation for Item 3 1 6/3 2 4 re cable 
combustibility for fire protection review Recommends that 
licensee be required to coat okonite 1 kerite cables 
HALL, R E Drookhaven National Laboratory BO/07/14 3pp 


3009050D6S Suppls 000801 response to FGIA request for 64 documents 
for use In facility proceeding Forwards addl documents 
listed in App A Items 30,61,64 t, 65 have not been located 
H/o ends 

FELTOW, J M Division of Rules and Records 80/03/10 4pp 


G009080449 Supplemental response to FOIA request for 64 documents for 
use In facility proceeding Forwards documents listed in App 
A W/o ends 

FELTON, if <1 Division of Rules and Records 00/03/22 Spp 


DOCKET STN-50-4S2 WOLF CREEK GENERATING STATION 


A App) 1 catl un/cons truction stage documents (, correspondence 


B0090S00SO Forwards draft NUREG-0696, "Functional Criteria for 
Emergency Response Facilities " Con-rents requested within 30 
days Proposed Implementation schedule for meeting criteria 
of NUHEQ-0696 end W/o NUBEO 

elSENHUT.D O Division of Licensing 00/00/01 1 19pp 


II General correspondence 


B009240540 Provides Subcommittee on Oversight ti Investigations u/status 
of actions re results of hearing on facility CP 
app I lea tl on> in response to concerns of C Johnson 
w/tntervenor TX PIRO FR eicorpt end 

OIRCKSiN J Office of the Eiecutlvo Director for Operations 
80/09/19 App 


30CKET 50-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 


4 Application/construction stage documents t< correspondenee • 


3009030000 Forwards draft NUREO-069A, "Functional Criteria for 
Eraargency Response Facllltlos " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end M/o NUREO 

EISENHUT.DO Division of Licensing 00/08/01 119pp 


Security, medical, emergency (, fire protection plans 


MJ09090369 Forwards recommendation for Item 3 I 6/3 2 4 re cable 
c-ombustib 1 1 1 ty for firo protection review Recommends that 
licensee be required to coat okonite t karlte cables 
HALL, R E Drookhaven National Laboratory 80/07/14 Spp 


I Adjudicatory correspondence 


1009100421 Hobton to include latest util 10-yr energy & peak demand 
forecasts in 790710 hearings re need for power Urges 
opportunity to suppl findings of fact by all parties re 
decline in growth rates Certificate of Sve end 
URIOHT, F S Massachusetts. State of 00/09/03 9pp 


009190299 Responds to FOIA request for 15 documents listed in 
blb-t lography of NUREO-0623. "Rapt of Siting Policy Task 
Force “ Documents A-B 4 13 are available in PDR Forwards 
remaining documents 

FELTON. J M Division of Rules and Records 00/09/04 Ip. 


-G009I905B7 Informs Commission of proposed changes to (neteorological 
model used in assessing potential accident consequences for 
nuclsar plants, for determination of site acceptability ti 
adequacy of engineered safety features 

fflNOGUErR B Office of Standards Development, Director, 
SECY-79-362 79/06/04 7pp 


-BD09190630 Requests that end, "Differences in Procedures for 
Estimating Atmospheric Dispersion Conditions at Inland ti 
Coastal Sites," be sent to appropriate Boards 
SCIHTO.J F Hearings Division 79/04/04 lApp 


3009030685 Describes interim actions needed prior to issuance of OL to 
further reduce risk from ATWS before required plant mods, 
as determined by Commiss t on, a re completed ATWS emergency 
operating procedure should be submitted 
TEDESCO, R L Division of Licensing 80/03/lS 3pp 


0009030341 Forwards addl info that resulted from preliminary review of 
FEAR per 000731 request 

PETRICK,N A Standardiied Nuclear Unit Power Plant System 
80/08/20 lOpp 


3009190773 Notification of 801G07 h 08 meeting w/utll in Durl Ing ton. KA 
to discuss NRC case load forecast 
STARK, R M Licensing Branch 1 80/08/29 App 


,0009300397 Comments on draft NUnEG”D69A AIF comments endorsed Deletion, 
recommended for sections prohibiting use of plant process 
cosputer to process Info for emorgency response facilities 
SCHUDERER, F Standardiied Nuclear Unit Power Plant System 
80/09/24 3pp 


F Security, medical, emergency 4i fire protection plans 


0009020140 Invites participation in 800B22 workshop in AtlantarOA to 
solicit comment re proposed functional criteria for 
emergency response facilities in NUREG-D69A Discussion to 
include loca 1 1 on, si z e t< staffing of emergency ctrs 
SEYhRIT.K V Region 4, Dallas, Office of the Director 80/08/12 
)P 


K Utility Final Safety Analysis Report (F9ARI b amends 


3009190441 Forwards Revision 1 to SNUPPB FSAR, conta inlng responses to 
NRC acceptance review questions & addl info generated since 
initial FSAR submittal in Oct 197? 

PETRICKiN A Standardiied Nuclear Unit Power Plant System 
80/09/17 Ip 


■8009190445 Revision 1 to SNUPPS FSAR, containing rasponsos to NRC 
acceptance review questions U addl info genarated since 
initial FSAR submittal in Oct 1979 Includes description of 
changes made to attain cold shutdown 

a Standardiied Nuclear Unit Power Plant System 80/09/17 
16C‘0pp 


3 Inspection reports, IE Bulletins A correspondence 


B009100047 Discusses IE Insp Rept 5O-402/BO-12 on 300606-10 4. forwards 
notices of violation and deviation 

SEtDLE. If C Region 4, Dallas, Reac tor Cons true ti on 4 Engineering 
Support Branch S0/-06/19 2pp 


— 0009100052 Notice of violation fron imp on 900606-10 Noncomp I lance 
noted failure to establish housekeeping tone designations 
* Region 4, Dallas, Office of the Di rector 80/06/19 Ip 
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— 0009100059 Motice of deviation fron Insp on 80O6OA.-IO Noncotnp I lance 
noted failure to eitablish fire protection prevention 

* Region <Ji Dallai. Office of the Director 80/06/19 Ip 

8009150014 Responds to IE aullefcin SO-O0 re e «a«iina t ion of containment 
liner penetration welds Design uses flued head for 
penetration connections Pield installation just begun & 
nondestructive eiamination results not available 
KDESTCR.O U Kansas Gas t Electric Co aO/OT/OI 6pp 

0009170304 Forwards IE Insp Rept 50-462/80-16 on B0070B-I1 Mo 
noncoinpl lane e noted 

SE1DLE>(1 C Region 4i Dallasp Reactor Construction ti Engineering 
Support Dranch aO/07/16 2pp 

— 0009170307 IE Insp Rept 50-4S2/B0-16 on 800708-11 No noncoflip 1 lance 
noted Major areas Inspected licensee action on previous 
insp f ind i ngs# s i te tour b revieu of procedures ti records for 
ue 1 d Ing 

CROSSKAN.M A Region 4. Dallas. Office of the Director 

HALL. B E . G1L3ERT.L D Region 4. Dallas. Reactor Construction b 

Engineering Support Dranch 0O/D7/16 3pp 

8009090644 Forwards IE Insp Rept 50-492/00-12 in June. 1990 

5EIDLE.W C Region 4, Dallas. Reactor Construction «. Englneoring 
Support Branch 00/07/21 2pp 


— 8009090640 IE Insp Rept 50-4B2/B0-12 in June 1980 None ompl 1 anco noted 
failure to establish houseleeping lone designation ti to 
establish fire protection 6 prevention reguireflients 
ODERO.C R . HUDACEK.W 0 . CROSSHAH. M A Region 4. Dallas. Qfflca 
of the Director 80/07/18 9pp 


1009150342 Forwards IE Insp Rept 30-482/80-15 on 800630-0703 4 notice 
of viol at Ion 

8EIDLE. N C Region 4. Dallas. Reactor Construction 4 Engineering 
Support Branch 80/07/28 2pp 


— 8009150345 Notice of violation from insp on 800630-0703 

a Region 4. Dallas. Reactor Construction U Engineering Support 
Branch 80/07/25 2pp 


— 8007150348 IE Insp Rept 50-482/80-15 on 800630-0703 Noncompliance 
noted failure bo provide appropriate procedures for 
activities affecting gualitg 

MARTIN. L E . Q3ERG.C R . CRQSSMAN.U A Region A, Dallas. Office of 
the Director 80/07/25 5pp 


1009030263 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Mercury-Netted Matrix Relays in Reactor Protective 8gs of 
Operating Nuclear Pouer Plants Designed by C-E “ Nrltten 
response required 

SEYfRIT.K V Region 4. Dallas, Office of the Director 00/08/19 

»P 


009150334 Ac I receipt of 600624 Itr inf oral mg NRC of steps taken to 
correct deviation noted in IE Insp Rept 50-482/80-08 Add I 
info required 

SEIDLE.N C Region 4. Dallas. Reactor Construction 4 Engineering 
Support Branch 80/08/20 ip 


— 0009150381 Responds to NRC 800523 itr re deviation noted in IE Insp 
Rept 50-482/80-08 Corrective actions Raceway Seismic Test 
Program conducted by AE confirmed structural adequacy of 
commercial grade cable trays 

KOESTER. 0 L Kansas Gas 4 Electric Co 80/86/24 2pp 


e0&9i70396 Forwards IE Circular SO-iB. "lOCFRSO 59 Safety Evaluations 
for Changes to Raduaste Treatment Sys " No written response 
required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 80/08/22 

Ip 


8009170416 Responds to IE Bulletin 80-16 re potential mi sapp 1 i cati on 
of Rnaemount pressure transflil tters Identified transmitters 
are not used in sqf ety-related areas One hundred fifty 
manhours expended for review 

PETRiCH. N A Standardired Nuclear Unit Power Plant System 
80/08/26 Ip 


8007120426 Forwards IE Info Notice 30-31. "Maloperation of Gould-Orown 
Boserl 480 V/oLt Type K-600S t K-DON 6005 Circuit Oreators " 

No written respnnse required 

SEVFftIT.K V Region 4. Dallas, Office of the Director 80/08/27 
Ip 


8007300608 Ack receipt of 800028 itr infarming NflC of stops taken to 
correct violation noted in IE Insp Rapt 3O-4B2/0O-15 
SE I OLE. If C Region 4. Dallas, Reactor Construction 4 Engineering 

Support Branch 00/09/15 ip 


— 8009300612 Responds to NRC 000728 itr re violation noted In IE tni> 
Rept 50-482/00-15 Corrective actions Daniel procedures to be 
revised for controlling insp t Installation of supports &. 
raceway more effectively 

KOESTER. G L Kansas Gas 4 Electric Co 80/00/28 3pp 


S Reportable occurrences. LERs 4 related corr ospotidelica 


8007170442 Deficiency rept re excessive pressures in foaduater lines 
following postulated high energy line break Pressure can be 
reduced by relocating feedwater check valvoa Util no longer 
considers matter reportable under 10CFR50 53e 
PETRICK.N A Standardiied Nuclear Unit Power Plant System 
00/06/30 1 p 

9009290219 Discusses investigation of 3 5 inch diameter nuts i. bolts 
used in N88S lateral supports Bolts t< nuts provide adequate 
safety margins against thread failure at max design load 
Matter not reportable per IOCFR50 35e 

KOESTER. O L Kansas Gas fr Electric Co 80/07/20 Ip 


9009150173 Act receipt of 800724 final deficiency rept re loose 
bushings in pipe support sway struts 

CARLSON. H T Region 1, Philadelphia. Reactor Construction tt 
Engineering Support Dranch 80/08/06 Ip 


— 800.91S0196 Final deficiency rept re loose bushings in pipe support sway 
struts Struts found with loose bushings will be replaced 
Corner U Lada 800724 rept enc 1 

PETRICK. N A Standardiied Nuclear Unit Poiuor Plant System 
80/07/24 lOpp 


DOCKET STW-50-4B3 CALLOWAY PLANT. UNIT 1 


A Ap p 1 lea t lon/construc t ion stage documents 4 c orraspondence 


8007080000 Forwards draft NOREO-0696, "Functional Criteria for 
Emergency Response Facllitlee " Comments requested laltliln 30 
days Proposed implementation schedule for meeting criteria 
of NUREG-a696 end U/o NUREO 

EI6ENHIJT. D 0 Division of Licensing 00/00/01 117pp 


8007090082 Informs that "accepted" version of OL app 1 i cat Ion. cons I st I ng 
of QL application- Vol l.SNUPPS FSAR Vol 1-7 fe FBAR Addendufli 
Vol 1-5 will be sent under separate cover 

aOUOER.J L Division of Rules and Records 80/08/14 Ip. 


8007030672 Describes interim actions needed prior to issuance of DL 
to further reduce risk from ATW8 before required plant 
mods, as determined by Coimmlss ion. ar e comp 1 ete d. ATW8 
emergency operating procedure should be submitted 
TEDESCO.R L Division of Licensing 8O/0B/1S 2pp 


8007020093 Forwards Dames t, Moore 800729 rept. '"Hesulti of Detailed 
Excavation Mapp mg. U1 timate Heat Sink Area. Es sent lal Sve 
Water Sys. tn Unit 1 Power Block Sub grade, Cal 1 auay Plant. 

Units 1 % 2 " 

SCHNELL.DF Union Electric Co 00/00/25 Ip. 


— 0007020099 "Results of Detailed Excavation Mapping, U1 1 Imats Heat OJnl 
Area, Ess entia 1 Bve Water Sys. 4 Unit 1 Power Block Qiibgradt. 
for Fact 1 1 ties " 

« Dames U Moore 80/07/29 03pp 


8009030541 Forwards addl info that resulted from preliminary review ot 
FBAR per 800731 request 

PETRICK.N A Standardised Nuclear Unit Power Plant System 
eO/OS/28 lOpp 


8009230770 Notification of SOtOO? 4 lO meetings w/utll in Molane tc 
Fulton.MO to discuss NflC case toad forecast 
STARK. R II Licensing Branch 1 80/00/29 6pp 


0 Adjudicatory correspondence 


8009290034 Response in opposition to JO Reed 000910 petition to 
intervene Urges denial ui/a prejudice to refile petition 
within 25 days after ruling Concerns of petitioner unclear 
U/appearance statement 4 Certificate of Sve 
LES8V, R P Antitrust Division 80/07/25 App 


80D9300S70 Response in opposition to JO Reed Sepb 1900 petition 
requesting deferral of QL Issuance until local emergency 
response is adequately operational Intervention defective, 
but limited appearance feasible Certificate of 8vc end, 
CHARNOFF.O . BAXTER,! A Union Electric Co CHARNOFF, 0 ahau. 
Pittaran. Potts 4 Trowbridge 80/09/25 4pp 
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H Ctnsral corre«|>ondefice 


Q0O‘7O2Ot27 Responds to B00625 Itr t< L Drey concerns re accountability 
ttf In-place embedded anchors Addl testing necessary to 
develop data to substantiate anchor acceptability NRC 
evaluation to be conducted ioliouing testing completion 
QiRCKSiM J Office of the Executive Director for Operations 
eO/Oa/04 2pp 


fi0'0'713D?6S Submits petition to ulithhold issuance of OL until adequate 
local emergency response capability has been p lannedj funded 
made operationally effective 
RCED.J 0 Affiliation Unknoun SO/09/10 2pp 


H Utility Final Safety Analysis Report (FSARl & amends 


B009I90441 Foruiards Revision 1 to SNUPP8 FSARi conta ini ng responses to 
NRC acceptance rovieid questions i addl info generated since 
initial FSAR submittal in Oct 1979 

PETRICKiM A Standardized Nuclear Unit Pouer Plant System 
80/09/ 1 7 Ip 


— 3009190445 Revision 1 to 8NUPPS FSARi containing responses to NRC 
acceptance revieu questions addl info generated since 
initial FSAR submittal in Oct 1979 Includes description of 
changes made to attain cold shutdoun 

* Standardized Nuclear Unit Power Plant System B0/09/t7 
16C0pp 


a0092306&2 Forwards Revision 1 to FSAR site addendum 
BRVAM. JK Union Electric Co 80/09/18 Ip 


•900-9230667 Revision 1 to FSAR site addendum 
a Union Electric Co 80/09/18 200pp 


•0 Inspection reportsi IE Bulletins i. correspondence 


B009030218 Forwards Revision 1 to IE Bulletin 80-19/ “Failures of 
Hercury-Uetted Natrix Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E “ Written 
response required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 80/08/15 
Ip 


B009170440 Forwards IE Circular 80-18. "IOCFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys “ No written response 
requ 1 red 

KCPPLER.J 0 Region 3. Chicago. Office of the Director 80/08/22 
*P 


6009170416 Responds to IE Bulletin 00-16 re potential ml sapp 1 ication 
of Rosomount pressure transmitters Identified transmitters 
are not used in safety-related areas One hundred fifty 
manhours expended for review 

PETRICK/N A Standardized Nuclear Unit Power Plant System 
80/08/26 Ip 


8009230061 Forwards IE Info Notice 80-31. "Ma loporat ion of Oould-Droun 
Saver i 480 Volt Type H-600S 6 K-DON 600S Circuit Breakers “ 

No written response required 

KEPPLERj J 0 Region 3. Chicago/ Office of the Director 80/08/28 

•P 


B009240I22 Forwards IE Circular 80-21/ "Regulation of Refueling Crews “ 
No written response required 

KEPPLERi J 0 Region 3/ Chicago. Office of the Director 80/09/10 

Ip 


8 Reportable occurrences. LERs t related correspondence 


8009170442 Deficiency rept re excessive pressures in feedwater lines 
following postulated high energy line break Pressure can be 
reduced by relocating feedwater check valves Util no longer 
considers matter reportable under tOCFRSO 55e 
PETRICKrN A Standardized Nuclear Unit Power Plant System 
80/06/30 ip 


6009150193 Ack receipt of 800724 final deficiency rapt re loose 
bushings in pipe support sway struts 

CARUSON. R T Region 1. Phi ladelphla. Reactor Construction ti 
Engineering Support Branch 80/08/06 Ip 


-'8009150196 Final deficiency rept re loose bushings in pips support sway 
struts Struts found with loose bushings will be replace-d 
Corner 8. Lada 800724 rept end 

PETRICK. N A Standardlied Nuclear Unit Power Plant System 
00/07/24 lOpp 


8009020331 Ack receipt of B00730 interim deficiency rept re Berger— 
Paterson pipe support strut w/mechan ica I shock arrestor 
FIORELLI.C Region 3. Chicago. Reactor Construction Jb Engineering 
Support Branch 60/08/13 Ip 


8009100070 Ack receipt of 800731 final deficiency rept re anchor 
bolt thread tolerance 

FIORELLI.O Region 3. Chicago. Reactor Construction 6 Engineering 
Support Branch 80/06/19 Ip 


0009100060 Final deficiency rept re N5SS lateral support anchor bolt 
nuts Had nonconrormance gone undetec ted . no significant 
safety problem would have arisen Item withdrawn as 
significant deficiency 

DR/AM. J K Union Electric Co 80/07/31 Ip 


8009090546 Final deficiencij rept re adequact| a( application ti insp of 
fireproofing matls applied to structural s t ee 1/ p revi ously 
reported on 600801 Defective areas noted In reinsp will be 
rB.aorked to assure application conformance 
BRYAN, J K Union Electric Co 80/03/29 Ip 


6009230651 Final deficiency rept re pdtential bolt head- pipe clamp 
Interference which could hinder full function of Bergen- 
Patterson pipe support strut assemblies Bechtel Power Corp 
advised that all assemblies corrected prior to shipment 
BRVANj J K Union Electric Co 00/09/10 2pp 


DOCKET STW-30-4B5 STERLING POWER PROJECT NUCLEAR. UNIT I 
0 inspection reports. IE Bulletins & correspondence 


90090300S9 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Hercury-Uetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designod by C-E '' Written 
response required 

CRIER. B H Region 1. Ph i lad e ip h ia. Office of the Director 
80/08/15 Ip 


8009180051 Forwards IE Circular 80-18. ' 10CFR30 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys '* No written response 
required 

GRIER. D H Region 1, Ph 1 lad elph ia> Office of the Director 
BO/Oa/22 Ip 


6009120213 Forwards lE Info Notice 80-31. "Ha loperation of GouId-BrO'Wn 
Doverl 480 Volt Type K-600S i K-DOM 6008 Circuit Breakers " 

No written response required 

GRIER. B N Region 1. Philadelphia. Office of the Dlrect-or 
80/08/27 ip 


800923079G Forwards IE Circular 80—21/ ^Regulation of Refueling Crews " 
No written response required 

DRIER. B H Region 1/ Philadelphia. Office of t-he Dlrectur 
80/09/ lO Ip 


6009240335 Forwards IE Info Notice 80-32. "Cl ar i f 1 ca t i on of Certain 
Requirements for Exclusive-Use Shipments of Radioactive 
Katls " No written response required 

GRIER. D H Region 1. Phi lade Iphia. Office of the Director 
80/09/ la Ip 


9 Reportable occurrences, LERs L related correspondence 


8009170442 Deficiency rept re excessive presaores in feedwater lines 
following postulated high energy line break Pressure can be 
reduced by relocating feedwater check valves Utii no longer 
considers natter reportable under lOCFRSO 95e 
PETRICK. N A Standardlied Nuclear Unit Power Plant System 
80/06/30 I p 


DOCKET SrN-50-4B6 CALLOWAY PLANT. UNIT 2 

A Application/construction stage documents V correspondence 


0009090080 Forwards draft NURE0"0696r “Functional Criteria for 
E.sergency Response Facilities “ Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 end M/o NUREO 

EISENKUT. 0 0 Division of Licensing 80/06/01 ll9pp 


6009090082 Informs that "accepted" version of OL app 1 1 cat ion. consi st ing 
of QL application- Vol 1.SNUPP8 FSAR Vol 1-9 6 FSAR Addendum 
Vol 1-5 will be sent under separate cover 

sauOERi J L Division of Rules and Records 60/08/14 Ip 
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Q009030672 Describes interin actions needed prior to issuance of OL 
to turtber reduce ritl from ATUS before required plant 
mods^as determined bg Comm ss icn< are completed ATMS 
emer^encij operating procedure should be submitted 
TEDESCOrf? L Division of Licensing 00/08/15 3pp 


9009170440 Forwards IE Circular BO-IS- '‘10CFR30 59 Safetg Evaluations 
for Changes to Raduaste Treatment Sgs " No written response 
raqu Ired 

KEPPLERpJ G Region 3. CSicago> Office of the Director BO/08/32 
Ip 


0009020093 foruard* Danes !> Moore ©00729 reptp "Results of Detailed 6009170416 Responds to IE Bulletin 80-16 ro potential misapplication 

Eica^atlon Mapp Ing. U1 tinate Heat Sink Area. Essent la 1 Svc of Roseinaunfc pressure transmitters Identified transmitters 

Watsr Sys. f- Unit I Power Block Subgrade. Ca 1 1 auay Plant. are not used in safety-related areas Qno hundred fifty 

Units I A 3 " manhours expended for review 

SCIlrlELL.D F Union Electric Co 00/00/25 Ip PETR ICH. N A Standardiied Nuclear Unit Power Plant Susten 

80.'’OQ/26 i p 


— 8009020099 "Results of Detailed Eicavation Map p ing . U1 1 iisate Heat Sink 
Ar ea. Es sent lal Svc Uater Sys. t. Unit 1 Power Block Subgradc. 
for Fac 1 1 Ities " 

a Dames t Moore 80/07/29 83pp 


0009030541 Foruards addi info that resulted from preliminary review of 
FSAR per 600731 request 

PETRICK.N a Standardifed Nuclear Unit Poujer Plant System 
80/08/28 lOpp 


8009230770 Mot i neat i on of 80100? i 10 meetings le/util in Mokane It 
Fulton. MO to discuss NRC case load forecast 
STARK.R H Licensing Branch 1 80/08/29 6pp 


Q Adjudicatory correspondence 


1009290034 Response in opposition to JO Reed 800910 petition to 
intervene Urges denial w/o prejudice to refile petition 
within 25 days after ruling Concerns of petitioner unclear 
U/appearance statement t Certificate of Svc 
UE93Y. R P Antitrust Division 80/09/25 6pp 


>09300570 Response in opposition to JO Reed Sept 1980 petition 
requesting deferral of QL issuance until local emergency 
response is adequately operational Intervention defective, 
but limited appearance feasible Certificate of Svc end 
CHARMOFF.G . BAXTER.! A Union Electric Co CHABMOFF.G Shau. 
Pittman. Potts 1 Trowbridge 80/09/25 4pp 


H General correspondence 


0009230041 Forwards IE Info Notice 80-31. "Ha 1 opera ti on of Gould-Brown 
Dovori 400 Volt Type K-600S i K-DON 600S Circuit Breakers " 

No written response required 

KEPPLER. J G Region 3, Chicago. Office of the Director 00/08/28 

ip 


8009340122 Forwards IE Circular 00-31. "Regulation of Refueling Crtui • 
No written response required 

KEPPLER. J G Region 3, Chicago. Office of the Director 80/07/10 

ip 


S Reportable occurrences. LERs It related correspondence 


0009170442 Deficiency rept re eicessive pressures in feedwater lines 
following postulated high energy line break Pressure can be 
reduced by relocating feedwater check valves Util no longer 
considers matter reportable under I0CFR50 3So 
PETftICR.M A Standardiied Nuclear Unit Power Plant austen 
80/06/30 ]p 


0009150193 Ac k receipt of 800724 final deficiency rept re louse 
bushings in pipe support sway struts 

GARLSONi R T Region 1. Philadelphia. Reactor Construction h 
Engineering Support Branch 80/08/06 Ip 


•8009150196 Final deficiency rept re loose bushings in pipe support sway 
struts Struts found with loose bushings will be replaced 
Corner b Lada 800724 rept end 

PETRICK.N A Standardiied Nuclear Unit Power Plant System 
80/07/24 lOpp 


6009020127 Responds to 000425 Ifcr L Drey concerns re acc ountab 1 1 i t y 
of in— place embedded anchors Addl testing necessary to 
develop data to substantiate anchor acceptability NRC 
evaluation to be conducted following testing completion 
DIRCKSiN vf Office of the Eiecutive Director for Operations 
80/08/04 2pp 


09120268 Submits petition to withhold issuance of OL until adequate 

local emergency response capability has been planned, funded 

fc made operationally effective 

REED. J 0 Affiliation Unknown 80/09/10 3pp 


Utility Final Safety Analysis Report (FSARJ fc amends 


3009190441 Forwards Revision I to SNUPPS FSAR, containing responses to 
NRC acceptance review questions i addl info generated since 
Initial rSAR submittal ir> Oct 197? 

PETRICK.N A Standardiied Nuclear Unit Power Plant Systeoi 
80/09/17 Ip ^ 


—8009190445 Revision 1 to SNUPPS FSAR, containing responses to NRC 
acceptance review questions 4 addl info generated since 
initial FSAR submittal in Oct 1979 Includes description of 
changes made to attain cold shutdown 

* Standardiied Nuclear Unit Power Plant System 80/09/17 

1600pp 


Foruards Revision 1 to FSAR site addendum 
BRVAN.JK Union Electric Co 60/09/16 Ip 


8009020331 Ac k receipt of 800730 interim deficiency rept re Berger— 
Paterson pipe support strut w/mechanical shock arrestor 
FIORELLI.O Region 3. Chicago, Reactor Construction 6 Engineering 
Support Branch 80/08/13 Ip 


8009100070 Ac k receipt of 800731 final deficiency rept re anchor 
bolt thread tolerance 

FIORELLI.O Region 3. Chicago. Reactor Construction ti Engineering 
Support Branch 80/09/19 Ip 


8Q09100080 Final deficiency rept re N9SS lateral support anchor bolt 
nuts Had nonconformance gone undetected.no significant 
safety problem would have arisen (tern withdrawn as 
significant deficioncy 

OHVAN, J R Union Electric Co 80/07/31 Ip 


DOCKET aTN-5O-40B PERKINS NUCLEAR STATION, UNIT I 


A App 1 1 ca 1 1 on / c on s tr uc 1 1 on stage documents & correspondence 


8009080080 Foruards draft NUREC-0696. "Functional Criteria for 
Emergency Response Facilities “ Comments requested within 30 
doys Proposed implementation schedule for meeting criteria 
of NOREO-0696 end M/o NUHEO 

E16EMHUT. D O Division of Licensing 80/08/01 I19pp 


0 Adjudicatory correspondence 


—8009230467 Revision I to FSAR site addendum 
■» Union Electric Co 80/09/18 200pp 

Bulletins 4. correspondence 


8009030696 Notice of appeal from ASLD 800222 partial initial decision 
ro alternative sites Seeks exeeptians re ASLD 700717 order 
which limited reopening of record to evidence re staff 
analysis of site alternative Certificate of Svc end 
PFEFFERKORN. W Pfefferkorn *i Cooley, P A 00/03/29 49pp 


8009030218 Forwards Revision I to IE Bulletin SG-19. “Failures of 
Karcury-Uetted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Hritten 
respo.ise required 

KEPPLER, JO Regions, Chicago, Office of the Director 80/CB/l 


8009050297 Forwards notice of appeal St brief Requests oral argument on 
Issues 

SPRINGER, D Affiliation Unknown 80/09/02 tp 


-8009050300 Notice of appeal from ASLB order denying appellant B0041S 
motlen NRC misrepresented to ASLB state position re 
availability of once-through-eool ing No consideration given 
to alternative sites 

SPRJWOER.D Affiliation Unknown 80/09/02 2pp 



DOCKETED ITEMS 


27S 


--B0090S0303 Brie# of D Springer in support of 800415 petition to hear 
oral argument re opposition to location of facilities No 
consideration given to hoie energg> uater (< financial 
resources can bo conserved Certificate of Svc and 
SPfllNSER.D Affiliation Unknoun 00/09/02 7pp 


8009050437 Notice of reconstitution of ASLAD in proceeding AS Rosenthal 
assigned cha irnian> •iff Duck b TS Moore members 

BISHOPiC v) Atomic Safety and Licensing Appeal Panel 80/09/02 

IP 


8009160176 Motion for ectonsion until B00930 to respond to A Springer 
appeal from ASLD 000814 denial of 8004 15 petition to 
intervene Parties Including A Springer have no objection to 
such eitension Certificate of Svc end 
BARTHi C A Hearing Branch 3 00/09/12 3pp 


8009170116 Order granting extension until 800924 for NRC to file brief 
re D Springer 800902 appeal from ASLD 800014 order denying 
inter ventl on 

B18H0PiC J Atomic Safety and Licensing Appeal Panel 80/09/15 
2pp 


8009160537 Order granting extension until 600924 for all parties to 
file responsive briefs on D Springer appeal 

BISHDPiC J Atomic Safety and Licensing Appeal Panel 80/09/15 

»P 


00092S0015 Motion for 30-day extension to file brief re Intervenori' 
600827 exceptions to ASLB 800222 partial initial decision 
Counsel involved in serious family patter Certif Icnte of 
Gvc end Granted on 800922 

PFEFFERKORN, W Pfefferkorn i Cooley. P A 00/09/18 2pp 


8009260251 Responsive brief in opposition to 0 Springer 800902 notice 
of appeal & brief from ASLD 800014 order denying petition to 
intervene Urges affirmation of order due to unjustified late 
intervention Certlflcato of Svc encl 
DAHTH. C A Hearing Branch 3 00/09/24 27pp 


0009290020 Responsive brief in opposition to D Springer 800902 notice 
af appeal from ASLB 800814 order denying petition to 
intervene Urgos affirmation of order due to unjustifiable 
late intervention Certificate af Svc encl 

MCOARRY, J M . PORTER. W L Duke Power Co MCOARRY. J M Debevoiso << 
Liberman 00/09/24 IBpp 


Q Inspection reports. IE Bulletins 4. correspondence 


8009020211 Submits response to IE Bulletin 79-03A No SA-312 or A-312. 
Type 300 series fusion welded pipe in use or planned for use 
Is fubj to design stresses greater than B5X of ASHE code 
ailewable stresses 

DAIL.L C Duke Power Co 00/08/06 Ip 


6009020139 Responds to IE Bulletin 80-20. Failure of Uestlnghousc Type 
U-2 Spring Return to Neutral Control Switches '* Review 
shewed no Uoitinghouss Typo W-2 switches used in safety- 
related applications 

DAIL.L C Duke Power Co 80/00/14 Ip 


8009030137 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Her c ury-Ue tted Matrix Relays In Reactor Piotective 8ys of 
Operating Nuclear Power Plants Designed by C-E " Nrltten 
response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/08/15 
‘P 


8009160133 Forwards tE Circular 80-18. "lOCFRSO 59 Safety Evaluations 
for Changes to Radwaste Treatment 8ys " No written response 
required 

O'REILLY. J P Region. 2. Atlanta, Office of the Director 80/0Q/22 

Ip 


8009120576 Responds to IE Bulletin 80-16 No Rosemount Models 1151 ti 
115? pressure transmitters are used In saf ety-r e la ted 
app 1 Ications 

DAIL.L C Duke Power Co 80/08/26 Ip 


S00912030D Forwards IE Info Notice 80-31, ''Maloparatlon of Oould-Orown 
Sever t 480 Volt Typo K-6008 *. K-DDN 600S Circuit Breakers " 

No written response required 

O'REILLY. J.P Region 2. Atlanta, Office of the Director 00/08/27 
Ip 


6009120212 Responds to IE Bulletin 80-19, Revision I No mercury-wetted 
metriir relays are used or planned for use in reactor 
protection sys 

DAIL.L C Duke Power Co 80/08/29 ip 


8009290293 Forwards IE Circular 00-21." Regulation of Refueling Crews “ 
No written response required 

□ 'REILLY. JP Region 2, Atlanta. Office of the Director 80/09/10 

5pp 


DOCKET STN-50-4a9 PERKING NUCLEAR STATION. UNIT 2 


A App 1 ication/cons ti uct 1 on stage documents 5 correspondence 


8009000080 Forwards draft hUREi3-0696. "Functional Criteria for 
Emergency Response Facilities " Cornents requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREC-0696 encl M/o NUREG 

EISEMHUT, D 0 Division of Licensing 60/00/01 lt9pp 


0 Adjudicatory correspondence 


8009030696 Notice of appeal from ASLD 800222 partial initial decision 
re alternative sites Seeks exceptions re ASLB 700717 order 
which limited reopening of record to evidence re staff 
analysis of site alternative Certificate of Svc encl 
PFEFFERKORN. M Pfefferkorn t, Cooley, P A 80/08/29 ABpp 


8009050297 Forwards notice of appeal 6 brief Requests oral argument on 
issuos 

8PRINUER.D Aff I llatlan Unknown 80/09/02 ip 


— 8009050300 Notice of appeal from ASLD order denying appellant 600415 
motion NRC misrepresented to ASLD state position re 
availability of once-through-c ool 1 ng Ho consideration given 
to alternative sites 

SPRINCER.D Affiliation Unknown 80/09/02 2pp 


— 6009050303 Brief of 0 Springer in support of 800415 petition to hear 
oral argument re opposition to location of facilities No 
consideration given to how energy, water tc financial 
resources can be conserved Certificate of Svc end 
SPRINGER. 0 Affiliation Unknown 80/09/02 7pp 


9009050437 Notice of reconstitution or ASLAD in proceeding AS Rosenthal 
assigned chairman. JH Buck 6 TS Moore members 

OtSHOP.C J Atomic Safety and Licensing Appeal Panel 80/09/02 
Ip 


8009160176 Notion for extension until 800930 to respond to A Springer 
appeal from ASLB 000814 denial of 800415 petition to 
intervene Parties including A Springer have no objection to 
such extension Certificate of Bve encl 
BARTH. C A Hearing Branch 3 80/09/12 3pp 


8009170116 Order granting extension until 600924 for NRC bo file brief 
re D Springer 800902 appeal from AELD 800814 order denying 
intervention 

BISHDPiC J Atomic Safety and Licensing Appeal Panel 00/09/15 

2pp 


8009160537 Order granting extension until 800924 for all parties to 
file responsive briefs on D Springer appeal 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/09/15 
ip 


8009250013 Motion for 3D-day extension to file brief re intervenors' 
60082? exceptions to ASLD 800222 partial initial decision 
Counsel involved In serious family matter Certificate of 
Svc end Granted on 800922 

PFEFFERKORN, U Pfefferkprn «< Cooley. P A 80/09/10 2pp 


8009260251 Responsive brief in opposition to D Springer 800902 notice 
of appeal t brief from ASLD BOOQ14 order denying petition to 
Intervene Urges affirmation of order due to unjustified late 
Intervention Certificate of Svc encl 
BARTH. C A Hearing Branch 3 80/09/24 27pp 


0009290028 Responsive brief in opposition to D Springer 800902 notice 
of appeal from ASLB 600814 order denying petition to 
intervene Urges affirmation of order due te unjustifiable 
late intervention Certificate of 6vc encl 

MCOARRY. J H , PORTER. W L Duke Power Co MCOARRY. .J M Debevolsc h 
Liberman 60/09/54 iSpp 


Q Inspection reports. IE Bulletins /. correspondence 


8009020211 Submits response to IE Bulletin 79~03A No 8 A-312 or A-312. 
Type 300 series fusion welded pipe in use or planned far use 
Is subj to design stresses greater than 8SX of ASME code 
atlowable stresses 

DAIL.L C. Duke Power Co 80/08/06 Ip 
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DOCKETED ITEMS 


S009020139 n«spon<f'a to IE Dulletin 80-20. Failure of Mbs 1 1 nghou se Type 
M-2 Spring Return to Neutral Control Switches Fleuieu 
showed no Ifes tingh ouse Tgpe tf-S suitches used in safety- 
related applications 

DAIL. L C Duke Power Co 0O/'O8/14 Ip 


8009030137 Forwards Revision i to IE bulletin S0-19i "Failures of 
Kercury-Uetted Hatrii Relays in Reai-tor Protective Ggs of 
Operating Nuclear Power Plants Designed by C-E " Written 
TBsponse required 

0 ‘8EIL1.V> 3 P Region 2. Atlanta. Office of the Director 60/0S/15 

Ip 


aOO-RUOiaS Forwards IE Circular 80~iS. ''10CFR50 59 Safety Evaluations 
for Changes to Raduaste Treatment Sys " No written response 
required 

Q'flElLLV»J P Region 2. Atlanta. Office of the Director 80/08722 

>P 


3009120576 Responds to IE Bulletin 80-16 No Roiemount Models jlSI & 
1152 pressure transmitters are used in saf e ty-rela ted 
app 1 ications 

OAIL.L C Duke Power Co 80/08/26 Ip 


3009120300 Forwards IE Info Notice B0-31> "Haloperation. of Oould— Drown 
Boveri 480 Volt Type K-600S t K-DON 600S Circuit Breakers •> 

No uritten response required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 80/03/27 
Ip 


8009120212 Responds to IE Bulletin 80-19. Rovi sion I No mercury-we 1 1 ed 
matrii relays are used or planned ror use in reactor 
protection sys 

DAIl., L C Duke Power Co 80/09/29 Ip 


009390293 Forwards IE Circular 80-21." Regulation of Refueling Creus " 
No written response required 

O'REILLV.J P Region 2, Atlanta, Office of the Director 80/09/10 
5pp 


8009250015 Motion for 30-day ertension to file brief re intorvenars ' 
800829 eiceptlons to ASUS 800222 partial initial decision 
Counsel invo Ived in serious family matter Certificate of 
Svc end Granted on 600922 

PFEFFERltORN, W Pfefferkorn 6 Cooley, P A 80/09/18 2pp 


60092602S1 Respaneive brief in opposition to D Springer B00902 notice 
or appeal 6 brief from ASLB 800S14 order denying petition to 
intervene Urges af f irma t Ion of order duo to unjustified late 
intervention Certificate of Svc enc 1 
BARTH, C A Hearing Branch 3 80/09/24 27pp 


6009290026 Responsive brief in opposition to D Springer 800902 notice 
af appeal from ASLB 800914 order denying petition to 
intervene Urges affirmation of order duo to unjustl f iable 
late intervention Certificate of Svc oncl 

KCOARRV, J M , PORTER, M L Duke Power Co MCOARRY. J M Oebevois* t 
Li bermen 80/09/24 I8pp 


D Inspection reports, IE Bulletins t. correspondence 


8009020211 Submits response to IE Bulletin 79-03A No SA-312 or A-aiSi 
Type 300 serios fusion welded pipe in use or planned for use 
is suhj to design stresses greatar than 8SX of ASHE code 
a 1 lowable stresses 

DAIL.L C Duke Power Co 80/08/06 Ip 


8009020139 Responds to IE Bulletin 00-20, Failure of Nestlnghousa Typa 
W-2 Spring Return to Neutral Control Switches." Review 
showed no Ifestinghouse Type N-2 switches used in safety- 
related applications 

DAIU.L C Duke Power Co 80/08/14 ip 


8009030137 Forwards Revision 1 to IE Bulletin 80-19, "Failures of 
Hereury-Ne tted Hatri* Relays in Reactor Protective 8yi of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

O'REILLV.J P Region 2, Atlanta, Office of the Director B0/0B/t5 
Ip 


DOCKET 8TN-50-49O PERKINS NUCLEAR STATION, UNIT 3 


O Adjudicatory correspondence 


8009030696 Notice of appeal from ASUD 800222 partial initial decision 
re alternative sites Seeks eiceptlons re ASLB 780717 order 
which limited reopening of record to evidence re staff 
analysis of site alternative Certificate of Svc end 
PFEFFERKORN, « Pfefferkorn t Co.oley, P A 80/08/29 4Spp 


109050297 Forwards notice of appeal 4 brief Requests oral argument on 
i t sues 

SPRINSER.D Affiliation Unknown 80/09/02 ip 


8009050300 Notice of appeal from ASLB order denying appellant 800415 
motion NRC misrepresented to ASLB state position re 
availability of once-through-cool mg No consideration given 
to alternative sites 

SPRINGERiD Affiliation Unknown 80/09/02 2pp 


-0009050303 Brief Of D Springer in support of 800415 petition to hear 
oral argument re opposition to location of facilities No 
consideration given to how energy.water 4 financial 
resources can be conserved Certificate of Svc end 
SPRINGERiD Affiliation Unknown 80/09/02 7pp 


9009160133 Forwards IE Circular 80-18, "10CFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 

O'REILLY, J P Region 2, Atlanta, Office of the Dlrdctor G0/oe/»2 
Ip 


6009120576 Responds to IE Bulletin 80-16 No Rosemount Models 1151 t, 
US2 pressure transmitters are used In safoty-relatid 
appl 1 cations' 

DAlL.L C Duke Power Co 80/00/26 Ip 


8009120300 Forwards IE Info Notice 80-31, "Ha 1 operation of Gould-Brown 
Boveri 480 Volt Type K-6003 L K-DON 6008 Circuit Breakers “ 

No written response required 

0'REILLy,J P Region 2, Atlanta, Office of the Director 00/09/37 
Ip 


0009120212 Responds to IE Bulletin 00-19# Revision 1 No mercury-wet'tad 
matrix relays are used or planned for use In reactor 
protectiun sys. 

DAIUiL C Duke Power Co 80/08/29 Ip 


8009290293 Forwards IE Circular 80-21," Regulation of Rofuelihg Crews " 
No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 8G/09/10 
5pp 


0090S0437 Notice of reconstitution of ASLAD in proceeding AS Rosentha: 
chaiTfl'anr Buck V T8 Moore ffififnboT** 

BISHOP, € J Ato.mic Safety and Licensing Appeal Panel, 00/09/02 
ip 


DOCKET STN-SO-491 CHEROKEE NUCLEAR STATION, UNIT 1 
A App 1 i cat i on /c onstruc t i on stage documents 4 correspondence 


9009160176 Motion for ei tension until 800930 to respond to 
appeal from ABLB 000814 denial of 800415 petition to 
intervene Parties including A Springer have no objection 
such eitenslon Certificate of Svc end 
BARTH, C A Hearing Branch 3 80/09/12 3pp 


A Springer 
to 


0009080090 Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
PropQS 0 d i 1 eniort ba t i on scheduls for mecbino crltorift 
of NUREO-0696 end W/o NUREO 

EISENHUT, DG Division of Licensing 00/09/01 il9pp 


SOG9170n6 Order granting eitension until 000924 for NRC to file brie 
re O Springer 800902 appeal from ASLB 800814 order denying 
intervention * 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/09/15 
Bpp 


8009090037 Submits interim actions for plant operation, p ending final 
resolution of ATWS Emergency operation procedural review 
may include NRC site visit prior to issuance of OL 
TEDESCO, R U Assistant Director for Licensing 80/00/29 3pp 


0009100537 Order granting eitension until 800924 for al 
file responsive briefs on D Springer appeal 
BISHDP.C J Atomic Safety and Licensing Appeal Panel 
Ip 


parties to 
80/09/15 


Q Inspection reports, IE Bulletins 4 correspondence 


8009020211 Submits response to IE Bulletin 79-03A No 8A-312 or A-312. 
Type 300 series fusion ueldod pipe in use or pienned for use 
is subj to design stresses greater than 8SX of A6ME code 
ai lowab le stresses 

DAIL.L C Duke Power Co 80/08/06 Ip 


DOCKETED ITEMS 
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80090S0139 Rasponds to IE Bulletin 80-30i Failure of Uestlnghouie Type 
U'*2 Spring Return to Neutral Control Switches " Revieu 
ihoteed no Uestlnghouse Type U'-2 oultchse used in safety- 
related applications 

DAILtL C Duke Pouer Co 00/08/14 Ip 


8009030137 Foruards Revision 1 to IE Bulletin B0-19i "Failures of 
Mercury-Netted Matrix Relays in Reactor Protective 6ys of 
Operating Nuclear Power Plants Designed fay C-E " Mritten 
response required 

O'REILLV.J P Region 3, Atlanta. Office of the Director 80/08/15 
IP 


SQ091£0133 Forwards IE Circular 00—18. "10CFR50 5? Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
r equlr etf 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/08/22 
Ip 


8009120576 Responds to IE Bulletin 80-16 No Rosemoont Models 1 ISt L 
1153 pressure transmitters arc used in saf ety-re la ted 
app I Ications 

BAIL.L C Duke Power Co 80/08/36 tp 


8009130300 Forwards IE Info Notice 00-31. "Ma 1 operat i on of Oould-Brown 
Boven 480 Volt Type K-600S K-DON 6008 Circuit Breakers " 

No written response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 80/08/27 
1 R 


8009120212 Responds to IE Bulletin 80-19, Revl s i on 1 No mercury-wetted 
matrii relays are used or planned for use In reactor 
protection sys 

SAIL.L C Duke Power Co 80/08/39 Ip 


0009290393 Forwards IE Circular 80-31," Regulation of Refueling Crews " 
No written response required 

O'REILLY. J P Region 3, Atlanta. Office of the Director 80/09/10 
Spp 


DOCKET STM-50-492 CHEROKEE NUCLEAR STATION. UNIT 2 


A App I lea t ion/cons true 1 1 on stage documents t correspondence 


00090B0080 Forwards draft NUREO-0696. "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
dags Proposed implementation schedule for meeting criteria 
of HUnEO-0696 end W/o NUREO 

EiSENHUT.D 0 Division of Licensing 80/08/01 U9pp 


9009090037 Submits interim actions for plant operatl on. pend ing final 
resolution of ATNS Emergency operation procedural review 
nay include NRC sito visit prior to issuance of OL 
TEDESCO. R L Assistant Director for Licensing 80/08/39 3pp 


Q Inspection reports. IE Dullotins L correspondence 


8009020311 Submits response to IE Bulletin 79-03A No 8A-3t2 or A-312< 
Type 300 series fusion welded pipe in use or planned for uso 
Is subj to design stresses greater than SSX of ASME code 
allowable stresses 

DAIL.L C Duke Power Co 80/08/06 Ip 


8009020139 Responds to IE Bulletin 60-20. Failure of Meetinghouse Type 
H-3 Spring Return to Neutral Control Switches " Revieu 
showed no Meetinghouse Typo M-2 switches used in safety- 
related applications 

DAIL.L C Duke Power Co 80/08/14 Ip 


8009030137 Forwards Revision 1 to IE Bulletin 90-19. "Failures of 
Mercupy-Uettod Matrix Relays In Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E ” Written 
response required. 

O'REILLY. U P Region 3. Atlanta, Office of the Director 80/08/15 

Ip 


6009160133 Foruards IE Circular 80-18, "tOCFRSO 59 Safety Evaluations 
for Changes to Radwasto Treatment Sys “ No written response 
required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/0B/32 

Ip 


8009120576 Responds to IE Bulletin 60-16 No Kosemount Models 1151 L 
1153 pressure transmitters are used in saf ety-r e la ted 
app I ications 

DAIL.L C Duke Power Co 80/08/26 Ip 


B009I20300 Foruards IE Info Notice 80-31. ' Ma 1 operat 1 on of Ouuld-Broun 
Boven 4BO Volt Type K-600S * K-DON 600S Circul*" Breakers " 

No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/08/37 
IP 


B009120213 Responds to IE Bulletin 60-19, Rev is 1 on I No mercury-wetted 
matrix relays are used or planned tor use in reactor 
protection sys 

DAIL.L C Duke Power Co 80/08/29 Ip 


9009290293 Forwards IF Circular 80-21, ' Regulation of Refueling Crews " 
No written response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 00/09/10 
Spp 


DOCKET STN-50-49J CHEROKEE NUCLEAR STATION, UNIT 3 


A Application/construction stage documents L correspondence 


0009000080 Forwards draft NUREO-0696. "Functional Criteria for 
Emergency Response Facilities ' Comments requested within 30 
days Proposed Implementation schedule for meeting criteria 
of MUREO-0696 end W/o tIUREC 

EISENHUT.D G Division of Licensing 80/08/01 tl9pp 


B009090037 Submits interim actions for plant op era ti on. pend Ing Pinal 
resolution of ATMS Emergency operation procedural review 
may include NRC site visit prior to issuance of OL 
TEDESCO. R L Assistant Director for Licensing 80/00/39 3pp 


Q Inspection reports. IE Bulletins 6 correspondence 


8009030311 Submits response to IE Bulletin 79-03A Ho SA-312 or A-312. 
Type 300 series fusion welded pipe in use or planned for use 
Is subj to design stresses greater than 85X of ASHE code 
allowable stresses 

DAIL.L C Duke Power Co 80/03/06 Ip 


8009020139 Responds to IE Bulletin 60-20. Failure of Mestinghouse Type 
M-2 Spring Return to Noutral Control Switches " Review 
showed no Mestinghouse Type U-2 switches used In safety- 
related applications 

DAIL.L C Duke Power Co 80/08/14 ip 


8009030137 Foruards Revision 1 to IE Bulletin 80-19. “Failures of 
Morcury-Uotted Matrix Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Mntten 
response required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/06/13 
>P 


8009160133 Forwards IE Circular BO-IB. "10CFR50 59 Safety Evaluations 
for Changes to Radwaste Treatment Sys " No written response 
required 

Q'REILLY, JP Region 2. Atlanta, Office of the Director 80/08/22 
>P 


8009120576 Responds to IE Bulletin 60—16 No Rosemovnt Models 1151 & 
1153 pressure transmitters are used In safety-re lated 
app I ications 

DAIL.L C Duke Pouer Co 80/08/26 Ip 


8009120300 Foruards IE Info Notice 60-31. "Hal op erat l on of Oould-Droun 
Dover! 480 Volt Type K-600S S K-D0H 6009 Circuit Breakers " 

No written response required 

O'REILLY. JP Region 2. Atlanta, Office of the Director 80/00/27 

Jp 


9009120212 Responds to IE Bulletin 80- 1 9. Revi s i 0.0 1 Mo mercury-wetted 
matrix relays ore used or planned for use In reactor 
protection sys 

DAIL.L C Duke Power Co 80/08/29 ip 


8009290293 Forwards IE Circular 80-21. “ Regulation of Refueling Crews '' 
No written response required , 

O'REILLY. JP Region 2. Atlanta, Office of the Director 80/09/10 
Spp 


DOCKET STM-50-49a SOUTH TEXAS PROJECT, UNIT 1 


A Application/construction stage documents S. correspondence 


8009090060 Forwards draft NUREG-0696, "Functional Criteria for 
Emergency Response Facilities " Comniente requested within 30 
days Proposed implementation schedule for meeting criteria 
of NURE0-O696 end H/o NURCQ 

Et&ENHUr.DG Division of Licensing 80/08/01 ]19pp 
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S00?030272 roTuards roqucst for add 1 it»fo re i n« t r umen t a 1 1 on control 

SVS in order to coin-plete evaluation of faciliti; FSflR 
TEDSSCOj R L Assistant Director for Licensing 0O/OB/15 ^pp 


60070D0S01 Forwards info 1 response fo NRC i{ueBtloiis re 'Catesorij I 
isasonrij ualls Fifty-four oveisiie dratiJinqs available in 
Central Files otily 

(IPItEAt 0 If Houston Llshtinp i Foucr Co BO/OR/Od- Bp p 


F Securifyp medical- energencii t fire protection plans 


B00*7<)201<17 Invites poi 1 1 1 ipat i on in 000022 uorhshop in Atlanta^OA to 
solicit ton**ent le proposed functional criteria for 
Ciller 9 eric y lesponse facilities in MURED"* OI 1 R 6 Discussion to 
Include I ocation. s 1 te t staffing of emergency ctrs 
SEYFftlT-K V Region 4, Dallas, Ofriee of the Director 0O/'OB/I2 
>P 


C Adjudicatoiy c or r esp on d one e 


G00905036-1 Requests eitension until BOlOOl to respond to order to show 
cause, Iteri 7 re design change control program 
OPREA, G Id Houston Lighting ti Power Co 60700/22 3pp 

Q009040?f>l Forwards recently promulgated amends to amergency planning 
regulatioins Dll Boidenich is lead counssl per eocl notice of 
appearance RL Dlacl baeVup counsel IJ/o ends 
BCRDEIJICKpB M Hearing Branch 4 BO/07/02 2pp 


800<7a50Cl54 Certifies sve of Amend 12 to FSAR/ on B0091S 
s Houston Lighting t> Power Co 00/09/15 2pp 


H Antitrust correspondence 


8009040196 Response to app 1 i c an t s< Centra 1 4. Sooth West CoTp 4 City Q# 
Austin. T< objections to TX Border Cooperative petition to 
intervene Asserts Interests under LDP-74-13 Urges full party 
par 1 1 c 1 p a t i oh W/Certt f Icato of Sve 

O'NEIU.R A Southwest Teias Electric Cooperative O'NeiLiH A 
Miller. Dalis 4 O'Mell 80/07/31 16pp 


80090202B2 Requests that info be provided to all parties re wheeling 
rate development per 800826 discussions Discusses principles 
to be considered re smaller util participation In facility 
QUne r eh 1 p 

SPlEifEL.O Spiegel 4 McDiarmid 6 PIEOEL 1 O Drowns vi 1 1 e. TX 

eO/OB/2a 4pp 

0009030721 Advises that appropriate steps have been taken to insure sve 
of status repts 4 pleadings 

CHANAfJlAiF D Antitrust Division 00/08/29 Ip 

6009040209 Joint motion for partial revision of ASLD B00S13 order re 
procedural schedule Suggests 800912 for settlement status 
repts. H009JS for prehearing conference 4 901112 for 
eviifantlarq hearing commencement Certificate of Sue end 
CHAMAtJJA, F D Antitrust Division FLYNN. P 0 Houston Lighting V 
Pouer Co FADRIKANT, R Justice. Dept of 00/08/29 7pp 


8009110369 Confirms convorsat i o-n re objection & intent not to respond 
to util B0OQ2S I nteri'Og a tor 1 e s 4 document requests Factual 
discovery closed since 900314 Interroga ter les aro til-timed 
as efforts have been made to encourage settlement 
STAHL. U H isham. Lincoln 4 Oeale 80/09/08 Ip 


1D09]70'36( Submits status of rept on sebtlemant negatia 1 1 ons, on behalf 
of TX-LA Electric Cooperative of TX.tnc No unresolved Issues 
ecist at present Certificate of Sve end 
BUHCHETTE. W H Northcutt Ely 80/09/11 3pp 


8009230042 Memoi andum 4 order. CLI -00-32. denyi ng Cltllefis Concerned 
About Mucjeai Power 4 Citiiens for Equitable Utils request 
for hearing on IE BCD430 order to show cause re deferral of 
saf efcy-rel ated const until completion of mods H/arfdl views 
CHILK.S J Office of the Becrotarg of the Commission 60/09/22 

2pp 

8009250045 Addendum to Commission 800922 me mo rand urn 4 order. CLI-BO-32 
Footnote re AlAB-594 was omitted from JF Ahearne separate 
views 

CHILK.S J Ofrico of the Secretary of the Coronission 80/09/22 

IP 


0009090453 Forwards typescript version of Intervenor Utils Board of 
City of Drownsvl 1 le. TX 800829 proposed modified license 
cond 1 tlons 

POIRIER.H R Spiegel 4 McDiarFid 80/09/03 lOpp 


8009100261 Designates WA Russell of WA Russel 4 Associates at expert 
engineering witness which DOJ may call at trial of facility 
licensing proceeding 

MCMILLEN. N H Just ice. Dept of 80/09/03 Ip 


0009110792 Order revising procedural schedule sot in A 8 LB 800813 order 
Settlement status rept shall be submitted on 800912. 
prehearing conference shall commence on 000913. trial briefs 
on 80100B « 22 ti evidentiary hearing on 801112 

MILLER. 11 E Atomic Safety and Licensing Board Panel 00/09/00 

2pg 


8009150417 Motion to compel Central Power $■ Light response to BOOB2S 
interrogatories Objection erroneous due to necessity to 
know full scope of take-over plans W/DM Btohi 000900 Itr. 
excerpts of util corrected discovery 4 Certificate of 8 vc 
SPIEGEL. 0 . POIRIER. MR Dr own s vi 1 1 e. TX SPIEOEL.O Spiegel 4 

McDiarmid 00/09/11 23pp 


09250()20 Advi SOS that parties may contact DM Dordenlct if desiring to 
borrow 800BI9 public meeting transcript for raviaw purposes 
30HDENICK, D 11 Hearing Branch 4 00/09/23 Ip 


1009300030 Memorandum 4 order advising parties to agree on contentions 
reflecting NRC 000430 show cause ord er . CL I-BO-32, b u t not 
within OA/OC Contentions 142 Rept on issues must be filed 
by 801015 t> Identification of add I discovery by 001201 
DECHMOEFER.C Atptnjc Safety end Licensing Board Panel aO/09/24 
3PP 


( General c 01 respondent e 


0009020100 Responds to 0OO0OB Itr Advises that heat-induced illness 
bplng watched closely at plants Const has progressed to 
paint that most work being done indoors Applicants have 
tahon steps to improvo woi king conditions by adding fans 
OENIOil.H R Office of Nuclear Reactoi Regul.ition. Director 
80/08/12 Ip 


— 8009020U2 Informs that TX eipenencing severe heat wave Requests that 
const an nuclear reactors be halted until temp at normal 
level for season Mumaily impossiblo for const workers to do 
Dxcollent work required 

LEVINE. If R Affiliation Unknown 80/07/09 Ip 


B009I40332 Notifies that City of Austin has reached tentative agrecffltivt 
to settle w/NRC 4i DQJ re proposed license conditions 
Bettlemant contingent on final wording of draft document, 

Final version projected for B0091S 
BALOUQH.n C Texas, State of 00/09/11 2pp 


0009160273 Notice of taking WP Say lea 4 T Russell of CP4L 800923 4 84 
depositions Examination will address possible purchase of 
Srownsville electric util sys 4 related studies 4 issuance 
of bonds Certificate of Sve end 

POIRIER, MR BrounsvlUe.TX POIRIER, MR Spiegel 4 McDiarmid 
80/09/12 7pp 


0009170108 Settlement status rept Author approval of terms of 
stipulated licensing conditions not yet given No position 
on Issues 4 procedures presented Certificate of Sve end 
JOHN. 0 F I HUNTER. H South Texas Electric Cooperative JOHN. D F 
Med Inae 1 e c tr j 1 : Cooperative. Inc 80/09/12, 5pp 


8009170359 Settlement status rept per ASLB 000013 order Agreement 
reached by util. NRC 8 . DOJ which will dispose of all Comanche 
Peak issues when approved by ASLD Enel stipulation will 
insure OL would not violate antitrust laws 
SAMPLES, M D , KNOTTB. J B Texas Utilities Generating Co 
SAMPLES, M D Horsham. Forsythe 4 Bampels, 00/09/12 2pp 


K Utility Final Safety Analysis Report IFSARI 4 amends 


D009150559 Forwards Amend 12 to FSAR 

OPHEA.O H Houston Lighting $ Power Co 00/09/15 5pp 


•8009150561 Amend 12 to FEAR 

* Houston Lighting 4 Power Co 8D/09/1S I40pp 


0009170229 Fourth settlement status rept Stipulations w/applicarits 
embodying two sets of license conditions accomplished Final 
position re need for hearing will be submitted after 
eiamination of conditions by parties M/Certlf Icate of SvC, 
CHAtMNlA.F D Antitrust Division 00/09/14 7pp 


-000917023? Stipulation incorporating end license condition w/o 
admission of violation to antitrust laws 

FABRIKANT.R Justice. Dept of CHANANIA. F D Antitrust Division 
STAHL. D M Central i South Meet Corp 00/09/12 20pp 
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Q0091&01S7 Settlement status rept per ASLB 800BI3 oi'iter Endorses enc I 
stipulation re license conditions reached bi^ DOJ< NRC, FERC t< 

Houston Lighting t Power Resolves concerns evidencing Intent 
to litigate DOE endorsed settlement entirely in FERC case 
COPELAMDi J 0 Houston Lighting t/ Power Co COPELAND. J <5 Hater & 
aotts 80/09/15 Spp 


— a009lA0160 Stipulation incorporating license conditions Licensee past 
or planned action ui/o conditions not inconsistent w/ 
antitrust laws Conditions do not consitltute admission or 
violations Certificate of Sve end 

FAERIKANT. R Justice. Dept of CHANANlA, F D Antitrust Division 
5TAHL.0 Houston Lighting t Power Co 80/09/15 17pp 


6009160182 Settlement status rept per ASLB 80813 order Requests 
unspecified extension to receive S' review new arguments i 
to determine Ji submit unresolved issues License conditions 
ti Settlement re FERC not get received M/Cer 1 1 f 1 cate of Sve 
POIRIER. M R Brownsvi 1 i B. TX POIRIER. H R Spiegel U McDlarmid 
80/09/13 9pp 


0009170177 Settlement status rept Suggests approval of stipulated 
license conditions to maintain situation consistent u/ 
antitrust laws FERC t SEC approval of dc interconnections 
necessary for settlement execution Certificate of Sve end 
STAHL. D H Central V South West Corp STAHL, D 11 Ishara, Lincoln ft 
Deale 00/09/15 12pp 


0009160460 Buppl status rept per ASLB BOOB13 order DDJ reached 
agreement w/parties in Comanche Peak proceedings re proposed 
set of license conditions Agreement reached w/appllcant in 
South TX proceeding Certificate of Sve enc 1 
HCMILLEN, N H Justice, Dept of 80/09/15 7pp 


0OO9SSOO28 Order granting extension until 800929 for Commission to 
review ALA0-6OB 

CHILK. 6 J Office of the Secretary of the Commission 60/09/22 

IP 


8009260318 Motion for one-day extension to file comments on propaicd 
settlement conditions Last minute consultations ii 
discussions needed Certificate of 8vc end 

POIRIER, M n Brownsvi 1 U, TX POIRIER, M R Spiegel McDlarmld 
00/09/24 6pp 


B009J00035 Comments on proposed settlements per ASLB 800915 directive 
Proposed license conditions will servo to preclude or limit 
c ons Ideratl on of competitive implications of dc ties by 
FERC Certificate of Sve end 

O'NEIL, n A Southwest Texas Electric Cooperative O'NEIL, R A 
Miller. Balls it O'lieil 80/09/24 12pp 


0009300468 Confirms that JR Choukas-Bradl ey was author! led to express 
position of Miller, Balls ti O'Neil. P C on behalf of TX 
Border Cooperatives at 800913 status hearing re leave to 
intervene out of time 

O'NEIL, R A Mi Her, Balls ft O'Neil 80/09/24 Spp 


•0007300496 Comments of TX Border Cooperatives on proposed settlements 
of NRC DOJ re licensing proceedings Certificate of Sve 
enc I 

O'NEIL, R A Miller, Balls it O'Neil O'NEIL, R A Texas Border 
Cooperatives 00/09/24 lOpp 


0007300013 Motion in opposition to 000912 proposed license conditions 
duo to failure to address crucial issues re effects of ac i 
dc interconnections Urges further proceedings to cure 
inconsistency w/antitrust laws Certificate of Bve one I 
SPIEGEL. 0 , JABLQN.RA, ROTH, A J Brownsvi 1 1 e, TX 00/09/25 32pp 


0009300326 Order granting extension until 000925 for all parlies to 
comment on 80091S stipulation it licensing conditions 
WOLFE# 6 J Atomic Safety and Licensing Board Panel 00/09/23 Ip 


8009300833 Comments on stipulation it proposed license conditions 
Recommends approval although solution to all antitrust 
problems is not guaranteed through incorporation of 
conditions Reserves right to be full party if hearing held 
JOlIMaD F South lexas Electric Cooperative JOHN, D F 
Medina* leetrlc Cooperative, Inc JOHN, D F McDermott, Wi 11 ii Emery 
60/09/23 2pp 


■6009300 542 Motion for one-day extension to comment on stipulation tc 
proposed license conditions Ratification at Board of 
Directors 800925 meeting needed Certificate of Sve end 
JOHN, D F. South Texas Electric Cooperative JOHN, D F 
Medinae) ec tr ic Cooperative, Inc JOHN, D F McDermott, Wl 1 1 ti Emery 
00/09/24 6pp 


N Antitrust hearing transcripts 


8009190764 Transcript of 900915 prehearing conference in Bethesda.MD 
Pp 107e-» 138 

• Atomic Safety and Licensing Board Panel aO/09/15 64pp 


<3 inspection reports. IE Bulletins ft correspondence 


8009050525 Forwards IE Insp flepts 50-498/80-17 f, 50-499/60-17 on 
800623-26 No n one omp 1 i a nc e noted 

SEIDLE.N C Region 4, Dallas. Reactor Construction !> Engineering 
Support Branch 80/07/16 2pp 


--6009 050533 IE Insp Repts 50-498/80-17 5 50-499/80-17 on 800623-26 
No none omp 1 1 ance noted Major areas inspected const 
activities including observation of woi k 6 review of records 
pertaining to IE Insp Repts 50-498/79-19 L 30-499/79-19 
HALL. R E Region 3, Chicago. Reactor Construction 5 Engineering 
Support Branch TAPIA. J I . CHAUDHARV, S K Region 3. Chicago. 
Office of the Director 80/07/16 7pp 


8009170300 Forwards IE Insp Repts 50-493/00-16 «. 50-499/80-16 during 
Juno 1980 No none omp U ance noted 

9E1DLE.H C Region 4, Dallas, Reactor Construction fr Engineering 
Support Branch 60/07/16 2pp 


— 8009170385 IE Insp Repts 30-498/80-16 U 50-499/80-16 during June 1980 
No none omp 1 1 ance noted Major areas Inspected insp of safety- 
related components, con ta inment structural steel welding. QA 
records sys it mg t meetings 

CR08SMAN. N A . PHILLIPS, M S Region 4, Dallas, Office of the 
Director 80/07/16 5pp 


8009180467 Submits response to IE Bulletin 00-08 Plant contains flued 
head penetration design w/contairnvent boundary butt welds 
between penetration sleeve it process piping Penetration 
welds radiographically eiamined 

GPREA. 0 H Houston Lighting it Power Co 80/08/04 7pp 


8009180473 Confirms understanding re IE Bulletin 79-03A Pipe stress 
evaluation will be limited to calculations concerned 
u/pre ssur e 

BARKER. D 0 Houston Lighting t Power Co 30/00/03 Ip 


Q009180461 Submits response to IE Bulletin 79-03A Desired info should 
be available for submittal by 801030 

OPREA. 0 14 Houston Lighting it Power Co 60/08/06 2pp 


0OO92SO4O2 Forwards IE Insp Repts SO-49B/0O-19 ft 30-499/80-19 on 
800722-24 No noncompliance noted 

SEIDLE.M C Region 4. Dallas. Reactor Construction 6 Engineering 
Support Branch 80/08/03 2pp 


—0009250405 IE Insp Repts 50-490/80-19 it 50-499/80-19 on 80 0722-24 
No none omp 1 1 ance noted Major areas inspected records re IE 
Insp Repts 50-498/79-19 t< 50-499/79-19 findings on earthwork 
& concrete 

HALL.R E I TAPIA, J I Region 4, Dallas. Reactor Construction I- 
Engineering Support Branch CROSSMAN, W A Region 4, Dallas, 
Office of the Director 80/08/08 Spp 


8009030159 Ack receipt of 300722 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-498/77-03 & 
50-499/77-03 

SEIDLE.N C Region 4. Dallas, Reactor Construction Engineering 
Support Branch 00/08/14 Ip 


— B009030I70 Responds to NRC Itr re violations noted in IC Insp Repts 
50-490/77-03 it 50-499/77-03 Corrective actions sys of 
reviews 5 multitiered supervision impl amen ted 

QPREA, G U Houston Lighting 4 Power Co 80/07/22 2pp , 


6009030268 Forwards Revision 1 to IE Bulletin 80-19, "Failures of 
Mercury-Wetted Matrix Relays' in Reactor Protective Sys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response r equ 1 red 

SEVFRIT.K V Region 4. OalUs, Office of the Director 00/00/15 
Ip 


8009300090 Forwards IE Insp Repts SO-498/00-20 «■ 50-499/80-20 on 
800720-29 No noneompl lane o noted 

BEIDLE.WC Region 4, Dallas, Reactor Cons true 1 1 on * Eng i neer ing 
Support Branch 80/08/18 2pp 


•6009300102 IE Insp Repts 50-498/80-20 it 50-499/80-20 on 800728-29 
No noncompliance noted Major areas Inspected issuance !t 
disposition of nonconformance repts 

TOMLINSON, D P . HALL.R E Region 4, Dallas. Reactor Construction U 
Engineering Support Branch CROSSHAN.W A Region 4, Dallas, 

Office of the Director 00/00/12 3pp 
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8009170394 Forwards IE Circular 80-16. "10CFR50 59 Safsty evaluations 

for Changes to Radwaste Treatment Sgs " Ko written response 
r eduir ed 

ee/FRlT. K V Region 4. Dallas, OfTice or the Director 80/00/83 


Ip 


80D9S30403 Final deTiclencg rept on motor pump shaft failure in Comatp 
containment hgdrogen monitoring sgs Nonconformance rapt has 
been prepared b hold tags issued against equipment until 
pump is shipped back to manufacturer Pump telll be replaced 
OPREArO W Houston Lighting * Power Co 80/09/18 3pp 


8009300545 Bubmlts rosponse to IE 3ulletin 80-Ii Resemount Model 1151 
or 1158 pressure transmitters leill not be used in ang 
saf stg-r el ated appiications 

OPREA. C H Houston Lighting i Power Co 80/08/28 2pp 

8009300555 Submits response to IE Bulletin 80-19 Mercurg-uretted relags 
are not used in reactor protection sgs 

OPfiEA, G H Houston Lighting S Power Co BO/OB/26 2pp 

8009120483 Forwards IF Info Notice 80-31, “Ha lop erat 1 on of Oould-Srown 
Boveri 480 Volt Tgpe K-600S t K-DOfl 600S Circuit Or eaters '' 

No written response red.uired 

SEvmiT.H V Region 4, Dallas, Ofrice of the Director BO/OB/27 
Ip 

B009300536 Submits response to IE aulletln 80-20 Westinghause Type 14-2 
control switches are not used in saf ety-r e J ated 
appl ications 

OPREA, 0 W Houston Lighting i Power Co 30/09/09 2pp 


S Reportable occurrences, LERs b related correspondence 

0009180479 Interim deficiency rept re brealdown in gualltg program for 
concrete p lac ement. Cvalua t ion will be conducted in 
conjunction w/response to show cause order Item 3(bi Next 
rept will be submitted S00905 

OPREA, C M Houston Lighting t Power Co 8-0/08/01 4pp 


3009I90I47 Interim deficiency rept re broten tie-down studs for reactor 
bldg polar crane rail sgs Brown 6 Root continuing to 
evaluate as-bullt conditions Stud failure not caused by 
inadequate design Neit rept due by 800917 
OPREA. G U Houston Lighting b Power Co BO/OB/OI 4pp 


8009020268 Final deficiency rept re 800717 safety Injection sys piping 
Submits add I info re disposition of seal weld between 
process pipe i, emergency sump lines par 800717 request 
Recirculation valve end loads within stress limit 
□PREA, G W Houston Lighting •!< Power Co aO/OB/22 7pp 


S009300I61 Second interim deficiency rept re radiographs w/rejectable 
indications in previously accepted welds Caused by weld 
spatter t sharp corners All indications to bo repaired St 
reinspected for final acceptance unless concrete embedded 
OPREA, G W Houston Lighting b Power Co 80/09/23 4pp 


B0093004S3 Fourth interim deficiency rept re damaged steel liner plate 
In Unit 2 reactor cuntalnment bldg Submits updated repair 
logic Subcontract change order for repair wort negotiated b 
ececuted Deformed section of plate removed 
OPREA, G H Houston Lighting i Power Co 80/09/25 Spp 


T Hearing transcripts on non-anti trust matters 


6009260268 Forwards transcript b record of S00B19 public meeting re 
facilities tti/util b NRC errata b related documentation 
STELLO. V Office of Inspection ti Enforcement, Office of the 
Director 60/09/19 4pp 


— 6009260290 Transcript of 800819 public meeting re facilltlfs in flay 
Clty.TJl Pp 1-379 Util b NRC errata b related decumentatlon 
b correspondence one 1 

e Office of Inspection b Enforcement, Office of the Director 
60/09/19 450pp 


DOCKET 3TN-50-499 SOUTH TEXAS PROJECT, UNIT 2 
A AppI icat 1 on/cans true 1 1 on stage documents b correspondence 


0009080080 Forwards draft NUREG-069&, “Functional Criteria for 
Emergency Response Facilities “ Comments requested within 30 
days Proposed imp 1 ement at i on schedule for meeting criteria 
of NUReG-069A end W/o NUREO 

EISENHUT. D 0 Division of Licensing 60/08/01 119pp 


8009030272 Forwards request for addl info re instrumenbatlon b control 
sys in ardor to complete evaluation of facility F8AR 
TEDESCO.R L Assistant Director for Licensing 80/08/15 9pp 


B009020Z90 Second interim deficiency rept re mail control of A8TM A— 325 
structural steel belts Documentation for installed bolts in 
Category 1 applications being identified b located b partial 
release on Stop Uort S-22 issued 

OPREA, O H Houston Lighting b Power Co 80/08/S2 4pp 


009040377 Interim deficiency rept re stud welding on concrete 
embedments Preliminary evaluation showed that 0 02Z of welds 
were rejectable Status rept will be submitted by 801009 
OPREA. 0 H Houston Lighting b Power Co 80/08/28 3pp 


3009110384 Final deficiency rept re diesel generator fuel oli tank room 
eehairst fans Hold on engineering drawings will he lifted 
upon procurement of qualified IE motors 

OPREA, G M Houston Lighting 4 Power Co 80/09/03 5pp 


30D91103b7 Final deficiency rept re breakdown in quality program far 
concrete placement CII-H90 Addl GC inspectors have been 
added to assure that prep iacement insps are conducted 
thoroughly Placement lighting has been added to checklist 
OPREA' G U Houston Lighting b Power Co 80/09/04 12pp 


1009230603 Third interim deficiency rept re rejectable indications for 
welds which had been previously accepted Cause not stated 
Re-expminatton b repair program for essential cooling water 
sys will be performed Progress rept by 001215 
OPREA, 0 U Houston Lighting b Power Co 60/09/12 4pp 


009230617 Second interim deficiency re breakdown in quality program 
for procurement cycle of purchased matls b equipment Cause 
not stated Brown L Root developing procedures b 
Implementation schedule for performing verification program 
OPREA, 0 U Houston Lighting b Power Co 80/09/12 3pp 


1009230656 Fourth interim deficiency rept re polar crane rail tie-down 
stud failure Caused by porosity b lack of complete fusion of 
stud welds Deviations from design did not significantly 
contribute to Failures Eiisting studs will be removed 
OPREA, G W ffousto-n Llfihting T Power Co 80/09/15 6pp 


6009240439 Final deficiency rept re spent fuel storage racks Evaluation 
of condition indicates safety of operations not affected b 
is not reportable under J0CFR5O SSe 

OPREA'G il Houston Lighting b Power Co 60/09/17 3pj 


8009080201 Forwards info S response to NRC questions re Category 1 
masonry walls Fifty-four overslio drawings available in 
Central Files only 

OPREA, Q W Houston Lighting b Power Co 80/09/04 Bpp 


F Security, medicaj, emergency b fire protection plans 


6009020147 Invites partlc ipation in 800822 workshop in AtlantaiOA to 
solicit comment re proposed functional criteria for 
emergency response facilities in NUREO-0696 Discussion to 
Include lucatlun, si to b staffing of emergency ctrs 
SEVPRIT, K V Region 4. Pallas, Office of the Director 80/08/12 
Ip 


O Adjudicatory correspondence 


8009030364 Requests extension until 801001 to respond to order to show 
cause. Item 7 re design change control program 
OPREA, 0 W Houston Lighting b Power Co 80/08/20 3pp 


8009010261 Forwards recently promulgated amends to emergency planning 
regulations OH Dordenick is lead counsel per end notice of 
appearance RL Black backup counsel W/o ends 
BORDCNICK, 8 M Hearing Oraneh 4 80/09/02 2pp 


B0091 10369 Confirms conversation re objection b intent not to respond 
to util B0062S interrogatories b document requests Factual 
discovery closed since 800314 Interrogatories are ill-tlmsd 
as efforts have been made to encourage settlement 
STAHL, D H Isham, Lincoln b Oeale 80/09/08 Ip 


8009170361 Submits status of rept on settlement negotiat ions, on behalf 
of TX-LA Electric Cooperative of TX< Inc No unresolved issues 
exist at present Certificate of 3vc end 
BURCHETTE.W H Northeutb Ely 80/09/11, 3pp 


6009250042 Memorandum b or dar. CLr-BO-32, deny ing Citiiens Conterned 
About Nuclear Power b Citiiens for Equitable Utils request 
for hearing on IE 800430 order to show cause re deferral of 
saf e ty— r e la t B d const until completion of mods W/addl views 
CHILKiS J Office of the Secretary of the Commission 00/09/22 
3pp 
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600^90045 Mitnium to Commli tion B00722 mtmoi'and un tc or d«r< CLI-ao-3S 
^ODtnot# rt ALAB-'994 wai otnittdd from JF Ahiarn* *«parate 

VllWf 

CHlLKi 8. J Off let of thi Bacrttarv of tht Commitiian BO/O^/ZZ 

!»• 


0009290020 Aovittf tnt« partii* in»u contact BK Bordtnick if dtiiring to 
borrot# BOOBl? public aitttlnt tranicript for rtvltu purpotts 
BORDCHICK. B H Htarlng Branch 4 BO/09/23 Ip 


0009300030 HtMoranduffl It ordar adviting partii* to agrta on contontiona 
raflaetlng NRC 800430 thou cauii or d or r CL I -00-32 < but not 
ultMn OA/OC Contantloni 1 b 2 Rtpt on liiuti muit b» ftlad 
tv 601019 it Idantlf Icatlon of addl dltcovarg bg 601201 
BECHHOCFERtC Atomic Bafatg and Llconiing Board Panal 80/07/24 
app. 


H Otnaral corrtipondanct 


tK}0902010S Rttpondi to 800808 Itr Advliat that haat-lndifcad lllnttt 
btlng uatchtd clottlg at planti Const hat progrttttd to 
point that matt work bolng dont Indoors Applicants havt 
takan ittpt to Improvt uorklng conditloni by adding fans 
DENTQN'H R Offlci of Nuclaar Reactor Ragulatlon. Olractor 
BO/OB/12. Ip 


— n009020112 Informs that TX aipariancing tavert naar wave Raquaist that 
conat on nuclaar reactors be hatted until tamp «t normal 
laval for season Humanly impostlbla for const uorfrars to do 
■xcallant work required 

LEVINE, H.R Affiliation Unknoun 80/07 /OB Ip, 


K Utility Final Safety Analysis Raport CFBah, & amends 


8009190997 Forwards Amend 12 to F8AR 

OPflEA. 0 H Houston Lighting U Power Co 80/09/13 Spp 


— 80091 909A1 Amend 12 to F8AR 

• Houston Lighting b Power Co, 80/09/19 t40pp 


8009290094 Certifies ivc of Amend 12 to F8AR, on souvis. 
* Houston Lighting li Power Co flO/09/15 2pp 


H, Antitrust correspondence 


B00904019A Reiponse su .|/p,icantii Central b South Hast Corp t, City of 
Austin, TX objactlons to TX Border Cooperative petition to 
Intervane Asserts interests under LBP-74-13 Urges full party 
participation W/Cirtlf leata of 8vc 

O'NEILiR. A Southwest Tecas Elartric Cooperatlva. 80/07/31 lliop. 


0009020202 Requasts that info ba provided to all partial re wheeling 
rate devalopment par 800B26 discussions Dtscustas principlss 
to be consldirad re smaller util participation in facility 
Dwnarihlp 

8PtE0EL,0, Bpitgel & HcDlarmld 80/08/28 4pp 


8009030721 Advises that appropriate steps have been takan to insure eve 
of status repts 1< pleadings, 

CHAHAMIA.P D Antitrust Division 80/08/29. Ip. 


0OO9O4O2S9 Joint motion for partial revision of AQLB 800813 ardor re 
pTocodural schedule Suggests 800912 for lettlemsnt status 
repts, 800919 for prshearlng conference & B01112 for 
evidentiary hearing cammincement Certificate of Sve and. 
CHANANIAiF D Antitrust Division DA1.0UDH,R C Austin, TX 
HOOSfJ C, San Antonio, TX. 80/08/2? 7pp 


0009090493 Forwards typescr'tpt version of intervenor Utile Board of 
City ef Brownsville, TX 800829 proposed modified license 
tondltlone. 

POIRIER, H R aplegel It McDlarmld 80/09/03. lOpp 


BD091D034I Designates MA Russell of HA Ruetell b Atsoclatas as eipert 
engineering witness which DOJ may call at trial of facility 
llcanslng proceeding 

HCHILLEN, N, H Justice, Dept of 80/09/03 ip 


6009110792 Order revleing procedural schedule set In A8LB 800813 order 
Settlanent status rept shall be submitted on 600912, 
prehaarlng conference shall commence on 800919, trial briefs 
on 901008 t, 22 & evidentiary hearing on 801112. 
flttLER, K E, Atomic Safety and Licensing Board Panel. 00/09/08 

2pp. 


8009190417 Motion to compel Central Power tc Light response to B00929 
In tepro gator les Objection erroneous due to necesilty to 
know full scope of take-over plans H/OM Stohl Q0090B Itr, 
eccerptl of util corrected discovery «c Certificate of Sve 
SPIE0EL,<? Brounsvl llBi TX POIRIER, MR Spiegel «< HcDUrmid 
00/09/11 23pp 


8009160332 Notifies that City of Austin has reached tentative agreement 
to settle w/NRC li DOJ re proposed license conditions 
Settlement contingent an final wording of draft document 
Final version projected for 800915 
BALDUSH,R C Teias, State of 00/09/11 2pp 


8009160275 Notice of taking HP Say las & T Russell of CPtcL 800923 «< 24 
depositions Eiamlnatlon will address possible purchase of 
Brownsville electric util sys ti related studies & lisuance 
of bonds Certificate of Sve eoc 1 
POIRIER. M R BrounsvU le, TX 80/09/12 7pp 


B0091701B8 Settlemint status rept Author approval of terms of 
stipulated licensing conditions not yet given No position 
on Issues L procedural presented. Cert 1 flea te of Sve end 
JOHN, D F South Tqtai Electric Cooperative JOHNiD F 
KcDtrmott.Wlll H Emery HUNTER.H KcSlnnls, Lochrldge b Kilgore 
80/09/12 Spp 


6009170339 Settlement itetus rept per ASLB 800B13 order Agreement 
reached by utll,NRC (< DOJ which will dispose of all Comanche 
Peak Issues when approved by A3LB Enel stipulation will 
Insure OL would not violate antitrust laws 

8AI1PLE8, M D. Texas Utilities Oenarating Co 80/09/12 2pp 


8009170229 Fourth lettleinant status rept Stipulations w/appllcanti 
embodying two sets of license conditions accomplished Final 
position re need for hearing will be submitted after 
examination of candltlons by parties H/Cert If 1 cate of 8vc 
CHANANIA.F D Antitrust Division 00/09/14 7pp 


— 8009170239 Btlpulatlon Incorporating end license condition u/o 
ad'mlsilon of violation to antitrust laws 

FABRIKANT, R Justice, Dept of CHANANIAiF D Antitrust Division 
BTAHLiD M Central L South West Carp 80/09/12 20pp 


6009160157 Bet t leeieut status rept per ASLB 800613 order Endorses end 
stipulation re Itcenia conditloni reached by OOJ,NRC,FERC ti 
Houston Lighting He Power Reiatves concerns evidencing Intent 
ta litigate DDE endorsed settlement entirely In FERC case 
COPELAND, J O Houston Lighting & Power Co 80/09/15 2pp 


— 8009160160 Stipulation Incorporatl ng license condlt 1 one. LI censee past 
or planned action w/o conditions not Inconsistent u/ 
antitrust laws Conditions do not consitltute admission or 
violat Ions. Certi f Icate of Sve end 

FABfllKAMT.R Juivxce.&ept of CHANANIA, F D Antitrust Division 
STAHL, D Houston Lighting tc Power Co 80/09/15 17pp 


80091601S2 Settlement status rept per ASLB 80813 order Requests 
unspecified extension to receive It review new arguments & 
to determine it submit unresolved issues License conditions 
ti lettlemant re FERC not yet received. H/Cert 1 flee te of Bve, 
FOIRIER,MA Brownsville, TX 80/09/15 9pp, 


B009170177 Settlement status rept Suggests approval of stipulated 
license conditions to maintain situation consistent u/ 
antitrust tews FERC k SEC appro-val of dc Interconnect lo.nB 
necessary for settlement execution Certificate of Sve end 
STAHL, D H Centrel tc South Hest Corp 00/09/(5 12pp 


8009180460 Suppl status rept per ASLB 800613 order. DOJ reached 
agreement w/parties in Comanche Peak proceedings re proposed 
set of llcenie condlt ions. Agreement reached u/appllcant in 
South TX proceeding Certificate of 8vc end 
MCMILLENiN H Justice, Dept of 80/09/19 7pp 


8009250028 drder granting extension until 800929 for Commission; to 
review ALAB-606. 

CHILKi 6 J Office of the Becretary of the Commission. BO/09/22 

Ip 


8D092&03la Motion for one-dag extension to file comments on proposed 
settlement conditions Last minute consultations 
discussions needed Certificate of Sve enc 1 
POIRIER, H R Brounsvllla.TX 00/09/24 6pp. 


8009300035 Commints on proposed settlements per ASLB 800915 directive 
Proposed license conditions will serve to preclude or limit 
consideration of competitive implications of dc ties by 
FERC Certificate of Sve and 

O'NEIL, R A Southwest Texas Electric Cooperative 80/09/24 12pp 
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B0093iI}'04eS ConfirjDi that OR Chdukai-arad I ey was authorliail to aiprei* 
position of Miller. Dalis 8. O'Mell.P C on behalf of TX 
Border Cooperatives at 800915 status hearing re leave to 
intervene out of time 

0''N£IL. R A Hiller, Dalis 8. O'Neil B0/09/S4 2pfl 


‘'-D009D0049& Comments of TX Dorder Cooperatives on proposed tsttlements 
of NRC li DOJ re licensing proceedings Certificate of Svc 
end 

O'NEIL, ft A Ml Her. Dal U «< O'Neil BO/09/24 lOpp 


8009300013 Motion in opposition to S0091S proposed ilcense conditions 
due to failure to address crucial Issues re efftcts of ac l< 
dc Intsrconnec tions Urges further proceedings to cure 
inconsistencies w/antltrutt laus Certificate of Svc encl 
SPIEOEL, 0 Broiensvi He.TX 00/09/29 32pp 


0OO93OO3Sfr Order granting o« tension until B00925 for all parties to 
comment on B00919 stipulation & licensing conditions 
UOLFEp S J Atomic Safety and Licensing Board Panel SD/09/25 Ip 


8009300533 Comments on stipulation It proposed license conditions 
ftecommondt approval although solution to all antitrust 
problems is not guaranteed through incorporation of 
conditions Reset ves right to be full partg if hearing held 
v/OJlM. D F Sooth Toias Electric Cooperative JOHN. D F 
Hedlnaelectric Coopera t i ve> Inc OOHN. D F McOermotti Mill & Emery 
00/09/25 app 


-Q009300342 Motion for one-’day ertenslon to comment on stipulation 1. 
proposed license conditions Aatifieation at Board of 
Directors 900925 (neeting needed Certificate of Svc end 
JOIIM. D F Bouth Tesas Electric Cooperative JOHN.D F 
Hedlnaelectric Coopera 1 1 ve. Jnc ./OKMp 0 F, McDermott. Ml 1 1 b Emery 
80/09/24 6pp 


t Antitrust hearing transcripts 


8009190764 Transcript of 800915 prehearing conferenca In Betheida.MD 
Pp 1078-1138 

e Atomic Safety and Licensing Board Panel 80/09/15 64pp 


0 Inspection reports. IE Bulletins b corrcspondtnce 


9009090325 Forwards IE Imp Repts 50-49B/BO-17 St 90-499/30-17 on 
800623-26 No noncompliance noted 

SEIDLEi M C Region 4. Dallas. Reactor Construction & Englnearlng 
Support Branch BO/07/16 2pp. 


009050933 IE Insp Repts 90-498/BO-17 it S0-499/DO-17 on 000623-26. 
No noncompliance noted Major areas Insoer ted- const 
activities Including observation of wort b revleie of records 
pertaining to IE Insp Repts 50-498/79-19 tc 50-499/79-19 
HALL. R E Region 3, Chlcagot Reactor Construction & Engineering 
Bupport Branch TAPIA.O I . CHAUDHAHY, B K Region 3. Chicago. 
Office of the Director. 80/07/16 7pp 


M703B0 Forwards IE Inep Repts 50-498/80-16 b 50-499/80-16 during 
me 1980 No noncompliance noted 

IDLEtN.C Region 4. Dallas, Reactor Construction h Eng 1 near ing 
Ip port Branch BO/07/16 2pp 


0O917O3BS IE Imp Repts 30-498/80-16 S. 50-499/80-16 during June 1980 
No noncompliance noted Major areas Inspected insp of safety- 
related components, con talnment structural steel ueldIngrQA 
records sys b mgt meetings 

CR0S3MAN, W A » PHILLIPS, H B, Region 4. Dallas, Office of the 
Director 80/07/16 5pp 


0091S04A7 Submits response to IE Bulletin 80-09 Plant contains flueJ 
head penetration design u/conta Innent boundary butt welds 
betucafi panetratlon sleeve ti process piping Penetration 
welds radiographically esaminsd 

OPREA.O W Houston Lighting b Power Co BO/08/04 7pp 


8009180473 Confirms understanding rt IE Bulletin 79-03A, Pipe stress 
ovaluation will be limited to calculations concerned 
w/pressure 

DARKER. 0 0 Houston Lighting b Power Co BO/OB/OS Ip. 


3009100461 Bubmtts response to IE Bulletin 79-03A Desired info should 
be available for submittal by 801030 

OPREA, 0. M Houston Lighting It Power Co BD/OS/06 2pp. 


1009250402 Forwards IE Insp Repts 30-498/60-19 b 50-499/80-19 on 
800722-24 No noncomp 1 1 anco noted 

SEIDLE.W C Region 4, Dallas. Reactor Construction b Engineering 
Bupport Branch BO/OD/OB. 2pp 


—6009230405 IE Insp Repts 50-490/80-19 b 50-499/80-19 on 000722-24 
No noncompliance noted Major areas inspected records re IE 
Insp Repts 90-498/79-19 b 80-499/79-19 findings on earthwork 
is concrete 

HALLiR E < TAPIA, J I Region 4, Dallas. Reactor Construction b 
Engineering Bupport Branch CROBSMAN. H A Region 4. Pallas. 
Office of the Director 80/08/08 Spp 


8009030157 Ack receipt of 800722 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-498/77-03 b 
90-499/77-03 

BEIOLEiN C Region 4, Dallas. Reactor Construction b Engineering 
Bupport Branch 80/08/14 ip 


--0OO7O3OI7O Responds to NRC Itr re violations noted in IE Inep Repts 
50-490/77-03 b 50-499/77-03 Corrective actions sys of 
reviews b multitiered supervision implemented 
□PREA.O H Houston Lighting b Power Co 80/07/22 2pp. 


8009030268 Forwards Revision 1 to IE Bulletin 80-19. " Fa 1 lures of 
Mercury-Netted Matrik Relays in Reactor Protective Bys of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required 

eEYFRIT, KV Region 4, Dallas. Office of the Director 0O/OS/1S. 
If 


3009300098 Forwards IE Insp Repts 50-498/80-20 b 50-499/80-20 on 
SOO720-2? No noncoirpllancs noted 

SElDLEiW C Region 4. Dallas, Reactor Construction b Engineering 
Support Branch 80/00/lB 2pp 


—8009300102 IE Insp Repts 50-490/80-20 b 50-499/80-20 on 000728-29 
No noncompliance noted Major areas Inspected' issuance b 
disposition of nonconf ormanci repts 

TOMLINSON. D, P r HALL.R E Region 4. Dallas. Reactor Construe tien I 
Engineering Support Branch CRDSSMAN. W. A Region 4. Datlae, 
Office of the Director 80/00/12 3pp 


8009170394 Forwards IE Circular 80-18, "10CFR50. 59 Bafsty Evaluations 
for Changes to Radwaite Treatment 8ys " No written reepons* 
raqulreif 

SEYFfllTiK, 9 Region 4. Dallas, Office of the Director 00/08/22 

*P 


8009800545 Submits response to IE Bulletin 80-16 Rosemount Hpdtl 1151 
or 1152 pressure transmitters will not be used in any 
safe ty-r elated applications 

□PREA.O. W Houston Lighting b Power Co 80/08/22. 2pp. 


80D930035S Submits response to IE Bulletin 80-19 Hsreury-wstted rsleyi 
are not used in reactor protection sys, 

OPREA.O, U Houston Lighting b Power Co 80/08/26 2pp. 


8009120423 Forwards IE Info Notice 80-31. "Malopcration of 0ould-Bro«n« 
Bovsri 480 Volt Type K-6003 b K-DON 6008 Circuit Breakers," 

No written response required, 

SEYFRIT. K V Region 4. Dallas. Office of the Director. 00/00/27. 

Ip 


8009300536 Sobmlts response to IE Bulletin 00-20 Ueitinghouse Type t(-2 
control switches are not used in safety-related 
app 1 Icatlons 

OPREA.O W Houston Lighting b Power Co 00/09/09, 2pp 


8. Reportable occurrences. LERs b related correspondence 


8009180479 Interim deficiency rept re breakdown in quality program for 
concrete placement Evaluation will be conducted in 
conjunction w/response to show cause order Item 3(b) Nest 
rept will be eubmltted 800905. 

OPREA.O H Houston Lighting b Power Co 80/08/01. 4pp. 


0009190147 Interim deficiency rept re broken tie-down studs for rsactoi 
bldg polar crane rail sys. Brown b Root continuing to 
evaluate as-built conditions 8tud failure not caused by 
Inadequate design Nskb rtpt dus by 800917. 

OPREA.O M Houston Lighting b Power Co 80/08/01 App 


0009020280 Fine! deficiency rept re 800717 sefety injection sys piping 
Submits addl Info re disposition of tsal wsld bstween 
process pips it emergency sump llnss per 800717 rsquest. 

Recirculation valve end loads within strsss limit 
OPREA, 0. H Houston Lighting b Power Co 00/08/22 7pp. 


0009020290 Second interim deficiency rept re mat! control of ASTM A-32, 
structural steel bolts Documentation for Installed bolts In 
Category 1 eppllcations being identlfisd b locatid b partial 
reltass on Stop Idorfc 8-22 issued 

OFREA, 0 H. Houston Lighting b Power Co. 80/08/22. 4pp 
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'aQO?Q4(l377 Interim rfcricisncv r»pt ra ttud ualding on concrttt 
anhadmtnt't Prallminary avaluatilon showad that 0 02X of ualda 
Mara rajactabla Btatua rapt ulll be eubmittad by 801009 
OPR£AtO U Houaton Lighting ft Pouar Co 80/0B/S8 3pp 


8007110354 Final daflclancy rapt ra dlaaal generator fual oil tank roon 
aihauet fane Hold on anglnaaring drauiinge ulll be lifted 
upon procuramant of qualified IE raotore 

OPREAtO U Houeton Lighting it Pouar Co 80/07/03 Spp 


6007110367 Final deficiency rapt ra breakdoun in quality program for 
concrete placement CII-Vi90 Addl QC Inepactore have bean 
added to aieiire that praplacenant inipi are conducted 
thoroughly Placamant lighting hae baan added to chockllit 
OPREAi 0 U Houeton Lighting (< Pouar Co BO/07/04 12pp 


0007230603 Third Interim daflclancy rapt re rejectabla Indicatlone for 
welde which had baan pravlouely accepted Cauee not etatad 
Ra-*aiaaiinatlon 6 repair program for aeeantial cooling water 
eye- will be performed Prograee rapt by 80121S 
OPREA. 0 H. Houeton Lighting it Power Co 80/09/12 4pp 


8009230617 Second interim deficiency re breakdown in quality program 
for procuramant cycle of purchaeod matle it equipment. Cauee 
not etatad. Brown it Root developing procadurae U 
lap lanantatlon echadula for parfoiming verification program 
OPREAi 0 W Houeton Lighting It Pow«t Co 80/09/13 3pp 


0009230698 Fourth Interim daflclancy rapt ra polar crane rail tla-doun 
etwd fallura Cauead by poroelty it lack of complata fusion of 
etifd Holds. Daviatlone from design did not significantly 
contrlbuta to failures Eiietlng etude will be removed 
OPREAi 0 H. Houeton Lighting 6 Power Co 80/09/19 6pp 


6009240439 Final daflclancy rapt ra spent fuel itoraga racks Evaluation 
of condition Indicates safety of oparationa not affected h 
is not reportable under lOCFRSO 9Sa 

OPREAi 9. M Houeton Lighting (< Power Co 80/09/17 3pp 


^H70v^JO402 Final daflclancy rapt on motor pump shaft failure in Comeip 
contalninai{t hydrogen monitoring age Nonconformance rapt hae 
keen prepared it hold tags Issued against equlpffisnt until 
pump It shipped back to manufacturer Pump ulll ha replaced 
OPRFAiO U Houeton Lighting it Power Co 80/09/18 3pp 


6009300161 Bacond Interim daflclancy rapt ra radiographs w/rajactabla 
indications In previously accepted ualde Cauead by weld 
spatter It sharp corners All Indications to ha repaired it 
rainspactad for final acceptance unless concrete embedded 
OPRFAiO. M. Houston Lighting it Pousr Co 80/09/23. 4pp 


8009300493 Four'-h Interim daflclancy rapt ra damaged steel liner plate 
In Unit 2 Taact'or containment bldg Submits up'dated repair 
logic Subcontract change order for repair work negotiated it 
■ sfcvtcd, Deformed section of plate removed 
OPREAi 0 N Houston Lighting it Pouar Co 80/09/29 Spp 


T Hearing transcripts on non-ant 1 trust matters 


8009260288 Forwards transcript ii record of 800819 public meeting re 
facilities w/utll it NRC errata it related documentation 
STELLOiV Office of Inspection It Enforcamenti Office of the 
Director 80/09/19 4pp 


'6007260270 Transcript of 800617 public meeting re facilities in Bay 
CityiTX. Pp 1-379 Util it NRC errata it ralatad documentation 
jc corraepondanct end 

* Office of Inspection it Enforcamenti Office of the Director 
80/07/17. 490pp 


DOCKET 90-900 DAVI6-BESSE NUCLEAR POKER STATION. UNIT 2 


4 Ad.ju4ica«orv correspondence 


B0O7170297 Responds to FOIA rsquest for 19 documents listed in 
bibliography of NUREe-0629, "Rapt of Siting Policy Taek 
Farce." Documents 6-B it 13 era available In PDR. Forwards 
rtaialnlng documents 

FECTOHitJ. M Division of Rules and Records BO/09/04 Ip 


■8007170987 Informs Commission of proposed changes to meteorological 
model used In assessing potential accident consaquancas for 
nuclear plentsifor determination of site acceptab 1 1 1 ty <i 
adequacy of engineered safety features, 

NINOOUEifl B Office of Standards Devalopmenti Director* 
8CCr-77-362. 77/06/04 7pp. 


--8009190630 Requests that end. "Differences In Procedures for 
Estimating Atmospheric Dispersion Conditions at Inland t> 
Coastal Sitesi" be sent to appropriate Boards 
SCINTOiJ F Hearings Division 79/04/04 16pp 


DOCKET 90-901 DAVIfi-BEBSE NUCLEAR POWER STATION. UNIT 3 


O Adjudicatory correspondence 


B009190297 Responds to FOIA request for 15 documents listed In 
bibliography of NUREO— 0629i ''^Rept of Siting Policy Task 
Force '* Documents 6-8 t 13 are available in PDR Forwards 
remaining documents 

FELTONrJ H Division of Rules and Records 80/09/04 Ip 


— 8009190567 Informs Commission of proposed changee to meteorological 
model used In assessing potential accident consequences for 
nuclear plants, for determination of sits acceptabl llty b 
adequacy of engineered safety features 

MINOOUEiR B Office of Standards Development! Director 
BECY-79-362 77/06/04 7p p 


— 6009170630 Requests that endi '"Differences in Procedures for 
Estlmeting Atmospheric Dispersion Conditions at Inland b 
Coastal Sites. ” be sent to appropriate Boards 
SCINTOiJ F Hearings Division 79/04/04 16pp 


DOCKET 8TN-90-902 HAVEN NUCLEAR PLANT. UNIT 1 


A Application/construction stage documents b corraspondance 


8009110896 Forwards FR notice of withdrawal O'? application for CP 
YQUNOBLQOO.O J Licensing Branch 1 80/09/04 2pp 


— 8009110899 Notice of withdrawal of application for CP 
YDUNOBLOOD. B J Licensing Branch 1 80/09/03 Ip 


DOCKET 8TN-S0-9OB MPPS3 NUCLEAR PROJECT. UNIT 3 


A Appllcation/construction stage ‘documents b correspondence 


8009080080 Forwards draft NUREO-0676. "Functianal Criteria for 
Emergency Response Facilities '' Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO~OA9A end M/o NUREO 

EIBENHUT.D 0 Division of Licensing 80/08/01 119pp 


8009120102 Recommends listed steps be taken to reduce risk from ATU9 
events during Interim period before required .nods Requires 
submission of ATU3 emergency operating procedure 
TEDESCQ.R L Assistant Director for Licensing 80/08/27 3pp. 


8009120173 Informs of NRC position ra welding procedure specs for use 
In applications requiring impact testing for notch 
toughness Specs should be qualified using mas anticipated 
amperage b voltage setting to be used in production welding. 
SPENCER. O 8 Region 9. San Franc iscoi Reactor Construction & 
Engineering Support Branch 80/09/04 2pp 


F. Securityi medical, emergency b fire protection plans 


8009030267 Notifies of 800819f22 b 30 regional workshops re development 
of guidance for acceptable method for coping w/emerg encltt 
at facility Requests that representative be sent.Sutj areae 
to be discussed include function of facilities & location 
ENOELKEN.R.H. Region 9, San Francisco. Office of the Director 

80/08/12. 2pp 


Q Inspection reports. IE Bulletins b correspondence 


6009100179 Responds to IE Bulletin 80-08. "Vacuum Condition Resulting 
in Damage to Chemical Vel Control 8yi iCVCS) Holdup Tanks '* 
Containment penetration connections are of flued head 
deelgn w/contalnment boundary butt welds 

RENBEROERiD L. Washington Public Power Supply System 80/07/19. 
2pp 


8009260303 Forwards IE Info Notice 80-27. "Broken Studs on Terry 
Turbine Steain Inlet Flange " Mo written response required 
ENOELKENa R H Region 9. San Francisco. Office of the Director 
BQ/Oa/07. Ip. 
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B0090302T2 Forwards Raviiion J to t£ Bullttin 80»l9i "F»ilur#t o-f 
M«reurv-Hett»(j Matrfi Relav* in Raaetor Protettiv* By* of 
Oparating Nucltar Pouar Planti Daiigned by C-E ’’ Urltban 
raaponi* ra^iuired 

EN5ELKEM, R H Rag ion 5, Ban Francisco< Office of the Director 
80/08/15 Ip 


8009290302 Foruardi IE Info Notice 00-27 te degradation of reactor 
ooolant pump >tud* 

EfICEUKEMi R M Region 6» Sen Francitco. Office of the Director. 
aO/OB/18 dpp 


B0091601B9 Forwards IE Circular a0'l6i "10CFR50 59 Safety Evaluatinne 
for Change* to lladuiaete Treatment Sy* " Wo urltten retponee 
r<q.uirad 

ENDELKEtli R H Region 5> San Franciicor Office of the Slrector 
B0/0S/Z2 Ip 


B00912044B Fo-ruards IE Info Notice 80-31/ “Maloperalion of Cayld-Brown 
Boveri 400 Volt Type K-iOOB i K-DON 600S Circuit Breaker* " 

No Ffq^ui^9d 

EtlCELKEN. R H Region 5/ San Fraficl»co/ Office of the Director 
aO/08/27 Ip 


B Reportable occurrencei. LERs i related corre»pondtnce 


6009030339 Act receipt of 600625 interim deficiency rept re ihutdoien 
cooling heat eichanger* 

ENOELKEH/ R H Region 5i San Franc i*co/ Office of the Director 
80/07/09 1 p 


8009030342 Interim deficiency rept re *hutdoun cooling heat exchanger* 
Brwakdoun of natl ivlection k mfg proceaiti reiulttd in 
chloride conta/ninat ion in tubet,belou min dctlgn uiaJd 
overlay thickne** cracking of ueld overlay* C-E rept end 
RENBeROEHi 0 L ka*hlngton Public Petuer Supply Syptem aO/C>6//S5 
rpp 


DOCKET aTN-50-507 WPPS3 NUCLEAR PROJECT. UNIT 5 
A App I icat 1 on/con* true t Ion *tage document* k correipondence 


8009080000 For(e*rd* draft flUftEO-0676, "Functional Criteria for 
Emergtncy Rreponte Facilitie* " Commenti rcgueitcd ulthin 30 
days Proposed imp! eaienta t ton schedule for meeting eriteria 
of NUflE(}-0696 end M/o NUREO 

EISENHUT. D 0 Division of Licensing 80/08/01 U9pp 


8009290302 Foruards IE Info Notice B0-S7 ra degradation of ra«c%ar 
coolant pump stud* 

ENCELKEN. R H Region S. Ban Francisco. Office of the Director. 

ao/oa/18 4pp 


8009160189 Forwards IE Circular 0O'I8. "I0CFR50, 59 Bafety Evalt/Atlant 
for Changes to Raduasti Treatment Bye “ No written respona* 
regulred 

ENQELKEN. R H Region 5. San Francisco. Office of the Dirac tor. 
80/08/22 Ip 


£009120460 Forward! IE Info Notice BO-31. “Ha I operation of Ooulil—DriiHn 
Boveri 4BO Volt Type K-6008 << K-DON &O0S Circuit Breakers “ 

No urltten response reRuired 

ENQELKENi R H Region 3. San Francisco. Office of the Ulrectar 
8O/OB/27 ip 


S Reportable occurrences. LERs t related corraspondence 


9009030338 Ack receipt of 800625 Interim deficiency rept re shuidown 
cooling heat exchangers 

ENCELKEN. R H Region 5. Ban Francisco. Clffiei of the Director. 
80/07/09, Ip 


— 8009030342 Interim deficiency rept re shutdown cooling heat exchangeri 
Breakdown of matl selection t< mfg procaeiee resulted in 
chloride contamination in tubaSibelou min deelgn wild 
overlay thickness b cracking Of weld overlays C-E rept end 
RENBERCER. D, L. Washington Public Power Supply System, flO/Oi/aS. 

7pp 


DOCKET 50-S10 BLUE HILLB STATION, UNIT I 
0 Adjudicatory correspondence 


6009090243 Motion for issuance of partial initial decision re alte 
suitability Case uncontested t pending for 13 months Notice 
of appearance ti Certificate of 3vc end. 

TREBYi S A Hearing Branch 1, 80/09/OS 4pp 


8009110803 Order directing applicant (1 NRC to submit brlaPs raflectlnf 
position on applicability of NRC si t Ing-re latad 
proneuncementi to present early site review. Orders NRC to 
respond to applicant rsply to NRC proposed findings of feet. 

LITTLEiL M . MILLEB.M E Atfimle Safety end Licensing Board Panel. 
60/09/09 6pp 


9009120102 Recommends luted step* be taken to reduce risk from ATW3 
*'^*^** during intsrim pvriod bvfort irtDdi Rtqtiirvi 

submisiion of ATH3 emergency operating procedure 
TEDE8C0, R u Hiiestant Directer for Liteniing 80/08/27 3pp 


DOCKET 50-511 BLUE HILLB STATION, UNIT 2 
0 Adjudicatory corretoondence 


6009120173 Informs of NRC position re uaiding procedure specs far us* 
in applications requiring impact testing for notch 
toughness Specs should be quellfled using mat anticipated 

setting to be used in production welding 
SPENCER, o S Region S. San Francitco. Reactor Conetruetlon ti 
Engineering Support Branch 00/09/04 2pp 


F Security! medical, emergency It fire protoctlon plans 


SOD9030267 Notifies of 800819,22 k 30 regional workshop* re development 
r 2 J!'*'' scjsftable method foi coping w/emergenc is* 

at facility Regueits that repretentative be tent Subj area* 
function of facilitie* i location 


ENOELKEN, R H. 
Bo/ae/12 2pp 


Region 9, 8an Francitco, Office of the Director 


0 Int pee ti on reports. IE Bulletin* & correspondence 


60-09' Condition Resulting 

in Damage to Chemical Uol Control Sys ICVCS) Hajdua Tank* " * 

oont-flinmfnt pFrittrAbion connections 4re of fluod 
w/eor>td inmmfc baundarq butt usldn 
RENBEftCER. D L Washington Public Power Supply System 00/07/15 


8009260303 Forwards I£ Info Notice 80-29 
Turftdne steam Inlet Flange " No urltte 
ENOELKEN, R H Region 5i San Francisco. 
ao/oa/07 ip 


"Broken Studs on Terry 
response required. 
Office of the Director 


9009030292 Forward* Revision 1 to lE Bulletin 0O-19 "Fan..-.* e 

Hercurv-Uatfc.d Matrix Relay, in ReacUr pJotmlv; eSt^or 
Operating Nuclear Power Plants Designed by C-E " Hrikte/i 
response required '' wrirren 

80%8/t5 ” ?p Office of the Director 


8009090345 Motion for issuance of pai lat Initial decision r* «lfee 
loltability Case uncontestad «. pending for 13 month* Notice 
of appearance it Certificate of Bve enc 1 
TREBY, 8A Hearing Branch 1 SO/09/09 4pp. 


8009110803 Order directing applicant t< NRc to submit brief* ref lee tine 
position on eppl icebi 1 1 ty of NRC sltlng-releted 
pronouncements to prsient early site review. Order* NRC to 
TpplV to NRC proposed finding* of fact 
80/09^9'^ 6 ^ Atomic Safety end Licensing Board Pmnel 


DOCKET 30-513 HPP6S NUCLEAR PROJECT, UNIT 4 

document* »i correspondence 


0009080080 Forwards draft NURE0-069A, “Functional Criteria for 
Emergency Response Facilitie* “ Comment* requafted within 30 
implsmentation schedule for meeting criteria 
of NUREO-0696 end H/o NUREO, 

ElBENHUT, DO, Dlvlilon of Licensing, 60/08/01 I19pp. 


. 1. L ■'•.-“(ninBiiu* iisceo seeps ne taken to reduce risk fr 

event* during interim period before required mods. Require* 
emergency operating procedure. 

TEDESCO, R L As<l«tent Director for Llccn«ing. 00/06/27 


3pp 


8009090496 Forwards addl geologic Info re time of latest movement* of 
earth faults on Oable Mountain near etr of reservation 
No conclusions ra »lgnifleance have been reached it Info It 
''•portable under 10CFR81 

RfcNBEROER.D L Washington Public Power Supply System 00/09/03. 
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F Bicuritvi ffittjicali •marscncy ti fire prateecion plan* 


9009030267 Notlflei of 600S17> 22 & 30 rejlonal workshop* r» development 
of puldance for acceptebls method for coping u/emerg enc le* 

«t facility Rai^ueet* that representative be sent Subj areas 
to be discussed Include function of facilities & location 
EHOCLKENjR H Region 5, San FrancistOr Office of the Director 
Bo/oa/ia- 2pp 


<k Inspection report*! IE Dulletlns & correspondence 


900V16D622 Responos so IE Bullevn, BO-I61 "Potential Misapplication of 
Rosenounti Inc Models 1131 b 1132 Pressure Transmitters u/ 

Either A or D Output Codes " No subj transmitters installed 

or planned to be Instelled In safety-related sys 

RENSERCERtD L Washington Public Power Supply System 80/OB/07 


800917-0393 Reiponds to IE Bulletin 7<7~03A. "Long Itudinal Held Defects 
In A8«e BA-318! Type 304 Stainless Steel Pipe '■ No 0A-3ia or 
A-3i2i Type 304 fusion welded pipe In use or planned for use 
In safety-related sys at facllitlis 

RENGERSER! D L Washington Public Power Supply System 80/08/07 
Ip- 


S0092A03D3 Forwards IE Info Notice BO-29! "Broken Studs on Terry 
Turbine Steam Inlet Flange " No written response ratuired 
ENOELKENi R H Region 3i San Francisco! Office of the Director. 
ao/OB/07 ip. 


800912030* Forward* IE Insp Rapt* 5O-46O/BO-O0 b SO-313/BO-Oa on 
BD0714-1B No noncofflpl lance noted 

BPENCERi 0. 8 Region 3i San Franciscor Reactor Construction b 
Englnaarlng Support Branch 80/08/12 2pp 


—8009120309 IE Insp Repts 30--460/80-08 b 30-513/80-08 on 000714-18 No 
nonconpllance noted Major areas inspsctad RCPB piping 
Insulation b licensee action on previous insp findings 
DODDBj R T Region 3i San Franctscoi Reactor Construction b 
Englnasrlng Bupport Branch HERNANDEZ, 0 , WAONER, H J Rsglon 5, 
Ban Franclscoi Office of the Director 8O/OB/OB 6pp 


8009030292 Forwards Revision t to IE Bulletin BO-19, "Failures of 
Mircury-Hetted Matrix Relays In Reactor Protsctive Sys of 
Operating Nuclear Power Plants Designed by C-E, " Written 
rasponee required 

EfiO£l-KEN!R H Region S, San Francisco, Office of the Director 
BO/OS/13. Ip 


□009270302 Forwards IE Info Notice BO-27 re degradation of reactor 
coolant pump studs. 

ENOELKEN<R,H Region 3, Ban Francisco, Office of the Dlrsctor 
80/08/18 4pp. 


8009110415 Ack receipt of 800723 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-460/80-07 b 
50-513/80-07 

SPENCERrO. S Region S, Ban Franclseo, Reactor Construction b 
Engineering Support Branch. 00/08/20 Ip 


—8009110422 Responds to NRC 000626 Itr re violations noted in IE Insp 
Repts 30-460/00-07 b 30-313/00-07 Corrective ac t ions. rework 
of support 176-3413-2910 completed Support 1T-4-3404-300A 
rework not completed 

RENBEROER, D. U Washington Public Power Supply System 80/07/23 

3pp 


—8009110424 Forwards IE Insp Repts 50-460/00-07 b S0-S13/S0-O7 on 
B00401-30 b notice of violation. 

BPENCERrO 9. Region 5, Gan Francisco, Reactor Construction b 
Engineering Support Branch 00/06/26 2pp 


— 8009110426 Notica of violation from insp on 000401-30. 

a Rsglon 3, Ban Francisco, Office of the Director SO/06/8S Ip. 


— 800911042? IE Insp Repts 30-460/80-07 b 50-513/00-07 on 000401-30 
Noneompl lance noted' deficiency in area of cable tray 
support welding 

TOTH,R 0. Region S> San Francisco, Office of tha Director 
DOPDSiR, T. Region 3, Ban Francisco, Reactor Construction b 
Engineering Support Branch. 00/06/25 12pp. 


8OO91601B9 Forwards IE Circular B0-t8, "10CFR30 59 Safety Evaluations 
for Changes to Radwasts Treatment Sys, " No written response 
required. 

ENOELKEN, R. H Region S, San Francisco, Off let of the Director 
80/09/22 ip 


8009120463 Forwards IE Info Notice 80-31, "Maloperation of Oould-Brown 
Bovsri 4B0 Volt Type K-600B b K-DON 600S Circuit Breakers " 

No written response required 

ENOELKEN.R H Region 5, San Francisco, Office of the Director 
ao/OB/27 ip 


3009120609 Ack receipt of 000319 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Ropts SO-460/B0-10 b 
30-513/00-10 

SPENCER 1 0 3 Rsglon 5, San Francisco, Reactor Construction b 
Engineering Support Branch BO/09/02 Ip 


~a009t206I6 Forwards IE Insp Repts 50-460/00-10 b 50-313/00-10 on 
000602-09 b notice of violation 

SPENCER. O 5 Region 5, San Francisco, Reactor Construction b 
Engineering Bupport Branch 00/07/17 2pp 


— 8009120622 Notice of violation from insp on 000602-09 

» Roginn 5, San Francisco, Office of the Director 00/07/16 ip 


—8009120631 IE Insp Repts 50-460/60-10 b 30-513/80-10 on 000602-09 
Noncompliance noted fillet welds on columns 22704 b 2203 
und ersiied, contrary to contract specs 

TOTH, A 0 , DODDS, R T Region 5, San Francisco, Office of the 
Director 80/07/16 3pp. 


S009300346 Updates S00124 response to IE Bulletin 77-02. Revision 2, 
"Pipe Support Base Plate Designs Using Concrete Eipantlon 
Anchor Bolts," Anchor bolt loads on eilstirg designs will be 
recalculated by S10S2B Re la ted data enc 1 

RENBEROER, D L Hashlngton Public Power Supply System. BO/09/25 
7pp 


DOCKET 50-514 PEBBLE fi PR I NOS NUCLEAR PLANT, UNIT I 


A Appl ic at lon/cons true t ion stage documents b correspondence 


3009060000 Forwards draft NUREO-0696. "Functional Criteria for 
Emergency Response Facilities " Conmonts requested within 30 
days, Proposed Implementation schedule for meeting criteria 
of NUREe-0696 end W/o NUREO 

EI8EKHUT, D 9 Division of Licensing B9/0B/01 ll9pp 


DOCKET 50-315 PEBBLE SPfilNOS NUCLEAR PLANT, UNIT 2 


A App 1 lea tlon/coni true t ion stage documents h correspondence 


S0090S0080 Foruardi draft NUnE9-0696i "Functional Criteria for 
Emergency Response Facllitiea " Comment* requested within 30 
days Pronoied implementation schedule for moetlng criteria 
of NURE9-0696 end H/o NUREO 

EISENHUT.DO Divlelon of Licensing 80/08/01 119pp 


DOCKET STN-50-516 JAMESPDRT NUCLEAR STATION, UNIT 1 


9 Adjudicatory eorreepondenee 


6009190299 Responds to FOIA request for 15 documents listed In 
bibliography of NUREO-06S5i “Rept of Siting Policy Task 
Force " Documents 6-B b 13 are available in FOR Forwards 
remaining documents 

FELTON, U M Division of Rules and Records 80/09/04 ip 


— 600919030/ Informs Commission of proposed changes to meteorological 
model used in assessing potential accident consequencos for 
nuclear plants, for determination of site acceptab 1 lity b 
adequacy of engineered safety features 
MINOOUE, R B Office of Standards Developmont, Director 
8ECV-79-362 79/06/04 7p p 


— 8009190630 Requests that end, "'Di f f aTooce* in Procedure* for 
Estimating Atmospheric DisperslO'n Conditions at Inland b 
Coastal Sites," 6a sent to appropriate Boards 
BCINTO.J F. Hearings Division. 79/04/04 I6pp 


8009170194 Status Rept 4 re NY State Siting Board 800903 opinion b 
order in Case B0003, recommend ing const of facility 
Decision re request for judicial revtow not yet decided 
Certificate of Sve end 

REVELEY, N T Long Island Lighting Co. REVELEY.M T Hun ton b 
Mllliams 80/09/10 3pp 
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9 Infjieetlon reportsi IE Bullfttlnt b corraspotlifsnca 


8009030087 Foruards Ravi* Inn 1 to IE 80-19. “Fallurai of 

Hsrcurv-Usttad Matrii Ralaqi In Rvactior Protactlva Syc of 
Oparating Nuclaar Potuar Plants PealgnxI C-E ■■ Urittan 
rasponss Taqulcetf 

ORlCRi B H Region t. Philadelphia. Office of the Oiractor 
B0/0Q'/’l9 Ip 


8009180009 Forward* IE Circular QO-IB. “lOCFBao. 59 Safety Evaluation* 
for Chang** to Radua«ta Treatment Sy* " No wrlttan ratponia 
raq,u Irad 

eftlER. B H Region 1. Philadelphia. Office of the Director 
80/08/22 Ip 


8009120180 Forwards IE Info Notice 60-31i "Ma loparat 1 on of Oould-Oroun 
Rover 1 4B0 Volt Type K-tOQS S. K-DQN iOOS Circuit Braatari *' 

No written retponae required 

ORIER.B H Region 1, Ph 1 1 adelpii la. Office of the Director 
80/08/27 Ip 


8009240315 Forward* IE Info Notice BO-32t "Clarification of Certain 
Requirement* for £«clu<lva-Use Shipment* of Radloaettv* 

Natl* ” No written response required 

ORIER.B H Region 1. Philadelphia. Office of the Director. 
80/09/12. Ip 


DOCKET BTN'SO-Sie H/1RT8V1LLE NUCLEAR PLANT. UNIT 1 


A App lication/constructlon stage documents f< corrtipondenca 


&0090800ao Forwards draft NURE0-0/>96. "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
day* Proposed imp lemontat Ion schedule for meeting criteria 
of NUREO-0&9A and U/o NUREO 

EI8ENHUT. 0 O Division of Llcanslng BO/OB/01 119pp 


8009300400 Forwards technical questions re imp lemontatton of Interl* 
policy on lOCFRSO t< 91 

HILLS.L H Tonnessee Valtoy Authority 80/09/23. Spp. 


B0D92307Bf> Forwards IE Circular BD-21, "Regulation of Refueling Crews " I Financial information 

No written reiponse required 

ORIER.B H Region 1. Phllodfrlph la. Office of the Director 

60/09/10 Ip 6009090543 Forwards Annual Financial Rapt 1979 

CROSS. d L Tenneiiee Valley Authority 80/09/04. Ip 


S0092403IS Forwards IE Info Notice 80-32. "Clarlf ication of Certain 

Requirements for Esclusl ve-Use Shipments of Hadloactlv* — 80090905A3 Annual Financial Rapt 1979 

Matls " No written response required • Tennetses Valley Authority 80/09/04 44P|. 

ORIER. 0 N Region 1, Philadelphia. Office of the Director 

BO/09/12 Ip 

U ineptetion reports. IE Bullotln* & correspondence 


DOCKET STH-50-917 JAHE6PDRT NUCLEAR STATION. UNIT 2 
0 Adjudicatory correspondence 


8009090079 Forwards IE Bulletin 80-07. 8Uppl 1> "BUR Jet Pump Asseably 
Failure " No response required 

O'REILLV. J P flog ion 2. Atlanta. Office of the Director. 80/09/13 
Ip. 


BC09E90S97 Respond* to FOIA raquest for 19 documents llstod In 
bibliography of NURE9-0&29. "Rept of Biting Policy T*»li 
Force " Document* d>-8 & 13 are available In PDR. Forward* 
remaining documents 

FELTON. J N Division of Rules and Record*. 80/09/04. Ip 


8009110111 Forward* IE Insp Rept* 90-910/80-13.90-919/80-13. 
90-920/80-13 «. 30-921/80-13 on 800601-28 No noncomp 1 lance 
noted. 

MURPHY. C E Region 2. Atlanta. Reactor Construction ti Englnaorlng 
Support Branch. 60/07/28 2pp 


— 8009190587 Inform* Commission of proposed changes to meteorological 
model used in assessing potential accident consequencot for 
nuclear plants. for determination of site acceptability h 
adequacy of anglneared safety features 

HINOOUE. R B. Office of Standards Development. Director 
8ECV-79-362 79/06/04 7pp 


— 8009190630 Requests that and. "Differences In Procedures for 
Estimating Atmospheric Dispersion Condlttons at Inland & 
Coastal Sites." be sens to appropriate Board.. 
eciNTO.J F Hearings Division 79/04/04 lipp. 


8009170194 Status Rept 4 rt NV State Siting Board 80090B opinion & 
order In Cat* 00003. recoiMiending const of facility. 

Decision re request for judicial review not yet decided 
Certificate of 8vc end 

REVELEY.H T Long I i land Lighting Co REVELEV.W T Hunton fc 
HI II lame 60/09/10. 3pp 


0 Inspection reporte. IE Bulletins tt correspondence 


—8009110177 IE Insp Rept* 90-918/00-13.90-919/00-13.90-520/80-13 b 
50-921/80-13 on 800601-28 No noncomp 1 iance notsd. Major arsas 
Inspected earth compaction ti structural concrete for spray t. 
containment activities 

SHAN.ft H Region 2. Atlanta. Office of the Director 
CANTRELL. F 8 Region 2. Atlanta. Reactor Construction tc 
Engineering Support Branch 80/07/28 6pp 


8009020184 Submits responee to IE Bullstln 79-03A No 8A-313 or A-313. 
Type 300 series fusion welded pipe it In use or planned for 
use in saf aty-ralated lyt 

MILLS. L M Tenneiiee Valley Authority. 80/08/06, Ip. 


8009020303 Forward* IE Insp Rept* SO-327/8p-24. 90-329/80-19. 
50-390/80-20. 50-391/80-14. 90-438/80-13, 90-439/80-13. 

90-518/60-11. 50-519/80-11. 90-920/80-11, 90-921/80-11, 

50-993/80-11,80-994/80-10,90-966/80-10 fc 90-967/80-10 

O'REILLY, vI.P Region 2, Atlanta, Office of the Director. 80/08/06. 

2pp. 


80090300B9 Forwards Revision 1 to IE Bulletin 80-19. "Failures «f 
Mercury-Hetted'Netrl ( Relays In Reactor Protective Sya of 
Operating Nuclear Power Plants Designed by C-E " Hrltten 
reiponee required 

ORIER, B H Region 1. Philadelphia. Office of the Director 
00/09/15 ip 


9009180009 Forwards IE Circular 80-18. "I0CFR90. 59 Safety Evaluations 
for Changee to Raduaste Trcatinent Sys " No written response 
required 

ORIER, D. H Region 1. Ph { lade 1 p hla. Office of the Director 
80/08/ 22. IP 


B409120180 Forward* IE Info Notice 80-31. “Ma I opera tlon of Oould-Brown 
Soverl 480 Volt Type K-6003 & K-DON 6008 Circuit Brealier*. " 

No written response required 

ORIER. 8 M Region 1< Ph lladeipli la. Office of the Director 
80/08/27 Ig. 


8009230786 Forwards IE Circular SO-21, "Regulation of Refueling Creiu*. " 
No written response required 

ORIER. B.li Region 1. Phlladripbla, Office of the Director 
80/09/10. ip 


—8009020312 Notice of violation from insp on 800707-11. 

» Region 2, Atlanta. Office of the Director. 80/08/06 4pp 


—8009020337 IE Imp Rept* 90-327/80-24.90-328/80-19.50-390/80-80. 
90-391/80-14, 90-438/80-13. 50-439/80-13, S0-91B/80-1 1. 
50-919/80-1 1, 90-920/80-11, 50-521/80-11, 90-993/80-1 1. 
60-994/80-10,90-966/80-10 fc 90-967/80-10 on 800707-11 
BRONNLEE, V L Region 2. Atlanta, Office of the Director 
00/08/06 24pp 


8009030146 Forward* Revision t to IE Bulletin 00-19. "Failure* of 
Kercury-Uetted Metric Relay* in Raactor Protective By* of 
Operating Nuclear Power Plants Designed by C-E '* Written 
response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director. 80/08/15. 

Ip 


8009160045 Forward* IE Info Notice 80-30, "Potential for Unacceptabl# 
Interaction Between Control Rod Drive Scram Function I, 

Nanei«antial Control Air at Certain OE BWR FaciUti**. * No 
specific action or response requeeted 

D'REILLV.J, P Region 2, Atlanta. Office of the Director. 80/08/14 

Ip 
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BO091S0O&6 Forward* Suppl 3 to IE Bulletin Q0-17> "Failure of Control 
Rod* to Iniert During Scran at BHR '' No written re*p«n«e 
required. 

O'REfLLT. J P Region 2i Atlantai Office of the Director QO/08/22 

Ip 


300911^0193 Forward* l£ Circular B0-18> "lOCFRSO 59 Safety Evaluation* 
for Change* to Raduaet* Treatment 8y* " No written r**POn** 
required 

a'RElLLVxl P Region St Atlanta) Office of the Director B0/0B/S2 

Ip 


3009240357 Refpond* to NRC S00617 Itr 80P-30 will be revlted i< 
Itfipleinented bg BOOB29 reeultlng in full compliance Ref IE 
Imp Rept* 90-918/80-09.50-919/80-09,50-320/80-09 
30-921/80-09 

HILLSti. H T*nn*«»ee Valley Authoritg 80/08/22 Ip 


B009180340 Forward* IE Info Notice 80-31, "Maloperation of Oould-Drown 
Bovari 480 Valt Tgpe K-6008 4: K-DON 6008 Circuit Breaker* 

No written re*pon*e required 

O'REILLYrJ P Region 2, Atlenta, Office of the Director 80/0B/27 
>P 


D0091S0068 Forward! ra*pon*e to IE Bulletin 80-16 Ratemount Model* llSi 
Si 1192 pr***ur* trantmlttar* were planned for tn*tal latlon. 

OE will analgie application* of tran*mitttr* to datarmlne 
out-of-rangi condition* 

HILLSiL. M, Tinna***a Vallag Authoritg 80/08/29 2pp 


B009240487 Forward* reipon*# to IE BuJlitln 80-16 r* pot*ntial 
■t*sppllcation of Ro**fflount pri*(ure tranimlttar* Lt*t of 
Identified tranemltter* u«ed in «af etg-relatad area* being 
compiled. Rept will be filed after reeolutlon of deficiency 
mULSiL H. Tenneieee Valley Authoritg 80/08/29 2pp 


9009240384 Ack receipt of 800821 Itr informing NRC of *tep« taken to 
correct violation notad in IE In<p Rapti 90-918/80-12, 
90-919/80-12,90-920/80-12 h 90-921/80-12 

KUHPHYtC E Region 2, Atlanta, Reactor Conatructlon >< Englntarlng 
Support Branch 80/09/02 Ip 


— 8009240387 Reipond* to NRC 800728 Itr re vlolattone noted In IE Inep 
Repti 90-918/80-12,90-919/80-12,50-920/80-12 Si 50-921/00-12 
Corrective action* reinforcing iteel bar* eltad In ript are 
being placed on cribbing 

NILl.8,L K. Tenneatae Valley Authority 80/08/21 2pp. 


—8009340398 Forward* IE In*p Rtpty 90-518/80-12,80-519/80-12, 
30-920/80-12 Si 90-921/80-12 on 800630-0703 l< notice of 
violation 

MURPHY, C E Region 2, Atlanta, Reactor Conetruetlon Si Engineering 
Support Branch 80/07/28 2pp. 


—8009240406 Notice of violation from inep on 800630-0703 

* Region 2, Atlanta, Office of the Director 00/07/29 Ip 


8009090930 Firtt interim deficiency rept re Inadequate drawing control 
Cauied by breakdown of QA program re drawing control 
Drawing* will be updated on daily baiit by u*ing TVA rtcelpt 
form* Final rapt to be traninitted on or before 801119 
HILLS,!. M Tenneisee Valley Authority 80/08/23 2pp 


8009090434 Final interim deficiency rept re 6-lnch Borg-Harner gate 
valve* Valvt* may fall due to error in deelgn Gate could 
ditengage from gulde.when valve In back*eat poeitlen Valve 
failure may lead to RHR *yt degradation 
MILLS. L M Tannaieee Valley Authority 80/08/29 2pp 


8009090440 Final intarim deficiency rept ra wiring discrepancle* on 
HPCB component* Olscrspanc iei involve wiring termination* 
not matching wiring diagrams, mi t* Ing wire* Sc nonlabsling of 
part* Comp onents will be reworked 

HILLS, L H Tennessee Valley Authority 80/08/2? 3pp 


8009160643 Part 21 rept re design deficienciit in nuclear *y* 
protection ty* power distribution panel* Panel* returnid to 
OE for redesign S< rework to corrected design 
KILLS, L M Tennessee Valley Authority 80/09/03 3pp 


B0092404S9 Final deficiency rept re inadequate document control Caused 
by failure of manual holders to follow procedures in filing 
or removing matl Quarterly internal survey wilt be 
conduc ted 

MILLS, L M Tennessee Valley Authority 80/09/19 3pp 


8009240398 Second Interim deficiency rept re Rosenount Model 1152 
pressure transmitter defects Util is preparing lists of 
Rossmount 1191 tc 1152 transmitters for OE to analyie Si 
rsplac* if necsssary Final rept will be provided by 810403 
KlLLSiL H Tennessee Valley Authority 80/09/17 3pp 


8009290375 Second interim deficiency rept re steam tunnel embedment 
stlffner plate weld. Cause not stated Util continuing to 
monitor Atlas QA program to help correct deficiencies 
MILLS, L M Tennessee Valley Authority BO/09/19 ip, 


8009300449 Third Interim deficiency rept re reactor pressure vessel 
shield wall weld. Investigation is continuing h repairs will 
be mad* as rsqul red. Final rapt should be submitted by 
801224. 

MILLS.L.M Tennessee Valley Authority 80/07/24. Ip 


DOCKET aTN-SO-919 HART8VILLE NUCLEAR PLANT, UNIT 2 


A App 1 Icatlon/construction stage document* Si correspondinci 


8009080080 Forward* draft NUREO-0696, ‘'Funettonal Criteria fot 
Emsrgency Rssponse Facilities " Comments requested within 30 
day*. Proposed implementation schedule for meeting criteria 
of NUREO-0696 end W/o NUREO 

EI8ENHUT,D0 Division of Licensing 80/08/01 il9pp 


'8009240421 IE Insp Rept* 90-318/80-12,90-919/80-12,90-920/80-12 8 
50-921/80-12 on 800630-0703 Noncomp 1 lance noted failure to 
follow reinforcing steel storage procedure 

HEROTfA R Region 2, Atlanta, Reactor Construction Si Englnstrlng 
Support Branch, KLEINaOROE, M P Region 2, Atlanta, Office of tha 
Olractor. 80/07/29. Spp 


8009300400 Forwards technical questions re implementation of interim 
policy on i0CFR90 & 51 

MILLS, L M, Tennessee Valley Authority 80/09/23 3pp. 


I Financial information 


0009260379 Forward* IE Circular 80-21, "Regulation of Refueling Crewe." 8009090543 Forward* Annual Financial Rept 1979. 

No written response required CROSS, J L Tennessee Valley Authority 80/09/04 ip 

O'REILLY, JP Region 2, Atlanta, Off let of tha Director. 80/09/10. 

9pp. 

—8009090563 Annual Financial Rept 1979 

e Tennessee Valley Authority BO/09/04 44pp. 

8. Reportable occurrences, LERs Si relatsd correspondence 


9009040449 Final deficiency rept re containment anchor bolt chair 
welds All Identified deficient weldi will be repaired to 
original epees Si repaired areas tested Investigation 
conductad on previously acceptad ualds 
MlLLBiL K Tsnnesfsa Valley Authority 80/07/24. 4pp. 


9009100926 Final daflcitncy rept re improper anchor spacing on surface- 
mounted plates All improperly Inetalled surface-mounted 
plate* have been Identified Si will be remounted by 801114 
MILLS. L.H Taniiestee Valley Authority 80/08/11 2pp. 


9009090427 Final deficiency rept re wiring discrepancies In high 
pressure core sprey metel-clad switchgear Dafaettve 88-12 
switches replaced. Hardware correction* will be complsted by 
610130 Si software correction* by 810630 
MILLS, L.M Tsnnesssa Valley Authority. 80/08/28. 3pp. 


0 Inspection reports, IE Dulletlni S, correspondence 


8009090079 Forward * IE Bulletin S0-07,8uppl 1, "BUR Vet Pump Assembly 
Failure " No response required 

O'REILLY.d. P Region 2, Atlanta, Office of the Director. 80/09/13 

Ip 


8009110111 Forward* IE tn*p Rept* 90-518/00-13.90-519/80-13, 
90-920/00-13 S: 80-921/80-13 on 800601-28 Mo noncompLlance 
noted. 

HURPHViC.E Region 2, Atlanta. Reactor Conetruetlon b Enfinetrlng 
Support Branch 80/07/28. 2pp 


-8009110177 IE Insp Rept* 50-918/80-13, 30-519/80-13, 90-920/80-13 S, 
80-921/80-13 on 000601-28 No noncompl lane* noted Major area* 
Inspected earth compaction ti structural concrete for spray S, 
containment activities 

BMANi R U Region 2, Atlanta, Office of the Director 
CANTRELLrF 8 Region 2, Atlanta, Reactor Construction b 
Englnsirlng Support Branch 60/07/28. 6pp 
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DOCKETED ITEMS 


a0090ZOtfl4 Submits response to JE Bull e tin 79'03A No SA-312 or A-312i 
Tijpe 300 series fusion u/elded pipe Is in use or planned for 
use In safety-related sys 

MILLS. L M Tennessee Valley Authority BO/OS/Oi Ip 


0009020303 Foriuards IE Insp Repti 50-327/00-24.30-328/80-15. 
50-390/60-20. 50-391/60-14.30-436/00-13. 30-439/80-13. 

SO-31B/0O-1I. 50-519/80-11. 30-520/80-11. 50-521/00-11. 

50-533/90-1 1. eO-554/BO-lO. 50-S66/B0-10 U 50-567/30-10 

O'REfLLV. V P Rep ion 2, Atlanta. Office of the Director 90/09/06 

2pp 


— 8009020312 Notice of violation from Insp on 800707-11 

• Region 2. Atlanta. Office of the Director BO/OB/06 4pp 


— 8009020337 IE Insp Repts 50-327/90-24.50-328/80-15.50-390/80-20, 
50-391/80-14. 5D-43B/B0-13. 50-439/60-13. SO-SlB/80-1 1 . 
5Q-S19/S0-I I. 50-520/80-11. 50-521/80-1 1 . 50-553/80- 1 1. 

SO-554/80- 10. 50-566/80-10 SO-567/80-10 an B00707-U 

BROWNLEE. V L Region Z. Atlanta. Office of the Director 
90/08/06 24pp 


8009030146 Forwards Revision 1 to IE BoHetin 80-19. "Failures of 
Mercorq-Wetted Katrli Relays in Reactor Protective ffgi of 
Operating Nuclear Power Plants Designed tg C-E '* Written 
response required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 80/03/15. 
tp 


8009160045 Forwards IE Info Notice 80-30, "Potential for Unacceptable 
Interaction Between Control Rod Drive Beram Function & 

Nonessential Control Air at Certain 8E BW8 Facilities, " No 
specific action or response requested 

O'HEJLLV.V P Region 2. Atlanta, Office of the Director BO/OB/19 
Ip 

8009120066 Forwards Soppl 3 to IE Bulletin B0-I7r "Failure of Control 
Rode to Insert During Scram at DMR " No written response 
required 

O'REILLY, J P Region 2. Atlanta, Office of the Director BO/OB/22 
IP 


B009160153 Forwards IE Circular 80-18, "I0CFR5O 59 Safety Evaluations 
for Changes to Radwaite Treatment 8ys *' No written response 
required 

O'REILLY. J P Region 2, Atlanta. Office of the Director. 80/09/22. 

ip 


8009240357 Responds to NflC B006I7 Itr 8QP~30 will te revised U 
Implemented by 600829 resulting In full compliance Ref IE 
Insp Repts 30-516/00-09, 50-519/80-09, 50-520/80-09 N 
30-521/80-09 

MILLS. L H Tennessee Valleu Authority 80/08/22 In 


1009120340 Forwards IE Info Notice 80-31. "Ma 1 opera t ion Of Oou Id -Brown 
Boverl 4B0 Volt Type K~6DOS & K-DON 6009 Circuit Breatars " 

Me written response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/08/27 

Ip 


B00919006B Forwards response to IE Bulletin 60-16 Rostmount Models 1131 
8i 1152 pressure tranimlttsri were planned for Initallation 
0£ will analyie applications of transmitters to determine 
out-of-range conditions 

MILLS. L H Tennessee Vellsy Authority 80/08/29 2pp, 


8007240427 Forwards response to IE Bulletin 90-16 re potential 
miseppl Ication of Rosemount pressure traninvlttsrs. List of 
Idsnttfied transmitters used in safety-related areas btlng 
compiled Rept Will he filed after resolution of deficiency 
MILLS, L 11 Tennessee Valley Authority. 80/08/29 Spp. 


8009240380 Act receipt of 800021 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-918/80-12. 
50-319/80-12.50-320/80-12 (< 90-521/80-12, 

nURPHV.C E Region 2. Atlanta. Reactor Construction Ii Engineering 
Support Branch 80/09/02 ip 


— 8009240387 Responds to MRC 800728 itr re violations noted in IE Insp 
Repts 50-518/80-12. 50-319/80-12. 50-520/80-12 ti 50-521/80-12. 
Corrective actions reinforcing steel bars cited In rept are 
being placed on cribbing 

MILLS. L M Tennessee Valley Authority 80/06/21. 2pp 


—8009240398 Forwards IE Insp Repts 50-510/80-12.30-519/80-12, 
50-520/80-12 tt 50-921/80-12 on 800630-0703 & notice of 
violation. 

MURPHY. C E Region 2, Atlanta. Reactor Construction 4. Engineering 
Support Branch 60/07/28 2pp 


— 6009240406 Notice of violation from Imp on 800630-0703 

• Region 2. Atlanta. Office of the Dirsetor 60/07/29 Ip 


—8009240421 IE Insp Repts 50-910/80-12,90-919/80-12,50-920/00-12 * 
50-521/80-12 on 800630-0703 Noncompliance noted failure to 
follow reinforcing steel storage procedure 

KERDT.A R Region 2. Atlanta. Reactor Construction * Englnssrlng 
euppoTt Branch KLEINSOROE, W P Region 2. Atlanta, Office of ths 
Director BO/07/29 0pp 


3009260375 Forwards IE Circular 80-21. "Regulation of Refueling Crews.' 
No urlttsn response required 

O'REILLY, J P Region 2, Atlante, Office of the Director. 80/09/10. 
Spp 


8 Reportable occurrences. LERs * related correspondenci 


800704044? Final deficiency rept re containment anchor bolt chair 
welds All Identified deficient welds will bs repaired to 
original specs * ripalrsd areas tested Investigation 
conducted on previously accepted welds 
MILLS, L M Tennessee Valley Authority 80/07/24 4pp 


8009070427 Final deficiency rspt re wiring discrepancies in high 
pressure core spray metal-clad switchgear Oefactlve 88-12 
switches replaced Hardware corrections will be completed by 
610130 * software corrections by 810630. 

MILLS. L H Tenntssee Valley Authority 80/08/28 Spp. 


0009090530 First Interim deficiency rept re inadequate drawing control. 
Cauiad by breakdown of QA program re drawing control. 

Drawings will be updated on daily bails by using TVA rscslpt 
forms, Final rapt to be transmitted on or before 801119. 

MILLS, L M Tennessee Valley Authority 80/08/28. 2pp 


6009090434 Final interim deficiency rept re 6-lnch fforg-Hartitr gets 
valves Valves may fall dua to error in design. Oats could 
disengage from guide. when valve in backseat position. Valve 
failure may lead to RHR tys degradation 
HILLS. L M Tennessee Valley Authority. 80/00/2? 8pp 


6009090440 Final Interim deficiency rept re wiring discrepancies on 
HPC0 components, Discrepancies Involve wiring terminations 
not matching wiring diagrams. missing wlrtt * nonlabtling of 
parts Componants will be reworked, 

MILLS, LM Tennessee Valley Authority. 80/08/29. 3pp 


8009240425 Final deficiency rept re inadequate document control. Caused 
by failure of manual holders to follow procsdurei In filing 
or removing mat 1 Quarterly Internal survey will be 
c onduc tsd, 

KILLS.L K Tennessee Valleu Authnrlty. 80/09/19 Spp 


8009240392 Second Interim deficiency rept re Rosemount Model tl92 
pressure transmitter defects Util Is prtparlng lists of 
Rmsmount llSl (. 1152 transmitters for OE to analyse * 
replace if nscsssary Final rspt will be provided by 810403 
HILLS, LM Tinnessts Valley Authoritu 80/07/17. Spp. 


8007270375 Second Interim dsflcleney rspt re steam tunnel embedment 
itlffnar plate weld Ceusa not stated, Util continuing to 
monitor Atlas QA program to help correct deficiencies. 

MILLS, LM Tennessee Valley Authority 60/07/17 tp. 


600930044S Third Intspim deficiency rept re reactor pressure vessel 
shield wall weld. Investigation is continuing * repairs will 
bs mads as required, Final rspt should be submitted by 
001224. 

MILLS.L M Tennessee Valley Authority. 80/07/24. Ip. 
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A App Heat lon/c ons true tion stags documents * corrsspondsnes 


8007080080 Forwards draft NUREO-0696, "Functional Criteria for 
Emergency Rssponss Facilities " Comments requested within 30 
days Proposed implementation schedule for meeting criteria 
of NUREO-0696 tncl.W/o NUREO 

EESENHUT.O. 0 Division of Licensing 80/08/01. U9pp 


8009300400 Forwards technical questions re implementation of interim 
policy on lOCFRSO N 91. 

MILLS. L M Tennesste Val lay Authority. 80/09/23. 3pp. 


I Financial Information , 


8009070543 Forwards Annual Financial Rept 1777 

CROSS, J.L Tennessee Valley Authority 80/07/04 
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DOCKETED ITEMS 


—•80090905(53 Annodl FIn«nei«l R»pt 1979 

* T»nna*i«i V«n»(i Authority 80/09/04 44pp 


O Inipieblofi rvportfi IE Bullatint carraipondanca 


8009090073 Forward* IE Bullatln 80-07<8uppl I< "EWR Jat Purnp Aiitmbly 
Failturi '* No raaponia requirad 

O'REILLYiJ P Raoton Z, Atlantai Offica oP tha Diracbor, 80/05/13 
Jp- 


8009110111 Foruardt IE Imp Rapb* 50-51Q/80-13< SO-51?/BO-13< 
50-520/80-13 b 50-821/80-13 an 000601-28 No noncomp I lanca 
nobad, 

HURPHVrC E Ragion 2i Atlanta* Raactor Construction ti Enginaaring 
Support Branch 80/07/28 2pp 


—8009110177 IE Imp Rapta S0-518/80-13i 80-519/00-13, 80-520/00-13 1< 
30-321/00-13 on 000601-20 No noncompl lane* notad Major araas 
Inapactad' aarth cornpaetton 1< atructural eoncrata for sprag tt 
contalnmant actlvltia* 

SVIANj R U, Rigion 2, Atlanta, Office of the Director. 

CANTRELb., F. 8 Region 2, Atlanta, Reactor Construction & 
Engineering Support Branch 80/07/20 6pp 


8009020184 Suhielt* rtspoma to IE Bulletin 79-03A No 8A-312 or A-3i2, 
Tgp* 300 carles fusion welded pipe Is In use or planned for 
us* In safatg-related sgs. 

KILLS, L M Tennessee Valteg Authority 80/08/06 Ip. 


8009020303 Forwerds IE Imp Repti 50-327/80-24,50-320/80-15, 
30-390/80-20, 50-371/80-14, 80-438/80-13, 50-439/00-13, 

30-518/80-11, 50-519/80-11, 50-520/80-11, 50-521/00-11, 

30-553/80-11,80-584/00-10,80-866/80-10 L 50-567/80-10 

O'flEILLY, J P. Region 2, Atlanta, Office of the Director 00/08/06 

2pp 


—8009020312 Notice of Violation from imp on 000707-11 

* RaSl o-n 2, Atlanta, Office of the Director, 80/08/06 4pp. 


—8009020337 IE Insp Rapt* 50-327/80-24,50-328/80-15,50-390/80-20, 
50-391/80-14,50-430/80-13, 80-439/80-13, 50-518/80-11, 
50-519/80-11,50-520/00-11, 50-521/80-11, 50-553/00-11, 
50-554/80-10,50-566/80-10 L 50-367/80-10 on 800707-11 
SRDUNLEE.V L Rigion 2, Atlanta, Office of tha Director 
00/08/06. 24 pp 


0009030146 Forwards Ravision 1 to IE Dulletln 80-19, "Fallura* of 
Kercury-Uattad Matrix Ralays in Reactor Protective Sye of 
Operating Nuclear Powar Plants Designed by C-E " Urittan 
retponta raqulrad 

O'REILLY, 0, P Region 2, Atlanta, Qfflca (xf tha Oireetor 00/08/15, 

Ip 


0009160043 Forwards IE Info Notice 00-30, "Potential for Unaceaptable 
Intaractlon Batwean Control Rod Orlva Scran) Function L 
Naneeaantial Control Air at Certain OE BUR Facllltlee, " No 
Specific action or retponse requested 

D'REILLYrJ P Region 2, Atlanta, Office of tha Dtraetor 00/00/19, 

Ip. 


80091S0066 Forwards Suppl 3 to IE Bulletin 00-17, "Failure of Control 
Rods to Insert During Scram at BUR " No written response 
required. 

O'REILLY, J F Region 2, Atlanta, Office of the Dirac tor, 00/08/22 
Ip 


8009160133 Forwards IE Circular 80-18, "lOCFRSO 59 Safety Evaluations 
for Changas to Radwasta Treatment Sye " No wrlttanj response 
required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 80/00/22 

Ip 


8009240357 Responds to NRC 800617 Itr SOP-30 will be revised L 
latplsnentad by 800829 resulting in full compliance Ref IE 
laip Repbs 80-810/80-09,30-319/80-09,50-320/80-09 1( 
50-521/80-09. 

MILLS, L M Tannaiiea Valley Authority 80/08/22 Ip. 


8009120340 Forwards IE Info Notice 80-31, "Maloperatlon of Oould-Brown 
Rover 1 480 Volt Type K-6003 U K-DON 6008 Circuit Breakers, " 

No urlttan response required 

O'REILLY, J P Raglan 2, Atlanta, Office of the Director, 80/00/27, 

If- 


8OO91BOO07 Submits response to IE Bulletin 00-19 Mo 
mercur(j-wetted matrlic relaijs are In use In reactor 
protection s(js 

HILLS, L M Tannessea Valley Authority 80/03/29 Ip 


8009240427 roruiards response to IE Bulletin 80-16 re potential 
nliapp 1 tea t Ion of Rosemount prassuro transmitters List of 
identified transmitters used in safety— related areas being 
compiled Rept will be filed after resolution of deficiency 
MILLS, L M Tennessee Vallay Authority 00/00/29 2p p 


Q0092403B(} Ack receipt of BOO021 1 br Informing NRC of stape taken to 
correct violation noted in IE tnep Repbs 30-518/80-12, 

50-319/80-12, SO-320/80'12 & 5O-321/B0-12 

MURPHV, C E Region 2, Atlanta, Raactor Construction 1, Engineering 
Support Branch 80/09/02 Ip 


— 8009240387 Responds to NRC 800728 Itr re violations noted in IE Imp 
Repts 50-518/00-12,50-519/00-12,50-520/00-12 6 50-521/80-12 
Corrective action* reinforcing steel bars cited in rapt are 
being placed on cribbing 

MILLS, L H Tennessee Valley Authority 80/08/21 2pp 


— 8009240390 Forwards IE Insp Repts 50-518/00-12,50-519/80-12. 
50-520/00-12 «< 50-521/80-12 on 000630-0703 ti notice of 
violation 

MURPHY, C E Region 2, Atlanta, Reactor Canstructlon & Engineering 
Support Branch 80/07/20 2pp 


— 8009240406 Notice of violation from insp on 800630-0703. 

* Region 2, Atlanta, Office of the Director 80/07/23 Ip 


— 0009240421 IE Insp Repts 50-318/80-12,30-819/80-12,50-320/80-12 & 
50-521 /BO- 12 on 800630-0703 Noncompl ianca noted failure to 
follow reinforcing steel storage procedure 

HERDT, A R Region 2, Atlanta, Reactor Conetruebion Si Engineering 
Support Branch KLEINSOROEiW F Region 2, Atlanta, Dfflce of the 
Director 80/07/25 Bpp, 


8009260375 Forwards IE Circular 80-21, "Regulation of Refueling Crew* 
No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/09/10 
3pp. 


8. Reportable DccurrencBi, LERs related carreipondenc* 


0009090427 Final deftciancy rapt re wiring discrepancies in high 
preasura core spray matal-elad switchgear Defective SB-12 
switches rep laced, Hardware corrections will be completed by 
810130 Si software corractlani by 610630 
MILLS, L H. Tennessee Valley Authority 80/00/28 3pp 


8009090434 Final Interim defleleocy rept re 6-inch Borg-Marner gat* 
valves Valves may fail due to error in design Cate could 
dlsengega frnm guide, when valve in backseat position Valve 
failure may lead to RHR lys degradation 
HILLS, L. H Tennessee Valley Authority 00/08/29 2pp, 


8009090440 Final interim deficiency rept re wiring discrepancies on 
KPC8 components Discrepancies involve wiring terminetlone 
not matching wiring d lagraffls, mi sslng wire* L nonlabeling of 
parts Components lel 1 i be reworked. 

MILLS, L.M Tennessee Valley Authority 00/08/2? 3pp 


8009240425 Fine! deficiency rept re inadequate document control Caused 
by failure of manual holders to follow procedures in filing 
or removing matl Quarterly Internal survey will be 
conducted, 

HILLS, L M Tennessee Valley Authority 00/09/15 3pp 


8009240392 Second interim deficiency rept re Rosemount Model 1152 
pressure transmitter defects Util is preparing lists of 
Rosemount 1151 ti 1152 transmitters for OE to analyi'e & 
replace if necessary. Final rept will be provided by 010403 
HILLS, L H Tennessee Valley Authority 80/09/17. 3pp 


8009290375 Second interim deficiency rept re steam tunnel embedment 
stlffner plate uiald. Cause nob stated Util continuing to 
monitor Atlas OA program to help correct deficiencies 
MILLS, L M Tennessee Valley Authority 80/09/19 ip. 


8009180060 Forwards response to IE Bulletin 80-16 Rosemount Kodels 1151 
6. 1152 preieure transmitters were plenned for installation. 

CEwill analyze applications of transmltteVs to determine 
out-of-range condition* 

KILLS, L.M. Tennessee Valley Authority 00/00/29 2pp, 
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DOCKETED ITEMS 


DOCKCr STN-SO-sai HAfiTSVILLE NUCLEAR PLAMTi UNIT 4 
A Ap{> 1 icj tlon/constr uc (;ton stage ducuments & correspondancB 


Q0070B0080 Forward* draft NURE0-0O96. "Functional Crituria for 
Ennergencg Resgonse Facilitios " Comments requested within 34 
dags Proposed implementation schedule for meeting criteria 
of NUflE0-0A96 end Wo NUREO 

EI8EUHUT> D 0 Division of Licensing. 80/03/01. tl9pp 


80D7300400' Forwerds technical queitioni re implementation of interim 
policy on 10CFR90 U 31 

MILLS, L M Tennessee Valley Authority 80/09/33 3pp 


I Financial information 


0009090943 Forwards Annual Financial Rept 1979 

CROSS, U L Tennessee Valley Authority SO/09/04 Ip 


“-800909091,3 Annual Financial Rapt 1979 

• Tennessee Valley Authority ao/'0?/04 44pp 


Q Inspection reports, IE Bulletins & correspondence 


8009090079 Forwards IE Bulletin 80-07, Sup pi 1. "DNR Jet Pump Assembly 
Failure " No response required 

O'REILLV, J P Region 3, Atlanta, Office of the Director 80/09/13. 

ip 


8009110111 Forwards IE Insp Repts 50-918/80-13,90-919/80-13, 
50-330/80-13 li 30-931/80-13 on 800601-33 No noncomp 1 lance 
noted 

KURPHVjC E Region 2, Atlanta, Reactor Construction t< Engineering 
Support Branch 60/07/28 2pp 


—8009110177 IE Insp Repts 90-918/80-13.50-919/80-13.30-520/80-13 & 
30-921/80-13 on 800601-38 No noncompliance noted Major areas 
Inspected earth compaction fi< structural concrete for spray tc 
containment activities 

SMAN,R U Region 2. Atlanta. Office of the Director. 80/07/38 

6pp 


8009030184 Submits response to IE Bulletin 79-03A No 3A-312 or A-312. 
Type 300 series fusion welded pipe Is In use or planned for 
use In safety-related sys. 

HILLS. L H Tennessee Valley Authority. 80/03/06. Ip 


8009030303 Forwards IE Insp Repts 90-337/80-34.30-328/80-19. 
90-390/80-20. 50-391/00-14, 90-438/80-13. 50-439/80-13. 

50-3 18/80- 11. 50-519/80-11, SO -920/8 0-11.50-921/30-11, 

30-953/80-11. 80-594/80-10, 90-366/80-10 6 90-967/80-10. 

O'ftEILLY. UP Region 2, Atlanta. Office of the Director. 80/08/06 

2pp 


—8009020312 Notice of violation from insp on 800707-11. 

a Raglon 2. Atlanta. Office of the Director SO/OB/06 4pp 


—8009030337 IE Insp Repts 30-327/80-24,90-328/80-19.90-390/80-20, 
90-391/80-14, 90-438/80-13. 50-439/80-13. 30-513/80-11. 
90-319/80-11,90 -320/80- 1 1 , 50-52 1 /SO- 1 i , 90-39 3/80- 1 1 , 
90-534/60-10,90-366/60-10 i€ 30-967/80-10 on 300707- H 
DROUNLEE.V L Region 3, Atlanta, Office of the Director 
80/08/06 34p p 


8009030146 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Marcury-Uettsd Matrti Relays In Reactor Protective Bgs of 
Operating Nuclear Power Plants Designed by C-E " Written 
response required. 

O'REILLV. J P Region 2. Atlanta. Office of the Director. 80/08/19 

Ip 


6009160045 Forwards IE Info Notice 80-30, ‘'Potential for Unacceptable 
Interaction Batwoen Control Rod Drive Scram Function tt 
Nonessential Control Air at Certain 4E OUR Facilities ** No 
specific action or response requested 

O'REILLV.JP Region 3, Atlanta, Office of the Director. 80/06/19 

Ip 


B009I20066 Forwards RuppI 3 to IE Bulletin 60-17. “Failure of Control 
Rods to Insert During Scram at 6WR. “ No written rasponsa 
required 

O'REILLV, J P Region 3, Atlanta, Office of the Director 30/08/38. 

if 


8009160133 Forwards IE Circular 00-18, "lOCFRSO 39 Safety Evaluatleni 
for Changes to Radwaste Treatment Sys *' No written reeponse 
required 

O'REILLY. J P Raglan 3, Atlanta. Office of the Director. 80/08/23. 

Ip 


8009240397 Responds to NRC 800617 Itr 80P-30 will be revised l< 
implemented by 800329 resulting in full compliance Ref IE 
Insp Repts 90-918/80-09.90-919/80-09,90-920/80-09 li 
90-921/80-09 

MILLS. L H Tennessee Valley Authority 80/06/22 Ip 


8009120340 Forwards IE Info Notice 80-31. "Haloporatlon of Oould-Brem, 
Boverl 460 Volt Type K-6003 fc K-DON 6008 Circuit Breakere. " 

No written response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director. 60/06/87 
Ip 


6009180066 Forwards response to IE Bulletin 80-16. Rosamount Nodals 1191 
ti 1192 prassurc transmittars uera planned for Installation 
OE will analyse applications of transmitters to detsrmlna 
out-of-range conditions 

HILL8.L M Tonnassoe Valley Authority 80/08/29. 2pp. 


8009180037 Submits response to IE Bulletin 80-19 No 
mercury-wstted matrts relays are In use In reactor 
protection sys 

MILLS. L H Tannassae Valley Authority 80/08/29 Ip 


8009240427 Forwards rasponss to IE Bulletin 60-16 re potential 
misapplication of Rosamount pressure transmitters. List of 
Identified transmitters used in safety-ralated areas being 
compllsd Rspt will be fllad after resolution of deficiency 
HILLS, L H. Tennessee Valley Authority 80/08/29. 2pp. 


8009240390 Ack racalpt of 800821 Hr informing NRC of steps taken to 
correct violation noted In IE Insp Repts 90-318/80-12, 
50-319/00-12,90-920/80-12 6 30-921/00-12 

MURPHY, C E Region 2, Atlanta, Reactor Construction h Englnearlni 
Support Branch 80/09/02 Ip 


—8009240387 Responds to NRC 800728 Itr rs violations noted in IE Intp 
Repts 90-918/60-12,30-919/80-12.50-920/80-12 h 90-921/80-12. 
Corractlva actions' reinforcing steal bars cited In rept are 
being placed on cribbing 

HILLS, L M Tennessee Valley Authority 60/08/21. 2pp 


—8049240396 Forwards IE Insp Rspts 90-918/80-12, 90-919/30-12. 
90-920/80-12 li 90-921/80-13 on B00630-0703 ti notlcs of 
violation 

HURPKY, C E Region 3, Atlanta, Reactor Construction k Englnearlni 
Support Branch 30/07/29. 2pp. 


— 8009240406 Notice of violation from Insp on 800630-0703, 

a Region 2, Atlanta, Office of the Director. 80/07/23 Ip. 


—8009240421 IE Insp Repts 50-918/80-12, 90-319/80-12, 90-920/80-12 k 
50-921/80-12 on 800630-0703 Noncomp 1 lance noted’ failure to 
follow reinforcing steel storage procedure 

HERDT.A R. Region 2, Atlanta, Reactor Construction k Englnttrlni 
Support Branch 30/07/25 Spp 


BD09260379 Forwards IE Circular 80-21, "Regulation of Refuallng Creul. * 
No written response required 

O'REILLY, J.P. Region 2. Atlanta, Office of the Director 80/09/10 
9pp 


3. Reportable occurrences, LERs k related corraspondance 


B009090427 Final deficiency rapt rs wiring discrepancies In high 
pressure core spray metal-clad switchgear Defective 8B-12 
switches replaced Hardware corrections will be completed by 
810130 5 software corrections by 610630 
KILLS, L M Tennessee Valley Authority BO/OB/28 Spp 


6009090434 Final Interim deficiency rept re 6-Inch fiorg-Herner gite 
valves Valves may fall due to arror in design. Oate could 
disengage from guide, when valve in baclieat position Valve 
failure may lead to RHR sys degradation 
KILLS, L M Tennessee Valley Authority. 80/08/29. 2pp 


6009090440 Final interim deficiency rept re wiring discrepancies on 
HPC8 componants Discrepancies involve wiring terminations 
not matching wiring d iagrams, missing wires k nontabeling of 
parts Components will be reworked 

KILLSiL H Tennocsee Valley Authority 60/08/29 Spp, 
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@009240439 Fln«t tfaficlvncg rtpt r» inadttiuatB doeiKnant control Cautad 
ty Fadtura of manual heldart to follou ptocadura* tn filing 
or ranevlng matl Quartarly Intarnal lurvay ulU ba 
csaducitil 

HfLLSiL H Tannaatae Vallay Authority 80/09/19 3pp 


8009240392 Sacond Intarin daficiancy rapt ra Raaamount Modal 1152 
praaaura tranamlttar dafacti Util ii praparlng llati of 
Roaaiaount 1151 tt 1192 tranimlttera for OE to analyia li 
rtplaoa If naeaiaary Final rapt will ba provldad by 810403 
HttLSiL. M Tannattaa Vallay Authority 80/09/17 3pp 


8009290379 Sacond intarioi daficiancy rapt ra (taam tunnal aiabadmant 
atlffnar plata wald Cauae not atatad Util continuing to 
monitor Atlaa QA program to halp corract daflclenciaa 
Mltua.U.M, Tannaaaaa Vallay Authority 80/09/19. Ip 


OOCKEr BTN-90-922 8KA0IT NUCLEAR POWER PROJECT. UNIT I 


A. Appltcmtlon/conatructlon ataga documanta tt corraapondanca 


8009080080 Forwarda draft NUREO-0696. “Functional Critarlm for 
Emarganey Ratponaa Facilltlii " Commanta raquaatad within 30 
daya, Propoaad implamantatlon achadula for matting critiria 
of NLIREO-O69d> and W/o NUREO. 

CIEENHUT. D, 0 Dlvialon of Llcanalng 80/08/01 119pp. 


0. Adjudicatory corraapondanca 


6009100928 Statamant auggiatlng that full Commlaalon ravlaw of ordtra h 
oplniona balow not nacaaiary dua to mootnaii A8LB 800827 
ordtr Indleatat procaadlng haa tarmlnatid 

BUeCHiR.W.i MEANS. 0 8 Affiliation Untnoun. 80/09/11 2pp 


DOCKET BTM-90-923 BKAOIT NUCLEAR POWER PROJECT. UNIT 2 


A Afpllcatlon/conatructlon ataga documanta t< corraapond anca 


8009080080 Forward I draft NURE0-0i96. "Functlbnal Critaria for 
Emirgancy Raaponaa Facllitlat '' Commanta raquaitad within 30 
days, Propoatd Implamantatlon achadula for maatlng critaria 
of NUfiEO-069& and. W/o NUREO 

EiaENMUT. D. 0. Dlvialon of Llcanalng 80/08/01. 119pp 


0. Adjudicatory corraapondanca 


30091B092B Btatamant auggaating that full Comnlttlori raviau of ordtri ti 
oplniona balow not nacaaiary dua to mootnaai. A6LB 800827 
ordtr Indlcataa procaadlng haa tarmlnatad, 

BUSCH. K W. . HEANS.D a 'Affiliation Unknown 80/09/11 Spp 


DOCKET 8TM-90-S2e PALO VERDE NUCLEAR STATION. UNIT 1 


A. Appllcatlon/eonitructlon ataga documanta ti corraapondanca 


8009030209 Raipandi to B00417 raquaat for info ra NSC Involvamant in 
archaologtcat data racovary actlvltlai for FV79 Complatad 
qwaationnalra and 

OENTDN.H.R, Offlca of Nudanr Raactor Rigulatlon. Dlractnr. 

eo/o&/ii. 7 pd 


SQ09080000 Forwarda draft NUREO'*OA9&i "Functional Critaria for 
Emargancy Raaponaa Facllltlaa. " Gotiunanta raquaatad within 30 
daya. Fropoatd implamantatlon achadula for maating critaria 
of NURE0-0b96 and. W/o NUREO. 

EIBENHUT.D.O Dlvialon of Llcanaing. SO/OB/Ot. It9pp 


8009020339 Notification of 800B19 maatlng u/utll In Bathatda.HO to 
dlacuaa whathar auxiliary faaduatar ay* maata daalgn 
critaria. 

KCRRIOAN.J Llcaralng Branch 3. 80/08/14. 2pp. 


8009120991 Notification of 800821 tt 22 maating w/utll In Phoanli.AZ to 
dlacuaa auxiliary faadwatar aya raviau, 

KERRIOANiJ. Llcanalng Branch 3, 80/08/19, 3pp 


B009030911 Submltt raaponaa to NRC 800421 Info raquaat on Catagory 1 
aiaaonry walla amployad by plants undar CP It OL raviau. 

Drawings 13-A-ZJD-g09 through 911. 13-A-ZAD-803 & 

13-A-ZAD-<207 aval labia In Cantral Fltaa. 

VAN BRUNT. E. E. Afliona Public Sarvlca Co 80/08/23. Spp 


9009120908 Foruardt updatad distribution lilt for auppl it amand to 
FSAR (t anvlron rapt Suparsadaa 800618 list 
KERRIOAN.J, Llcanalng Branch 3 80/08/29 9pp, 


8007090923 Forwarda comments of util ravlru board ra open ittma from 
Clata IE dc pouar aya revtaw Six 1 tarns idantlftad which 
raqulr a addl clarification 

VAN BRUNT.E E ArUona Public Service Co 80/09/04 4pp 


0009190938 Adylaai that ASHE Cods Caasi N-'274 it N-279 may bo uttd in 
piping Spec 13-DM-204 aubj to conditions ra firriblc matla 
for N-274 & full weld thlcknaaa ramo-val for N-275 Coda 
caaaa ihould ba documented In FSAR 

TEOESCO, R L Ai* latent Director for Licensing 80/09/04 3pp. 


8009180934 Notification of 600929 sya raviau maatlng w/utll it Bachtal 
in Fhoanlx.AZ re equipment qualification Agenda and 
KERRIOANrJ D Liceneing Branch 3 80/09/09 3pp 


B009160S95 Notification of 800925 maatlng u/utll ti Bachtal In Phoenix. 
AZ to conduct ays review meeting re equipment qualification 
KERRIOANi J D Licensing Branch 3 80/09/12 3pp 


8009240422 Forwards Bachtal Power Corp raaponsai to outstanding open 
Items of Class IE dc power aya review Respanats are Intandad 
to rasolva outstanding concerns of DC Pouer Sya Raviau 
Board Final resolution of open items will be provided 
VAN BRUNT. E.E Arliona Public Service Co 80/09/18 i2pp 


C Utility Environmental Report (ERt. amends & corraspondanca 


8009120908 Forwards updated distribution Hit for suppl h amend to 
FSAR & environ rapt Superaadee 000618 list 
KERRIOANi J Llcanalng Branch 3 00/08/29 Spp 


8009090392 Forwards Supp 1 1 to anvlron rept for fad 1 Ity. 
VAN BRUNT.E.E Arliona Public Barvlea Co, 80/09/08 Ip 


—8009090398 Suppl 1 to facility environ rapt 

a Aricana Public Service Co. 80/09/30 S3pp 


0009230701 Forwards proof pf sve for Buppl 1 to anvlron rapt. OL stage 
required by tOCFR2. 101 ti D Elianhut 800608 Itr 
VAN BRUNT.E E Arliona Public Sarvlca Co. 80/09/19 Spp 


F Security, madlcat. amargency 9 fire prutactlon plana 


8009030262 Notifies of 800819.22 & 30 raglonal uorkshopt ra davalopmant 
of guidance for acceptable method for coping u/emerge nclas 
at facility Requaita that rapraaentat 1 ve ba aant 8ubj araaa 
to be dlicuasfrd induda function of facilities b location 
ENOELKEN. R H. Raglan 9. San Frandaco. Offlca of the Dlractor, 
80/08/12 2pp 


O. Adjudicatory corTispondanca 


8009030714 Raaponaa In opposition to PL Hourlhan.K Dahl U C Shuty 
800611 petition to Intarvana Petltionars failed to aitabliih 
standing or specify Interest Aipecta affecting patltlaners 
not Identified W/Certlf 1 cate of 8vc 

OEHH.A C , B10CDFF.C.A Arliona Public Service Co OEHR.A C Snell 
ti Wllmer 80/08/26 flpp. 


8009040276 Raaponee in support of P Hour than 800811 petition to 
Intervene 1< raquaat for haar ing. cond 1 1 1 onad on 
part Icular 1 If tion of aspects of concern Supports holding 
hearings in Phoenix area W/appaaranca tc Certificate of Sve 
KCOURREN.H J Hearing Branch 1 80/09/02 llpp 


6009080914 Notice of attah 1 iahmant of ASLD to prailda in OL 
appl Icati onii anvlron rapt U opportunity for hearing 
procaadlnga, RH Laio appointad chairman. RF Cola ti B Callahan 
members, 

LAZO. N H Atomic Bafaty and Llcanalng Board Panal 80/09/03 2pp 


H Oanaral corf aspondence 


6009100437 Ack recalpt of 800705 Itr tt forwarda Friends of the Earth 
Clais 9 petition & Director 'a daclilon oip patitlon M/o and 
8CHWENCER.A Llcanalng Branch 2 80/08/27, 2pp 


— 8009100463 Requests Director's daclalon on Friends of the Earth 
petition to consider Class 9 accidents In aupplemantal EIB 
FR1E8EHA.H P Northwestern Urtlv, 80/07/09 Ip 


6009090083 Forward e 800729 FR notice re procedural asatitanca change 
In. adjudicatory licensing procaadlngt. per 600902 talcon 
N/o end 

MCOURRENi H J Hearing Branch 1 80/09/03 Ip 
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eo072S04i<> Raspond* ifr 800^20 Itr re NRC llcenaing proctdure«> rulei o* 
prac tlce> doc lie<;inq procedu'raa l< milaetonae for facititiae 
BCHWENCER.A Llcenelng Branch 3 60/09/ 12 Soo 


H Utility Final Gafe-tg Analyiie Report (FSARl S< amende 


8009120506 Foruarde updated dietrlbvtion list ppr euppl & amend to 
FSAR & environ rcpt Superiadae 800618 llet 
KERRrOAN. J Llcenelnp Branch 3 80/08/29 Spp 


8009300402 Foruard* Amend 2 to FSAR 

VAN BRUNr4EE Arliona PuSlU Service Co 80/09/29 Ip. 


— 8009300409 Amend 2 to FGARj reepond Inp to NRC 800618 <iueetione & 
correcting tett App 140 b oversize drauings end 
• Arliona Public Service Co 80/09/29 SOOpp 


0 Inspection riports. IE Bullstlns & corrsspondanca 


8009030674 Responds to IE Bulletin 80-08. "Elam o# Containment Liner 
Penetration Ucldi " Facility design Incorporatee butt uelded 
slieve connections for continuity of containment boundary 
Slity-threa joints have been maided 

VAN BRIWr. E E Arliona Public Bervlca Co 60/07/08 2pp 


8009050499 Asquests 60-'dag oitenelon to respond to IE Bulletin 79-03A. 
"Longitudinal Utld Defecte In ASNE SA-312. Type 304 Etalnless 
Steel Pipe 

VAN BRUNTiE E Arliona Public Service Co 80/07/10 Ip 


>09180292 Formards IE Imp Repts 90-928/80-10, 90-929/ 80- 10 i< 
90-930/80-10 on 600602-27 No noncomp I lance noted 
SPENCER. O S. Region 9, San Francisco. Reactor Co'nstruc tlon 1. 
Engineering Support Branch 80/0S/09 2pp 


-8009120296 IE Insp Repts 90-928/80-10.90-989/60-10 U 90-930/80-10 on 
800602-27 No noncompl lane s noted Major artas Impectad. 
installation of Unit 1 spray pond piping I< Unit 2 dome spray 
h saderi 

DODDS. R T Region 5. San Francisco. Raactor Construction <i 
Englntering Support Branch VORDERBRUEOOEM Region 9, 9an 
Francisco. Office of the Director BO/OB/09 


E0O912O234 Rrspondt to IE Bulletin BO-16 No Rosenount Nndel 1191 l< 1192 
pressure transnil ttrrs arc ustd In any saf ety-rslated 
app 1 icallons 

VAN BRUNT. E £ Arizona Public Service Co SD/OB/ll Ip. ' 


9120496 Forwards IE Insp Repts 30-928/60-09.90-929/80-08 !• 
0-930/SO-08 on 600920-23 No no nc omP 1 lance noted 
^ENCERiO S Region &. San Francisco. Reactor Construe t loh It 
nrglnaerlng Support Branch. 80/08/12 2pp 


1009120500 IE Insp Rspts 90-928/60-00.90-329/80-08 U SO-S30/60-08 on 
800920-23 No noncomp 1 lanes noted Major areas inspected’ 
const ac tlvl 1 1 cs. preheat h post— maid traatment 6 
containment liner utldlng 

00008.R T Rtglon 3. San Francisco. Reactor Construction (i 
Engineering Support Branch ECKHARDT. J H . NARBUT. P. P. Region 9i 
San Francisco, office of the Director SO/OS/II 7pp 


9030276 Forwards Revision I to IE Bui la tin 60-19. "Fa 1 lures of 
sreury-Netted Hatris Relays in Reactor Protective Sys of 
peratlng Nuclear Powar Plants Dssigned by C-E " Mrlttsn 
ssponse reyoirad. 

WELKENi R. H Region 9. San Francisco. Office of the Director 
sO/OS/lS Ip 


>9290307 Forwards IE Info Notice 80-27. "Degradation Of Reactor 
loolant Pump Studs." No written response required 
NOELKEN. R H Region S. San Francisco. Office of the Director 
10/08/18 4pp 


'9160176 Forwards IE Circular 80-16. "10CFR50 S9 8afetg Evaluations 
or Changss to Radwaste Treatment Sys " No wrlttan response 
equlred 

NOELKENrR H Raglan 9. Sen Francisco. Office of the Director 
0/08/22 Ip 


>9190139 Forwards IE Insp Repts SO-SSB/SO-l 1. 50-929/80-11 « 
10-930/80-11 on 600610, No noncompllancc noted 
NOELKEN. R H Region S. San Francisco. Office of the Director 
10/08/22 Ip 


■8009190169 IE Insp Rspts 50-928/80-11.50-929/80-11 It 80-930/00-tl on 
800610. No noncomp 1 lanes notsd Major areas inspactsd msatlng 
to discuss results of Region 9 liconsee performenco 
evaluatl'On for Hay 1979 through Hay 1980 

ENOELKEN.R H . VDRDERBRUEOOEN Region 9, »Bn Francisco. Office .bf 
the Director 8PENCER. 0 8. Region 9. San Francisco. Rsaetor 
Construction U Engineering Support Branch 60/06/20 4pp. 


— B009I9017S Dlscusiss semiannual regional evaluation of facllttlos for 
Kay 1979 through May 1980 Llcansaa performance Is gonsrally 
satisfactory tt strong llcsnsss effort should be made to 
ensure currant h futura work Is adsquatsly controlled 
DD008.R T Region 5. San Francisco. Raactor Construction ti 
Engineering Support Branch ECKHARDT. J H. . VORDERBRUEOQEN Rtplon 
5. San Francisco. Office of the Director BO/08/20 Bpp 


— 6009190183 Confirms actions to be taken. per 790908 tclcon. ri savare 
misfit <1 distortion problems u/instal lablon of contalnnsnt 
domt liner ssgmsnts 1; currant field procedures to make fore* 
f It-ups. 

ENOELKEN.R H Region 9. San Francisco. Office of the Director. 
79/09/09 3pp 


8009120496 Forwards IE Info Notice 80-31. "Maloperatlon of Oould-Brown 
Bovsrl 480 Volt Type K-6008 1 K-DON 6008 Circuit Breaktrs " 

No written response required 

ENOELKEN.R H Region 9. Gan Francisco. Office of tha Director. 

80 /OB/27 Ip 


6 Reportabla ocebrrsneas. LERs b related correspondanca 


6009020926 Act rscslpt of final dsflcloncy rapt ra Borg-Uarnsr valve 
stem exianilon loostnlng problem 

ENOELKEN.R H Region 9, San Francisco. Office of the Director. 
80/03/19 ip 


— 8009020532 Final deficiency rept ra Borg-Warner valve stem e« tens Ian 
loosening problem Mod to correct dsflclsncy wHl be 
completed prior to startup. 

VAN BRUNT. E E Arizona Public Barvlea Co 80/07/29. 3pp. 


6009030996 Final deficlsncy rapt re undersized structural stssl fillet 
usldt Walds are sufficient to handla design loading while 
providing adequate safety margin for crack' prevention 
Dlsposltioned as not reportable 

VAN BRUNT, e E Arizona Public Service Co. BO/OB/29, app. 


— 8009030963 "Evaluation of Structural Fillet Held Bamples for Undarbeef 
Cracking. '* 

PULLINS.C. . SCHMIDT. 0 R . HACKNEY. B D. Bechtel National. Inc 
80/02/06. 30pp 


6009230673 Final deficiency rept ra failure of vertical fire daapart is 
close Investigation of closure problem determined that 
design tolerances not maintained between frame It damper 
elide Deficient frame b damper blade will be replaced. 

VAN BRUHT.E. E. Arizona Public Service Co 80/09/19 7pp. 


T. Hearing transcripts on non-antitrust matters 


8009160373 Forwards transcript of 800709 ravlau ra Class IE ac pdwar 
sys Includes dlscussllon of open Items rs review board b 
NRC unanswered questions b requests for Info. 

VAN BRUNT. E. E, Arizona Public Service Co 80/09/11 Ip. 


— 0009160379 Transcript of 800709 review re Class IE ac power syt In 
Bsthssda. HD, Pp 1-199. H/supportlng documentation 
e Ariiona Public 8srvlcs Co. 80/09/11. 279pp. 


DOCKET BTN-90-929 PALO VERDE NUCLEAR STATION. UNIT 2 


A Appllcation/consbrucblon stags documents b eorrespondtnes 


8009030285 Rasponds to 800417 rsqysst for Info re NRC Involveatnt In 
archeological data recovery activities for FY79, Comp Istsd 
questionnaire end, 

OENTON. H R. Office of Nuclear Reactor Regulation. Director. 
80/06/11. 7pp 


8009080080 Forwards draft NUREO-0696. "Functional Criteria for 
Emergency Response Facilities " Commants requested within 30 
days, Proposed implementation echadule for meeting criteria 
of NURE9-D696 and H/o NUREO 

EISENKUT.D O Division of Licensing. BO/OB/01. Ii9pp. 


8009020335 N'ot If icatlon of B008I9 meeting w/utll In BethesdaiMD to 
discuss whether auzltlary feedwater sys meets design 
criteria 

KERRIOANiU, Li earning Branch 3 80/08/14 2pp. 
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Notification of Q008S1 it 22 nesting u/util In PhoenltiAZ to 
dlocuti auclllarg foodwatar tg« rsviau 
KERRIOAM. J Lleanaln# Branch 3 e0/08/l5 3pp 


3009030911 Submit* T**poi>** to NRC G00421 Info rsquast on Catogorg 1 
naaonrg wait* •mplogad bg plants undar CP b OL ravlaio 
Drawing* i3“A“ZJD“S09 through 9Hi 13"A~ZAD-203 b 
13-A-ZA&-207 aval lab la in Cantral FI la* 

VAN BRIiNTi E E Ariiona Public Sarvice Co S0/0B/2S 3pp 


0007120300 forwards updated dl*tribution list for luppl b amend to 
FBAR b anvifon rapt 6 upar*adas 800618 list 
HERRIOAHi J Lleanslng Branch 3 80/08/29. 9pp 


8009070923 Forwards comments of util ravlaw board ro opan Items from 
Class IE dc power sgs ravleui Six itaois Identified which 
regulra add! clarification 

VAN HfiUNTtE E Ariiona Public Service Co 80/09/04 4pp. 


8007190936 Advises that ASHE Coda Casas N-'274 b N-275 mag be used in 
piping Spec 13-0H-204 subj to conditions ra ferritic mails 
for 11-274 b full weld thickness ramoval for N-279 Cod'a 
casac should be documantad in F 8 AR 

TEPE8C0.R L Afflstant Diractor for Cleansing 80/O9/04 3pp 


BOC7IS0934 Notification of 800929 sys ravlaw msetlng w/utll b Bechtel 
In PhoanixiAZ ra attulpmant aual if Ication Agenda and 
K^RIOANtJ 0 Licensing Branch 3 80/07/09 3pp 


3009160999 Notification of B00929 meeting w/util b Bechtel In Phoanii> 
AZ to conduct s«* ravlaw masting ra equipment gual If Ication 
K£RN I<WM< «i. 0 Llcanilng Branch 3 80/09/12 3pp 


0009240422 Forward# Bachtal Power Corp rasponie* to outstanding open 
Itaaia »f Class IE dc pouar sys ravlaw Rasponset are Intended 
to rasolvo outstanding concarn* of DC Power Sys Review 
Board. Final resolution of open Itams will ba provided 
VMi BiilUNTrE.E Ariiona Public Service Co 80/09/18 12 pp 


C Utility Environmental Report (ER)> amends b correspondence 

BOO91S09CB Forwards updated distribution list for suppl b amend to 
FBAR b environ rapt Supersedes 000618 list 
KERRIOANi J. Licensing Branch 3 80/06/29 9pp 


8009070392 Forwards Suppl 1 to environ rapt for facility 
VAN BRUNTiE E Ariiona Public Service Co 80/09/08 Ip 


— 8009090398 Suppl 1 to facility environ rapt. 

a Ariiona Public Service Co 80/09/30 93po 


19009230701 Foruarde proof of ave for Suppl 1 to environ reptiOL stage 
raqulrad by tOCFR2. 101 b D Eisenhut 80060B Itr 
WAN BRUNT. E. E Ariiona Public Sarvlee Co 80/09/19 9pp 


F. Security, medical, emergency fc fire protection plan* 


3009030862 Netlflas of 800819.22 b 30 regional workshop* re davelopment 
of guidance for acceptable method for coping u/omergenclas 
at facility. Requests that rsprssentattva be tent Subj areas 
to be discussed include function of facilities b location. 
ENOELKEN.R.H Region S. San Francisco. Office of the Director 

00/08/12. 2 pp. 


7. Adjudicatory correspondence 


>009030714 Response In opposition to PL Hourlhan.K Dahl b C Shuey 
000811 pstltlon to inteVvoni Petitioners failed to establish 
standing or specify Interest Aspects affecting petitioners 
not Identified U/Certlf Icate of Svc. 

&£HA>AC,t BI8C0FF.C.A Arlione Public Service Co OEHR.A C. Snell 
& NI Imer 80/08/26 Opp 


>009040276 Response in support of P Hourlhan 000811 pstltlon to 
Intervene b request for hearing, conditioned on 
partlcularliatlon of aspects of concern. Supports holding 
hearings In Phoenli area. U/appcarance b Certificate of Svc 
I9C0URREN,H.^/ Hearing Branch 1 80/09/02 11pp. 


•009080914 Notice of establishment of A 6 LB to preside In OL 
■pplicatlons. environ rept b opportunity for hearing 
proceed Inge. RM Lazo appointed chairman. RF Cola b B Callahan 
members 

LAZOiH N Atomic Safety and Licensing Board Panel BO/09/03 2pp, 


H General correspondence 


S009t00497 Ac k receipt of 800709 Itr b forwards rriends of the Earth 
Class 9 petition b Director's decision on petition U/o end 
SCHWENCER.A Licensing Branch 2 80/08/27 2pp 


— 6009100463 Request* Dirsetor 's decision on Frltnds of the Earth 
petition to consider Class 9 accidents in supplemental EIS 
FRIE8EI1A.N P Northwestern Univ 80/07/09 tp 


B009050083 Forwards 800725 FR notice re procedural assistance change 
in adjudicatory licensing proceedings, par 800902 talcon. 

U/o end 

HCOURREN. M J HeaTlng Branch 1 BO/09/03. Ip 


8009250466 Responds to 800620 Itr rs NRC licensing proc e durst, rul* s of 
practice, docksting procedures b milestones for facilities 
8 CHWENCER.A Licensing Branch 3 60/09/12 2pp 


K Utility Final Safety Analysis Report (FSARt b amsndt 


8009120308 Forwards updated distribution list for suppl b emsnd to 
F 8 AR b environ rspt Supersedes B00618 list 
KERRIOAM. J Licensing Branch 3 00/08/29. Spp 


8009300402 Forward* Amsnd 2 to FSAR 

VAN BRUNTiE E Ariiona Public Service Co QD/07/29 tp 


— 8009300409 Amend 2 to FSAR. responding to NRC 800618 questions b 
correcting teit App 148 b oversize draulrigi anc 1 
* Ariiona Public Ssrvica Co 80/09/29 300pp 


Q Inspection reports. IE Bulletins b carretpondtnce 


8009030674 Responds to IE Bulletin 80-08. “Exam of Containment Liner 
Penstration Ueldt " Facility design ineorporatss butt wtldtd 
tletvs connections for continuity of containment boundary 
Slxty-threa joints have bean weldad 

VAN BRUNT, e E Ariiona Public Service Co. 80/07/0B 2pp 


3009050499 Requests 60-day extension to respond co- IE Bulletin 79-03Ai 
"Longitudinal Ueld Oafsets In ASHE SA-3i2.rypo 304 Btalnlsss 
Steal Pipe " 

VAN BRUNT, e.E Arizona Public Service Co B0/O7/IO, Ip 


B009120292 Forward* IE Intp Ropti 50-528/80-10,30-929/80-10 b 
30-930/80-10 on 600602-27 No noncompl lance noted 
SPENCER. G a Region 9, San Francisco. Reactor Construction b 
Englnsaring Support Branch 00/08/05 2 pp 


— 0007120276 IE Insp Repts 50-528/80-10.50-529/80-10 6 90-930/80-10 on 
800602-27 No none amp 1 fance noted Major areas inspected; 
installation of Unit I spray pond piping b Unit 2 dome spray 
headers 

DOOOSrR T Region 9. San Francitca. Reactor Construction b 
Engineering Support Branch UORDERBRUEGOEN Region 5. San 
Francisco. Office of the Director 80/08/05 6 pp 


8009120234 Responds to IE Bulletin 80-16 No Rotemount Modal 1191 b 1152 
pressure transmitter* are used In any saf ety-rolatsd 
application* 

VAN BRUNTiE E Arizona Public Strvice Co 80/08/11 Ip. 


8009120496 Forward* IE Insp Repts 90-528/80-08.90-529/80-08 b 
90-930/80-06 on 000520-23 Mo noncomp 1 tanc e noted 
SPENCER, 0 8 Region 3. San Francisco. Reactor Construction b 
Engineering Support Branch 80/00/12 2pp 


- 1009120500 IE Insp Repts 90-528/80-00.50-929/80-00 b 90-530/80-08 on 
800920-23 Mo noncomp 1 lance noted Major areas Inspected 
const activities, preheat b post-weld treatment b 
containment liner welding 

DODDS. R T. Region 5, San Francisco. Reactor Construction b 
Engineering Support Branch. ECKHARDT.U H . WARBUT.P. P Region 9. 
San Francisco. Office of the Director 60/08/11 7pp. 


0009030276 Forwards Revision 1 to IE Bulletin 80-19. "Failures of 
Ktrcury-Uette<r Matrix Relays in Reactor Protective Bgs of 
Operating Nuclear Power Plants Designed by C-E " Urttten 
response required 

ENOELKEN. R H Region 9. San Francisco, Office of the Director 
80/08/19 Ip 


8009290307 Forwards IE Info Notice 80-27. “Degradation of Reactor 
Coolant Pump Stud* " No written response required 
ENOELKEN. R H Region 9, San Francisco, Office of the Director 
80/08/18 4pp 
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DOCKETED ITEMS 


80091&0i7a Forwards IE Circular BO-ia, " 10CFR50 59 Safaty Evaluation* 
far Changas to Raifuatta Traatircnt Sy* “ Ho uritten ra«pon*a 
re(t.ulred 

EMOELKEN) R H Rag ion S< San Franclicnt Off lea of tha Dir actor 
eo/0B/»2 ip 


5009190159 Forwarii* IE ln*p Rapt* 50-528/00-11, 50-529/80-11 U 
50-530/80-11 on SOOdilO No none ompl i anca noted 

ENSELKEM, R H Region 5> San Franc i*coi Office of the Director. 
80/0B/2Z 1 p 


— 8009190169 IE In*p Rapt* 50-520/80-11.50-529/80-11 S< 50-530/80-11 on 
800610 Mo noncompllance noted Major area* intpected neetlng 
to di*cue* ra*ult* of Region 5 llcancea perforinanee 
evaluation for Hag 1979 through Kay 1980 

EMOECKEN. R H ■ VOROER8RUEOCEN Region 5, San Franelaco, Office of 
the Director SPENCER, 0 S Region 3, San Francisco. Reactor 
Construction & Engineering Support Branch 80/08/20 4pp 


— 8009190178 Discuss** semiannual regional evaluation of facilities for 
Hay 197? through Mey 1980 Licensee p erformeriee Is generally 
satisfactory & strong licensee effort should be made to 
ensure current t< future uork is adequately controlled 
OOODSiR r Region S, San Francisco, Reactor Construction & 
Engineering Support Branch ECKNARfiT.J H , VORDERBRUEOOEN Region 
S, San Francisco, Office of the Director 80/08/20 Gpp 


30091204S6 Foryardi IE Info Notice 80-31, “Haloperation of Oould-Droun 
Qovari 480 Volt Type K-600S ti K-DQN 600S Circuit Draakers " 

No uritten response required 

ENOELKEMi R H Region 5, San Francisco, Office of the Director 
80/08/27 1 p 


1 Reportable occurrences, LERs b related correspondence 


1009020528 Act receipt of final deficiency rapt re Sorg-Marner valve 
stem extension loosening problem 

ENOELKEM, R.H Region 5, Sen Francisco, Office of the Director 
00/08/15 Ip 


--B009020532 Final deficiency rapt re Borg-Herner valve stem eitenslon 
loosening preblemhfod to correct deficiency will be 
completed prior to startup 

VAN ORI/NT.E E Arizona Public Service Ce 80/07/29 3pp 


8009&30SS6 Final deficiency rept re undersiied structural steal fillet 
weld's Welds are sufficient to hanifle design loading while 
providing adequate safety margin for crack prevention 
Di spositioned a* not reportable 

VAM BRUNT, E E Arizona Public Service Co 89/08/85 6pp 


— 8009030S63 "Evsluation of Structural Fillet Weld Sample* for iinderbead 
Cracking '• 

PUUUINS,C , SCHMIDT, 9 R . HACKNEY, B D Dechtel National, Inc 
80/02/06 30pp 


8009230633 Final deficiency rept re failure of vertical fire dampers to 
close Investigation of closure problem determined that 
deeign tolerances not maintained between frame ti damper 
slide Dtficient frame b: damper blade will be replaced 
VAN BRUNT, E E Arizona Public Service Co 80/09/15 7pp. 


0009300333 Final deficiency rept re dowel omnission from concrete wall 
pour* of control bldg Condition li being corrected following 
approved deposition to drill U grout required dowels into 
wall follotulng design drawing requlrtmenb 

VAM BRUNT, E E Arizona Public Service Co 80/09/24. 3pp. 


T Hearing transcripts on non-antitrust matter* 


8009160373 Forwards transcript of B00709 review re Clase IE ac power 
sys Includes diicussiion of open items re review board b 
NRC unanswered questions b requests for info 
VAN BRUNT. E E. Arizona Public Service Co, 80/09/11, ip 


—8009160379 Transcript of 600709 review re Class IE ac power *y* in 
BethesdaiHD Pp 1-195 M/supportlng documentation, 

* Arlinna Public Sirviee Co BO/09/I1 273pp. 


DOCKET STN-SO-330 PALO VERDE NUCLEAR STATION, UNIT 3 
A Appl Ication/construetion stage documents b correspondenc* 


S009030285 Responds to 000417 request for Info rs NRC Involvement In 
archeological data recovery activities for FY79. Comp 1 etad 
questionnaire end 

D£NTON,H R Office of Nuclear Reactor Regulation, Director 
BO/06/11 7pp 


8009080080 Forward* draft NUREO-0696< “Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
day* Proposed implementation schedule for meeting criteria 
of NUREO-0696 end H/o NUREO 

E1BENHUT,D 0 Division of Licensing 00/08/Ot H9pp 


8009020335 Notification of 800815 meeting u/utd in BethesdaiHD to 
discuss whethsr auzlllary fsedwater sys meets design 
cr 1 terla 

KERRIOAN, J Licensing Branch 3 80/08/14 2pp 


0009120551 Notification of 800821 b 22 meeting w/util in phosntPjAZ to 
discuss audllary feedwater sys review 
KERRIOAN.J Licensing Branch 3. 80/08/13 3pp 


6009030511 Gubmits response to NRC 800421 info request on Cate^arv i 
masonry walls employed by plants under CP b OL review 
Drawings 13-A-ZUD-SO? through 51 1, 13-A-ZAD-203 b 
13-A-ZAD-807 available in Central FI las 

VAN BRUNT, E E Arizona Public Service Co 80/08/25 3pp. 


8D09120508 Forwards updated distribution list for suppl b amend to 
PBAR b environ rept Supersedes 000618 list 
KERRIOAN.J Licensing Branch 3 80/08/23 5pp 


6009090523 Forwards comments of util review board re open Itemi frees 
Claes IE dc power sys review Slz items identified which 
require addl clarification 

VAN BRUNT, £ E Arizona Public Servica Co 00/09/04 4pp 


6009150538 Advisss that ASME Code Cases N-274 b N-27S may be used in 
piping Spec 13-DK-204 subj to conditions re ferritic matls 
for N-274 b full weld thickness rsmoval for N-273, Code 
cases should be documented in F8AR 

TEOESCDiR L Assistant Director for Licensing. 80/09/04 3pp, 


8009180534 Notification of 800925 sys review meeting w/utit b Dachtei 
in Phoenii.AZ re equipment qualification Agenda and 
KERRIOAN.J 0 Licensing Branch 3 80/09/05. 3pp 


6009160S9S Notification of 600925 meeting w/utll b Bechtel in Phoants, 
AZ to conduct sys review meeting re equipment qual if ication. 
KERRIOAN.J 0 Licensing Branch 3. 80/09/12, 3pp 


6009240422 Forwards Bechtel Power Corp responses to outstanding open 
Items of Class IE dc power sys review Response* are intended 
to rasalvi outstanding concerns of DC Power Sys Review 
Board. Final resolution of open items will be provided. 

VAN BRUNT, E E. Arizona Public Service Co 00/09/18 tSpp 


C UtlHty Environmental Reoort (ERI, amends b corraspondanca 


B009090392 Forward* Suppl 1 to environ rept for facility. 
VAN BRUNT, E E Arizona Public Service Co 00/09/08 Ip 


"8009090398 Suppl 1 to facility environ rept. 

* Arizona Public Service Co. 80/09/30. 53pp 


6009230701 Forwards proof of tve for Suppl 1 to environ rept, OL ata-ga 
required by 10CFR2 101 b D Elsenhut 80060B Itr 
VAN BRUNT, E E Arizona Public Service Ce 80/09/15 Spp. 


F Security, medical, emergency b fire protection plans 


8009030262 Notifies of 600819,22 & 30 regional workshops re dsvelopsitnl 
of guidance for acceptable method for coping w/emsrgencias 
at facility Request* that representative be sent Subj areas 
to be discussed Include function of facllttle* b location. 

ENOELKEN, R H Region 3, San Francisco, Office of the Director. 

80/08/12 2pp 


0 Adjudicatory correspondence 


8009030714 Re*pon»e in opposition to PL Hourlhan.K Dahl b C Bhuey 
eOOSll petition to intervene Petitioner* failed to astahllth 
stendlng or specify Interest Aspects affecting petltionar* 
not Identified, M/Cert If leate of Sve 

OEHR.A C , BISCOFF, C A Arizona Public Service Go OEHR, A.C. Bnall 
b Kilmer 80/08/26 Opp, 


8009040276 Response in support of P Hour than 600811 petition to 
intervene b request for hearing, conditioned on 
partleu lar Iza tion of aspects of concern Supports holding 
hearings in Phoenlz area H/appearance b Certificate of Sve. 
KCeURREN, H J Hearing Branch 1 80/09/02 tlpp 


DOCKETED ITEMS 


29B 


BQ09080514 Notlc* of ••tabllihmfut of ASLB to priKldo in OU 
opplleotion*' tnvlron ropt (< opportunity for hoorlng 
procoodlnpo Lato appolntad chairtnaniRF Cola tn B Callahan 
■affibar « 

LAZOiR K Atonic Safaty and Llcanilng Board Panal 0O/O9/C3 Spp 


H Oanaral corraapondanco 


S009100497 Act racaipt of 600709 Itr li foruarda Frianda of tha Earth 
Claaa 9 patltlon U Olractor'a daclalon on petition M/o and, 
BCHUENC£R> A Llcanalng Branch 2 60/06/27 2pp 


— 00091004&3 Raquaata Dlractor'a daclalon on Frianda of tha Earth 
patitlon to conatdar Claaa 9 accldanta in aupplatnantal EIB 
FRlEBrtA. HP Northuaatarn L'nlv B0/07/0S Ip 


6009090063 Forwarda 600723 FR notice ra procedural asaiitanca change 
in adjudicatory llcanalng procaad Inga/ par 600902 telcon 
U/a and 

MCOtlRREN) M J Hearing Branch 1 00/09/03 Ip 


6009290466' naaponda to 600620 Itr ra NRC llcanalng procsduriai rulaa of 
gractlce> docketing proceduraa (< ml lee tonaa for facllltiaa 
BCHMENCERi A Llcanalng Branch 3 80/09/12 2pp 


K Utility Final Safety Analyali Report (F 8 ARI tt amende 


6007120906 Forwarda updaceo dtetrlbution Hat for auppl t* amend to 
F 8 AR & environ ript Superiedea 600618 Hat 
KERRIOAfft J. Llcanalng Branch 3 60/06/29 9pp 


6009300402 Foruarda Amand 2 to FBAR. 

VAM BRUHTtEE Arltona Public Bervict Co 80/09/29 Ip. 


— 6009300409 Amend 2 to FBARt raipondlng to KRC B0061B quaatloni b 
correcting teit App t4B 6 overaite drauinga and 
• Arliona Public Service Co 60/09/29 300pp 


Q Inepaction reportai IE Bulletina b corraapondance 


6009030674 Reaponda to IE Bulletin 8 O-O 81 "Etam of Containnint Liner 
Penetration Haldi, *' Facility daalgn incorporatai butt uatdad 
aleeva connactlona for continuity of containment boundary 
Blaty-thrae jolnta have bean ualded 

VAN BROnTi E E Arliona Public Barvlce Co, 80/07/06 2pp 


8009090499 Raquaata AO-day aitenalon to raapond to IE Bulletin 79-03Ai 
'Longitudinal Maid Dafacta In ABME 8A-312, Type 304 Btalnlaia 
Steal Pipe. ” 

VAN BRUNTiE E Arizona Public Service Co 60/07/10 Ip 


6009120292 ForUarda IE Imp Rapti 0O-92B/BO-t0i 90-929/80-10 & 
90-930/80-10 on 600602-27. No noneompl lance noted, 

BPENCERiO 8 . Region 9i Ban Franc lacoi Reactor Conetructlon & 
Engineering Support Branch 60/08/09 2pp. 


--B0091B0296 IE Imp Ropta 90-928/60- lOi 90-929/80-10 If 30-930/60-10 on 
800602-27. No noncomp 1 lance noted, Major araat Inapactad 
inatallatlon of Unit 1 apray pond piping It Unit 2 doma apray 

header I, 

DODDSiR. T. Region 0i Ban Franclacoi Reactor Conatruetton S< 
Engineering Support Branch. VORDERBRUEOOEN Region 9i 8 an 
Franciacot Office of tha Director 80/08/09. 6 pp, 


8009120234 Raipondi to IE Bulletin 80-16 No Roaamount Model ItSl t< 1192 
praiture tranimlttara are uaad In any aafaty-relatad 
appllcotlona. 

VAN BRUNTiE E Arliona Public Servica Co 60/08/11 Ip. 


6009120496 Foruarda IE Imp Rapta 90-528/80-08. 90-929/80-08 b 
90-930/60- DB on B00820-23 No noncomp 1 lance noted 
8 P£NCERiO 8 Region 9i San Frandacoi Reactor Conatructlon It 
Engineering Support Branch. 80/08/12 2pp 


—6009120900 lE Imp Rapta 90-520/80-08.90-929/80-08 b 90-930/80-08 on 
800920-23 No noncomplianca notad Major ariaa Inipeeted' 
conit aettvitiaa. preheat b poat-ueld traatmant b 
containment liner welding 

DODDBiR T. Region 9i San Francltcoi Reactor Conatructlon b 
Engineering Support Branch. ECKHARDT. 0 H . NARDUT. P P, Region 9. 
Ban Frandtcoi Office of tha Director BO/OB/ll. 7pp 


8009030276 Forwarde Raviaton 1 to IE Bulletin 80-19. ''Fpiluree of 
Mercory-Mettad Matrix Rtlayi In Reactor Protective 8 ye of 
Operating Nuclear Power Planta Dealgned hy C-E. “ Written 
reeponaa required, 

ENOELKEN.R.H Region 9. San Frandico. Office of the Director. 
aO/08/19. ip. 


8009290307 Forwarda IE Info Hot ice Q0-27i "Degradation of Reactor 
Coolant Pump Studa " No written reapona* required 
ENGEL KEN ■ R H Region 3> San Franc taco. Office of tha Director 

BO/OB/ia. 4pp 


8009160178 Forwards IE Circular 80-18. "lOCFRSO 99 Safety Evaluationa 
for Chengei to Radwaite Treatment By i No written raaponae 
r q qu I T B d 

EMOELKEN. R H Region 3i San Franclaco, Office of the Director 
80/08/22 Ip 


8009190199 Forwards IE Imp Repta 50-928/80-11. 50-329/80-11 b 
90-530/80-11 on 600610 No noncompliance noted 
EMGELKENi R H Region 5. SanFranciaco. Office of the Director 
80/08/22 Ip 


—8009190169 IE Insp Repti 50-928/60-11.90-829/80-11 b 90-930/60-11 on 
600610 No noneompl lance noted Major areas inspected meeting 
to dlacuss results of Region 9 llcenaae performance 
evaluation for May 1979 through May 1980 

ENOELKEN.R H . VORDERBRUEOOEN Region 5. San Franc iaco. Office of 
the Director SPENCER.O S Region 9. San Francisco. Reactor 
Construction b Engineering Support Branch 60/08/20 4pp 


— 8009190178 Dlacuasea semiannual regional evaluation of facilities for 
May 1979 through May 1980 Licensee performance la generally 
■atlsfactary b strong llcinaae effort should be made to 
eniure current b future work la adequately controlled 
□ODDS. R T Region 5. San Francisco. Reactor Conatructlon. b 
Engineering Support Branch ECKHARDT. J H . VORDERBRUEOCEN Region 
9. 6 an Franciica. Office of the Director SO/OS/RO 6 pp 


8009120496 Foruarda IE Info Notice 80-31. "Mai opera tion of Oould-Brown 
Boverl 480 Volt Type K-600S b K-DON 6006 Circuit Breakers " 

No written response required 

EHOELKEM, R H Region 5. San Francisco. Office of the Director 
80/08/27 Ip 


a. Reportable occurrences. LERi b related correspondence 


8009020528 Ack receipt .of final deficiency rept ra Borg-Uarner valve 
stem extension loosening problsm 

ENOELKEN. R H Region 9. San Francisco. Off lea of tha Director 
80/00/19 Ip 


— 8009020932 Final deficiency rept re Dorg-Warnar valve stem aitanaion 
loosening problem Mod to correct deficiency will be 
completed prior to startup 

VAN DRUNT.E E Arliona Public Service Co. 60/07/29 3pp 


S009030956 Final deficiency rapt re undersized etructural ateel fillet 
welds Weldi are lufflcient to handle design loading while 
providing adequate safety margin for crack prevantion. 

D1 ipos 1 1 1 oned as not reportable 

VAN BRUNTiE E Arliona Public Service Co 60/06/25 6 pp 


— BD09030963 “Evaluation of Structural Fillet Wald Samples for Underbeai 
Cracking " 

PULLINB.C 1 aCHMIDT.O R . HACKNEV.S.D Bechtel National. Inc, 
80/02/06 30pp 


8009230693 Final deficiency rept re failure of vertical fire dempara to 
clota Inveatl gatioft of cloaura problem -datermlned that 
daalgn to-lerancea not maintalTiad between fraime b damper 
si 1 da, Daf ic lent frame b damper blade will be replaced. 

VAN BRUNT. E,E Arliona Public Barvlce Co 80/09/19 7pp 


T Hearing tranicrlpta on non-antltrust matters 


8009160373 Forwards transcript of 800709 review re Claee !E ec power 
aya. Includes diacusillon of open items re review board b 
NRC unanawered questions b requests for info. 

VAN BRUNT.EE Arizona Public Sarvlee Co 80/09/11 Ip. 


— 8009160379 Tranicrlpt of 800709 review r* Claaa IE ac power sya In 
Betheada.HD Pp 1-199. M/supp or ting documentation 
* Arizona Public Service Co, 80/09/11 275pp 


DOCKET 30-536 0080EN 


P, Operating license stage documents b correspondence 


8009260466 Application by 0£ to amend llcenee to export U to 
Bwltierland by adding Fabrlcailonl Nuclearl as In termed lata 
consignee, 

WOLFE. 0. Oenaral Electric Co. 80/09/16 2pp 
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DOCKETED ITEMS 


DOCKET 50-9^7 CLINCH RIVER BREEDER REACTOR 


A Appl IcAtion/eonttructiDii stage documents i carrcspondlnct 


8009020014 ForoiaPds "CJlncIi Ri>'«r Breeder Reactor Plant Fuel Assembld 
Structural Analysis in Support of Final Design R*vieii(< " as 
partial response to Question 7 of TP Speis 751006 Itr Addl 
rapt uill be submitted 

COPELANDtR L EnergyiDept of* Clinch River Breeder Reactor Plant 
ea/0B7S2 Ip 


— B0090a00'17 "Clinch River Breeder Reactor Plant Fuel Aseemlitv Strueturel 
Analysis In Support of Final Design Revieii " 

PREVENSUIK, T, V , SANE, A D , BlTKEfl.J L Westloghouti Electric 
Corp CRDRP'ARD-0204 78/01/31 3B9pp 


B Utility Preliminary Safety Analysis Report, amends 


8009020002 Amend to application for OL Forwards Amend S6 to PBAR 
COPELAND, R L Energy>Dept of. Clinch River Breeder Reactor Plant 
80/08/29 4pp 


— 8009020003 Amend 56 to PSAR 

* EnergyiOept of. Clinch River Breeder Reactor Plant 90/09/29 
I25pp. 


B009090549 Forwards affidavit confirming distribution of Amend 56 to 
PSAR to designated local public officials 6 ripreeentativas 
of £PA 

COPELAND, R L Energy, Dept of 80/09/05 2pp 


0009090575 Forwards affidavit confirming distribution of Amend 36 to 
facility PSAR to EPA k local officials Related 
correspondence 

'COPELAMO,R L EnergyiOept of. Clinch River Breeder Reactor Plant 
eO>/09/OS 2pp 


0 Adjudicatory carrefpondence 


0009300074 Responds to NRC 800513 graduated recltsion of 790018 oritr 
k requests partial lifting of order Confirming suspension of 
const Util has completed activities prerequisite for receipt 
insp . _ 

SHIELDS. B W Public Service Co of Indiana. Inc 80/08/Sf» app 


8009180226 Forwards Director's decision under 10CFR2 206 dintflng 
Save the Valley request for action re rssumptlon of wort at 
facility 

OENTON.H R Office of Nuclear Reactor Regulation, Director* 
BO/OV/02 4pp 


— 8009180232 Director's dsclsion under 10CFIi2 806 denying Sava the Vail* 
request for action re resumption of uork at facility 
Evidence of cstenslon of fault lone towards plant site <• 

Inconclusive 

DENTON, H R Office of Nuclear Reactor Regulation. Olrectot'. 

80/09/02 6pp. 


—8009180237 Notifies of 771189 site vidlt to examine foundation natle 
in response to NRC request, Ksmoraniiuin rept on visit and 
SROWNiF R. Army, Dept of. Corps of Cnglnsers. 77/12/18 3pp 


— 8009160242 Notlcs of issuance of Director's decision under lOCFflO 8M 
DENTON, H R Office of Nuclear Reactor Ragulatlan. Director 
80/09/02 2pp 


8009260467 Order granting extenelon until 801006 for CommiseioTT to 
elect whether to review Director's decision under 
10CFR2 206 

CHILK, 3 J Office of the Becretary of the Commission BQ/0''?/S3 

Ip 


H Oeneral corrsspondonee 


DOCKET 8TN-50-346 MARBLE HILL NUCLEAR 8TATI0N, UNIT I 


A App licat 1 on/constructian stage documents k correspondence 


9009060080 Forwards draft NUREC-0696, "Functional Criteria for 
Emergency Response Facilities " Comments requested within 30 
days Proposed Implementation schedule for meeting crlterie 
of NUREO-0696 end M/o NUREO 

EISENHUT. 0 Q Division of Licensing 80/06/01 tl9pp 


B009180533 Submits addl characterl rations of two Categories of surface 
irregularities identified k mapped in accordance w/const 
verification program 

SHIELDS, 8 U Public Service Co of Indiana, Inc 80/08/13 3pp 


3009160521 Submits clarification Sc commitments on repairs It evaluations 
for concrete patches k repair areas identified to date It 
which may bo Identified in future 

SKlELOBiS H Public Service Co of Indiana, Inc 60/08/25 Spp. 


8009090574 Forwards organ! letlona I changes revising organisation 
dtscrlptlon In QA program 

SHIELDS.S U Public Dorvlcs Co of Indiana. Inc 60/09/02 Ig 


-8009090580 Organisational changas revising QA program. New organitmllei 
charts re project, project englnterlng. project const, pro jec t 
control, project admlni stratlon. QA It project testing encl. 

• Public Service Co. of Indiana, Inc 60/09/02 9pp 


S009300432 Advises that UN Patro assumed full responsibilities «« 
project director effective 000919 

SHIELDS.S U Public 6crvlcc Co of Indiene. Inc 80/09/23. Ip 


Q Inepecblon reports. lE UuHevti.s & correspondence 


8009150172 Forwards IE Insp Rapts 30-846/00-25 «< 80-347/80-23 osi 
800601-30 No noncompliance noted 

FIORELLI.O Region 3, Chicago. Reactor Construction fc Enplnewrlng 
Support Branch 80/07/28 2pg. 


}00i9030500 Requests thet NRC forward nomination form to Keepor of 
Matl Register for final determination re ellglbUltu of 
KcMlall Stone Fort (Site 12 JE 4) located at planned power 
location along Marble Hlil-Columbut tranemission Una 
SHIELDS.S W Public Service Co of Indiane. Inc BO/Ofl/27 app 


9009860071 Submits Interim actions for plant operation, pend Ing final 
resolution at ATW3 Emergency operation procedural review 
may include NRC site visit prior to isiuanco of OL 
TEOESCO.R.L Assistant Director for Licensing 80/09/12, Spp 


8009270511 Forwards *>Const k Natl Verification Program.” final root 
rviulti k conclusions of OA progr^n ptr App It*<n 
C, I ft 2 6 Item D, 1 b 2 of V Stello 600515 graduated 
r scission order 

SHIELDS.S W Public Service Co of Indiana, Inc 80/09/12 2pp 


0009290513 "Const (t Hetl Verification Program.” final rept 
* Public Service Co of Indiana, Inc 80/09/30 725pp 


—8009150177 IE Inep Repts 30-546/60-25 I, 30-347/80-29 on 800601-30. 
No noncompllanco noted Major areas Inepocted auxiliary bldg, 
fuel handling bldg, Unite 1 fe 8 contalnflients It etorage It 
maint facilltlei for f af aty-relatod Iteme 

WILLIAMS, C C , HARRISON, J J Region 3, Chicago. Offlca of the 
Director 00/07/23 4pp 


8009110764 Forwards JE Inep Repts 30-346/80-21 It 30-547/60-21 oei 
800603-06 It 0707-11 No noncompllanco noted 

FIORELLt.O Region 3. Chicago. Roactor Construction tc Englnearlng 
Support Branch 80/07/31. 2pp 


—8009110769 IE Insp Repts 30-346/80-21 It SO-347/BO-21 on 800603-06 * 
0707**ll No noncocip 1 ianco riotod Najot* 4 r>Af inwptc^ttd 
blasting work, completed ESP line backfill work 6 const 
verification procedures 

HAVES, D W Region 3, Chicago, Reactor Construction It Englnewrlnp 
Support Branch HAWKINS, F C. , HARRIS. J R. Region 3, Chlcego*. 
Office of the Director 80/07/29. 6pp 


F Security, medical, emergency It fire protection plans 


Evaluation Criteria J 6 

NVREO 0654/FEMA-fiEP-l, in response to 800710 request Criteria 
apply to staff remaining onsite during radiological 
emergency Language will be clarified 

CRIMES, 6 K Emergency Preparedness Program Office 00/00/26 1 


8009180211 Forwarde IE Insp Rapts 00-546/80-24 it 50-547/60-24 on 
800624-27 No ndneomp 1 lance noted, 

KEPPLER.JO Regions, Chicago, Office of the Director 00/09/03 

2pp 


-8Q0916022I IE Insp Repts 30-346/00-24 t, 50-347/80-24 on 000624-27. No 
noncofflpllance noted Major areas inspected OA/QC insp 
personnel qualifications k relationship between project QA 
manual I. ASME QA manual 

FIORELLI.O Region 3. Chicago. Reactor Construction k Englneprlng 
Support Branch SCHMEIBIMZ.E R . HARRISON. J. J Region 3. Chjtcagp, 
Office of the Director 80/08/04 llpp. 



DOCKETED ITEMS 


2S 


B0091S09M Forward* IE In«p R*pt« 80-S46/B0-23 «i 50-847/00-23 on 
OOC610'13> 16-20 b 26-27 6 -nofclc* of violation 

FIORELLliO Region 3f Chle«ao> Reactor Conetructlon t< Engineering 
Support Branch 00/08/07 2pp 


—0009190600 NoUce of violation from Insp on 000610-12, 16-20 << 26-27 
• Realan 3, Chicago, Office of *'>>• Director 00/03/03 Ip 


—8009190602 IE Imp Repti 30-346/00-23 << 30-547/30-23 on 800610-12, 
16-20 t< 26-27 Noncomp 1 lance noted failure to follou 
procedure* in Implementation of Special Proceei Procedure 7 
SCHUCtaiNZ, E > ERB, C H . CORDERO, Z C Region 3, Chicago, Office of 
the Director 80/09/03 llpp 


0009030213 Forwarde Revlelon 1 to IE Bulletin BO-19, "Failurei of 
Hercurg-Metted Matrix Relags In Reactor Protective By* pf 
Operating Nuclear Power Plant* Designed bg C-E " Nrltben 
retponee raq.ulred 

KEPPLERol 0 Region 3, Chicago, Office of the Director 00/00/13 
If 


8009290104 Foruiard* IE Imp Rept* 30-546/00-27 «< 30-347/00-27 on 
800717-18 No noncompliance noted 

FtORELLIiO. Region 3, Chicago, Reactor Conitructlon & Engineering 
Support Branch 80/08/19 2pp 


—0009290107 IE In*p Rapt* 30-346/00-27 fc 30-347/80-27 on B00717-t8 No 
noncompliance noted Major area* inspected technical ade^iuacg 
of util action ra Marble Hill concrete issue 
HAUKINS.F. C , HAYES, D U Region 3, Chicago, Office of the 
Director aO/OB/lB 3pp 


6009290110 Forward* IE ln*p Rept* 30-346/80-29 & 90-347/80-29 on 
600729-0601 No noncomp 1 lance noted 

FIORELLIiO Region 3, Chicago, Reactor Construction t< Engineering 
Support Branch 00/00/19 2pp 


—000929011-4 IE ln*p Rept* 30-846/00-27 It 50-347/80-29 on B00729-0B01. N( 
noncomp 1 lane e noted. Major area* Inspected nondestructive 
ciamlnattan, lab equipment It procedure*, perconnel 
certification* Si radiographs of field welds 
SCHAPKERiJ F Region 3, Chicago, Office of the Director 
OANIEl-SON, D. H Region 3, Chicago, Reactor Conitructlon Si 
Engineering Support Branch 00/08/18 6pp. 


0009170436 Forwarde IE Circular SO-18. "10CFR30 59 Baftty Evaluations 
for Chang** to Radwatte Treatment Sg« '■ No written response 
required. 

KEPPLER, vf. W Region 3, Chicago, Office of the Director BO/OS/22 
Ip 


8009230079 Forwards IE Info Notice B0~31> “Haloperatlon of Oould-Broun 
Bavari 480 Volt Tgpa K-6008 S. K-DON 6008 Circuit Braakert'" 

Ho written rasponee required 

KEPPLER.J O Region 3, Chicago, Office of the Director 00/00/28 
Ip 


60092S0447 Responds to IE Bulletin 80-19, "Failures of Mercurg-Wetted 
Matrix Relay* In Reactor Protective By* of Operating Nuclear 
Power Plant* Datlgned by C-E " No mercurg-wetted rclags ere 
being used in reactor protactlon eg* 

SHIELDS, 8 M Public Service Co of Indians, Inc GO/OB/SB Ip 


9009180346 Responds so IE Bulletin BO-16 re potential mlsepp 1 tcatlon of 
Rosemount prassurc transmitter* Identified transmitters will 
be installed but will not be subj to input pressure* Signal 
of dlffarentlal pressure to bo provided across tube 
SHIELDS, 8. M. Public Service Co of Indiana, Inc 80/00/29 Ip, 


8009240116 Forwards IE Circular 00-21, "Regulation of Refueling Crews." 
No written response required 

KEPPLERtJ. <9. Region 3,' Chicago, Office of the Director BO/09/10 
If 


9009290202 Ack receipt of 800020 Itr informing NRC Of step* taken to 
correct violetlons noted In IE Insp Repts SO-S46/BO-23 ti 
30-947/00-23. 

FtORELLIiO Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 60/09/13 Ip 


— 8009290208 Responds to NRC 000807 Itr re violations noted In IE Insp 
Rept* 30-346/00-23 «i 30-347/80-23. Corrective action*, util 
will perform audits of special process procedure program 
to ensure that required data are includod in checkllste. 

BHIEL03. S W. Public Service Co of Indiana, Inc 00/00/20 3pp 


8 Reportable occurrences, UERs ti related c orreepondenc e 


0009020249 Ack receipt of 800726 final rept re repair welds which were 
not rerad iographad after repair welding was completed 
FtORELLIiO Region 3, Chicago, Reactor Construction t> Engineering 
support Branch 60/08/07 Ip 


—0009020253 Final deficiency rept re repair sleeve welds not 

rerad lographed after repair welding was completed Vttrasonlc 
testing of sleeve welds performed Indicating that welds were 
not defective but acceptable as 1* 

SHIELDS, 8 U Public Service Co of Indiana, Inc BO/07/26 Ip 
Available at NRC nrc 


8009130491 Ack receipt of 800730 interim deficiency rept re 46 of 49 
documentation packages for Weitinghouse supplied matls 
missing quality records Final rapt will be reviewed upon 
receipt 

F10RELLI,0 Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 80/03/13 Ip 


0009030480 Interim deficiency rept re operation of centrifugal charging 
pumps during high energy line rupture Alternative mods being 
evaluated bg Uastlnghouse Final rapt will be submitted 
001114 

SHIELDB.a W Public Service Co of Indiana. Inc 00/08/20 Ip 


0009040427 Interim deficiency rept re Inadequate documentation of 
caduald splice sampling & testing Ralnsp ta evaluation 
of cadweld splices 1* bsing performed as part of const 
verification program Final rept will bo submitted bg 001001 
SHIELDS, 8 U Public Sorvice Co of Indiana, Inc 00/08/20 3pp 


Q009100469 Interim deficiency rept re Inability of contractor QA 
program to assure that AE design changes were 1 ncorp aratsd 
Into plant const activities Visual insp delayed Final rept 
win be submitted by 001 101 

SHIELDS, 8 U. Public Service Co of Indiana, Inc 00/09/02 Ip 


8009230483 Ack receipt of 800813 interim, deficiency rept re certain 
radiographs of steam generator upper lateral support 
embedments not meeting density requirements of Section V of 
A8ME BP&V code 

FIORELLI.O Region 3, Chicago, Reactor Construction U Engineering 
Support Branch 80/07/03 ip 


B0092S0479 Ack receipt of 800620 Interim rept re operation of 
centrifugal charging pumps during high energy line rupture 
FIORCLLI.O Region 3, Chicago, Reactor Construction tc Engineering 
Support Branch 80/09/03 ip 


— 8009230402 Interim deficiency rapt re centrifugal charging pumps during 
high energy line rupsuru Uestiiighouso anaiyiiiii problem h 
racommended plant nods Final rept will be sent by 001114 
SHIELDS.aU Public Service Co of Indiana, Inc 00/03/20. Ip 


8009160400 Final deficiency rept re possible nonconformance* in 
rsinferclng iteel In areas of clear cover, member thickneie ft 
else of reinforcing bar Corrective actions described In 
Section 2 of "Const Verification Program " 

SHIELDS, B M Public Service Co of Indiana, Inc 80/09/11 2pp. 


0009160419 Interim deficiency rept re undercut weld*, under si le fillet 
welds ta Incorrect weld contour on iteel used to support pipe 
hangers Deficiencies being Investigated Final rapt will be 
submitted by 001213 

SHIELDS, 0 H Public Service Co of Indiana. Inc 80/09/11 Ip 


6009290197 Ack receipt of 000B2B deficiency rapt re Cadweld splice 
sampling k testing 

FlORELLIiO Region 3, Chicago, Reactor Construction Ct Engineering 
Support Branch 80/09/15. Ip 


8009240361 Potentially reportable deficiency rept re failure of 
previously Inspected cadweld* to moot visual insp criteria, 
Noncomf ormance thoroughly evaluated including radiography 
Machanlcal splices wilt meet design strength requirements 
SHIELDS, B H Public Bsrvico Co of Indiana, Inc 00/09/10 Ip 


DOCKET 8TN-50-347 MARBLE HILL NUCLEAR STATION, UNIT 8 


A Appllcatlon/constructlon stage documents V correspondence 


8009080080 Forwards draft NUREO-0696. "Functional Criteria for 
Emergency Response Facilities " Commants requested within 30 
days Proposed imp 1 ementation schedule for meeting criteria 
of NUREO-0696 end M/o NUREO 

ElBEMHUT, D 0 Division of Licensing BO/OB/01 U9pp 



298 


DOCKETED ITEMS 


eo09ie09'33 Submits nddl cSardc ber i ist ions of turo eatejorit* of *urf4ca 
I rragu lari 1 1 Ft Identified & mapped in accordance u/const 
verification program 

shields. S U Public Service Co of Indiana. Ine SO/08/13 3pp 


Q009180S31 Subrnlti clarification L comnltnientf on repairs ti evaluablont 
for concrete patches & repair areas identified to date & 
ubich Diet)' be identified in future 

SHIELDS. S U Public Service Co of Indiana, Inc 80/09/25 2pp 


8009030500 Rai^uests that HRC forward nomination form to Keeper of 
Hatl Pegieter for final datarmlnation re eligibility of 
HcNlell Stone Fort (Site 12 J£ 4) located at planned pcuer 
location along Marble Hlll-Coluitibus transmission line 
SHIELDS. B M Public Service Co of Indiana, Inc 90/09/27 2pp 


B0072&0071 Submits IntsTln actions for plant operat ion, pend tng final 
rasslution of ATU9 Emergancg operation procedural revlau 
mag include HRC site visit prior to Issuance of OL 
TEDEBCO. R U Assistant Director for Llcenslnj 80/09/12 5pp 


6009890SI1 Forwards "Const la Katl Verification Program. “ final rapt 
Presents results t, conclusions of OA program pir App Item 
C. 1 & 2 tc Item 0. 1 4. 2 of V Stello 800515 graduated 
reclseidn ordir 

SHIELDS.SW Public Service Co of Indiana, Inc 80/09/12 2pp. 


8009290513 "Const {. Katl Vartfication Program." final rept 
e Public Service Co of Indiana. Inc 80/09/30 725pp 


Adfudlcatorg correspondence 


09300-094 Responds to HRC 600519 graduated recisslon of 790915 order 
t< requests partial lifting of order confirming suspension of 
const l/tll has completed activities prerequisite for receipt 
intp 

SHIELDS. 8 H. Public Service Co of Indiana, Inc 60/08/2A 8pp. 


Q00918022d> Forward's Dlraetor's decision under 10CFR8 206 denying 
Save ths Valleg request for action re resumption of wort at 
facility 

OEHrON.H R Office of Muclaar Reactor Regulation, Dlraetor, 

ao/09/oa 4pp 


6009180232 Dirac tor's decision under 10CFR2 806 denying Bive the Valley 
request for action re resumption of work at facility 
Evidence of estension of fault lone towards plant site is 
inconclusive 

DEMTOH, H R Office of Nuclear Reactor Regulation. Director 
30/09/08 6pp 


>9160237 Notifies of 771129 tits visit to tsaiilne foundation matlf 
in response to NRC request Memorandum rapt on visit encl 
BROWN.F R Army. Dept of. Corps of Engineers 77/12/12 3pp 


09180242 Notice of Issuance of Director's decision under 10CFR2, 206. 
OEffTON.K R, Office of Nuclear Reactor Regulation, Director 
80/09/02, 8pp 


260467 Order granting ectenslon until 901006 for Co-mmlsiion to 
ect whether to review Director's decision under 
JFrt2 206 

ILK. S J Office of the Sserttary of th* Commission 00/09/23 


'e-neral correipondence 


090574 Forwards organ! latl ana 1 changes revising organliatlon 
scrlptlon in OA program 

lELDB,8tt Public Bervlea Co. of Indiana. Ine 80/09/08 Ip 


..09090580 Organ I jationa I changes revising OA program, Ntu organtiation 
charts ra pro jec t, pro ject engineer ing. projec t const, prof ect 
control. project adminls tration, OA U project testing encl 
a Public Service Co of Indiana. Inc 80/09/02 9pp 


i93004S2 Advises that MM Pstro Assumed fu) I responsibilities as 
r-ojeet director effective 800919 

HIELDS, 6 W Public Service Co. of Indiana. Inc 80/09/83 Ip 


Inspection reports. IE Sullrtlns i correspondsne e 


09150172 Forwards IE Insp Rspts 60-S46/S0-2S t. 50-547/80-25 on 
800601-30 No noncompl lance noted. 

FlORELt.1.0. Region 3. Chicago. Reactor Construction & Engineering 
Support Branch 00/07/88 2pp 


--8009180177 16 Insp Repts 30-546/80-85 It 50-547/80-25 on B0060I-3D 
No noncompl ianee noted Major areas inspected aueiilary bldg, 
fuel handling bldg. Units 1 t< 2 containments t, storage 4, 
natnt fac 1 1 ttl ee for safety-related items 

MILLIAHS.C C . HARRISON. 3 V Rsgion 3/ Chicago. Office of tha 
Director 80/07/29 App 


8009110764 Forwards IE Insp Repts 50-946/80-21 & 80-947/80-21 an 
800603-06 ti 0707-il No none omp 1 ianee noted 

FIORELLI.O Region 3, Chicago. Reactor Construction (< Englnetring 
Support DraneJ) 80/07/31 8pp 


—8009110769 16 Insp Repts 90-846/80-21 & SO-847/80-81 on 000603-06 t 
0707-11 No noneomplianct noted Major areas inspected, 
blasting uork. completed ESP 11ns backfill work t< const 
vtri fi cation procedures 

HAVES. D W Region 3. Chicago. Reactor Construction St Engineering 
Support Branch HAMKINS.F C , HARRIS. J R Region 3. Chicago, 
Office of the Olrsctor 80/07/29. 6pp 


0009180211 Forwards IE Insp Repts 90-546/80-24 tt 80-947/80-24 on 
800624-27 No noncamp I lane e noted 

KEPPLER. V 0. Region 3. Chicago. Office of tha Director BO/OS/OS 

2pp 


8009180221 IE Insp Repts 90-546/80-24 b 50-547/80-24 on 800624-27 Np 
noncompllance noted. Major areas inspected OA/QC Insp 
perionnel qualifications b rslatlonshlp between project 3A 
manual & A8M£ OA manual. 

FIORELLlrO Region 3. Chicago, Reactor Construction ti Engineering 
Support Branch SCHNEIBINZ.E R . HARRISON, J.J Region 3, ChUigo. 
Office of the Director 80/08/04 1 Ipp 


8009150594 Forwards IE Insp Rspts 50-846/80-23 b 50-547/80-23 on 
000610-12,16-20 b 26-27 b notice of violation 

F10RELLI.O Region 3. Chicago. Reactor Construction b Engineering 
Support Branch 30/08/07 2pp 


—8009150600 Notice of violation from insp on 800610-12.16-20 b 26-37. 
• Region 3, Chicago. Office of the Director, 80/08/05 Ip 


— 8009190602 IE Insp Repts 90-546/ 00-23 b 80-547/80-23 on 900610-12. 
16-20 b 26-27 Nencomp 1 ianee noted failure to follow 
proesdures in Implementation of Special Process Procedure 7 
SCHNEIBlNiC.E , ER8, C H. , CORDERO, Z C. Region 3. Chicago. Office »f 
the Director 80/08/05 lipp 


8009030213 Forwards Rtvlslon 1 to IE Bulletin 00-19. "Fallurae of 
Mercury-Netted Matrlr Relay* in Rtactor Protective 8y* of 
Operating Nuclear Powar Plants Designed by C-E " Nrlttfn 
response required 

KEPPLER,./. 0 Region 3. Chicago. Office of th* Director 60/08/18 
Ip. 


SOD9290104 Forwards IE Insp Rspts 50-846/80-27 b 80-547/80-27 «n 
800717-18. No noneomplianct noted 

FIORELLIiO Region 3. Chicago. Riactor Construction b Engineering 
Support Branch SO/OS/IS 2pp, 


—0009290107 IE Insp Rept* 50-546/80-27 b 50-547/00-27 on 000717-18. 
noncompliance nottd Major arses inspicted technical adequacy 
of util action re Marble Hill concrete issue. 

HANKINS, F.C . HAYES. D N Regions, Chicago. Office of tha 
Director. 80/00/18 3pp 


8009290110 Forwards IE Insp Rept* 80-546/80-2? b 50-347/80-29 on 
800729-0801 No noneomp 1 lance noted 

FIORELLIiO' Region 3. Chicago. Reector Construction b Engineering 
Support Branch 80/08/19 2pp 


—8009290114 IE Insp Rept* 80-546/00-29 b 80-547/80-29 on 800729-0801. No 
noncompl ianee noted. Major areas Inspected, nondtstructiva 
ecamlnation. lab equipment b procedures. pirsenne 1 
carti f Icatlons & radiograph* of field weld* 

SCHAPKER.V p. Region 3. Chicago, Office of th* Director. 

DANIELSON. 0, H, Region 3. Chicago, Reactor Construction b 
Engineering Support Branch 80/08/18 6pp 


8009170436 Forward* IE Circular 00-18, "IOCFR50 59 Safety Evaluation* 
for Changes to Radwaste Treatment 8y* " No written response 
required 

KEPPLER. J 0. Region 3, Chicago, Office of th* Director 80/00/22 
Ip 


0009230079 Forward* IE Info Notice 80-31, "Maloperatlon of Oculd-Broun 
Boveri 480 Volt Type K-6008 b K-DON 6008 Circuit Srsaker*. " 

No written rosponss required. 

KEPPLER, 0 0 Region 3, Chicago, Office of the Director. 80/03/28 
If 



DOCKETED ITEMS 


2a 


B009230447 R»ipondi to IE Bultvtin 80-19i “Failures of Harcurg-Uetted 
Matrix Ralagt in Reactor Protective Sg* of Operating Nuclear 
Po«er Plant! Deilgned bg C-E " No cnercurg-uetted relags are 
being used In reactor protection age 

SHIELDS. 8 U public Service Co of Indiana. Inc. BO/OB/ZB ip 


800913034b Respond! to IE Bulletin 80-ld> re potential nleapp Ilcation of 
Roeeeiount pressure transmitters Identified transmitters will 
be Installed but ulll not be subj to input pressuree Signal 
of differential pressure to be provided across tube 
SHIELDS. 8 U Public Service Co of Indiana. Inc 80/03/29 Ip 


8009240116 Foruarde IE Circular 80~2fi "Regulation of Refueling Crews 
Mo written response required 

KEPPLER.J O Region 3. Chicago. Office of the Director B0/O9/10 

Ip 


8009290202 Act receipt of 600820 Itr Informing NflC of stope taken to 
correct violations noted in IE Inso Repts 50-546/80-23 & 
90-547/80-23 

FlORELLlaO Region 3. Chicago. Reactor Construction & Engineering 
Support Branch 80/09/15 Ip 


"8009290208 Responds to NRC 800807 Itr re violations notad In IE Insp 
Repts 90-546/00-23 U 50-547/80-23 Correctlvs actions util 
will perform audits of special procese procedure program 
to ensure that required data are included in checklists 
SHIELDS. S U Public Service Co of Indiana. Inc 80/08/20 3pp 


8 Reportable occurrences. LERs tt related correspondence 


8007020249 Aek receipt of 800728 final rept re repair cuelde which were 
net reradiographed after repair welding was completed 
FtORELLI.O Region 3. Chicago. Reactor Construction I. Englntcrlng 
Support Branch 80/08/07. Ip. 


— S009020293 Final doflclcncg rapt re repair sleeve welds not 

rcradlographed after repair welding was completed Ultraionlc 
testing of sleeve welds performed indicating that walds were 
not defective but acceptable ai it 

SHIELDS. S M Public Service Co of Indiana. Inc 80/07/28. Ip. 
Available at NRC nre 


B009I3049I Ack 'cceipt of 800730 interim deficiency rept re 46 of 49 
dacvmentation packages for Ueetinghouee supplied matls 
missing .(ualltg records Flnel rspt will be reviewed upon 
receipt. 

FIORELLI.U negion 3. Chicago. Reactor Construction tt Engineering 
Support Branch. 30/08/19 ip 


©009030480 Interim deflclencg rept re operation of centrifugal charging 
pumps during high enargu line rupture Alternative mods being 
eveluated bg Uastingbouse Final rept will be submitted 
801114. 

BHIELOSi B. If Public Service Co of tndiane. Inc. BO/08/2'0 ip 


8009040427 Interim deflclencg rept re inadequate documentation of 
cadweld spllco sampling t< testing Rcinsp & evaluation 
of cadweld splices Is being performed as part of const 
verification program Final rept will be submitted bg 801001 
SHIELDS. 8 U Public Bervlcc Co of tndlena. Inc 80/08/28 2pp 


B0<}910O4ay Interim deflclencg rept re Inabilitg of contractor QA 
progrem to assort that AE design changes wore Incorporated 
Into plent const activities. Visual Insp delaged Final rept 
will be eubmitted bg 801101 

8 HIELO 818 . U Public Service Co. of Indiana. Inc 80/09/02. Ip 


BOQ92304B3 Ack 'ccolpt of 800B13 Interim deflclencg rept re certain 
radiographs of steam generator upper lateral support 
enbadnente not meeting density requirements of Section V of 
ASHE ©PhV odo 

FfORELLtiO. Region 3. Chicago. Reactor Construction C( Engineering 
Support Iranch 80/07/03 Ip 

8009250479 Ack receipt of 800820 interim rept re operation of 
:entrlfugal charging pumpi during high onergg line rupture, 
FIORELLIiO Region 3. Chicago. Reactor Construction ti Engineering 
Support Branch 80/09/08 Ip 


-8009290492 Interim deflclencg rept re centrifugal charging pumpi during 
high snergg line rupture Hostlnghouee analgied problem L 
recommended plant mods Final rept will bo tent by 801114. 

SHIELDS. 8 H, Public Service Co of Indiana. Inc 60/08/20 ip 


9009160400 Final doflcloncg rept re possible nonconformances in 
reinforcing steel in areas of clear caver, mepiber thickness t. 
site of reinforcing bar Corrective action* described In 
Baetton 8 of "Const Verification Program, '* 

SHIELDS. 3. H. Public Service Co of Indiana. Inc 80/09/11. 2pp. 


B009I60419 Interim deficiency rept re undercut we 1 ds. und ers 1 1 e fillet 
welds 6 Incorrect weld contour on steel used to support pipe 
hangars Deficiencies being investigated Final rept will be 
submitted by 801219 

SHIELDS. B H Public Service Co of Indiana. Inc B0/09/1I Ip 


8009290197 Act receipt of B0002Q deficiency rept re Cadweld splice 
sampling (. testing 

FIORELLI.O Region 3. Chicago, Reactor Construction L Engineering 
Support Branch ©0/09/15 ip 


3009240961 Potentlatty reportasle deficiency rapt re failure of 
previously inspected cadwelds to meet visual Insp criteria 
Noncomformance thoroughly evaluated including radiography 
Hachanical splices will meet design strength rcqulraoients 
SHIELDS . 8 U Public Service Co of Indiana. Inc 80/09/18 Ip. 


OOCHET BTN-90-9S3 PHIPPS DEMD NUCLEAR PLANT. UNIT 1 


A App licatton/construct ion stage do-cuments 6 carrespondenco 


8009080000 Forwards draft NUnEC-0696i "Functional Criteria tor 
Emergency Response Facilities " Comments requested within 30 
days Praposed implementation schedule for meeting criteria 
of MUREO-OA96 end U/o NUREO 

EISENHUT.D O Division of Licensing 80/00/01 I19|ip 


B0090404B4 Forward* description of fault tone In rock foundation for 
Unit 1 control b diesel generator bldgs Drawing encl 
HILLS. L M Tennessee Valley Authority 80/00/22 4pp 


— 8009040407 "Plan View Oeo logic Hap. Unit I “ 

* Tennaesee Valley Authority 80/07/21 Ip 


0009100472 Forwards info re addl faults dlscovarad at facility In area 
of eeee'ntial sve water spray pond Photographs 6 drawings 
available in Central Files 

HILLS L M Tennessoe Valley Authority 80/00/22 Spp 


I Financial information 


0009090343 Forwards Annual Financial Rept 1979 

CflOSS.J L Tennessee Valley Authority 80/09/04 ip 


—8009090563 Annual Financial Rept 1979 

« Tennessee Valley Authority 80/09/04 44pp 


a Inspection reports. IE Bulletins b correspondence 


8009090075 Forwards IE Dullatin 00-07, Buppl 1. "BMR Jot Pump Assembly 
Failure “ No response required 

O'REILLY. J P Region 2, Atlanta, Office of tho Director BO/05/13 

Ip 


8009070293 Forward* IE Insp Repts 50-993/60-10 b 50-954/00-09 on 
800623-27 No nonconpl lance noted 

HORPHY.C £ Region 2. Atlanta. Reactor Construction fa Engineering 
Support Branch QO/07/21 2 pp 


—0009090289 IE Insp Repts 80-593/80-10 fa 50-994/80-09 on 800623-27 No 
none omp 11a nee no-ted Major areas Inspected licensee action on 
previous Insp finding*. VSL heavy lifting fa transporting 
actlvl ties. const b IE bulletin status 

CANTRELL. F 8 Region 2r Atlanta, Reactor Construction b 
Engineering Support Drench UftlOHr.R U Region 2 . Atlante. Office 
of the Director 80/07/21 lOfp 


8009020184 9ubml te reiponse to IE Bulletin 79-03A No BA-312 or A-312. 
Typo 300 serlos fusion welded pipe Is in use or planned for 
use in safety-related sys 

H1LL8. L.H Tennessee Valley Authority 80/08/06 ip 


8009020303 Forward* IE Insp Rept* 50-327/80-24.50-320/80-15. 
90-390/80-20. 30-391/80-14, 50-438/90-13. 50-439/80-13. 

go-siB/eo-ii, 50 - 319 / 00 - 11 , 90-520/30-11, so-SRi/ao-ii. 

90-993/80-11.80-954/80-10,90-566/30-10 fa 50-967/80-10 

O'REILLY, J P Region 2, Atlanta. Office of tho Director 80/08/06, 

2 pp 


— B00902D312 Notice of violation from Insp an S00707“lt 

e Region 2. Atlanta. Office of the Director. 80/08/06 4pp 
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— 800‘?020337 IE Imp RtpU S(J-327/eO-24» SO“328/0O-15i 80-39O/SO-ZO. 
30-3?1/B0-14,50-43S/S0-I3 j 50-43^/00- » 3> 50-318/00-11. 
50-519/B0-1 1.50-520/80-11. 50-52 1 /aO-1 1 . SO-S33/0O-1 1. 
50-554/00-10,30-566/80-10 tc 50-567/60-10 on 800707-11. 
SROIINLEE, V L R»9*on 2, Atlantia, Offlca of ths Diractor 
BO/OB/06 24pp 


©009030146 ForuiariH Ravialan 1 to IE Builelln 00-19. "Failuraa oP 
H«rcuri|-Uatt»d Matri* Rdayi in Raactor Protecliv* Syi of 
Operating Nutlear Rouat Plants Dailgitetf 6g C-E “ Written 
raaponse raqoirad 

O'REILLV.J P flesion 2. Atlanta, Office of tlia Director 80/08/15 
Ip 


0009160043 Forufards IE Info Notice BO-30. “Potential for Unaicc rptat 1 a 
Intaractton Setteean Control Rod Drlvi Scram Function *< 

Nonessential Control Air at Certain OE BWR Facilities " No 
specific action or response requetted 

O'REILLT. J P Region 2. Atlanta. Office of the Director 8D/0B/19 

Ip 


B009120066 Foruards Buppl 3 to IE Bulletin 00-17. "Failure of Control 
Rods to Insert During Scram at BWR “ No urrltten response 
rtq,ulred 

O'fiEILLV. J P Region 2. Atlanta. Office of the Director SD/OB/22 
Ip 


B009160153 Foruards IE Circular BO-IB, "tOCFRSD 59 Safatg Evaluatlona 
for Changti to Raduaite Treatment Sgs " No urltten rtiponse 
reiiuired 

O'REILLY. JP Region 3, Atlanta, Office of the Director. 00/08/22 

Ip. 


3009120340 Forwards IE Info Notice 80-31, "Maloperatlon of Oould-Bpown 
Bovert 4B0 Yolt Type K-600S & K-DDN 6000 Circuit Breaters “ 

No written retponst required 

O'REILLY, J.P Region 2, Atlanta. Office of the Director 80/00/27 
ip. 


1009100068 Forwards response to IE Bulletin 80-16 Aasemount Hodele 1151 
U 1152 pressure transmitters were planned for Installation. 

OE will analyte applications of transmitters to determine 
out-of~ranga conditions 

MILLS. L H Tennessee i/alleg Authority 00/08/29 2pp 


t009tBC06B Bubislbs response to IE Bulletin 00-19 No 
marcury-iretted netrli relays ara in use in reactor 
irotaction lyi 

1ILL8.L M Tennessee Yalley Authority BO/OB/29 Ip. 


>9240427 Forwards response to IE Bulletin SO -16 re potential 
ilsappllcatlon of Rosemount pressure transmitters List of 
dtntified transmitters used In safety-related areas being 
onplled ftept will be filed aftei’ resolution of deficiency 
MILLS. L.fi Tennessee Valley Authority. 80/00/29 2pp 


09260375 Forwards IE Circular 80-21. "Regulation of Refueling Crews,'' 
No written response required 

O'REILLY.V P Region 2, Atlanta. Office of the Director 00/09/10. 
5pp 


Reportable occurrences. LERs It related correspondence 


>09160643 Part 21 rept re design deficiencies In nuclear sys 
protection sgs power distribution panels Panels returned to 
OE for redesign fc rewort to corrected design 
MILLB. L M Tennessee Valley Authority 00/09/03 3pp 


>09240392 Second interim deficiency rept re Rosemount Model 1152 
preisure transmitter defects Util is preparing lists of 
Rpsiniount tlSl it 1152 transmitters for OE to analyze t, 
replace if necessary Final rept will be provided by 010403 
HILLS, L.n Tennessee Valley Authority 00/09/17, 3pp 


009290353 Interim deficiency rept re deficient welds on weir wall 
liner plateq All welds made u/lncorrect electrodes will be 
removed 3. replaced by welds w/proper stainless stetl 
electrode Addl corrective action may be warranted 
MILLB.L M Tennessee Valley Authority. 00/09/19 2pp 


MO929037S Second interim deficiency rept re steam tunnel embedment 
stiffner plate weld Causa not stated. Util continulny to 
monitor Atlas OA program to help correct deficiencies 
HILLS, L K. Tennessee Valley Aulhorltg 80/09/19 Ip 


DOCKET 8TN-50-554 PHIPPS BEND NUCLEAR PLANT. UNIT 2 


A App Ilea tlon/construct ion stage documents t< comspondsnee 


8009080080 Forwards draft NUfiEO-0696. "Functional Criteria for 
Efliirgencg Response Facilities " Conunents requested within 30 
days Proposed implementation schedula for meeting criteria 
of NUREO-0696 encl.W/o NUREO 

EIEENHVT.D O Division Of Licensing 80/08/01 119pp 


8009100472 Forwards Info re addl faults discovered at facility In arte 
of essential sve water^pray pond Photographs 6 drawings 
available in Central Filsi 

KILLS L M Tennessee Valley Authority 90/08/22 3pp 


I Financial Information 


B009090S43 Forwards Annual Financial Rept 1979 

CROSS. J L Tennessee Valley Authority 00/09/04 Ip 


—0009090563 Annual Financial Rept 1979 

« Tennessee Valley Authority 00/09/04 44pp. 


8 Inspection roports. lE Bulletins & correspondence 


8009090075 Forwards IE Bullatin 80-07. Buppl 1, "6MR Vet Pump Aisambly 
Failure " No response rsqulred 

O'REILLY, J P. Region 2, Atlenta. Office of the Director. 00/05/13 

Ip 


B0090902S3 Forwards IE Insp Repts 50-553/80-10 1< SO-SS4/0O-O9 an 
800623-27 No noncompl lance noted 

MURPHY. C.E Region 2. Atlante, Reactor Construction I, Englnaering 
Support Branch 80/07/21 2pp 


—8009090259 IE Insp Repts 50-553/80-10 «. 50-554/80-09 on 000623-27. He 
noncoicip 1 lanes noted. Major areas inipactsd llcsnsas action on 
pravlous Imp flndlngs.VSL heavy lifting it transporting 
ac 1 1 Vi tlssi const !< IE bulletin status 

CANTRELL. F, 6 Rsglon 2, Atlanta, Reactor Construction fc 
Englnaering Support Branch IfRIOHT.R, U Raglon 2. Atlanta. Office 
of the Director 00/07/21 lOpp 


8009020104 Submits respansi to IE Bulletin 79-03A No 8A-312 or A-ul4> 
Type 300 seTlse fusion welded pipe li In use or planned for 
us* In lafaty-related lys 

MILLS. L M Tenneisee Vallay Authority 80/08/06 Ip 


8009020303 Forwards IE Imp Rapts 50-327/80-24.50-320/80-15. 
50-390/00-20, 50-391/00-14, 50-438/80-13. 80-439/00-13 
50- 318/80-1 1 , 50-519/80-1 1 , S0-520/B0- 1 1 , 50-521 /BO- 1 1 < 
50-553/00-11,00-504/80-10,50-566/00-10 It 50-567/80-10 
□ 'REILLY, JF, Region 2, Atlanta. Office of the Dlrecter 00/00/06. 

2pp 


— 8009020312 Notice af violation from Imp on 800707-11. 

* Region 2. Atlanta. Office of the Director 80/08/06 4pp 


— 8009020337 IE Insp Repts 50-327/80-24,50-328/80-15,50-390/90-20, 
50-391/00-14. 50-438/00-13, 50-439/80-13, 50-510/80-11, 

50- 319/80-11, 50-520/80-11.50-581/00-11, 30-553/90-11, 
30-354/00-10,50-566/00-10 *; 50-567/80-10 on 800707-11 
BRONNLEE.V L Region 2, Atlanta, Office of the Director. 
80/03/06 24pp 


8009030146 Foruarde Revision 1 to IE Bulletin 00-19. "Failures of 
Mtreur y-Metted Hatriz Relays in Reactor Protective Sys of 
Operating Nuclear Power Plants Dssigmd by C-E " Urlttsn 
rasponsf required 

O'REILLY, J P Region 2. Atlanta, Office of the Director. 00/08/15. 
Ip 


8009160045 Forwards IE Info Notice 80-30.'* "Potintlal for Unacceptable 
Interaction Between Control Rod Drive Scram Function 6 
Nonessential Control Air at Certain OE BNR Facilities." No 
specific action or reeponie requested 

O'REILLY, J P Region 2, Atlanta, Off lea of the Director. 00/00/19 
Ip. 


8009120066 Forwards Buppl 3 to IE Bulletin 00-17, "Failure of Control 
Rods to Insert During Seram at BNR " No urltten response 
required 

a'RETLLY, J P, Region 2, Atlanta, Office of the Director. 00/08/22 
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@0091^0193 Ferw«r<t« JE Circular SO-lSi "lOCFRSO 9? Safebg Evaluation* 
^or Changii to Radwaita Traatmant Sg* “ No wrlttan raaponta 
taguirad 

Q.'REILLVtJ P Raglan S> Atlanta. Office of the Director 00/00^22 

tp 


6009120340 Forward* IE Info Notice 60-31. "Malopar a t i on of Oould-Brouin 
Bovarl 480 Volt Tgpa K-600S & K~DDN 6008 Circuit Braatari " 

No written ratponia required 

Q'REILLYiJ P Region 2. Atlanta. Office of the Director 60/09/37 
Ip- 


8009160066 Forwardi ratpont* to IE Bulletin 60-16 Rotemount Nodeli liSl 
ti 1192 pretaure traniml ttar* were planned for inttallatlon 
OE uilt analgia application* of tranamittari to determine 
out-of-range condition* 

mills. L H Tenn***** Valleg Authoritg 60/00/2? 2pp 


6009100066 aubmlt* rc*pen«* to IE Bulletin 80-1? No 
etercurg-wetted matrii relagi are in u«* in reactor 
protection «g* 

mills. L K, Tenne»*a* Valleg Authoritg 60/08/2? Ip. 


30>09240427 Forward* reeponie to IE Bulletin 60-16 re potential 
Mleeppl Ication of Roaemount praaaur* tranamitter* List of 
identified transmitter* used in *af etg-ralatad areas being 
compiled Rapt will be filed after resolution of defieiancg 
MILLStL. H Tennei*** Valleg Authoritg 60/08/29 2pp. 


6009260379 Forwards IE Circular 80-21. "Rigulation of Rafuellng Crewi " 
No written response required 

a''REJLCY.J P Region 2. Atlanta. Office of the Olreeter 60/09/10. 
9pp 


8 Keportabla occurrences. LERs L related correspondence 


6009340392 Second Interim deftctincg rapt re Rosemount Model 1192 
preeiure transmitter defects Util is preperlng lists of 
Rosemount 1191 L 1192 transmitter* for OE to analgia 6 
replace if neeesserg Final rapt will be provided bg 610403 
HILLSrL.H Tennessee Valleg Authoritg 80/09/17. 3pp, 


8O092903S9 Interim defleicncg rapt re deficient welds on weir well 
liner plates, All weld* made u/lncorrect electrodes will be 
renovad L replaced bg welds u/propsr stainless sttal 
electrode Addl corrective action mag be warranted, 

HILLS. L.M Tennessee Valleg Authoritg 80/09/19 2pp 


8009290379 Second interim daficiencg rapt re steam tunntl ambedment 
• tlffner plat# wild. Cause not stated Util continuing to 
nonlbor Atlas OA program to help correct defictsncias 
HILLS. L H Tennessee Valleg Authoritg 60/09/19. Ip 


DOCKET aTN-90-996 BLACK FOX STATION. UNIT 1 


A Appllcatlon/constructlon stage document* 6 correspondenct 


8009060060 Forward* draft NUREO-0696( "Functional Crlfearia for 
Emergancg Rasponss Facllitlas " Commsnts raquestad within 30 
dags. Proposed implementation schtdul* for matting crltaria 
of NUREO-0696 anel.W/o NUREO 

E18ENHUT.D.0 Division of Licensing. 60/08/01 119pp 


F 6aeuritgi medical, amargancg k fire protection plant 


8009020137 Invite* perblcipatlon in 600822 workshop in Atlanta. OA to 
solicit comment re propossd funettonel criteria for 
emargancy responta facllitlas in NUREO-0696 Discussion to 
Include location. *1 la 6 staffing of emtrgtncg ctrs. 
eEVFAIT.KV Region 4. Dallas, Office of the Director 60/06/12 
tp 


0 Adjudlcatorg corratpondenet 


B009290010 Memorandum L order re ALAB-973 certified quaet ion. Hold* that 
•nvlron health affects aieoclated w/App I design obiecttv** 
for effluent release* mag be litigated in licensing 
proceedlnge UP Aheirni dissenting opinion end 

CHILK.f) U Office of the 8ecretarg of the Commission 00/09/22, 

aapp 


8009260639 Hod of Commission 800922 memorandum It order ri ALAB-973 
certified question Corracted version of UF Ahsarne 
dissenting view* end 

CHILK.8 J Office of the Secratarg of the Commission 80/09/23. 

3pp 


0009260639 Mod of Commiision 800922 msmorindurti L or del re ALAB-S73 
certified question Corrected version af UF Ahearne 
dissenting views end 

CHILK.B J Office of the Secretary of the Commission 80/09/23 
Jpp 


DOCKET STN-50-997 BLACK FOX STATION, UNIT 2 


A App I teetlon/cons t rue t ion stage document* ti eorrasp andenco 


6009060080 Forwards draft NUREO-0696. "Functional Criteria for 
Emergencg Response Facilities " Comments requested within 30 
dags Proposed implementation schedule for meeting criteria 
of NUREO-0696 end U/o NUREO 

EI8ENHUT.D 0 Division of Licensing 80/08/01. 119pp 


F Sseuritg. madical. smergencg k fire protection plans 


6009020137 Invites participation in 000622 workshop in Atlanta. OA to 
solicit comment re proposed functional criteria for 
emergency response faellitias in NUREO-0696 Discussion to 
include locit Ion. s 1 is tt staffing of smergencg ctrs 
BEVfRIT.K V Region 4. Dallas. Office of the Director 60/08/12 
Ip 


0 Adjudlcatorg corresponds nee 


6009290010 Memorandum I. order re ALAB-973 certified question Holds that 
environ health effects associated w/App t design objectives 
for affluent releases mag be litigated in licensing 
proeeadings JF Ahsarne dissenting opinion end 

CHILK. 8 J Office of the Seeretarg of the Commission 60/09/22. 

23pp 


6009260639 Mod of Commission 600922 memorandum 2 order re ALAB-973 
certified question Corrected version of JF Ahearne 
dissenting views end 

CHILK. 8 J Office of the Secreterg of the Commission 80/09/23. 
3pp 


DOCKET 90-999 HAANSHAN NUCLEAR STATION. UNIT 2 


0 Adjudlcatorg correspondence 


8009090233 Rtsponse In opposition to Cltlaen* Against Nuclear Power.J 
J Runyon li E Oogol petition for review of A8LAB 600729 order 
affirming A8LB 600530 dismissal of contantions Const will 
not ba allowed prior to snvtron review H/Certl f i cate of Bvc 
MILLER. M I Commonwealth Edison Co. BIELAHGKl.A P Isham. Lincoln 
6 Beals 80/08/29 12pp 


DOCKET 50-964 NUCLEAR FUELS RECOVERY ti RECYCLE CENTER 


0 Adjudlcatorg correspondence 


8009170366 Comments on rulemaking SO-S re nixed otide fuel OESMO U 
other rtcgde-re lated licensing proceedings should continue 
Positive affirmative action to approve licenses recommended 
KIRK, H F Hilllam F Kirk 80/00/28 4pp 


8009160224 Requests 0E6M0 re fueld he completed Info is needed for 
future decisions re reprocessing of spent nuclear fuel 
VILLEHY.O R Affiliation Unknown S0/09/0B Ip 


6009160420 Comments on rulemaking 90-5 OESMC) procesding* should be 
raepenad to provide earlg procedural framework for 
lub sequent licensing. 

RICHARD8.R B Oeneral Electric Co 60/09/06. 2pp 


6009300514 Expresses eoncsrn re reopening of OESMD fc other related 
licensing proceedings for reprocessing sites 
FEIO. p Affiliation Unknown 60/07/13 ip 


6009260641 Urges resumption of OESHO hearings 
BOLOMiA.E Affiliation Unknown, 60/09/16 Ip 


— 0009260646 Opposes reopening of OEBMO hearings 

DORRELL.A Affi Hat ion Unknown 80/09/13 ip 


—8009260692 Urges reopening OESMO 6 rsc g de-re lated proceedings tc 
consideration of expanding scope to include recgde of LUR 
fuel in breeder reactors 

MCCOHMACK.M House of Rep. 60/09/22 2pp 
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OOO^SOOSSS roruariJ* comfflotik* in re»pon»e to Commipaion 0OOBO7 order re 
teminitetf CESKO proceed inj* Reopening uould be Inlmlcel to 
natl eecuritg it defenie 2< et odds u/nonprol tfereiion 
ob jeetivei 

DIAHK.E 1 New Vortp State af BOi'09/33 7pp 


S009300S40 Comments on reopening at GESHO proceedings Addl use of 
nuclear generated electricity should be paced to preserve 
significant quantities of hydrocarbon reserves for use as 
race matlf in future chemical nfg 

BURRiSiL American Institute of Chemical Engineers BO/09/23 2pp 

8009300561 Supports reopening of CESMQ U other recycling license 
proceedings 

PRICE' J E Affiliation Unknown e0/0?/20 Ip 


H Oencral correspondence 


B009100490 Cooinenti on Rft 50-3 public should be advised of advantages $< 
d Isadvantage s of Implementing Pu recycle NRC should not have 
terminated efforts on CESHO fuels 
DECHER# U Affiliation Unknown 00/09/03 Ip 


DOCKET STN-50-S66 YELLOW CREEK NUCLEAR PLANT/ UNIT 1 
A Appl icat lon/construct Ion stage documents U correspondence 


8009090090 forwards draft NURE0'0696t "functional Criteria for 
Emergency Response facilities *' Comments requested within 30 
day* Proposed implementation schedule for meeting criteria 
of MUREO-0694 end H/o NUREO 

EI6ENHUT. D 0 Division of Licensing BO/OB/Ol U9pp 


I Finincial information 


8009090343 forwerds Annual Financial Rept 1979 

CRD93,J L Tannessee Val ley Authority 00/09/04 Ip 


—8009090563 Annual Financial Rept 1979 

* Tennessee Valley Authority BO/09/04 44pp 


—8009020337 IE Insp Repts 80-327/80-24, 50-329/00-15. SO-JVO/^QO-aO-r 
30-391/00-14. 50-430/00-13, 50-439/80-13. 50-518/00-11. 

30-319/80-1 J , 50-520/80- 1 1 , 50-521 /80-1 1 , 50-553/60- 1 1 > 
30-534/80-10, 50-566/00-10 »< 50-367/80-10 on 000707-U 
BROWNLEE. VL Region 2, Atlanta, Office of the Director 
80/08/06 a4pp 


0009030146 Forwards Revision 1 to IE Dullatin 00-19. "Failures Of 
Hereury-Wetted Hatrlk Relays in Reactor Protective aye of 
Optratlng Nuclear Power Plants Designed by C-E. " (drltteri 
reiponit required 

O'REILLY, JP Region 2, Atlanta. Office of the Director 00/00/15 
Ip 


B0091601S3 forwards IE Circular 80-18, "lOCfRSO 39 Safety Evaluatlant 
for Changes to Radwaste Troatmsnt Sys " No wrlttan reeponie 
required 

O'REILLY, 3 P Region 2, Atlanta, Office of the Director 90/00/33 
Ip 


8009120340 Forwards IE Info Notice 00-31, "Maloperatlon of Oouldf— Brow 
Boverl 400 Volt Type K-6008 & K-DQN 6008 Circuit BroakaM. " 

No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 80/08/87 
Ip 


0009100087 Forwards response to IE Dullatin 00-16 Rosamaunt Modal c 
1151 t 1152 pressure transmitters are not used or planned 
for use except at Bellefonte Nuclear plant where use will be 
evaluated 

MILLS, L.N Tennesiee Valley Authority 80/00/29. 2pp. 


0009240434 Forwards rw.punse to IE Bulletin 00-16 re potential 
misapplication of Rosemount pressure transmi tiers. No 
corrective action required due to results of evaluation that 
indicated Impossibility of anomalous output. 

MILLS, L H Tennesiee Valley Authority, 80/08/29 2pp. 


6009240503 Act receipt of 000018 Itr informing NRC Of steps telseii to 
correct violation noted in IE Insp Repts 50-566/80-03 t< 

30-567/00-03 

MURPHV, G E Region 2, Atlanta, Reactor Construction tt Englnearlne 
Support Branch 00/09/03 Ip. 


0 Inspection reports, IE Bulletins Ic correspondence 


009100063 Forwards IE Bulletin 80-10, "Haint of Adequate Min Flow 
Through Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture " No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Dipector 60/07/24 


Ropts 50-566/00-11 (< 50-567/00-U on 
800715-'I7 It notice of s^iolation 

Ml^PHY.C E 2' Atlanta, Reactor Construction b Engineering 

Support Branch 00/08/04 2pp 


3009250112 Notice of violation from insp on 800713-17 

* Region 2, Atlanta, Office of the Director 80/03/04. Ip 


—8009240600 Responde to NRC 000220 Itr re violations noted In IG Into 
Repte 50-866/00-03 b 50-867/00-03 Corrective actions: 
radiographs before 800207 re-examined b radiographers 
instructed In requirements of shim placement 
MILLS, L M Tennessee Valley Authority 80/08/18, 3pp 


0009120679 Responds to IE Bulletin 80-19 re failures of leercury-wattld 
metrls relays In reactor protective sys. Relays identified 
ere not used in facility Forty manhoure expended for review 
MILLS, L H TennsiiBd Valley Authority 80/09/04 Ip. 


0009260375 Forwards IE Circular 00-21, "Regulation of Rofutllng craws 
No written response required, 

O'fiEILLV.dP Region 2, Atlanta, Office of the Director 80/09/10 


>09250114 IE Insp Repts 50-566/80-11 6 50-567/90-11 on 000719-17 
Noncompliance noted failure to follow procedure for curing 

.ANTR6LL.F S Region 2. Atlanta, Reactor Construction L 


response to IE Bulletin 79-03A No 8A-3I2 J, A-31 
welded pipe used or planned for use 
I *''* ** greater than B5X design stress 

'o^i under investigation at Watts Bar 

-S.LM Tennessee Valley Authority 80/08/05 2pp 


8 Reportable occurrences. LERs S, related correspondence 


9009I6036B Final deficiency rept re 04 reinforcing bars left 
wall pour Cl-Fl located in control bldg Caused by Inspectoi 
error fc/or rebar removed for other instal latlone Hissing 
J-fflAced. Detail checkoff ii,t initiated to aid Insp. 
Tennssne Valley Authority. 00/09/11, 3pp 


out « f 


MILLS, L M 


DOC KET aTN-50-967 VELLOH CREEK NUCLEAR PLANT, UNIT 2 

*•’“99 documents b correspondence 


‘“J! “LtriSitudinal Weld Defec 

!«E SA-312. Type 304 Stainless Steel Pipe " Use of matli 
under investigation for sys supplied by NBS8 vendor 
I. L n, Tennessee Valley Authority 80/08/05 2pp 


0303 Forwards IE Insp Rspts 50-327/00-24, 50-33B/fln-( n 

TSX?'"' 50^3B/80-13.T439/ao-?9:^ 

50-520/60-11, SO-52I/0O-11, 

ILLY :'f 50-366/ao-io' b so-al^^aiilo 

ILLY.V P Rsgian 2, Atlanta, Office of the Director 


eo/oa/c 


09020312 Notice of vi 
“ Region 2, Atlanta, 


olation from insp on 800707-1 J 
Office of the Director 60/08/06 


4pp 


8009080080 Forwards draft NUfieo-0696, "Functional Criteria for 
rfau?S^n“ «<'*P*Ase Facilities " Comments requested within 30 
imp ementation schedule for meeting criteria 
of NUREO-0696 end W/o NUfiEO 

EISENHVT.DO Division of Licensing. 00/08/01 119pp. 


0 Adjudicatory correspondence 


order extension of time for comment on Commission 000007 

order re reopening 0E8HQ proceeding 

HOLDEN, R B Allied Oeneral Nuclear Bervlces 80/09/23 Ip 


I Financial information 


° Forwards Annual Financial Rep 

CRDS3, J L Tennessee Valley Authority 


1979 

00/09/04 


•ip 
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— ao0'«>90363 Annual Financial Rapt 1979 

« Tannaaaaa Valltv Author Itv SO/09/OA. AApp. 


J tnipfctlon naportit IE Dullatina ti carraipondanca 


000910001)3 Fcrwardt IE Bullatln 80-18r "Halnt at Adaquata Min FIou 
Through CantriPugal Charging Pumpi Follaulng Sacondary Slda 
High Entrgu Lina Ruptura " No writtan raapania raqulrad, 

0'ReiLLy<J. P Raglon 2i Atlanta/ Of flea of tha Dlractop 80/07724. 
Ip 


3009200109 Forwardi IE Imp Rapti 00-966/B0-11 «< 9O-O&7/0a~tl on 
900719-17 ti noticB of violation 

HURPKYtC E Raglon 2> Atlanta. Raactor Coni true tton A Englnaarlng 
Bupport Branch. BO/OS/04 2pp 


—8009290112 Hotica of violation from Intp on B00715-17 

a Raglon 2r Atlanta. Qfflca of tha Olractor 90/00/04 Ip 


—3009290114 IE tntp Raptf SO^SAb/BO-ll A S0-5A7/S0-11 on 000719-17 
Noncoapllanca notad* fal lura to follou procadura for curing 
conerata taat cgllndara 

CANTRELLfF 6. Raglon 2. Atlanta) Raactor Oonatruetton A 
Englnaarlng Support Branch THOMAS. H Raglon 2f Atlanta. Of flea 
of tha Olractor. SO/DB/04. 4pp 


8009020214 Forwarda raiponaa to IE Bullatln 7 9 -03 A. No aA-312 A A-312. 
Typa 300 aarlaa futlon ualdad plpa uaad or plannad for uaa 
In aafatv^ra ^a4ad agi at graatar than BSK dailgn atraaa 
aicapt Hatta Bar. Natl undar Invaatigatlon at Uatta Bar. 

MILLB.L.H Tannaiiat Vallag Authoritg 80/09/09, 2pp 


a009090a02 Raapondt to IE Bullatln 79-03A. “Long 1 tudlnai Weld Dafacta 
in ABHE 8A-312. Tgpa 304 StalnUaa Staal Plpa.” Ota of matla 
atm undar invaatigatlon for aga tuppllad by N8SS vandor 
HIU.arL. H Tannaaaaa Vallag Authority 90/08/0 9 2pp. 


8009020303 ForOHirda IE Inap Raptf 90-327/80-24.50-329/80-19. 
3O-390/B0-20, 90-391/90-14. 90-43B/BO- 13, 90-439/90-13. 

90-918/80-11. 90-919/B0-11, 90-920/80-11, 90-921/00-11. 

9O-993/BO-ll.aO-594/0O-lO, 90-966/90-10 A 90-967/00-10 

O'REILLY. J P. Raglon 2. Atlanta, Off let of tha Dlractpr. 90/00/06 

2pp. 


—8009020312 Notlca Pf violation from Inap on 000707-11. 

a Raglon 2. Atlanta. Offlca of tha Dlractor 90/08/06, 4pp 


—9009020337 IE 'Inap Rapta 90-327/80-24,30-329/90-19,90-390/90-20, 
90-391/80-14. 90-438/80-13, 90-439/80-13, 90-510/90-11, 
90-919/08-11, 50-920/00-11,90-921/00-11. B0-S93/B0-1 1, 
90-994/80-10,90-946/00-10 A 90-9A7/80-10 un 900707-11 
BROUNLEC. V. L. Raglon 2, Atlanta, Of flea cf tha Dlractnr 
SO/08/0A 24pp. 


8009030146 Farwardf Rtvialsn 1 to IE Bullatln 80-19, “Falluraa of 
Marevry-Wattad Matrix Ralayi In Raactor Protectiva Sya of 
Oparatlng Nuclaar Powar Plant* Daaignad by C-E '* tfrtttan 
raaponaa raqutrad 

O'REILLY.J P. Raglon 2, Atlanta, Offlca of tha Dlractor. 80/08/19. 
tp. 


SQ09t&0193 Forwardt IE Circular BO-IB, "10CFR90 99 Safaty Evaluatlona 
for Change* to Radwaita Traatmant Sya." No urittan ra«pan«* 
raquirad 

O'REILLY, J.P Raglon 2, Atlanta, Offlca of tha Dlractor 80/08/22 
IP 


B009120340 Furiaard* IE Info Not lea 80-31, "Maloparatlon of Oould-Broun 
Hovarl 490 «/olt Typa K-600S A K-DON 600S Circuit Braakart. " 

No tcrlttan rasponia riquirad, 

O'REILLY. J.F. Ragion 2/ Atlanta, Offica of tha Dlractor 80/09/27. 
IP- 


8009180087 Forward* raipon** to IE Bullatln 80-16 Roftniount Modal* 
1191 A 1192 pratiura tranimlttari art not uiad or plannad 
for uaa accapt at Ballafonta Nuclaar Plant t/hara u«a ylll ha 
avaluatad. 

MILLS, L H Tannatfaa Vallay Authority 80/00/29. 2pp 


B009240494 Forward* r*«pan«a to IE Bullatln 80-16 ra potantlal 
alaopplleatlon of Rovamount pratiura tranvmlttara No 
corractlva action roqulrad duo to r*«ult* of avaluatlon that 
Indicatad iMpoBalblllty of anomaloui output. 

HIULe.L M Tannaiiaa Vallay Authority 90/09/29. 3pp 


8009240983 Act racaipt of 800818 Itr informing NRC of atap* takan to 
corraet violation noted In IE ln*p Rapt* 90-966/80-03 A 
90-967/80-03 

MURPHY, C, E Raglon 2, Atlanta, Raactor Conttrucblon A Englnaarlng 

Support Branch. 80/09/02 Ip. 


•-B009240600- Ratpond* to ARC 000220 Itr ra Vlolatloni noted in IE Imp 
Rapt* 90-966/90-03 A 90-367/00-03 Corractlva action* 
radiograph* bafora 800207 re-exaniined A rad 1 ographars 
Initructad Iti requlremanti of ihln placement 
HILLS, L M Tennetiaa Valley Authority 00/00/16 3pp 


B009180679 Reapondi to IE Bulletin 80-19 re failures of narcury-watted 
matrix ralayi in raactor protactlva «yi Ralay* Idantlflad 
ara no-t used In facility Forty manhour* expanded for ravlau 
MILLS, L M. Tenna«««a Vallay Authority BO/09/04 Lp 


9009260373 Forward* IE Circular 80-21, "Ragulation of Refuel Ing Crew* " 
No written reeponia rtqulred 

O'REILLV.J P Region 2. Atlanta, Offica of tha Director. 90/09/10 
5pP 


DOCKET eTN-ao-974 DAONAC NUCLEAR POWER PROJECT 


0. Adjudicatory corraspondanca 


80082S002S Support* Movement of Concarned Cltliani of Philippines 
petition to Inttrvene Justification of NRC actions ra 
dropping safety, health A environ review raqueitad 
WATSON, M Auitrella. 00/08/09 lp 


DOCKET 90-902 SUNDEGERT, UNIT 1 


0. Adjudicatory corr aspondanc e 


8009170167 Motion far withdrawal of application for CP 
NEWMAN, J R. San Diego &ai A Electric Co NEWMAN, J R 
Lawanstain.Nawiran,RBl*,Axelrad A Toll 80/09/11. Ip 


— 8009170171 Motion for termination of procaadlng due to withdrawal of 
application for CP Cartiflcata of 8v< and 
NEWMAN, J.R, Gan Dlago Oa* A Electric Co 90/09/11 3pp. 


DOCKET S0-S83 SUNDE8ERT, UNIT 2 


0 Adjudicatory coTrasponfenca 


8009170169 Motion for withdrawal of application for CP 
NEWMAN, J R San Dlago Oas A Electric Co NEWMAN, J. R 
Lowans ta In. Newman, Rais, Axalrad A Toll 80/07/11. lp 


— 0DO9I7O171 Motion for termination of proceeding due to withdrawal of 
application for CP Certificate of 8v< and 
NEWMAN, J R. Ban Dlago Qai A Electric Co 80/07/11 3pp 


DOCKET a7M-90-572 PALO VERDE NUCLEAR STATION. UNIT 4 


A App licatlon/construction stage documents A carraipondanca 


9009030911 Suhnlts raiponta to NRC 800421 Info request on Category 1 
maionry walls amployad by plants under CP A OL ravlaw, 

Drawing* l3-A-ZdD-909 through 311, I3-A-ZAD-203 A 

13-A-ZAD-207 re eoncrate A auxiliary bldgs end 

VAN BRUNT, E E Arlxona Public Bervlca Co 80/08/29 3pp 


DOCKET STN-50-973 PALO VERDE NUCLEAR aTATIOM. UNIT 3 


A Appllcatlon/canstructian stage documents A corratpondsnea 


8009630911 Submits rasponia to NRC 800421 Info raqueit on Category 1 
masonry walls amployad hy plants under CP A DL ravlaw, 

□raulngt t3-A-ZJ0-9a7 through 511. t3-A-2AD-203 A 

{3-A-ZAD-207 re conerata A auxiliary bldgs end 

VAN BRUNT, G E Arliona Public Service Co 80/08/29 3pp 


DOCKET 90-979 CARROLL FACILITY I 


0, Adjudicatory carraspondenca 


8009090233 Response In oppatltlon to Cltlieni Agalnit Nuclear Pouer.J 
J Runyon A E Gogol petition for review of ASLAB 000729 order 
affirming ASLB 800930 dlsnliial of contantiani Const will 
not ha allowed prior to environ ravlaw W/Cari 1 f Icata of Sve 
MILLER, H I,, OIELAMSKI.AP Commonwealth Edison Co MILLER, M I. 
Isham, Lincoln A Baala 80/08/29. 12pp, 
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DOCKETED ITEMS 


B&09IA0142 Or<fer granting eitension until &0100& for Caminiii ion to 
review ALAB-601 

CHILKi S J Office of the Boeretarg of the Comtniftlon BO/09/tl 
»P 


DOCKET 50-600 CARROLL FACILITV 11 


0 Adjudicatorg corr eepondence 


6009090233 Reipunie in oppoeitlon to Cltlieni Agalnct Nuclear Poweri-J 
3 Rtingon tt E Oegol petition for revleu of ASLAB B00729 order 
affirming A5LB B00S30 dltmleeal of contentions Const will 
not be atloued prior to environ revleu M/Certlf Icate of Sve. 
NILLER^M I . BIELAH5K1.A P Cominanuca 1 th Edison Co HILLER^H t 
Ithami Lincoln t< Beale 80/0B/29 12pp 


8009160142 Order granting eitensiotl until 801006 for Commission to 
revleu ALAB-6D1 

CHlLKi S J Office of the Secreterg of the Commission 80709/11 
‘P 


DOMESTIC LICENSING OE SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0008 BATTELLE CDLUHBUS LABORATORIES 


B0090908S6 Forwards phgslcal securltg plsn for protection of SNM of 
nodente or low strategic significance Plan ulthheld 
Iref 10CFR2 7901. 

rOYtK L Batteile Ktgioriai Instltutar Columbus Laboratories 
80/0 S/22 Ip 


8009120691 Forwards NUREC-056i b Info on transportation routes through 
populated areas U/o end 

MCCORKLEt 0 W Phgslcal Securltg Licensing Branch 80/07/06 tp 


B009230376 Forwards IE Circular 80-20i "Changes In 8afe-81ab Tank 
Dlmsnslotis " Ko written response required. 

KEPPLERjJ Q Region 3, Chicago. Office of the Director 80/08/21, 

4pp 


DOCKET 70-0025 ROCKWELL INTERNATIOWAL COflP 


8009120620 Rrquists resclsilon of approved securltg p Ian. Al-74-06. for 
protection of greater than threshold quantities of BtfM at 
Santa Susana plant Forseaahlt plans do not Involva 
possesfion & handling of graater than threshold quantities 
REKLEV. K E Roctuell Internationa 1 Corp . Energu gustems Div 
BO/Or/17 2pp. 


6009120161 Notifies that Section 9. D of Amend KPP-1 to License 6NM-21 
Is amended deleting Section 9 B re physical protection plan, 
affective Innediately 

HCCORKLErO U Physical Security Davalopment Branch 80/07/24. Ip. 

8009090833 Advises of refund re fee submitted w/aD0626 application to 
amend License 8Nf1-21 

MILLER. W O. License Fee Management Branch 80/OB'/06 Ip, 

8009050180 Forwards IE Insp Rapt 70-0025/90-06 on 800616-20 No 
noncompliance noted. End withheld iref 10CFR2 790) 

NORDERHAUOi L R Region S. San Francisco. Safeguards Branch 

80/08/12 2pp 


0009230371 Forwards IE Circular 80-20, ''Changes In Bafe-Slab Tan* 
Dimensions No written response required 

ENOELKEN.R H Region 5, Ban Franc 1 sco. Office of the Director 
80/08/21. 4pp 


8009240589 Requests that all personnel be reminded of purposs of 
•mergeneg notification sgs L health physics netuorh.ags 
Installed for govt use during emergency 

ENOELKEN.R H Region 5, San Franc i sco, Office of the Director 
eO/Oa/22 3pp 


DOCKET 70-0027 BABCOCK L WILCOX CO 


8009030001 Application for amend to License 8NM-0042. Amend provlifas 
for quarterly sampling of airborne radioactive effluent 
released from laundry operations 
CORDANIiR A Baheod LMllcoi Co 80/06/05 5pp 


6009110767 Requests itemption frert 10CFR7O SKelOXi) to delau 
commencing ulul/Aug 1980 8NK inventory until 800905 
COROANI.R a Babcock L Wilcox Co . Naval Nuclear Fuel Div. 
00/07/25 Ip. 


6009090BBS Informs of tentative meeting w/Unlted Nuclear Carp rt 
recovery contract for beginning of Aug Requests joint 
mseting u/NRC in late Aug pending reialutlon of 
contrac tura 1 /safeguards prob lems 

ECKERT. J P. Babcock L Wilcox Co . Naval Nuclear Fuel Dtv 60/07/In, 
If 


8009090836 Advises that no addl fee requirad for raviaw 1. apprevai of 
Anand 11 to License SNM-42 

HILLER, W 0 License Fee Management Branch 80/08/06 Ip 


8009090124 Raqueeti analysts L evaluation of airborne eaapllng data far 
two prevtoue yr« to provide justification for change from 
continuous to quarterly sampling requested on 8006OS Oita 
should include sampling methods L counting technique 
KETZLACH. N Uranium Recovery Licensing Branch 80/08/11 Ip 


B009230391 Forwards IE Circular 80-20. "Changes in 8afe-Slab Tank 
OlmeTislons " No written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/08/21 
4pp 


8D0923D333 Requests that all personnel be reminded of purpoee of 
smsrgincy nottftcetlon sys li health physics nttuork.Sgs 
Installed for govt use during emergency 

O'REILLY, JF Region 3, Chicago, Off let of the Director GO/00/28, 
Ip. 


8009100790 Forwards IE Imp Rapt 70-0027/00-11 on 800701-03 1 . 07-11 
No nancampHanca noted 

KENNA.W, 8 Raglan 2, Atlanta, Safeguards Branch. 80/08/26 Ip. 


“8009100795 IE Insp Rapt 70-0027/80-11 on 600701-03 «< 07-11 No 
noncompliance noted Major areas impacted* phyelca 1 Inventory 
verification Dstails withheld (ref 10CFR2. 7901 
CLAY. E L 1 TODD, 0 A Region 2. Atlanta. Office of the Dlracter. 
OIULESPIE, F P Region 2. Atlanta. Safeguards Branch 80/06/23, 
ip. 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC 


8009190076 Requests consideration of extension of subnlssiiitl date for 
plan requirad by safsguards upgrade rule implementation. 

Delay due to need to reflect lufastantlve change in etatue 
Bubnittal date would be extended from 800822 to 0930. 

CHURCHILL, R L, Texas Instruments, Inc 80/06/18. 2pp, 


8009110702 Hequeste ixtanslon from 800822 to 001231 for submittal of 
■ddl info required by NRC re application to renew 
Llcsnie 8NM-23 Portions of NRC rsqusst require svcs of 
outside consultants 

CHURCHILL. R L Texas Instruments. Inc 80/06/19 2pp 


8009120170 Responds to 800618 Itr, Orants extension until 800930 for 
submittal of revised fixed site lafeguards physical 
protection plan Implementation date remains 010320 or 90 
days after approval. whichever it later 
BURNETT, R F Division of Safeguards 00/07/07, Ip 


8009170084 Confirms 800701 telcon rs 800619 Itr requesting relief free 
request for addl Info to suppl license raneual application 
Info nsedad to provide sufficient juctlf Icetlon for addl 
flexibility requested in application 

CROW. W T Uranium Fuel Licensing Branch 80/07/07 Ip, 


8009120668 Advises of withdrawal of license raneual application 
submitted 790829 Requests extension of existing license 
until termination of HFIR operation 

SHERMAN, F L Texas Instruments. Inc 80/07/16, Ip. 


8009160437 Ack receipt of 800721 Itr informing NRC of steps token to 
correct violations noted in IE Insp Rapt 70-0033/80-07 Util 
Ur to bt withheld (ref iOCFR2 790) 

MARTIN. MO. Region 1, Phi ladelphia, Safeguards Branch. 80/08/05 
Ip 


— 8009180491 Forwards IE Insp Rapt 70-0033/80-07 on 800609-13. 

MARTIN.M. 0 Region 1, Ph i ladalphla, Safeguards Branch 80/07/01 

2pp 


1009120157 Forwards response to site-specific questions re SNM search 
rcqulrimcnt security lighting 

rtCCORKLE. 0 M Physical Security Licensing Branch. 00/07/10 2pp. 


DOCKETED ITEMS 


30S 


— 0OC?'19O497 IE ln«p Rapt 70~003a/B0-07 on 000609-13 NoncomplUnc* nettd 
/«ilura to ifflplamant uctgh ingi camp 1 Ing or gamma counting 
training program ti Palluri to update control limltc Oetallc 
withheld (ref 10CFR2 790) 

HOtOOViO. J Region 1> Philadelphia! Office of the Director 
JOVHERi J H Region li Ph i ladelph iai Safeguard! Branch. 60/06/30 

If 


B009S40334 Amende Licence 8NH-E3i extend ing expiration data until 
820630 l< adding Condition! 26-30 re perconnel iiua 1 if icat lone 
t< caapllng of radloacti vi tg in fuel mfg area 
PAOErR 0 Uranium Fuel Licencing Branch 80/08/19 2pp 


— 8009840339 Safe eg evaluation of 600716 application to amend Li etna e 
S(W-23i author i ling axtenclon of licence Recommendc Iccuence 
of licence anendicubj to addl Conditlone 26-30 
XETZLACKiN. < CR0M> U T Uranium Fuel Llcenelng Drench B0/06/1S 

4pp. 


1009230419 Forward! IE Circular B0-20> "Change! In Safe-Slab Tank 
Dlmencioni * No written reeponie required 
CRIERiB.H Region 1. Phi ladelphlai Office of the Director 
80/08/21. 4fP 


8009230220 Rcquecte that all perconnel be reminded of purppee of 
emergency notificetion ege & health phgcici network Syc 
tnctalled for govt uie during emergency 

OfllERiB.N Region !> Philadelphia! Office of the Director 
80/08/22 3pp 


8009020899 Forward! "Effluent & Uect# Diepocal Semiannual Rapt for Jan- 
aiune I9a0j " cupplemantal info 

*tCDAUITT>D F. Taxac InctrumentC! Inc BO/08/25 ip 


-8009020299 "Effluent b Maete Dlcpocal Semiannual Rapt for Uan-Uuni 
t9S0i " aupplamintal Info 

a Taxaa Inctrumentc! Inc 80/08/29 3pp 


DOCKET 70-0036 CQKBUSTION ENOINEERINO> INC 


8009190166 Forward! IE Incp Rept 70-0036/80-02 on 800709-11 No 
noncompllanca noted. 

DAVISi A B Region 3i Chicagoi Fuel Facility li Hatarlalc Safaty 
Branch 80/07/30 2pp 


B009230377 Forward! IE Circular 80-20i "Change! In Safe-Slab tank 
SlMenflone “ No written recponca required. 

AEPPLEAt >1. 0. Region 3! Chicago! Office of tha Director. SO/OQ/21. 


fi0098904(9 Act receipt of B00B29 Itr informing NRC of atepn taken to 
correct violation! noted in IE Inep Rapt 70-0036/80-03, 

HINDaU.A. Region 3! Chicago! Safeguard! Branch. 60/09/0? ip 


—8009290422 Raipondc to NRC 80080B Itr re violation* notad in IE Insp 
Rapt 70-0036/80-03. Corrac tiva action! individual* 
authorliad to tign Internal tranefer form* have bean 
Inetrvctad on proper procedure* 

ESKRIDOEtH. E. C-E Power syitam* 80/08/29 2pp 


DOCKET 70-0139 BABCOCK b WILCOX CO 


9009110244 Raquect* 2-wk entendon for reconciling plant ltdger* b 
filing low anrlched U plant 8NH Invantory rapt 
Haconeltiation of evailebla phycical Invantory data ihowc 
Inventory difference meeting l/SX cpac, 

AUeriN.H.A Babcock b Wllcoi Co , Nuclear Material Dlv 60/06/29 
Ip. 


1009160179 Forward! IE Incp Rapti 70-0135/80-16 b 3O-0364/BO-14 on 
fl40609-i3. No noncompl lanct noted, 

NARTtNi W. 6.. Region !■ Philadelphia. Safeguard* Branch. 80/07/08. 

2pp 


■8009160186 IE Imp Rapt* 70-0139/80-16 b 30-0364/80-14 on 800609-13 No 
noncompllanca notad. Major aria* Impactad. phyilcal Inveritory 
li acceetment b obiarvatlon of nondectruc tlve actay work 
perfarmad by licenca* Dataili wlthhald (ref lOCFRR 790), 

BISBETT.P.H. • SUMMERS. R.U. Region 1. Ph 1 ladalphla. Office of the 
Dirgetof, JOYNER. J,H, Region 1. Philadelphia! 8af e»|'>"'-d* Branch. 
^07/01. IP 


K)09090876 Forward* application to amand Licence BNH-14Sj requettlng 
revlelon to, approved Apollo plant high er^richad U plan 
covered by Licence Condition 2 1 In MPP-1 End b attachment* 
withheld iref lOCFRE 790). 

AUSTIN. N A Babcock b Wllcok Co.. Nuclaar Material Div. BO/07/18 
Ip. 


B009190403 Rff*pond! to 600716 requelt for limited exemption to permit 
highly enriched U leaching operation Forward* Amend MPP-I 
to Llcenit SNM-14S Requetk will not endanger public health b 
lafety or common dcfenie b eecurity 

KCCORKLE.O W Phyclcfl Security Licensing Breneh 80/07/24 ip 


— S0091S0406 Add! condition to Amend MPP-1 to License 8NM-14S granting 
limited exemption to permit high enriched U leaching 
operation within Inclneretor area 

* Phycical Security Licensing Branch 80/07/24 Ip 


B009190347 Forward* IE Insp Rept 70-0139/80-19 b on 800707-10 No 
noncomp 1 lane e noted 

MARTIN. WO Region I. Philadelphia. Safeguards Branch BO/07/25 

2pp 


—6009190358 IE Insp Rept 70-0135/80-19 on 800707-10 No noncomp 1 ianca 
noted. Major area* inipicted independent meaiurcmcnts by 
NRC inspector* of residual U-239 holdup In high enriched U 
facility Detail* withheld (ref 10CFR2 790) 

BISSETTrP H , COHEN. I > JOYNER.J H Region 1, Philadelphia. 
Safeguards Branch 60/07/22 Ip 


8009110262 Ack receipt of B0071B Itr informing NRC of steps taken to 
correct violations noted in IE Imp Repts 70-0139/80-15 b 
70-0364/80-13, 

MARTIN. U.O Region 1. Philadelphia I Safeguard* Branch BO/OB/OS 
IP 


—6009110274 Forward* IE Incp Rept* 70-0133/00-15 b 70-0364/80-13 on 
B00905-30 b notice of violation 

MARTIN. M 0 Region 1. Philadelphia. Safaguard* Branch 80/06/24 

2pp 


—8009110276 Notice of violation from Incp on 800509-30 

* Region 1, Philadelphia. Office of the Director 80/06/23 ip. 


—0009110281 IE Incp Rept* 70-0133/80-19 b 70-0364/60-13 on 000509-30 
Noncompliance noted ’ fel 1 ure to perform nuclear criticality 
evaluation 

JOYNER. JH Region 1. Ph 1 ladelph le. Safeguerd* Branch 
KU8HNER.W L Region 1. Philadelphia. Office of the Director 
80/06/23 9pp 


8009180183 Inform* of out-of-tpecs condition of five cylinders of low 
enriched U heiaflourlde received 800731 Cylinders will net 
be introduced to production sy* Requests one-time exemption 
td return matl to govt et shipper values Fee forthcoming 
AUSTIN. M A Babcock b Wilcox Co . Nuclear Material Div 80/08/09 
Ip. 


— 8009180196 Forwards cheek for administrative amend fee ro one-time 
■xempvion relatlv* to meti return* at shipper values 
AUarilfiH A Babcock b Ullcox Co . Nuclear Material Div 60/06/09 
Ip 


8009190480 Forward* rept on radioactive effluents discharged to 
unrestricted areas as rtsult of work performed under 
Llcensa* 6NK-149 b SNM-414 Rept covers Jan- June 1980 
AU8TIN.M.A Babcock b Ullcox Co , Nuc lean Ma tar lal Div 80/08/13. 
3pp 


8009110263 Ack recalpt of 800719 Itr informing NRC of step* taken to 
correct violations noted In IE Insp Rapt 70-0139/80-14 
MARTIN. W 0 Region I. Philadelphia. Safeguard* Branch. 80/00/19 
ip 


—8009110269 Forwards IE Insp Rept 70-0139/00-14 on 800927-30. No 
nancompllance noted 

MARTIN.UO Region 1. Phi tadalph la. Safeguards Branch 80/06/29. 

2pp 


—0009110272 IE Insp Rept 70-0135/00-14 on 000927-30 No noncomp 1 lane e 
noted Major areas inspected, effluent waste treatment sys in 
low enriched U plant Details ulthhtld (ref 10CFR2 790) 

JOYNER. J > Z1BUL6KY.H Region I. Philadelphia. Safeguards Branch 
BO/06/24. Ip 


000923040? Forward* IE Circular 00-20, "Change* In Bafe-Blab Tank 
Dinenslon* " No written response required 

ORIER.B H. Region 1, Philadelphia. Office of the Director 
00/08/21 4pp 


0009230211 Requests that all psrionnsl be reminded of purpoee of 
emergency notificetion lys b health physics network Sys 
Installed for govt use during emergency 

ORIERiB H Region 1, Phi ladelph la. Office of the Director. 
80/08/22 3pp. 
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DOCKET 70-0143 NUCLEAR FUEL SERVICES. INC 


8009050179 FOIA r«i(utit for document* r* Invintorg dlF#«r«nc» «t 
1 1 1 ty 

COCHRAN. T B Ndturjl R»»ourc»f Council 79/12/10 2pp 


B009050480 FOIA rtluiit For Hit o# Focilltlfi for which comprtboni iv# 
(valuation rtptj have been prepared. NUREO repti ra MLfF. 
lilt cf docunenti re facility HUF b NRC decision to reopen 
plant 

DAVI3.P6 Affiliation Unknown 60/06/29 Ip 


8009050180 Foruardl IE Imp Rept 70-0143/00-23 on 800714-19 No 
noncomp 1 lance noted 

KENNA.W B Region 2. Atlanta. Safeguards Branch 90/08/07 Ip 

”8009090184 IE Imp Rept 70-0143/80-23 on 800714-18 Mo noneompllantt 
noted Major areas Insptctad training, malnt. nuc 1 tar 
criticality safety, fol lowup on IE info notice! b 
Independent areai 

KAHLE.U B Region 2. Atlanta, Office of the Director KENNA.M B 
Region 2. Atlanta, Safaguardi Branch BO/OB/07 9pp 


6009150027 Forwards Revision 18 to fundamental nucltar iieterial 
control plan Enel withheld (ref I0CFR2 790) 

HENSLEY, K D Nuclear Fuel Services, Inc (eubs of Oettg Oil Co 1 
80/08/07 2pp 


B0090504B8 Responds to FOIA rcyueit for Hit of facilities for which 
comprehensive evaluation rapts have been prepared, NUREOi re 
NUF, list of documents re facility HUF b NRC decision to 
reopen plant Forwards NUREB-03$0 b 0430 U/o tncls 
FELTdN, J K Division of Rules and Records 80/08/08 3pp 


8009120096 Advliet that lecurlty plan for low enriched metl of toiu 
strategic significance meats retulrements Kitls b plant 
protection Amend HPP-1 to License 6NK-124 ia amended by 
adding Section 12 ra physical protection riyulreMenti 
HCCDRKLE.O H Physical Security Development Branch. 80/08/11 Ip 


8009050168 Respondi to FOIA reyuect for mail received) considered or 
approved by Commission during consideration of inventory at 
facility Forwards App A documents App 8 documents withheld, 
restricted data (ref FOIA Eiemption 3) 

FELTON, J H Division of Rules and Records 80/08/14 3pp 


■8009050174 Forwards preliminary technical basis for facility restart. 
Includes four major categories b components which must 
comprise decision natrii 

HEBStNOERiH Material Control b Accountability Oavalopinant Branch 
79/09/27 3pp 


B009050177 Responds to FOIA reyutit for documents re inventory 
difference at facility reported on 790917 List of documants 
lifted In App A b App B App B documents withheld rtstrlctid 
data (ref FOIA EscMptlon 31 

FELTON, J H Division Of Rule* and Records 80/08/14 Spp. 


8009100902 Act receipt of 800718 Itr Informing NRC of steps taken to 
correct violations noted In IE Intp Rapts 70-0143/79-44 b 
70-0143/80-20 

O'REILLY.U P Region 2, Atlanta, Office of the Director 80/08/14. 
Ip. 


— 8009100906 Responds to NRC 800624 Ur re vloUtlons noted In IE Jnsp 
Repts 70-0143/79-44 b 70-0143/80-20 Corrective actions 
withheld (raf 10CFft2 790) 

HANSERaUC Nuclear Fuel Servlets, Inc (tubs of Oetty Dll Co.) 
80/07/18 Ip 


— 8009100910 Forwards IE Imp Rapt 70-0143/80-20 on 800617-19 
NoncompHance noted 

O'REILLY.J P Region 2, Atlanta, Office of the Director. 
80/06/24 2pp 


8009100914 IE Imp Rept 70-0143/80-20 on 800617-19 None amp 1 lance noted 
corrective action on prevloue Item of noncompHance dealing 
w/ttaei control Details withheld (ref 10CFR2 790) 

TODD.O A Region 2, Atlanta. Office of the Director, 

Region 2, Atlanta, Safeguards Branch. 60/06/24, 


8009120147 Act receipt of IE Imp Rept 70-0143/80-23 on 000714-18 No 
proprietary Info < 

Servicte. Inc, (lubt of Oetty OH Co 1. 

BO/OQftB ip 


0009120224 Forward! IE tnep Rapt 

nonco/npHanea noted 

KENNA.W B Region 2, Atlanta, 


70-0143/00-23 on B007M-tD, No 
Safaguami Branch 80/08/07 Ip 


—8009120227 IE Imp Rapt 70-0143/80-23 on 800714-10 No noncomp 1 Imnc* 
noted Major aroae Inepactod training, malnt/ nue laar 
criticality eafety b followup on 1C Info notices 

KAHLE, J H Region 2, Atlanta, Office of the Director KENNA, H, B 
Raglan 2. Atlanta, Safoguards Branch 80/00/07 5pp. 


8009120124 Ack receipt of 800801 Itr Informing NRC of steps takart to 
correct violations noted In IE Insp Rapt 70-0143/80-21 
KENNA.H D Region 2, Atlanta, Bafaguards Branch 80/08/20. Ip 


--0009120126 Responds to NRC 800717 itr re violations noted In IE Imp 
Rept 70-0143/80-21 Corrective actions taken & results 
withheld (ref 10CFR2 790) ^ ^ . 

MANSER, H C Nuclear Fuel Services. Inc (subs of Oetty Oil Co, I. 
80/03/01 Ip 


— 8009120130 Forwards IE Insp Rept 70-0143/00-21 on 800616-20 4» notice 
of violation Notice of violation withheld (ref 10CFR2 790), 

KENNA.W 8 Region 2, Atlanta, Bafagoardi Branch, 80/07/17, Spp, 


--8009120133 IE Imp Rapt 70-0143/80-21 on 000616-20. None omp Hanc a notsd 
failure to datarmlna •yitamatic uaighing arrors b failure to 
evaluate meaeurement control data Details withheld 
(raf tOCFR2 790). 

JONES, D W. Region 2, Atlanta, Office of the Director. 

OILLESPIErF, P. Region 2, Atlanta, aefeguerds Drench. 80/07/17. 

Ip 


8009230404 Forwards IE Circular 80-20, "Changes In Bafa-Blab Tank 
Oimenslons, " No written response required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 80/08/21. 
4pp 


0009150395 Responds to 000018-21 site visit re safeguards lys for 
highly enriched U Forwards new conditions for Amend KPP-1 to 
License 8NM-I24 clarifying Intent of tampor-saf Ing program. 
PARTLDWi J 0 Material Control Licensing Branch 80/08/22 Ip. 


— 8009150398 Revises Amend MPP-1 of License 8NM-124. Incorporating 
Conditions 2, 30 b 2 31 re personnel performance of Item 
control audits b changing Condition 7 3 ra temper-sef Ing 
lurvelllence 

a Material Control Licensing Branch 80/08/22 Ip, 


8009230325 Riquasti that all personnel be reminded of purpose of 
emirgcncy notification sys b health physics network Sys 
tnstellsd for govt use during emergency 

O'REILLY.J P Region 3, Chicago, Office of the Director. 80/08/22 
Ip 


6009090465 RO on 800728, fire occurred In Oldg 302 tube cleaning roost 
Firs Involved ductwork, HEPA filter media, p lest g lee b other 
metis, releasing carbonaceous soot. Room void of all 
radioactive metis eecept low level surface contamination. 

MANSER, W C Nuclear Fuel Services, Inc (subs oP Betty Oil Go. I 
80/08/27 Spp 


8009040258 Motion for extension until 801015 to fllo direct 
submissions Awaiting confirmation of new NRC chairmen 
prior to decision. Cartl flcate of 3vc end. 

WElSBiE R Natural Resources Defense Council UEISPfE R Sheldon. 
Harmon b Uslis 80/08/29 Spp. 


8009090504 Forwards "Rept of Effluent Monitoring b Release to 
Unrsstrlctad Areas, Oen-June 1980 " 

MICHEL, C J Nuclear Fuel Services, Inc. (subs, of Betty Oil Co. 1 
80/08/29 Ip 


8009090507 "Rept of 'Affluent Monitoring b Release to Unrestricted 
Arses, Jan- June 1980." 

e Nuclear Fuel Services, Inc, (subs, of Oetty Oil Co ). 00/08/89. 

Ip 


8009240742 Advises thet 800819 request for emend to eafeguerds plan 
requlrss mejor amend to License BNH-184. Payment of Category 
lA fee should be made to NRC. 

HE188, D License Fee Management Branch, 80/09/04 Ip 


..... • “"rus rroposeo rrogram for Determination b Demonstrm' 

of Mhatman-4t Filter Media Efficiency for Colledtion b 
Retention of Soluble U Particles at NFS Perimeter Air 
SempHng Stations " 

00/09/05 Services, Inc, (subs, of Oetty Oil Co. ). 
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— 3009110393 "Propond Progrdn Por D#t»r.n»in«tlon *i Demanatratl on of 
Wh«tMn-41 Filtor hlidl& Effieltncy for Collection It 
ItotentlOTi of Bolublo U Particlos NFS Poriitater Air 
Siutpllng Btotlono “ 

• Nucloor Full Bervlcaii Inc, <«|ibo of Oottg Oil Co ) BO/Of/OS 
4pp 


9009110392 Foruort)* roiponso to NRC 800813 Itr ro vlolotlont notvil in 
IE Inop Rop t 70"0 143/80— 22 Rosponie withhold 
Irof lOCFRa 790) 

HANSCRiH C. Nucloar Fuel Sorvicoi. Inc (iub» of Ootttj Oil Co. ) 
80/09/ 09. Ip 


8009290439 Foruardo IE Insp Rapt 70-0143/BO-22 on 8007t4-ll> No 
noncoaipllanea noted In«p tumnarg onlg end <ref tOCFR2 7901 
KENNA> U B Region 2t Atlantai Safeguard! Branch 80/08/13 3pp. 


— 9009290439 IE In«p Rapt 70-0143/80-23 on e007l4-li> No nonconip 1 lance 
noted Major areai Inepectad corrective actlo’ns to Iteiae 
80— 08— It 80-08-03 It 79— 4ii— 01 * eecur i tg arganliatlon It 
barriers Dttalli withheld <ref 10CFR2 790) 

TOBlMtU.J I PERNV.C D Region 3. Atlanta. Office of the Director 
OlLLEBPIEiF P Region 2i Atlanta. Safeguard* Branch B0/O8/09 
If 


8009120421 Forwards Chapter 19 of phgelcal safeguards plan U/« end 
HICHELiC. J. Nuclear Fuel Servicesi Inc (subs of Oettq Oil Co ) 
80/09/08 Ip 


8009240624 Act receipt of B00721 1 tr , IhfoVining NRC of steps taken to 
correct violations nottd In IE Insp Rapt 70-0143/80-13 
BTOHRtJ.P Region 2. Atlantai Fuel Facilitg It Materials Bafetg 
Branch. 80/09/08 Ip 


— B€C?24'063t Responds to NRC 800636 Itr re violations noted In IE Insp 
Rapt 70-0143/80-13 Corrective actions emplogea sKpoeure 
Tspts & effluent release data updated 

MANSER. U C Nuclear Fuel Services. Inc (subs of Oettg Oil Co >. 
80/ 07/31 4pp 


— 8009240637 Forwards IE Insp Rapt 70-0143/80-13 on 800331.0431-29 6 
notice of violation 

STOHR. J. P Raglon 2. Atlanta. Fuel Facilitg b Materials Bafetg 
Branch BO/06/36 3pp 


—8009340640 Notice of violation from insp on 800321.0421-39. 

* Region 3. Atlanta. Qffica of the Director 80/06/33. Ip. 


—8009240646 J£ Insp Rapt 70-0143/80-13 on 800321,0431-29. 

Honcempllancs noted failure to adeguatelg surveg airborne U 
In work areas, failure to dec ontanlnate uncontrolled area 
ieuaedlatelg It failure to make rapt to ngt 

OIBSON.A F Region 2. Atlanta, Fuel facilitg b Materials Bafetg 
Branch. OAVIS.J.H, Region 2. Atlanta. Office of the Director 
BO/06/23 Bpp 


8009290374 Revises License Condition 2 1 of Amend HPP— 1 to incorporate 
revtsed Section 6. 0 It App C Revised Sections 1 O 1. 8 O 
require addl clarification 

PARTLON. J 0 Phgelcal Security Licensing Branch. 80/09/10 2pp. 


B009260439 Notifies of intention to be represented bg NRDC for written 
testtAong before 801001 

BHERBONDY. 8. N Affiliation Unknown 80/09/16 Ip 


B0O924O999 Advlsas that Plant 1 inventory dlfferenca for Jul 19B0 high 
enriched U phgslcal Inventorg eictcded limit of error End 
Hlthheld (ref iOCFB2. 790). 

HCN3LEV.K D. Nuclear Fuel Services. Inc. (subs of Oettg Oil Co. ). 
80/09/19 Ip 


8009290093 Order effectivalg denying NRDC 800714 petition to stay 
effectiveness of decision that granted legislative hearing 
w/» discoverg privileges. Sets schedule for hearing. (Prants 
addl limited participations JF Ahsarne separate views end 
CHILK. 8 J Office of the Sscrctarg of the CofiMnlss 1 on. 80/09/32 
6pp. 


8009300479 Forwards isatl balances covering Inventorg period Jlay-Aug 
1980. End withheld (ref 10CFR2 790) 

HENSLEV. K. D. Nuclear Fuel Servlccsr Inc. (subs of Oettg Oil Co ) 
BO/09/34 Ip 


DOCKET 70-0258 ILLINOIS. ONIV OF, URBANA-CHAMPAIOM 


6009120611 Application to amend License 8NM-336r increasing max amount 
of 11-239 to 300 g. Description of use b analgsls of haiards 
end. 

MANOELiH. Illinois. Unlv. of> Urbana-Champalgn BO/06/03 Bpp 


--8009120614 ''UF6 Handling Sgs for Nuc lear-Pumped Laser Esparinents “ 
DQODT.F P Illinois. Unlv of. Urbana-Champalgn 70/12/31 37pp 


8009190181 Amend I to License SNJ1-236. authorl 1 1 ng posession of up to 
300 g U-239 to be used In esperlmants 

PAGE. A 0 Uranium Fuel Licensing Branch GO/08/29 Ip 


— 80091S01B3 Safety evaluation supporting Amend 1 to License SNM-336 
SaCMO. A L I CROW.W T Uranium Fuel Licensing Drench 80/03/29 
app 


DOCKET 70-0312 HABBACHUaETTS. UNIV OF 


8009100634 Ack receipt of G00806 Itr informing NRC of steps taken to 
correct siplratlon of license noted in TE Insp Rept 
70-0312/80-02 

KINNEMAtl. J D Region 1. Philadelphia. Office of the Director 
30/08/14 Ip 


— B0091O0647 IE Insp Rept 70-0313/80-02 on 300707 No noncomp I lance 
noted Major areas inspected aspiration of license 8< 
application for new liconse 

KINNEMAN.J D. Raglon 1. Philadelphia, Fuel Facilitg b Materials 
Safety Branch ROUE. C A Region 1. Philadelphia. Office of the 
Director 80/08/13 2p p 


— B0Q9100691 Application for renewal of Liconse SNH-a92 
KOFFLER.H Massachusetts. Unlv of 80/08/06 Ip. 


DOCKET 70-0343 HUTOERS.WEH JERSEY. THE BTATE UNIV OF 


8009130529 Act receipt of 800710 Itr Informing NRC of steps taktn to 
correct violation noted in IE Insp Rspts 70-0343/80-31. 
□0-00883/BO-01.30-06991/BO-01 «- 30-00336/83-01 

BMITH.O H Region 1. Phi ladelph la. Fuel Facilitg b Materials Safety 
Branch 00/03/14 Ip 


— 0039120936 Responds to NRC 000634 Itr re violation noted In IE Insp 
Repts 70-0343/00-01.30-00333/60-01.33-06991/80-01 b 
30-00396/00-01 Correctlvt actions research procedures will 
be reviewed b bulletin Issued 

NOWELL. D< B Rutgers, New Jersey. State Unlv of. Busch Campus 
80/07/10 2pp 


—B009I20S42 Forwards IE Insp Repts 70-0343/30-01,30-00303/80-01. 
30-06991/00-01 b 30-00356/80-01 on 600501-02 b nut Ice of 
violation 

KlNNEMANi d D Region 1, Ph 1 lade Iph la. Fuel Facility b Matartats 
Safety Branch 00/06/34 8pp 


0009120948 Notice of violation from insp on 000501-03 Noncampl lence 
noted individual In blochanlstry dept worked u/mCl 
.quantities of tritium w/o registering or w/o author 1 lat 1 on 
from radiation safety ofc 

a Region 1. Philadelphia, Office of the Olrector 60/06/24 Ip 


DOCKET 70-0349 NORTHWeSTEHN UNIV . EVANSTON - CHICAGO 


3009110837 Requests amend to Licenses 12-00382-03. 18-00383-09. 
12-00094-06. SUD-996 b BNM-330 to reflect encl membership of 
redlatlon safety committee 

MILLER, 0 R. Northiuestern Unlv 80/06/39. 2pp 


— B009II0B31 Notifies that amend to Licenses 13-00303-03. 12-00303-09. 
12-00394-06. SUD-336 L BNK-330 Is fee exempt 

CODPEfti J. Region 3. Chicago. Office of the Director 83/06/30 
IP 


— 8009110635 Notlflss that amend to Licenses 12-00302-03,13-00383-09. 
13-00094-06, 6UD-356 b aNM-330 Is fee ekempt 
MILLER, M.D License Fee Management Branch BO/07/1S Ip, 


DOCKET 70-0364 PARKS TOWNSHIP SITE. BABCOCK b UILCOX CO 


8009230136 Rsquesti amend to Tech Spec 1 B 9 revising Pages l.D. » 14 b 
I B 9 14 (a ). provld 1 ng criteria for use of continuous 
monitors fr clarifying use of general air samplers at Pu 
facility 

AUSTIN.M A Babcock b Mticoi Co , Nuclear Material Dlv. 80/07/03. 
ip. 
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— 8009230139 Revised Tech Spec Pajes I a 5 14 
criteria for use of continuous monitor* 
ganaral air samplers at Pu facility 
♦ Babcoci t Wilior Co . Nuclear Material 


& I B S ] 4< a )i providing 
clan fg itig use of 

Dlv BO/07/02 Zpp 


B009100642 Responds to 800930 Itr in response to lE Insp Rapt 
70'0371/80~05 tt notice of violation Item of nonco<npl lance 
rtina ins 

MARTINili 0 Region li Pti 1 ladelphiai Safeguards Branch. 80/09/13, 
3pp 


000916^0179 Forwards IE Insp Repfcs 70-0135/80- 1& L 30-0364/80-14 on 
800609-13 No non c amp 1 i ance noted 

martin, W 0 Region I, Ph J la if o 1 ph i a, Bafeguariii Branch 00/07/08. 

2pp 


—9009100646 Forwards IE Insp Rept 7O-O371/0O-OS on 800401-03 & notlci «f 
violation Notice of violation withheld (ref lOCFRS 790). 

MARTIN, M 0. Region 1, Ph i ladelphiai Safeguards Branch. 90/09/09 
SPP 


—8009160186 IE Insp Repti 70-0133/80-16 *< 30-0364/80-14 on 800607-13 No 
noncompl lance noted Major areas Inspected phgeleal inventory 
1, assessment & observation of nondestructive assay work 
perfo-rmod by licensee Details uithheld (ref I0CFR2 770) 

BIS8ETT, P H , SUMMERS, R J Region I, Ph 1 lade Iphia, Office of the 
Director JDVNER, J H Region 1, Philadelphia, Safeguards Branch 
80/07/ 01 ip 


8007110262 Ack receipt of B0071B Itr informing NfiC of steps taken to 
correct vlolatiens noted in IE Insp Repts 70-0133/00-19 4 
70-0364/80-13 

MARTlNrW 0 Region 1 , Philadelphia, Safeguards Branch 80/08/05 

Ip 


—8009100652 IE Insp Rept 70-0371/00-02 on 800401-03 Noncomp 1 lane e ns til 
failure to properly store & tamper-safe seal unattended SNM 
container & to maintain aclt portal BNM detector In 
Operable condition Details withheld (ref 10CFR2 790) 

MADDENrW Region 1, Ph 1 lade 1 p h la. Office of the Director 
DEVLIN, J Region I, Philadelphia, Safeguards Branch. 60/05/07, 

IP 


8007230416 Forwards IE Circular 00-20, "Changes in Safe-Slab Tank 
Dimenslans " No written response riqulrad 

DRIER, D K Riglon 1, Ph 1 ladelphla. Office of the Director. 
80/08/21 4pp 


“8009110274 Forwards IE In»p Repts 70-0135/00-15 U 70-0364/80-13 on 
800509-30 6 notice of violation 

HARTIN.WO Region J, Ph i la d e I ph 1 ai Safeguard* Branch 60/06/24 

2pp 


— 8009110276 Notice df violation from insp on 800509-30 

* Raglan I, Philadelphia, Office of the Oirector 80/06/83 Ip 


—8007110281 IE insp Repts 70-0135/80-19 fc 70-0364/80-13 on B00505-30, 
Noncompl lance noted failure to perform nuclear cpltleallti; 
evaluation 

JOVNERiU H Region 1, Philadelphia, Safeguards Branch 
KUSHNER, if L Region 1, Ph 1 1 ade 1 pbla. Office of the Director 
80/06/23. 9pP 


8009230223 Requests that all personnel be reminded of purpose of 
emergency notification sys tt health physics network Bys 
Installed for govt use during emergency 

ORIER, B H Region 1, Ph 1 ladelphla, Office of the Director 

80/00/22 Spp 


DOCKET 70-0398 COMMERCE, DEPT OF 


8007230421 Forwards IE Circular 80-20, "Changes in Safe-Blab Tank 
Dimensions " UP written response required 
CRIER, B H Reglpn 1, Philadelphia, Office of the Director 
80/09/21 4pp 


8009110440 Forwards amend to Section 9 0 of Amend flPP-1 to License 
5MH-4I4, approving Interim physical security plan by 
wl thdraafl ng License Conditions 9 1,9 1A,9. 10 It 9 1(1 & 
rilssulng License Condition 9 1 

MCCORKLE.OW Physical Security Licensing Branch 60/08/11 2pp 


8009190S24 Orants 800326 tt 0623 requests for a tempt ion from certain 
code requirements for packaged SNM in foirm of waste Matte 
must be limited to solid matls 5 afforded physical 
protection per code 

BURNETT, R F Division of Safeguards 80/03/11 2pp 


8009150480 Forwards rapt on radioactive effluents discharged to 
unrestricted areas as result of work performed updir 
Licenses SNM-H5 It SNM-414 Rept cover* Jan-June 1930 
AUSTIN,)! A Babcock It Wllcos Co i Nuclear Material Dlv 30/03/13 
3pp 


DOCKET 7O-0S7S LEBANON VALLEV CDLLEOE 


B007160217 Discusses IE Insp Repts 70-0579/80-01 It 30-00899/60-01 on 
800220 No noncomp 1 lance noted Major areas Ihspectad actions 
taken to correct 790911 noncomp 1 lance 

HCCLINTOCKtR 0 Region 1, Phi ladelph Ut Fuel Facility it Matartala 
Safety Branch 80/02/27 Ip 


DOCKET 70-0600 SEATTLE UN IV 


8007120043 Forwards Dig Oulde 3 59 to develop physical security plant In 
response to S0D717 conversation Plan must be submitted by 
800631, M/o end 

MCCORKLE, 0 M Physical Security Development Branch 80/07/23 tp 


8009230409 Foruiarifs IE Circular 80-20, ''Changes in Bafe-Blab Tank 
Dim:eAstons " No written response required 

ORIER'B H Region 1, Phliadelph la, Office of the Director 
ao/00/21 4pp 


8007230211 Requests that all personnil be reminded of purpose of 
emergency notification lys & health physics network Sys 
Installed for govt use during emergency 

DRIER, B H. Region 1, Ph 1 ladelphla. Office of the Director 
00/06/22 3pp 


'OCKET 70-0371 UNITED NUCLEAR CORF 


09120190 Forwards IE Insp Rept 70-0371/80-10 on 800616-20 No 
noncomp 1 lance noted 

MARTIN. H 0 Region 1, Ph i la d e 1 ph ia . Safeguards Branch 80/07/11 

If 


8009120239 IE Insp Rept 70-0371/30-10 on 800616-20 No noncomp I lance 
noted Major areas Inspec ted: f ac J li ty organliatlon li 
measurement control program Details withheld 
(ref 10CFR2 770) 

2ISUL8KY.H . MOLThTER, E Region li Philadelphia, Office of the 
Director UQYNERrUH Region 1, Philadelphia, Dafeguards Branch 
BO/07/03 IP 


8009240668 Discusses requirement that central !< secondary alarm 
stations must have ability to take control of all electronic 
security sys In svent of collusion by guards or takeover by 
intruders 

KIRKtW F. United Nuclear Corp. .Naval Products Dlv 80/07/15 3pp 


DOCKET 70-0687 UNION CARBIDE CORP 


6009130139 Forwards Union Carbide route w/revlsed guidance NtlRF0-05AI« 
reflecting latest amend to interim rule for physical 
protection of irradiated reactor fuel In transit 
Requirement* must be implemented by 800703 M/o ends, 

MCCORKLE.O M Physical Security Development Branch 80/07/07 Ip 


0009000489 Revise* Amend HPP-3 to License SNM-639, Condition 2 t, ti 
adds Condition 2,6 to require rept of first yr recovery 
date from U-uaste form process operation 

PARTLOM, U 0 Material Control Licensing Branch 80/08/06. 2pp 


8007100066 Ack receipt of 800729 Itr Informing NRC of addl steps 
taken to correct violation* noted in IE insp rept, li 
payment of civil penelty 

6TELL0, V Office of Inspection & Enforcement, Office of the 
Director 80/09/21. Ip 


3009230419 Forwards IE Circular 80-20, “Changes In Safe-Slab Tank 
Dimensions " No written response required. 

GRIER, B H Region 1, Ph 1 ledelph ia. Office of the Director 
30/03/21 4pp 


DOCKET 70-0710 MERRIMACK COLLEGE 


8009240044 Ack receipt of 800129 It 0724 Itrs Informing NRC of step* 
taken to correct vlolatlone noted in IE In*p Rept* 

70-0710/79-01, 30-08309/79-01 

KINNEHAN, J. D. Region 1, Philadelphia, Fuel Feeillty fc Meteriels 
Safety Branch B0/03/U Ip 
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— S00i92400!(l R»«pond« to NRC 791304 Itr rt vleUtioni noted tn IE Insp 
Raptt 70-0710/79-01 It 30-08305/79-01 CoTPoetivo action 
ranoval of taalad Pu-Ba aourca RaRulrad tupvaya & taate 
conducted tc racorda nalntalnad ra NRC rasulatlona 
MCUAUOHLIM. J P Mapriraack Collage 80/07/24 Ip 


—0009240035 Dlacuaaa* IE Inap Rapta 70-0710/79-01 (< 30-08305/79-01 on 
791105-OA Si fopuapda notice of violation 

HCCLINTOCKtR 0 Region It Ph 1 ladalph lot Foal Facllitg S< Katariala 
Safety Branch 79/12/04 2pp 


— 8009240OAO Notice of violation fpoai inap on 79tl03-01i Honcomp 1 f anc a 
noted: fa 1 1 ura to teat Pu-Ba aourca for contamination! to 
conduct t> pacord rayulrad aupvaya u/ON aupvev metap tt to 
eielntafn racorda of dlapoaala of llcenaad matla 

a Region It Phi ladalph lat Office of the Director 79/12/04. 3pp 


DOCKET 70-0734 OEMERAL ATOMIC CO 


0009120A4& Advlaaa that 800506 requaat for approval to ahlp HTQR fuel 
It appro-vad Forwarda approved route St data re initial 
arrangamanta u/lau anforcoment aganclaa along route Encla 
withheld (raf 10CFR2 790> 

HCCORKtEi O. N Phyalcal Sacurltg Llcenaing Branch 80/06/06 Ip. 


0009020254 Forwarda IE Imp Rapt 70-0734/80-05 on 600603-06 Ho 
noncomp 1 lanca notad 

BDOKfH E Region 9> San Franciacoi Fuel FaciUtv St Katariala Safaty 
Branch 00/07/11 2pp 


— C009020261 IE Inap Rapt 70-0734/80-05 on 800603-06 No noncompl lance 
noted. Ha jor araaa Inapacted organ! iatlon> fac 11 ity changaa ti 
nodti emp loyaa training! malnt operatloni review 6 criticality 

aafaty 

C0aLCY!if J- Region 5! San FranclicOt Office of tha Director. 
'nH0KA8!a 0 Region 4. Oallaa! Office of the Director BOOKiN £ 

Roglon S! Sen Franclacoi Fuel Facility 8 i Hatarlala Safety Branch. 
00/07/ 11 epp 


8009170212 Dlacuataa IC Inap Rapt 70-0734/80-07 conducted on 800714-18 
No nonconp 1 lance noted Major araaa Inapacted program for 
controlling & accounting for 6 HM por licanat rayulramenta 
Rapt withheld (raf 10CFR2 790) 

NORDERHAUO! L. R Region 5! San Franc laco! aafaguardt Branch 
00 / 88/10 ip 


0009040596 FNO-V-BO-064 on 80081 li atp lotion of atunilnum container 
of (IG-ThC contanlnatad five employoaa Exploaion uat cauaod 
hy leakage of Inerting gaa or by reaction w/lmpurltiai 
Lleanaae haa initiated invaatlgatlon 

THOMA 81 R. D 1 COOLEYiH J. Region 5# Ban Franclico, Office of tha 
Director, BO/OB/11. 2pp 


8007170209 Dlacuataa IE Inap Rapt 70-0734/80-08 conducted on B007SB- 
0801. Ho noncofflpltanea noted, Major araaa Inapacted actlvltloi 
ra phyaical protection agalnat Induatrlal aabotaga t agalnat 
theft of 8 NM Rapt withheld (raf 10CFR2 790) 

HOROEfl)IAUOt U. R. Region 5! San Franclacoi Bafaguarda Branch 
00/08/20 2 pp 


0009230363 Forwarda IE Circular S0-20t "Changaa In Safe-Slab Tank 
DjMantlona " No written raaponaa required 

ENOELKENa R H Region 5i San Franc lacO! Office of tha Oirector 
80/08/21. 4pp. 


0009160561 PNO-V-B0-064A updating rapt of 800811 aiploalon of 
centalnor of UC-ThC. Natal wipaa Indicate tome Internal 
fapoaltian may have occurred Region 5 evaluation Indlcataa 
ne axpoiurea in aicaaa of 10CFR20 lldilta. 

THOMABiR 0 a COOLEYaH. v) Region 81 San Franc iacoi Office of tha 
Director 80/08/82 2pp 

I 

8009830334 Requaata that all paraonnal be reminded of purpoae of 
energenctf notification aya It hoalth phyalct network 8 yt 
Inetalled for govt uac during emergency 

ENC€l.KENr R. H Region 5i San Franclacoi Office of the Director 
Br^/00/22 3pp 


OOCKET 70-0734 VALLEC1TQ3 NUCLEAR CENTER! GENERAL ELECTRIC CQ 


0009190751 Farwarda propoaed aacurity plan, Plan withheld 
(raf 10CFR2 790). 

NOSCHNERi R A. ! CUNNINGHAM. 0. E. General Electric Co 80/05/09. Ip. 


9009110223 Forwarda confirmation of undarqtandlng ra NRC interpretation 
of 10CFR73 dlacuaaed In 800617 telcon.Slte liconaed to 
paaaete BNH requiring phyalcal aacurity may paaaeaa t* uaa 
la«a than low atrateglc aignlftcance amount u/o aacurity 
CUNNINGHAM. 0 C General Electric Co 80/06/20. Ip 


3009120149 Forwarda OE route w/rsviacd gt)l dance NUREG-0561! ref 1 ee ting 
lataat amend to interim rule for physical protection of 
irradiated reactor fuel in tranalt Requirementa ahalt be 
implemented by 800703 H/o ends 

iKCCGRKLEaO U Physical Security Development Branch 80/07/07 Ip 


8D09I10227 Forwards administrative amend fee as requested in NRC 000708 
1 tr 

CUNNINGHAM. 0 E General Electric Co 80/07 / 1 5 Ip 


—8009110246 Responds to 000620 Itr re use of SNM outside secured areas 
License amend 6 administrative amend fee required Requests 
payment 

NEISBi D License Fee Management Branch 80/07/00 Ip 


8009120089 Forwards info requesting route approval of Irradiated fuel 
samples shipment Immediate attention requested tf/o encl 
KIRKLAND. M W Oeneral Electric Co 00/07/28 Ip 


8009110279 Forwards info requesting route approval of irradiated 
reactor fuel samples H/o encl 

KIRKLAND. M U Oenaral Electric Ce 80/08/03 tp 


8009160235 Approves of 600530 request to amend License 8NH-960> edd ing 
License Condition lit. modifying License Condition 2.1 
re fundamental nuclear matl control & accounting plan 
PARTLOUa U O Material Control Llcenaing Branch. 80/08/13 Ip 


“-8009160241 Amend KPP-2 to 8NM-960a superseding all pravlous safegaurds 
amends. Adds License Condition 1. 1 6 modifies License 
Condition 2 1 re fundamental nuclear matl control & 
accounting program 

* Material Control Licensing Branch 80/00/13 3pp. 


B009100741 Forwards lERA Corp reptsi "Seismic Risk Analysis for OE 
Pu Facility. Plessantpn.CA. " Parts I (a II. NRC baa endorsed 
repts for application In succeeding analyses. 6 vc list encl 
RQUSE.L. C Advanced Fuel U Spent Fuel Licensing Branch 80/08/18 


— 8009100745 ''Seismic Risk Analysts for OE Pu Facility Pleasanton. CA> " 
Part I 

» TERA Corp, 76/07/31 37pp 


— 8O091OO74B "Salimlc Risk Analysis for OE Pu Fac 1 1 Ity. Pleasanton. CA 
part II 

» TERA Corp 80/06/27 lOOpp 


8009230370 Forwards IE Circular BO-20. "Changes in Safs-Slab Tank 
Dtmenslans '' No written response required 

ENOELKEN.R H Rcolon 5. Ban Francisco. Office of the Director 
80/08/21 4pp 


8009180289 Forwards IE Insp Rept 70-0754/80-05 on 800218-19 Ho 
noncomptlance noted Encl withheld (ref 10CFR2 790 I 
NORDERHAUO.L R Region 3. San Francisco. Safeguards Branch 
80/08/29 Ip 


DOCKET 70-0820 UNITED NUCLEAR CORP 


8009180527 Advises that present decommissioning plans include round- 
the-clock operation, w/posslk 1 1 Ity of sli to seven days/wk. 
Ouardforce levels to be Implsmonteit on 800707 
BOUERStC E United Nuclear Corp,. UNC Recovery Systems Dlv 
80/06/24 Ip 


8009110221 Informs of decision to terminate recovery of highly enriched 
U at facility Requests exemption from requirements contained 
tn 10CFR73. 20. 73 45 6 73 46 

BOUERBi C E United Nuclear Corp > UNC Recovery Byetems Div. 

80/06/26 2 pp 


— 8009110249 Ack receipt of 800626 Itr re exemption from roquiremefits of 
10CFR73 20.73 45 6 73 46 Request requires minor amend to 
license Minor safeguards amend fee required 
HEI 88 .D License Fes Management Branch 80/07/08 ip 


—8009110252 Forwards minor safeguards amend fee requested in NRC B0070B 
Itr Payment made under protest 

BOUERSi C E United Nuclear Corp . UNC Recovery Systems Dlv 
BO/07/1B 2pp. 


8009110235 Requests waste shipments to burial be exempted from 
10CFR73 67(o) 6 (g) requirements Potential theft of U-833 
atlnimai Fee payment 4 nade under protest 

BONERS. C.E United Nuclear Corp . UNC Recovery By 1 toms Dlv 
S 0/06/26 2 pp 
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}0*??30334 ForujrdS JE Imp Rcpt 70-0B20/80-Q8 on 800,603-05 «< notice of 
vl o lotion 

SMITH. 0 >< Region 1. Phi lodolphia. Fuel Focilltv b Hottrlal* Sofotg 
Branch 80/07/01 2pp 


8009350335 Nottc* of violation from in*p on 800603-05 

• Rtgion If Philodolph ioi Fuel Facility t> Haterlali Safety Branch 
60/06/30 Ip 


8009350336 IE Imp Rept 70-0030/80-08 on 800602-05 MoncofflpUance noted 
failure to poet nuclear criticality eafety limit in 
uarehevee far etorage of fieille matl in inner container! 
from UNC-2600 ihipplng contalneri 

CROCKER. H H Region 1. Philadelphia. Fuel Facility b Kateriale 
Safety Branch KINNEY, W U Region 1> PMledclphla. Office of the 
Director 80/06/30 lipp 


09110267 Regueete response to concarns raised by town of Charlestoun. 
R1 re coietaminatlon of graunduater by raduastes 
BEARD. E P House of Rep 80/07/03 2pp 


39080444 FOIA reguest.on behalf of Concerned Citiiene of Rl. for four 
categories of Info re facility 

JOROMt.il 8 Sheldon. Harmon b Uelss 80/07/23 3pp. 


39320064 Submits questions on behalf of Concerned Cltitens of RI re 
lurial of raduast* at plant site b presence of 6r-90 in soil 
«/or in storage or elsetuhere 

JORDAN, HS Sheldon, Harmon b Heisf 80/07/33 4pp. 


191301SS Responds to 800636 Itr Grants specific ciception from 6NH 
•ronsport requirements re scrap for burial detcribed in Itr 
ICCORKLE.O U Physical Security Development Branch 80/07/31 Ip 


■9110230 Informs of angaglng sves of consultants Qol dberg-Zolno b 
iSsociateSf Inc Consultants lelll evaluate Info at facility b 
■ill Identify optimum placement b depth of test uell to best 
atagorlie contamination profile 

OI4ERS. C £ United Nuclear Corp , UNC Rccovary Sustans Dlv 
0/03/06 Ip 


8009330277 Requast* that all parsoonel be reminded of purpoe* of 
emergency notification eye b health phyelce netuorli Bye 
Inetallcd for govt uee during amergency 

O'REILLYoJ P Region 3. Atlanta, Of flea of tha Director BO/OB/W 
Ip 


8009110667 Reeponde to IE Bulletin 80-15. Emergency notlf IcattoTi ige 
teited during elte pouer trip on 800709 Each unit taetod I 
no dlfflcultlee uere noted 

OLSEN, A F Dabcocb b Ullcox Co 80/0S/37 2pp 


DOCKET 70-0939 CIMNARDN FACILITY, KERR-MCOEE CORP 


8009150233 Submiti info in rosponee to IE Bulletin 00-19. Eaiargoncy 
notification eye determined to be powered by onelte power 
initead of bg locel telephone company Equlpmant util bo 
relocated for pouer backup to tafeguard Ine trumantation hue. 
SHELLEY, M J Karr-McOee Nuclear Corp 80/08/20 Spp. 


8009330380 Forward* IE Circular 80-30, "Changat in Safe-Slab Tank 
Dimenelont " No written retponee required. 

KEPPLERivI 0 Region 3, Chicago, Office of tha Dlractor 80/00/21 
4pp 


8009230280 Requoete that all pareonnal ba renilndod of purpoe* of 
emergency notification eye b health phyelce network 6ge 
Inetalled for govt uie during emergency. 

KEPPLER,J 0 Region 3. Chicago, Office of the Director 80/06/22. 
3pp 


DOCKET 70-0999 NUCLEAR FUEL SERVICES, INC , (SUBS OF OETTV OIL CO I 


6009230319 Request! that all personnel be reminded of purpoee of 
emergency notification sys b health physics network 8ye 
installed for dovt use during emergency 

GRIER, B H. Region 1, Ph 1 ladelph la, Office of tho Director. 
80/08/22 Spp 


9170001 Forwards corraspondanca received or generated by Governor 
oiicy Ofe re facility Vieugraphs from 800708 meeting end 
ROM, If T Uranium Fuel Licensing Branch 00/09/14 6pp 


309170002 Lists concerns of d lent, Concerned Cltitens of ftl re burial 
of radwastc b pretence of 8r-90 at site 
JOHDAN.W S Schlff, Hardin b Uaitc 80/07/23 4pp. 


309170005 Requests consideration in astabltihlng raallstlc background 
radiation basis Eicarpt from data takan in Apr 196'4 end 
BDUERS.C E United Nuclear Corp UNC Recovery Systems Dlv 
80/07/09 2pp 


■230413 Forwards IE Circular BO-20, “Changts In Safi-Slab Tank 
mansions " No written responee required 
lER, B H Region I. Ph 1 ladelphia. Office of the Director 
/08/21 4pp 


080439 Responds to FOIA request on behalf of Conceritad Cltlians of 
for four categories of Info re facility Documants are 
a liable in PDR b Ofc of NMSS 

LTON, J H Division of Rulti and Records 00/08/22. 3pp 


230335 Requests that all ptrionntl be reminded of purpose of 
ergeney notification sys b health physics network Sue 
stalled fo-r govt use during emergency 

IBR.B H Region f. Ph 1 ladelph ia. Office of tha Di rector 


DOCKET 70-0904 PACIFIC NORTHWEST LAB 


8009020239 Forwards IE Insp Rept 70-0984/60-01 on 000484-29 No 
noncompllance noted 

800K,H E Region 9, 8an Frenc(sco, Fuel Facility b Hatarlala SaPeky 
Branch 80/07/16 3pp 


—8009020239 IE Insp Rept 70-0984/60-01 on 800424-29. No none pmp 1 Ian c* 
noted Major areas inspected * Internal review b audit, amp 1 ogee 
training, criticality safety b radioactive waste mgt. 

COOLEViN J , THOHAS, R D Raglan 9, San Francisco, Office of Iha 
Director BOOK, H. E Region 9, 8en Francisco, Fuel Facility «, 
Materials Safety Branch, 80/07/14 4pp. 


8009330375 Forwards IE Circular 80-20, "Chanpee In Safe-Slab Tank 
Oifflsnslone *' No written response required 

ENOELKEN.R H Region 9, San Francisco, Office of the Director. 
80/08/21 4pp 


8009230329 Requests that all personnel be reminded of purpose of 
emergoncy notification sys b hsalth physics network. Sys 
installed for govt use during emergency 

ENGELKEN, R H Region 9, San Francisco, Office of tha Director. 
80/00/23 3pp 


DOCKET 70-1007 GENERAL ELECTRIC CO 


110294 PNO 1-80-124: water samples taksn from test volls close to 
luent waste lagoons have ehown presence of radlonuct idiei 
ithly samples from tsst wells Indicate byproduct matl 
llonud ides 

' SMITH, G H Region 1, Phi ladelphia, Office 
the Director 80/06/28 2pp 


8009180509 Requeete amend to Conditions 34 b 39 of License eKH-94 
CUNNlNOHAKiQ E. General Electric Co 60/06/27 2pp. 


8009230370 Forwards IE Circular 60-20, "Changa* in Bafe-SIab Tank 
Dimsnsioni “ No written response required 

Region 9, San Francisco, Office of tha Director 

80/08/21 4pp 


r 70-0824 BABCOCK b WILCOX CO 

DOCKET 70-i097 GENERAL ELECTRIC CO. 

30388 Forward* IE Circular 80-20, "Changes in Saf.-SUb Tank 

tnsiont No writttn ritponse requiftd 

EILLV.JP Rsglon 3, Atlanta. Office of the Director. 80/08/21. Forwyds IE Circular 60-20, "Changes In 8afa-81ab Tank 

Dimensions No written response required. 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/00/31. 
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UOCKEI 70-1 too COMBUSTION ENOINEERINO. INC 


BOO91S0OSB Application for roviou of ravltad Section 9 li Inventory 
raq,(ilre(ient«r of fundanentel nuclear matl control plan for 
Ltcenee 8NM-10&7 Plan Is being foruardad under separate 
e o-var. 

LICHTENBERQER C-E Power Systaflii 80/06/17 Ip 


000911070^ Informs NRC that quarterly reporting requirement for 19S0 
second quarter was oicaedad as result of absolute filter 
change In FA-4 ventilation sys Caused by failure to replace 
fitters In tight-sealing configuration 

LICHTENBER0ER Combustion Engineering. Inc 80/07/10 Spp 


8009160136 Act recsi|)t of 800710 Itr reporting Incident durti.s 000624 
filter Instaliatlont resulting In minor release of 
radioactivity Into environ Corrective actions will be 
reviewed 

CUNNINOHAMiR E Division of Fuel Cycle 6 Material Safety 80/08/06. 
le 


B009230409 Forwards IE Circular 80-20. "Changes In Safa-Slab Tank 
Sltianolons. * No written response required, 

(HtlER'B H Raglan 1, Philadelphia, Office of the Director 
00/09/21 4pp 


DOCKET 70-11 la OENEflAL ELECTRIC CO 


8009090866 Application for Amend o-iv to License 8NH-1097, author! ilng 
aicluiion of review It audit required by 10CFR70 97(bM3) for 
DOC or Natl Labs Details withheld (ref 10CFR2 790) 

KAPLAK'A. L. Oeneral Electric Co > Nuclear Energy Products Dlv 
00/06/11. Ip 


8009190111 Raqueats amend to License 6NH-i097 to construct learahousa 
bldg on plant slta Details and 

KAPLAN. A. L Oanaral Electric Co.. Nuclear Energy Products Otv 
BO/06/11 4pp 


8009240318 Discusses environ assossmont for facility nods Forwards 
questions re conversion plant siaanslon. Incinerator 
raplAcemant fc environ rapt 

SPAETH' N.E. Science Applications. Inc 80/07/21 12pp. 


8009170242 Responds to 800611 Itr re application for Amend N-S. 
yreposlng warehouse bldg const Prior to bldg use. fundamental 
nuclear matl control plan must be modified. 

PARTLOU. J 0. Materiel Control Licensing Drench. 80/08/12 Ip. 

8009100290 FoTwaras ^E Insp Rapt 70-1113/80-13 on 000811-13. No 
nonceisp Hence noted. 

KENNA.U B Region 2. Atlanta. Safeguards Branch 80/08/20, 2pp 

— iH)uvi00297 IE Insp Rapt 70-1113/80-13 on 00081 i-13. No none amp Hence 
noted. Major ereea Inspected’ weete treatment plant ti chemical 
lagoon. Liquid effluent pethuiey toured for preparation of ElA 
pertaining to new Incinerator. 

AENNA. W B Region 2. Atlanta. Sefeguerdt Branch KAHLE.J B, 
Region 2. Atlanta. Office of the Director, 80/00/19. 3pp. 


8009110126 Act receipt of SOOBIB Itr informing NRC of itepe taken to 
correct vloletlone noted in IE Inep Rept 70-1113/80-10 
KENNAiH B. Region 2. Atlanta. Safeguards Branch. BO/08/27 Ip, 


— 8OO9ll'0161 Responde to NRC 800717 Itr re violations noted In IE Insp 
Rept 70-1113/80-10 Corrective actions. survey conducted to 
determine solutions necessary to provide positive assurance 
that referenced problems would not occur. 

KAPLAN. A. L. Oenerel Electric Co 80/08/ IS 2pp 


— 8009110196 Forweros »t insp Rept 70-1113/80-10 on 800623-27 t< notice of 
violation. 

KENNA.H B. Region 2. Atlanta. Safeguards Branch. 80/07/17, 2pp. 


— 8009110193 Notice of violation from insp on 800623-27 

B Region 2. Atlanta. Office of the Director, 80/07/16 ip. 


— 8009110190 IE Insp Rept 70-1113/80-10 on 800623-27. Noncomp Hence noted: 
failure to keep fuel rod cabinet doors closed when 
unattended. 

KAHLE.J. B . KENNA. U. B, Region 2. Atlanta. Safaguards Branch. 
80/07/16 6pp 


8009190601 Ack recalpt of 800821 Itr forwarding IE Inep Rept 
70-1113/80-12 

KIVLANdA. L. Oeneral Electric Co . Nuclear Energy Products Dlv 
80/08/28. Ip. 


— 8009150604 Forwards IE Insp Rept 70-1 1 13/ BO-12 on 800811 No 
noncomplianca notad 

KENNAi U B Region 2. Atlanta. Safeguards Branch. 60/08/21 2pp 


—8009190609 IE Insp Rept 70-1113/80-12 on 300811 No noncomp 1 lance noted 
Major areas Inspected license conditions 6 storage 
procedures 

KAHLE. J. 0 Riglon 2. Atlanta. Safeguards Branch CORVELL.O P 
Region 2. Atlanta. Office of the Director 80/08/21 Spp 


8009260529 Forwards request for eddl environ Info re license emend 
epplicetlon on Instetletion L use of incinerator & major 
plant etpenslon Response should be submitted by 600922 
6HUH.E y Uranium Fuel Licensing Drench 80/09/19 7pp 


DOCKET 70-1120 WESTINOHaUSE ELECTRIC CO 


8009030046 Advises that procedures for decomnlasionlng activities must 
be submitted It approved by NRC before any shipments can be 
made 

PARTLOU. J. 0 Matirlel Control Licensing Branch 80/00/06 Ip 


DOCKET 70-1143 UEBTINOHOUSE ELECTRIC CORP 


8009100187 Forwards application for amend to License 8NI1-1 120, add Ing 
end description for decontaminating 6 decommlsi lonlng glove 
b axes 

DtPlAZZA, R P Hestlnghouse Electric Corp. 80/06/12 Spp 


— 8009100193 Application for amend to Lltense 8NM-I120. describing steps 
for decontaminating L dtcommlss lonlng glove boies. 
e Uestinghouss Electric Carp. 80/06/12 21pp 


8009230169 Forwards marked-up draft fundamental nuclaar mail control 
plan for decommissioning activities 6 draft propoeed license 
condltlone re measurement control Lists suggeoted revisions 
for control plan U/o ends 

PARTLOR, JO Material Control Licensing Branch. 80/07/23 Ip 


8009150360 Amends License SNH-l 120. adding License Condition 9.3 re 
temporary storage of contaminated equipment In temper-safe 
containers at estimated 5NH values, in response to 800709 
request. 

PARTLOU, J 0 Material Control Licensing Branch. GO/OB/06 Ip 


8009230406 Forwards IE Circular 00-20, "Changes in Safs-Slab Tank 
Dimensions '* No written response required 

DRIER, D H Region I. Philadelphia, Office of the Director. 
80/08/21 4pp 


8009230223 Requests that ell pereonnel be reminded of purpose of 
emergency notification sys <i health physics network Sys 
installed for govt use during emergency 

DRIER, B M Raglan i> Philadelphia. Office of the Director 
80/08/22. 3pp 


docket 70-1191 WE8TINOHOU3E ELECTRIC CORP 


8009190108 Forwards Info re const b use of new facility for V 
hexafluoride cylinders New facility will be extension of 
existing waste storage bldg. Const to begin mld-Aug No 

license amend necessary 

REITLERiE K. Mestlnghouse Electric Corp . PUR Systems Dlv 
80/06/30 3pp 


30091006B1 Approves B00624 request far withholding proprietary pages 
of application for emend Pages contain trade secrets, 
confidential or commercial Info 

CUNMINOKAM.R- e Division of Fual Cycle t Material Safety 80/00/11. 

2pp 


0009170079 Advises that 1.200 lb of molybdinum scrap described In 
800929 Itr may be releaied far unrestricted use. 

PADEiR D Uranium Fuel Licensing Branch. 80/08/11 Ip. 


8009090173 Forwards IE Imp Rept 70-1191/80-19 on 800721-22 Mo 
noncompl lance noted 

MURPHVtC E Region 2. Atlanta. Reactor Construction & Enginaarlng 
Support Branch 80/08/12 2pp 


— B009090176 IE Insp Rept 70-1151/80-19 on 800721-22. No noncompllence 
noted Major areas Inspected fire proteetlon/preventlon. 

MILLER. W.H. Region 2i Atlanta. Office of the Director. 

CONLQNiT E Raglan 2. Atlanta. Reactor Construction t« Engineering 
Support Branch. 80/08/12 9pp 
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8009230397 Foryards IE Circular 80-20. "Changa* In Baf«-61ak Tank 
Dlmain-ldn* " No urlttan reiponie requiratf 

O'REILLV. J P Ration 2, /Atlanta. Offfca at th* Diractor BO/OB/21 
4pp 


B009I10122 Ack recolffc of BOOBl I ItT InfortnlnB NBC of akaps talcan to 
corract violations notad in IE Insp Rept 70-1191/80—18 
KENNA.H B RvgJon S, Atlanta Safoguards Branch 80/08/27 Ip 


— 8009110139 Rasponds to NRC 800723 Itr ra vlotatlonf notad In IE Imp 
Rapt 70-1151/80-18 Corractlva actions Mlthhald 
(raf 10CFR2. 7901 

COODMIM.ML , D'AHCRE.K Mastlnghouse Elactrlc Carp 80/08/11 
Ip 


— 8009110139 Forwards IE Insp Rapt 70-1 ISl /SO-IB on 800624-26 & nolle# of 
violation NotlEa of violation uithhalit Cref 10CFR2 790) 

KENNAi 1/ B Rag ion 2, Atlanta. Safeguards Branch 80/07/28 2pp 


DOCKET 70-1201 UF 6 CONVERSION FACILITY. BABCOCK li WILCOJC CO 


8009030004 Application for amend to License eMH-1168 ravlilns action 
levels for air effluent releases to unrsstrlcted areas It 
Isolation criteria bstuean fuel assenblg storage array tc 
shipping containsr loading area 
a Babcock & HI loot Co. 80/06/12, lOpp 


8009090874 Application to amend 8NH-1 168. aUthorlilng storage of SNH 
over 12 months ut/measuremtnt uncertainties greater than lOX 
ti limited use of nonrepresantatl vc stds Attachments withheld 
(ref lOCFRB 790) 

ZEFF.D W Oeneral Electric Co 80/06/26 Ip. 


B009I80917 Forwards fundamental nuclear matl control plan for NRC 
approval Plan lubmlttid as Rsvlsion 0. Including revised 
table of contents b pags-date indai Plan withheld (ref 
lOCFRB 7901 

ZEFF.D H Babcoct U Ullcos Co. 80/07/19. Ip 


—8009110142 IE Insp Rept 70-1151/80-18 on 800624-26 Noncomp 1 lance noted 
failure to establish adequate Inventory procedures Datalls 
withheld (ref 10CFR2 790) 

TODOjO a Region 2. Atlanta. Office of the Director, 

OILLESPIE.F P Region 2, Atlanta. Safeguards Branch 80/07/SB 
Ip 


9009250062 Forward « IE Insp Rept 70-1191/80-24 on BOD91S-14 No 
noncompliance noted 

KENNA. U B, Region 2. Atlanta. Safaguards Branch 80/08/29, 2pp 


—8009290066 IE Insp Rept 70-1151/80-24 on 800812-14 No nanconptUnce 
noted Haior areas Inspected facility organliation matl 
control fliiasuremtnti. phystca 1 inventory t< matl control 
Datalls withheld (ref lOCFRS 7901 

OILLESPIE.F P Rsgion 2. Atlanta. Safeguards Branch. JONES. D. N 
Region 2. Atlanta, Office of the Director 80/08/29 Ip. 


8009230464 Amend 6 to Lie ante SNM-l 107. author 1 » Ing use of 8NM in 
advanced waste treatetent process 

PACE. R 0 Uranium Fuel Licensing Branch 80/09/11 4pp, 


— 8009290470 Safety eveluatlon re 800407 b 0684 applications to author lie 
opsratlon of advanced waste treatment process Concludea that 
U recDvcry operations can be conducted w/o undue rlslrs to 
public & personnel health b safety Recommands approval 
STEVENSON. A L . CROU. U T Uranium Full Licanstng Branch 
80/09/11 3pp 


DOCKET 70-1167 N0RTHHE9TERN OKLAHOMA STATE UNIV 


8009230497 Forwards gateaus effluent monitoring results for Jan-Junt 
1980 

ZEFF.D.N Babcock b Hllcos Go 80/08/20 2pp. 


8009230398 Forwards IE Circular 80-20. "Changes In 8«fe-ai4b Tank 
Olmanilani, " No written response required 

O'REILLY. J P Region 2, Atlanta. Off lea of the Director. 80/00/21 
4pp 


8009290266 Info-rmi that review of fundaoientel nuclear Mtl control plan 
it complete Recommends deleting License Conditions 1, i>8 4> 

2.9,3 1,4. 8. 9 E, 9 2, 9 3, 6 1.6 2, 7 1 b 8 1 b adding License 
Condition 7 3 re tamper-iaf ing, 

PARTLOWrU 0 Physical Sscurlty Licensing Branch 80/09/09. Ip, 


DOCKET 70-1220 GENERAL ELECTRIC CD 


8009230383 Forwards IE Circular 80-20, "Changaa in 0afe-9lah Tank 
Olmsnilons " No written response required 

KEPPLER.J 0, Region 3, Chicago, Office of the Director. 80/08/21 
4pp 


DOCKET 70-1297 MIKED OKIDE FABRICATION PLANT. EXXON NUCLEAR CO.. INC. 


8009040473 Forwards upgraded b clarified revltlone to 8NM-I827 license 
renewal application. 

ESTEY.HP. EsKon Nuclear Co,. Inc (subs, of Exxon Corp k. 

80/06/09 2pp 


9009260309 Forwardi IE Bulletin 79-19. ''Packaging of Low Level RaVwaite 
for Transport b Burial " Response required 

SEYFRITrK V Region 4. Dallas. Office of the Director 79/08/10. 

• P 


— 8009260416 Responds to IE Bulletin. "Packaging of Lou Level Radwaste 
for Transport & Burial " Liernsae ramlnded of written 
raeponie requirement. 

• Northwestern Oklahoma State Unlv, 79/11/0] Ip 


—8009260419 Responds to IE Bulletin 79-19. •’Packaging of Lou Leva! 
Radwaste for Transport b Burial ’’ No redwaita generated 
BRDNN.K H Northwestern Oklahoma State Unlv, 79/11/07 Ip 


DOCKET 70-1193 CIMARRON FACILITY. KERR-MCOEE CDRP 


B0091S0233 Submits info in response to IE Bulletin 80-15 Emergency 
notification sys determined to be pou'Ored by onsite power 
Insteaif of by local telephona company , Equl pment will ba 
relocated for power backup to safeguard instrumentation bus 
SHELLEY, W J. Karr-McOee Nuclear Corp 80/09/20. 2pp 


8009230380 Forwards IE Circular flO-20, ''Changes in Safe-Slab Tank 
Dlaansloni " No written response required 

KEPPLER.J' 0 Region 3, Chleego, Office of the Director. 80/08/21. 
4pp 


9009230260 Requests that ell personnel be rsmlnded op purpose of 
amsrgency notification sys & health physics natwork, Sys 
tnatalled for govt use during emergency 

KEPPLER.J. 0 Region 3. Chicago, Office of the Director, 80/08/22 
3pp 


8009190760 Requests ansnd fes rs 800821 NRC granting of specific 
e^mptloti froA requtreminti of upgrads rule for Category 1 

NEISS, D License Fee Management Branch 80/09/03. Ip 


— 8009040473 Application for amend to 8NM-i227( author 1 sing activity el 
mechanical operations involving recovery of U from solid 
wastes 

e Exxon Nuclear Co,. Inc, (subs of Exxon Corp.), 80/06/09 
lOpp 


80091 10278 App 1 ica tlon to emend license to require only tlnile 
storage stage HEFA filtration of exhaust air from U 
processing facilities Amended Table 3 3-1 b Figure 2.3-2 
enc 1 

EBTEY. H. P. Exxon Nuclear Co . Inc (tube of Exxon Corp. ). 
80/06/19 3pp. 


8009110718 Application to amend License 8NN-1227. authorl sing increatc 
In possession limit of 8NK In form of enriched U from 10 to 
39 g 

ETBEV.HP Exxon Nuclear Co , Inc (tubs, of Exxon Corp.). 
80/06/27. Ip 


8009160523 Rasponds to IE Bulletin BD-iS, "Passible Loss of Eatirgency 
Notification Sys (ENS) w/Loss of Offsite Power." EN6 
equipment located at General Telephone Co North Richland 
Central Ofc physically inepactad on 800624 
ESTEY, H P Exxon Nuclear Co , Inc (sube, of Exxon Corp.) 

80/07/07 3pp 


8009100232 Faruarde "Riik Analysle for Poetulated Pu Releases From 
Exxon Nuclear Mixed Oxide Fuel Plant as Result of High Hinds 
b Earthquakas. " Recommends review b conclusions be adapted 
as staff position tubj to approval. 

AVER.J E , BURKHARDT.W, Advanced Fuel b Spsnt Fual Licensing Branch. 
00/08/14 Ip, 


— 8009100235 aubmlts NRC approved final Inereeisnt of analysis 
of natural phenomena re mixed oxide fuel operetlon* at 
Richland, WA 

ROUSE. L C. Advanetd Fuel L Spent Fuel Licensing Branch 
ip. 


of effaete 
60/00/ 14 
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— e{>0V100S3B “RUli Analysis of Postulafeaa Pu Ralaasas Pran Etxon Nuclaar 
Hliad Oxltfa Putl Plant As Result ot High Minds & 

Earthiiuaka* " 

• probabilistic Analysis Staff 30/08/14 Sfpp 


QOO^lSOSay R«qussts ra\/lotti of procaduras for 8NM accounting 
datarMlnatlon ra changas raquirad to solve problems Hated 
& revision of fundamental nuclear matl control plan to 
lacllltata incorporation of addl procedures 

PARTLOUt J Q Material Control Licensing Branch 80/08/14 Spp 


600n303<47 Forwards IE Circular S0-a0< “Changes in Safe-Slab Tank 
Dlnentlon*. “ No written response required 

ENOELKENi R H Region 9> San Franciscoi Office of the Director 
BO/OS/Sl 4pp 


G00V330332 Requests that all personnel be reminded of purpose of 
aaiergenctf notification sys Ic health physics network Sys 
inatailed for govt use during emergency 

ENCELKENi R H. Region 9i 8an Francisco. Off ice of the Director. 
BD/DS/SS 3pp 


3009390472 Forwards revised License 8NM-1227 & safety evaluation rept 
PAOErR 0 (iranlum Fuat Licensing Branch 80/09/10 Ip 


--90092S047A Ravlsed Llcansa 8NH'1227r author li ing possession i use of 
10. OCO kg contained U-2a9i 100 kg Pu in sealed sources It up 
to 100 kg Pu oxide or Pu oxide-U oxide in encepsulated fuel 
rods or approvsd containers 

PAOEiR. O, Uranium Fual Licanslng Branch BO/09/10 2pp 


— 8009290478 Safety evaluation supporting rsvlsed Llcanst SNM-1227. 
a. 800 NO. AL. , CROM.M T Uranium Fuel Licensing Branch. 80/07/31 
49pp 


COCKET 70-1300 M0RfiI8 OPERATIONS, GENERAL ELECTRIC CO 


BOO91104S0 Forwards info ra ages t< average burnup of fuel presently 
In storage In response to 800630 talcon It request by 
T Clark. 

OAMeoN.D H General Electric Co 80/07/01 3pp 


8009120943 Summary of B00610 meeting w/OE re 800133 request for amend 
to Llccnes 8NH-ia69 

CLARKiA T Advanced Fuel It Spent Fual Licensing Branch 80/07/09 
Sin- 


B009090491 FOIA request for documents re passible purchase, lease or 
condemnation of facility by federal govt 

'lILLERiH E Mudga, Rose, Guthrie It Alexander 80/07/18. Spp. 


8009090499 Requests that date referenced in revised amend request be 
changed to 800183 from 8001 18 

DAMMN.D H. Oaneral Electric Co 80/07/18 Spp 


6009190409 Forwards T'BOOlO memo ra masting betwssn Southuaet Nuclaar Co 
li NRC>ai followup to 800804 talcon 

EMPBON.F H, Advanced Fuel It Spent Fual Licensing Branch 80/03/06 

ip 


*--800916041^ summary of meeting w/8outhwest Nuclaar Co ra uss of Carey 
Salt Hina in Lyons, K8 for low level waste dltposal. Lyons 
Chamber of CosNSerca 780327 Itr It sketch of receiving area 
end 

«10HNB0N, T. C. High Laval Uast* Tachnicai Davalopmsnt Branch, 
76/06/10. Spp 


6009090449 Addl rasponsa to FOIA raquast for documants ra passlblo 
purChaeaj laasa or condamnatlon of facility by fadsrat govt 
Forwards documants listed in App A. 

FELTON, J.M Division of Rules and Records 80/08/11 Spp, 


9009290090 Forwards IE Insp Rapt 70-1308/80-04 on 800729-0801, Mo 
nonpampllanca noted 

DAVISiA B. Region 3, Chicago, Fuel Facility It Materials Safety 
iraneb. 80/08/10. 2pp 


— 6049990094 IE Insp Rapt 70-1308/80-04 on 900729-0801. No noneomp Uanca 
notsd.Major areas Inspected, f us 1 racalpt It storage, external 
expoiura control, respiratory protection ti bloassay program 
PECKiC.C. Region 3, Chicago. Off ice of the Director FISHER, U L 
Region 3, Chicago, Fual Facility It Katartalf Safety Branch 
80/08/13. 6pp. 


«0092603e3 Fu. wards IE Circular BO-20. "Changes in Bafa-Blab Tank 
Dimension* " Na written raeponse required 

KVpLCRi if . O, Region 3, Chicago, Office of the Oiractor. 30/08/31. 

4PP 


8009030978 Forward* rsvisid description of compratead air sys Only few 
changes necessary to adapt description to current 
configuration of sys, per 800716 talcon 
DAMSON, 0 i1 General Electric Co 80/08/29 4pp 


B009170O7B Requests assistance In evaluation of contentions admitted 
by ASLB ra renewal of GE Llcansa 8NM-t269 for storage of 
irradiated LWR fuel It In preparation of testimony for A9L0 
hearing 

ROUSE, L C. Advenced Fuel It Spent Fuel Licensing Branch 80/08/27 
Ip 


8009170093 Requests assistance in evaluation of contentions admitted fay 
ASLB ro renewal of GE License SNM-1269 for storage of 
irradiated LMR fual It in preparation of tastlmony for ASLB 
hearing 

ROUSE. L C Advanced Fuel It Spent Fuel Licensing Branch 80/08/27 
ip 


8009170086 Requests assistance in evaluation of contentions admitted by 
ASLB ra renewal of OE License 8NM-1269 for storage of 
irradiated LMR fuel & In preparation of testimony for ASLB 
hear ing 

ROUSE, L C Advanced Fuel fc Spent Fuel Licensing Oroneb 80/08/27 

Ip 


8009080033 Advises that NRC does not intend to respond to applicant 
000819 motion to compel State of IL answers to 600804 
discovery requests 

ROTHSCHILD, H U. Hsarlng Branch 1 80/09/04 Ip 


B009100329 Informs that fepoeltlon of DM Dawson re license renewal will 
begin In Chicago on 800912 Related correspondence. 

ROONEV. MA Mayer, Brown li Platt 80/09/04 Ip 


8009090461 Advises that responses to 0E 800014 notion to compel 
discovery against Rorem due 80002? OE believes motion to be 
complete, since no response has been received Also believes 
that A8UD is reedy to rule Related correspondence 
ROONEY, 11 A Mayer, Drown «< Platt 80/09/03 2pp 


8009110019 Advises that NRC will attend It examine at DM Dawson 800912 
dapoiltlon in Chicago, IL par B0D904 talcon during which no 
□bieytlon was stated 

DACHHANM, R 0 Rulemaking «< Enforcement Division 80/09/07. Ip 


8009120022 Order advising BL Rorem, et al to respond ta applicant li NRC 
Interrogatories by 800930. Motions for summary dlsposttion 
shall be filed by parties by 801020 b subsequent responses 

by soil 10 

OOODHOPC.A, C Atonic Safety and Licensing Board Panel 80/09/09 

2pp 


0009160403 Requests AT Clark li FD Fisher for depositions in Chicago, IL 
on 801001 AT Clark deposition wilt concern present 
facility opera tlon, 1 Icsnslng application U planned 
opsTatlon. Fisher will te deposed re Contentions 4-6 
8EKULER,8 N Illinois. Btate of 80/09/10 Ip 


8009160394 Discusses OE B00B19 motion to compel discovery against State 
of IL No reiponsa was received from State of IL by 000903 
Record r* motion is complats Ic ready for ruling by Board 
ROONEY.M A Mayer. Brown *< Platt. 80/09/11. Ip. 


8009230044 Advises that AT Clark & FO Fisher will be avallabke for 
801001 deposition at NRC afci In Washing ton, DC rather than 
Atty General ofe in ChicagdrlL 

ROTHSCHILD, K U Hearing Branch 1 80/09/19 Ip. 


8OO9300SB0 Forwards OE 800917 Itr b Revision 5 to NED0-20776> “Spent 
Fuel 8vcs Operation QA Plait " Related corracpondenct 
ROONEY, M A Mayer, Broun W Platt. 80/09/24 3pp. 


—8009300589 Forwards Revision 3 to NEDO-20775, "Spent Fuel Sves 
Operation QA Plan." Sve list end. 

DAWeaN.D H General Electric Co. 80/09/17. 2pp. 


— 8009300SB6 Reviiion 3. "Spent Fuel Bvee Operation OA Plan " 
e General Electric Co NEOO-20776 R9. 80/07/19 IQpp 


8009300018 Advises of 800919 approval of new I0CFR72, “Heeniing 
Requirements for Storage of Spent Fuel In Independent Spent 
Fuel Storage Installations " Regulation will be provided 
upon leeuance Ic publication of final forini. 

BACHMANN.R 0 Rulemaking I* Enforcement Division 80/09/29 Ip 
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e009S00049 Antietpatsf in itsudnco oP NRC iAfety ivAluatlon dut 

to Commitiian iipproval of lOCFR/2 #or which Addl in#o b 
revieoi are riiiulred Firm issudnce dote util be provided 
when eitablithed 

BACHhANM, R 0 Rul email inj tt EnT arc erne nt D1 vie ion BO/ 09/26 Ip. 


DOCKET 70-1309 HO SR IB OPERATiaNS, SDURCEB Si STAUBARDS. OEMERAL 


9009230393 Forwardi IE Circular B0-20 j "Chanjef in Safe-Blab Tank 
Olmeneioni " No written reepanee required. 

KEPPLERiJ 0 Rejion 3r Chicago. Office of the Director 00/09/21 
4pp 


DOCKET 70-1327 UP 6 CONVERSION FACIUITV. ALLIED OENEfiAL NUCLEAR 


B009170366 Comment* on rulemaking 50-3 re nleed oclde fuel OESMO 
other recycle-related llcanelng proceeding* ehould continue 
Positive afrirmatlve action to- approve Ifceniet reco-mmanded 
KIHK.W F William F Kirk 60/09/23 4pp 


0009100490 Comment* on RM 50-S public ihould be advised of advantagae Ic 
disadvantages of implementing Pu recycle NRC should not have 
terminated efforts on OESHtJ fuel* 

DECHER. U Affiliation Unlnoun 00/09/09 Ip 


6009160224 Requests CESHO re fueld be completed Info is needed for 
future decisions re reprocessing of spent nuclear fuel 
VILUEHV.O R Affiliation Unknown 60/09/09 Ip 


8009160420 Comments on rulemaking SO-5'OEBMO procaedingi should be 
reopened to provide early procedural framework for 
*u.b*equ<nt licensing 

RICKARDS, R B Oeneral Electric Co 60/09/09 2pp 


8009300514 Eipresias concern re reopening of OE0HD other related 
licensing proceedings for reprocessing sites. 

FEIO, D Affilietlon Unknown 60/09/13 Ip 


8009220226 Comments on r ulema ting 50-S DESMO proceedings should be 
reopened Technical, economic t< safety isiuee most be 
addressed In order for decisions to be made re use of nlxed- 
oside fuels 

WEITZBEftO,A Affiliation Unknown 90/09/15 Ip, 


8009260641 Urgss resumption of CESHO hearings 
B0L0N,A.E Affiliation Unknown- 80/09/16 Ip. 


— 8009260646 Opposes reopening of OE8MO hearings 
BURRELL, A Affiliation Unknown 80/09/13 Ip 


— B009260652 Urges reopening 0E8KQ (t recycle-related proceeilings & 
consideration of expanding scope to Include recycle of UWR 
fuel in breeder reactor* 

MCCORMACK. H House of Rep 80/09/22 2pp 


8009300525 Forwards comments in response to CominisBlon 600607 arifar re 
tarminetad OESMO proceedings Reopening would be inimical to 
natl security 6 defense h at odds u/nonprollfaratlon 
ob Jec tlves 

BIALIK, E. I New York, State of B0/09/Z3 7pp 


6009300340 Comments on reopening of 0E8H0 proceedings Addl use of 
nuclear generated electricity should be paced to preserve 
significant quantities of hydrocarbon reserves for use as 
raw matls In future chemical mfg 

BURRIBiL American Institute of Chemical Engineers, 80/09/23 2pp. 


8009300549 Request extension of tine for comment on Conffllsslon Q0OBO7 
order re reopening GE6KO proceeding 

HOLDEN, R, B Allied Oeneral Nuclear Services 00/09/23 Ip 


B00930056I Supports reopening of OESMO S o-ther recycling license 
proceedings 

PRlCErd E Affiliation Unknown 60/09/23 Ip 


DOCKET 70-1349 HOSPITAL PAVIA 


S009260274 Forward* IE Circular 80-19, '‘Noncompllanci H/Llcense 
Requirement* for Medical Licensees " Mo written response 
rsqulrsd 

O'REILLY, J p Region 2, Atlanta, Office of the Director. 90/08/26 

Ip. 


DOCKET 70-1377 HANNA MININO CO 


8009300606 Discusses IE insp of Licenses 22-05587-0 1. 22-015759-01 ■ 
6NM-13S3, 8NH-184t, 8NM-1064 on B00B14-15 & forward* notlcs 
of violation 

DAVIB.A D Region 3, Chicago, Fuel Facility t< Material* Safety 
Branch. 80/09/03 2pp 


— 8009300611 Notice of violation from insp on 600914-19 Noncomp 1 lance 
noted physical inventories not being performed as required. 

» Region 3, Chicago, Office of the Director 80/09/02. tp 


DOCKET 70-1397 8T MARY'S H08P RICHMOND. VA 


0009260317 Forwards IE Circular 00-19, "Noneompl lance U/LUense 
Requirements for Medical Licensees " No written response 
required 

O'REILLY, U P Region 2, Atlanta, Office of the Director 60/08/36 
Ip. 


DOCKET 70-1401 VET ADMIN. HOSP DALLAS, TX 


8009100362 Forwards IE Circular 00-19, "Noneompl lanca W/Llcense 
Requirements for Medical Licensees '■ No written reepanee 
required 

SEYFRIT, K V Region 4, Dallas, Office of the Director 80/00/26. 
Ip 


DOCKET 70-1417 GREATER SOUTHEAST COMMUNITY HOBP WASHINGTON, D. C. 


9009230142 Ack receipt of 800710 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-01^34/80-01 b 
70-1417/80-01 

KINNEMAN.J 0 Region 1, Phi ladelphia, Fuel Facility l< Hateriais 
Safety Branch 80/07/30 Ip 


— 6009230147 Respond* to NRC 800700 telcon re violatlone noted in IE Ini 
Repts 30-01334/80-01 t, 70-1417/00-01 , Come t Iv# actions- 
personnel will use syringe shields 

ROBINSON, C R Greater Southeast Community Hosp Hash Ing ton, D. C. 
80/07/10 Ip 


--6009230(50 Discusses IE insp Repts 30-01334/00-01 b 70-1417/00-01 an 
000312 b Forwards notlca of violation 

CROCKER.H H Region 1, Philadelphia, Fuel Faeillty b Haterlale 
Safety Branch, 80/03/31 2pp 


— 8009230152 Notice of violation from insp on B00312 Noncompllanes notei 
individual* prepared patient doses in mCI quantities w/o 
using syringe shields 

e Region 1, Philadelphia, Gfflca of the Olrecter. 80/03/31 ip 


DOCKET 70-1432 RECYCLE FUELS PLANT, WE6TIN0HQUSE ELECTRIC CQRP. 


8009170366 Comments on rulemaking 50-5 re mlxad oxide fuel.OESHO b 
other recycle-related licensing proceedings should continue, 
Positive affirmative action to approve licenses recommended 
KIRK.U F William F Kirk 60/08/20 4pp 


8009100490 Comments on RM 50-9' public should be advised of advantagae b 
disadvantages of implementing Pu recycle NRC should not have 
terminated effort* on GEBHO fuel* 

DECHER. U. Aff i I lation Unknown, 00/09/03, Ip 


8009160224 Requests OESMO re fuel be comp leted. Info Is needed for 
future decisions re reprocessing of spent nuclear fuel 
VILLEMY.G.R Affiliation Unknown. 80/09/09 ip 


8009160420 Comment* on rulemaking SO-S-OESMO proceedings should be 
reopened to provide early procedural framework for 
subsequent 1 1 censing, 

RICHARDS, R.8 Oeneral Electric Co. 60/09/09 2pp. 


8009300514 Expresses concern re reopening of OESMO b other related 
licensing proceeding* for reprocessing sites 
FEIO.D Affiliation Unknown 90/09/13. ip. 


8009220226 Comments on rulemaking 50-9 0E8M0 proceedings should ba 
reopansd Technical, economic b safety Issues mutt be 
addressed in order for decisions to ba made re use of mixed- 
oxide fuels 

WEITZOERO, A Affiliation Unknown 80/09/15. Ip 
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e007S&0&41 lirgti rttiimptlon at 0E8H0 hcarlngi 
BOLONjA E Ami'll i«tian Unknoun 80/09/16 Ip 


— S0O9S&Qi>4A Oppoias raopanlng of OESliO hearing* 
BURRELL) A Affiliation Unknown 80/09/13 Ip 


-»-90093A0^52 Urge* raoponlng OESHO l< rocijc le-ralat<d proceeding* li 
con* Ideratlon of expanding ecope to Include recycle of LUR 
# 11*1 in breeder reactors 

MCCOflKACKiM House of Rep 80/09/22 2pp 


S009300S25 Forwarde comments In response to Commission 800807 order re 
terailnated OESMO proceedings Reopening would be Inimical to 
natl sacurltg << defense & at odds w/nonprol 1 f oration 
objactiv**. 

BlALIKaE. I New York) State of 80/09/23 7pp 


8009300940 Comments on reopening of 0E8M0 proceedings Add) use of 
nuclear generated electrlcltg should be paced to preserve 
significant quantities of hydrocarbon reserves for us* as 
raw oiatls In future chemical mfg 

BURRIS) L. American Institute of Chemical Engineers 80/09/S3. 2pp 


B409300S49 Requeot ostonslon of time for comment on Commiseion 800607 
ardor re reopening 0E8K0 proceeding 

HOLDEN) R B Allied Oeneral Nuclear Services 80/09/23 Ip 


e0093005&l Supports reopening of OE8HO It other recycling license 
proceed ings, 

PRICE) J E Affilletlon Unknown 80/09/23 Ip 


DOCKET 70-1470 VET ADHIN. H08P LOS AM0ELE8)CA 


G0092£O31l Foruerds IE Circular 80-19) ''Noncomp 1 lance U/Llcenie 
Requlreinints for Hedlcel Licensees “ No written responee 
required 

EN^LKEN) R H Region 9) San FranclscO) Office of the Director 

B0/0a/2A Ip 


DOCKET 70-1729 FUEL REC It BTOR 8TA . ALLIED GENERAL NUCLEAR BERVICEB 


8009230038 Respond* to 800919 Itr directed to T Engelherdt. Every effort 
Hill be made to advise of development of facility us* as 
away— f run-reactor storage unit. 

HCGURRENiH. J Hearing Branch 1 80/09/19 2pp 


DOCKET 70-1730 PACIFIC OAR It ELECTRIC CO 


£009020107 Request* renewal of License* 8NI1-1903 It BNN-l&b7i extending 
expiration date to 801231 Addl time neceseary to complete 
facility licensing process 

SHACKELFORD) B. Pacific Oas & Electric Co 80/06/29 Ip 


DOCKET 70-1739 TRI-BTATE MOTOR TRANSIT CO 


8009190949 Oiicusse* IE Insp Rept 70-1739/60-02 conducted on 800616-18 
It 20-29. No noncotnpl lance noted Major area* inspected' 
activities re physical protection against industrial 
sabotage It theft of 8NM Rept withheld (ref 10CFR2, 790) 

NQRDERKAUO)L R. Region 9> Son Franc Iscoi Safeguard* Branch. 

80/08/20 2pp. 


DOCKET 70-1821 PLUT PROD FACIL. t ALLIED OENERAL NUCLEAR SERVICES CORP, 


8009170366 Comments on rulemaking 90-9 re mixed oxide fuel.OESMQ It 
other recycle-related licenelng proceeding* should continue 
Positive affirmative action to approve licenses recommended 
KIRK) U.F. William F. Kirk 80/08/28. 4pp 


6009100490 Comment* on RM 90-9. public should be advised of advantages It 
die Bdvantags* of Implamentlng Pu recycle NRC should not have 
tarialnated efforts on OESMO fuels 
0ECHER)li. Affiliation Unknown. 80/09/03. Ip. 


8009160224 Request* GE6K0 re fuel be completed Info 1* needed for 
future decisions re reprocessing of spent nuclsar fuel 
VILLEMYiOH. Affiliation Unknown. B0/09/0B. Ip. 


8009160420 Comments on rulemaking SO-S GESHO proceeding* should be 
raepentd tto provide early procedural framework for 
subsequent licenelng. 

RICHARDS. R.B. Oeneral Electric Co 80/09/08 2pp. 


8009300914 Expresses Concern re reopening of 0E8M0 It other related 
licensing proceedings for reprocessing slfces 
FEIO) 0 Affiliation Unknown 80/09/13 Ip 


8009220396 Comments on rulemeking 50-S GEGMO proceedings should be 
reopened Technical) economic Sc safety Issues must he 
addressed in order for decisions to be mads re use of mixed- 
oxide fuels 

U£tTZBERO>A Affll latlon Unknown 80/09/19 Ip 


8009260641 Urges resumption of OESMO hearings 
BQLON) A E Affiliation Unknown 80/09/16 Ip 


— 8009260646 Opposes reopening of OESMO hearings 

BURRELL. A Affiliation Unknown 80/09/13 Ip 


— 8009260692 Urges reopening OESMO St recy c 1 o-re 1 ated procaedlngs It 
consideration of expanding scope to include recycle of LWR 
fuel in breeder reactors 

MCCORMACK. H House of Rep 80/09/22 2pp 


8009300929 Forwards comments in response to Commission 900807 order re 
terminated OESMO proceedings Reopening would be Inimical to 
natl security It defense b at odds w/nonpro 1 If eratlon 
objectives 

BIALIK-e I New York, State of 80/09/23 7pp 


8009300940 Comments on reopening of OESMO proceedings Addl use of 
nuclsar generated electricity should be paced to preserve 
significant quantities of hydrocarbon reserves for use at 
raw metis in future chemical mfg 

BURRIS) L American Institute of Chemical Engineers. BO/09/23 2pp. 


8009300949 Request extension of time for comment on Commission 800807 
order re reopening GE6H0 proceeding 

HOLDEM) R. S Allied General Nuclear Service* 80/09/23 Ip 


600930OS61 Supports reopening of OESMO b other recycling license 
proceedings 

PRICE) J E Affiliation Unknown 80/09/23 Ip 


DOCKET 70-2192 PITT8T0M CO COAL GROUP 


8009080450 IE Imp Findings b Licensee Ack dtd 800722 of License 
BHM- 1617. Insp findings no noncomp 1 lance noted 
« Region 2. Attante. Office of the Director 80/07/22 Ip 


DOCKET 70-2313 NUCLEAR FUEL SERVICES 


800902047S Notification of contract execution. Mod 1 to “West Valley 
Waste Burial I: Storage Facilities " ContractoT Unlv of State 
of NY 

HAGEY. H Research Contracts Branch. FIM D-6390 80/08/18 Ip 


— 8009020481 Mod l.granting no cost extension for 1 yr. to "West 
Valley Wests Burial It Storage Facilities “ 

« New York. Stats Unlv of. (Albany). MORTON. K V Rassarch 
Contracts Branch FIN B-63SD 80/06/19 2pp 


DOCKET 70-2322 EDLOU INTERNATIONAL CO 


8009120129 Forwards Edlow Inti route «i/revi*cd guidance NURE0-D961) 
reflecting latest amend to interim rule for physical 
protection of irradiated reactor fuel in transit 
Requirements must be implemented by 800703 U/o cnclt 
MCCORKLE.O W Physical Security Development Branch 80/07/07 Ip 


DOCKET 70-2375 PACIFIC OAS It ELECTRIC CO 


8009020107 Requests renewal of Licenses 8NM-1S03 It eNN-1667i extending 
expiration dete to 801231 Addl time necessary to complete 
facility licensing process 

SHACKELFORD. 0 Pacific Oas S. Electric Co 80/06/23 Ip 


DOCKET 70-2478 TRAN9NUCLEAR. INC 


8009120136 Forward* Transnuclear route w/revlscd guidance NUREO-0561. 
reflecting latest amend to interim rule for physical 
protection of irradiated reactor fuel in transit. 

Requirements muit be implemented by BO07O3 W/o ends. 

HCCORKLE) G. W. Physical Security Development Branch 80/07/07 Ip 
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8007180S12 ForuJMli sjfeguarif plan for shlprlrnts of irradiated test 
reactor fuel Plan withheld (ref 10CFR2 790) 

MAMOUSItJ Transnuc leari Inc BO/OT/IO Ip 


80091 102AO Forward* Revliion 1 of eafepuard plan for ehlpmant* of 
Irradiated teit reactor fuel Revision uithlield 
(ref 10CFR2. 790) 

KAMOUSIiJ Transnuc 1 ear> Inc 80/08/01 Ip 


DOCKET 70-2479 TRANSNUCLEAR. INC 


8009120136 Forwards Transnuclear route w/rovlied guidance NUR£0-0961> 
reflecting latest amend to Interim role for physical 
protection of irradiated reactor fuel in transit 
Requirement* must he implemented b-y 800703 W/o efitls 
nCCORIU.E>0 W Plsysi-cal Security Development Branch 80/07/07 Ip 


8009110240 Forward* Revision I of safeguard plan fur shipments of 
irradiated test reactor fuel Revision withheld 
(ref tOCFfi2 790) 

HANSUGliJ Transnuc 1 eari Inc 80/08/01 Ip 


DOCKET 70-2520 WEST VIROIMIA UNlV MEDICAL CENTER MOROAHIOWM* HV 


5009260316 Forwards IE Circular 80-19. "Nancomp 1 lance M/License 
Requirements for Medical Licensees No written response 
required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 80/08/26 
Ip 


DOCKET 70-2554 VALLEY HOSP RIBOEWOOO 


8009240712 Discusses IE Imp Rept 70-2534/80-01 conducted on 800620 No 
none omp lienee noted License Inactive 

KIKNEMAN. JD Region 1. Phlladelph ia, Fuel Facility « Materials 
Safety Branch BO/07/30 ip 


DOCKET 70-2560 OKLAHOMA OSTEOPATHIC HOSP TULSA. OK 


8009260392 Forwards I£ Bulletin 79-19. "Packaging of Lou Level Radwasta 
for Transport & Burial " Response required 

SeVFRIT.K V Region 4, Dallas. Office of the Director. 79/OS/lO 
Ip 


— 8009260405 Rasponds to IE Bulletin. "Packaging of Lou Level Radwasto 
for Transport L Burial " Waste allowed to decay to 
background levels & then disposed of In normal trash 
MORRIS. H D Oklahoma Osteopathic Hosp Tulsa. Ok 80/09/22 Ip 


DOCKET 70-2599 BERRIEN GENERAL HQ8P BERRIEN CENTER.MI 


8009160023 IE Insp Findings Ic Licenses Ack dtd B00B08 of License 
SNM-1736 Intp findings no item* of noncompl lance or unsafe 
conditions noted 

REICHHOLD.U P Region 3. Chicago. Office of the Director. 80/08/08 

Ip 


DOCKET 70-2609 COMMOMHEALTH EDISON CO 


8009100261 Forwards request for amend to Licenses SNH-1G02 ti BNM-i833 
Mod te fuel assemblies to address potential fretting concern 
on water-rods In assemblies he* resulted In numerous 
transfers of fuel between spent fual storage pools 
PEOPLES. 0 L Commonwealth Edison Co. 80/07/11 8pp 


1009110217 Forwards Revision ( to security plan in response to NRC 
800609 Itr Revision withheld (ref tOCFft2 790) 

PEOPLES. D L Commonwealth Edison Co 80/07/28 Ip 


ICKET 70-2621 RIVERSIDE HOSP NEWPORT NEWS. VA 


109260314 Forwards JE Circular B0~I9. "Nontomp 1 lance U/Llcenec 
Requirements for Medical Licensees *' Mo written reeponse 
■equired 

I'nElLLV. JP Region 2. Atlanta. Office of the Director. 80/00/26, 
P 


DOCKET 70-2623 MCGUIRE SPENT FUEL POOL. DUKE POWER CO 


8009110273 Forwards Revision 3 to spent fuel treneportetlon security 
plan. which meet* requirements of 10CFR73 37. ei amended 
800603 Requests approval of primary route for shipment of 
Oconee spent fuel Revision withheld (ref 10CFR2 790) 

PARKER. W 0 Duke Power Co 80/07/02 Ip 


80091S0049 Advise* thet list oP 60 addl heavily populated area* he* 
been Included in end revised guidance document. NURE0~0961 . 
per NRC amend rule for physical protection of irradiated 
reactor fuel in transit, affective 800703 U/o end 
MCCDRKLE.O M Physical Security Licensing Branch 80/07/07 Ip 


8009130392 Respond* to util 800417.28 t 0702 Itrs re physical 
protection of irradiated reactor fuel in transit Approves 
Revision 3 to spent fuel transportation plan 

MCCORKLEaO W Physical Security Licensing Branch BO/07/lt Ip 


0009260527 Forwards commant* re storage & In-trenslt security plen for 
BNM of low strategic significance ttespans* requested within 
30 day* Comments withheld (ref 10CFR2 790) 

MCCORKLE. 0 M Physical Security Licensing Branch 80/08/08 Ip 


8009190236 Forwards FR notice re relocation of local FDR to Atkins 
Library. Univ of NC.Charlotta.NC 

FELTON. U M Division of Rules end Records SO/09/03. 2pp 


— 3009190242 Notice of relocation of local PDR to Atkin* Library. Unlv of 
NC. Charlotte. NC 

FELTOM. U M Division of Rule* end Records 80/09/02 2pp 


8009160343 Forwards FR notice of relocation of LPOR 
KETCHEN.e 0 Hearing Branch 4 80/09/12. Ip 


— 3009160347 Forwards notice of relocation of LPDR. 

CHILK. S J Office of the Secretary of the Commission 0O/O9/D9 
Ip 


— 8009160332 Notice of relocation of LPDR to Atklnt Library. Unlv of )«. 
Charlotte. UNCe Station. NC 

FELTON. J H Division of Rule* and Record* 80/09/02 Ip 


DOCKET 70-2705 ST FRANCIS MEDICAL CENTER HOSP LYNWOOD, CA 


8009300188 Rsspond* to IE Bulletin 80-22. "Automation Industries Model 
200-820-008 Sealed Source Conncctorf " Hosp does not 
util lie subj equipment 

MCGRATH, E T St Frend i Peoria, IL 80/09/IS tp. 


DOCKET 70-2786 GENERAL ELECTRIC CO 


8009110763 Forward* Info requesting rout* approval for shlpmont of 
irradiated reactor fuel M/o end 
ELDER, K General Electric Co 30/07/01 Ip 


0009030454 Requests escort sve for Irradiated fuel shipment eipected to 
arrive In Los Angelas. CA on 800825 New requirements In 
10CFR73 require surveillance of shipment vessel while docked 
In populated area 

KIRKLAND. HH. (General Electric Co 80/07/17- 2pp 


8009120152 Forwards approved spent fuel route St law enforcement contact 
info In response to 800701 Itr Approval not Intended to 
provide relief from licensee assurance of highway safety 
End withheld (ref 10CFR2. 790) 

MCCORKLE.GW Physical Security Development Branch. 80/07/21 Ip. 


8009S406BO Forwards comments, lesson plans & list of IndlYidwals ulio 
have completed escort training requlromenti per 10CFR73. 37, 
MORTENSEN.H General Electric Co 80/07/21 t9pp 


DOCKET 70-2883 HANNA MININO CO 


8009300606 Discusses IE insp of Licenses 22-03587-01.22-013793-01, 
8MM-1333. BNM-IB41.BNM-1864 on 000814-13 »( forward* notice 
of violation 

DAVIS. A □. Raglan 3, Chicago. Fuel Fadltty 6 Materials Safety 
Branch. 30/09/02. 2 pp 


— 8009300611 Notice of violation from insp on 800814-13 Noncompllanc# 
noted' physical Inventories not being performed a* required 
* Region 3. Chicago, Office of the Director 80/09/02. Ip. 


DOCKETED ITEMS 


DOCKET To-asas CDHMONHEAUTH ED ISOM 

S009ia02&l FoTu«r<« r«ciu«it tor •intnd to Ltc«n««« SNH-10Oa It 8NM-JB33 
Mod to fuol to oddro** potonttal fi*fttinp concorn 

on H«t«r~rodf in nioambllii bo* r»»oIt*d in nunorou* 
tranifora ot full botwiin ipint full itorifi pooli 
PEOPi-EO, D, L Conaonwiilth Ed lion Co 80/07/ tl 2pp 


9009110217 Forwirdi Rivlilon 1 to sicuritg plan in riiponii to NRC 
eOObO? Itr Riviilon withheld (nt 10CFR8 790). 

PE0PLE8>0 L Coiwnonwiilth Edl«on Co 80/07/88 Ip 


DOCKET 70-2892 AUXILIO MUTWO HQ8P 


8009260277 Forwirdc IE Circular flO-19i ''Noncoop 1 lanci U/Lican*i 
Hiq,uiriniriti for Midical Llcinsii* “ No urittan raiponia 
ra^uirid'. 

□'REILLTiJ P Ragion 2. Atlantli Offlci of tha Olrictor 80/08/86 

ip. 


DOCKET 70-2913 TENNEBSEE VALUE Y AUTHORITY 


0009190739 Application for amind to Uicenta* BN)1-1863 8t BNM-ltt6li 
■ itinding iiplratlon datii to 810331 It 1231< r iipac 1 1 val v 
HtULSrL M Tenncitia Valleg Authorltg 0O/O'7/83 Ip 


DOCKET 70-89tt MANNA MININO CO 


8009300606 Oltcuciaa IE imp o# Ulcanivi 82-03337-0 1 j 23-019759-01. 
8NH-1333, 3NM-ia41.8NM-IB64 on 800814-19 Ic forward* notie* 
of violation 

OAVtS.A D Rigion 3, Chicago. Fuel Facilitg Hatarial* Safatg 
Branch 80/09/02 8pp 


■8009300611 Notice of violation from Imp on 000914-13 Noncoiip 1 ianca 
notid phgiical Invantorle* not being pirformed a* ra^uirad 
* Region 3. ChicagOr Office of tha Director BO/09/02 ip. 


DOCKET 70-2909 VET ADMIN HOBP SAM DIEOO. CA 


8009860309 Forward* lE circular 80-19. "Noncoopliance H/Licenta 
RailulT*M*nti for Madlcal Licen*aas ” No urittan r**pon*8 
required 

CfM!Et.K&l> R, H Rag ton S. San Francisco. Of flea of tha Dirac tor. 
00/08/86. Ip. 


DOCKET 70-2909 MEBTINOHOUSE ELECTRIC CORP POWER 8V9TEMB 


B009030493 Transcript of 800821 hearing in Hontgomarg. AL ra 
Uastlnghouse application for &NH license Pp 1-190 Horning 
tasalon. 

a AtoMlc Bafetg and Licensing Board Panel 80/08/21 19Dpp 


0009130411 Forward* coiHnant* from appropriate state agancla* re DES 
for Ucstlnghousa fual fabrication plant in Prattvilla. AL 
AHOS. H.R Alabama. Btate of BO/07/01 lOpp 


0009040248 Notion for 80-dag extension to file addl valid contention* 
per ASLB B00621 *peclal prehearing conference order, 

Certificate of 8vc end. 

ALLREO. D. L Affiliation Unknown 80/08/89 Spp 


9009160930 Henoranduet t» ,ordar granting withdrawal of R Aronov.CO 
Butler.NF Butler. RH Canpball.S Oraut. RE Elg.UA Johnsan.LO 
Noor'e, A Toledo t«M Carroll 800407 petition* Affira* tfanlal 
of DL Allred petition for continuance 

FOREMAN.H • STEINOLER. H J . WOLF. J F Atonic Bafatg and Licensing 
Beard Panel 80/09/11 6pp 


BD091701S6 Retponce stating no objection to DL Allred tc Safe Energg 
Alliance of Central Al. 800621 notions for extension until 
040920 to file contentions 

TU(K. B E Hearing Branch 1 BACHHANN. R. 0 Rulenaking b Enforcaaant 
Division. 80/09/13 Zpp 


— 0009170129 Responso in support of R Aronov.CO Butler. HF Butler. RM 
Canpball.S Oraut. RE Clg.OA Johnson. LO Moore. A Toledo b M 
Carroll 000883 withdrawal of original petitions Interest* 
refressnted bg Safe Energy Alliance of Central AL 
TU^r 8. E. Hearing Branch 1. 00/09/13. 4pp 


—•009170131 Notion to correct 800821 special prehearing confaranca 
transcript 

TURK. 8. E Hearing Branch 1 90/09/19 2pp. 


DOCKET 70-8932 TEXAS UTILITIES GENERATING CO 


B0091S0213 Forwards application for BNH License to permit receipt, 
possession. storage. Insp b package for transport of 
unlrradlated nuclear fuel assenbi ies. f or period beginning 
BlOiOl 

OARY.R J Texas Utllltio* Oanaratlng Co 80/07/10 Ip 


3009150213 Application tor 8NM license to parnii t. rec e i pt> po-f sas* i on. 
storage. Insp b package for transport of unlrradiatsd nuclear 
fuel assemblies, tor period beginning 810101 
OARY.R J Texas Utilities Oenaratlng Co 00/07/10. Bpp. 

PACKAQma OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-OU02 CHEM-NUCLEAfI SYSTEMS. INC 


B009260074 Motltles of Intent to change vendor name to ATCOR Englniered 
Sgs. Inc Official mod will appear tn revised QA program 
projected for Oct 1930 
MOLF.C, n. ATCOR BO/00/27 Ip 


DOCKET 71-0017 RHODE IBLAND ATOMIC ENEflOY COM Ml 88 ION 


0009230703 Forwards QA program approval for radioactive matl package 
MACDONALD. C E Transportation Branch 00/08/89 Ip 


•8009230707 OA program approval for radioactive mitl package 0017. 
Revision 0 

MACDONALD. C E Transportation Branch 80/00/29 ip 


DOCKET 71-0010 NUCLEAR ASSURANCE CORP 


8009130948 Forwards raquests for addl info ra QA manual 
HACDOliALDiC E Transportation Branch. B0/09/04 Spp 


DOCKET 71-0035 HOCKHELL INTERNATIONAL 


0009230793 Forwards rai^uest for addl Into to complete review of OA 
program 

MACDONALD. C E Transportation Dranch. 80/08/29. 2pp 


■0009170133 Suggested correction* to B00a2i special prehearing 
conference transcript. Notice of appearance b Cartiflcata of 
Bve end. 

a Hearing Branch 1 SO/08/21 9 pp, 


DOCKET 71-0082 KERR -MCGEE NUCLEAR CORP 


0009180334 Responds to B00703 J tr riq.ua*tlng addl info re QA frparam 
Ravlslons to GA program will be submitted by 010131 
SHELLEY. M J. Kerr-McOat Nucliar Corp 80/08/04. ip 


DOCHCT 70-2910 TENNEaSEE VALLEY AUTHORITY 


•049190799 Application for amend to Licenses 8NM-1B63 b fiNM~l861, 
eitsndlng expiration dates to 8t033i b 1231. rasp active Ig 
HIUUS. U.H Tsnnossae Vallay Authorltg. 80/07/23 Ip. 


DOCKET 71-0108 MIBSOURI, VMIV OF 


8009290496 Forward* QA program approval tor radioactive mat! 
MACDONALD. C E Transportation Branch 80/09/10 Ip 


packaga 


0449130206 Forward* addl comnant* re transportation portion of fuel 
•taraga physical securltg plan dtd 800S16 Raquasta that ’ 
raspontt be consol (dated w/raspon*es to NRC 890716 Itr b be 
submlttsd within 30 day* of receipt of Itr. 

MCCORMLE. 0 H Physical Becurltg Licensing Branch 80/00/11 ip. 


■8009250498 OA program approval for radlosctlve matl pac k age. 0106. 
Rsvlston 0 

MACDONALD. C E Transportation Dranch 80/09/14 Ip 
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DOCKET 71-010? UNION CARBIDE COUP 


8009110S9S' ForuArdi OA program approval For radloactlvi matl paelraga 
NACDONALOiC E Tranaporta tlon Bracicfi BO/Oa/Sb Ip 


— tB0a91iD5?7 QA program approval for radlaactlvr oiati packago 01C9< 
n-ovtsion 0 

HACOONALDi C E Tra nspor t a tier Branch SO/OB/26 tp/ 


DOCKET 71-0112 NAVV, DEPT OF 


8009190180 Nottfiai of trapafar of Cartlficatap of Compllanc* AflBB *i 
9862 to Naval Emglnaering !i Environ Support Actlvitg. 

Foruiarda QA program for approval 

HENORlXiO N NavgiOept oFi Naval Facllltlaa Englopprlng Comnand 
aO/Oe/19 2pp 


— G00915D1S9 QA program for radiolpotopa tharaol pc tr Ic gari<ratori 

» NavgtDrpt ofj Naval Facllitiai Englnctrlng Coaunand BO/07/31 
7pp 


DOCKET 71-013B BATTELLE COLUMBUS LABORATORIES 


8009200752 Forward* rpqoBit for addl info to complata rpviau of QA 
program 

HACDONALDa C £ Transportation Branch. BO/09/02 2pp< 


DOCKET 71-0192 NUCLEAR PACKAOINOi INC 


8009250500 Forwards OA program approval for radloactiva matl packagp 
MACDONALD, C E, Trans por Ha 1 1 on Branch 80/09/10 Ip 


— B0092B0502 OA program approval for radloactlva matl packagt' D19Sa 
Rtvislon 0 

MACDONALD, C E Transporta ti on Branch 80/09/10 Ip 


DOCKET 71-0198 NUCLEAR FUEL SERVICES, INC 


6009390239 Advlsrs that modlflad QA program dots not matt applicabla 
crltaria of App B to 10CFR50 Raquasts submittal within 60 
dags of revissd application addrasplng 790605 raqupst for 
addl info 

MACDONALD, C, E Trantp ortation Branch 80/09/11, tp 


DOCKET 71-0244 NL INDUSTRIES, INC. 


8009190693 Forwards raquast for addl Info to complsta ravlaiv of QA 
program 

MACDONALD, C E Transportation Branch 80/09/02 6pp. 


DOCKET 71-0370 AMERBKAM CORF, 


8009190407 Forwards raquast for addl Info to complata ravlau of QA 
program 

MACODNALDtC E Transportation Branch 90/08/26 App 


DOCKET 71-0392 INTERIOR, DEPT OF, OEOLQOrcAL SURVE9 


8009230758 Forwards raquast for add! info to complstt rsvieu of OA 
program 

MACDONALD, C E Transportation Branch 80/08/29 3pp> 


DOCKET 71-0385 MAVy, DEPT OF, NAVAL NUCLEAR PONER UNIT PORT HUENEMEtCA 


6009020522 Forwards Change 1 ta QA program for packaging of 
radioactive matl for transport transportation of 
radioactive matl under certain conditions 
JARDINE,E F Navy, Dept of. Forces Afloat, 80/08/12 app. 


•B0090a0525 Change 1 to OA program for packaging of radioactive matl 
tar transport 4i transportation of radioactive matl under 
certein conditions 

^lAROrNE.E, F, New, Dept of. Forces Afloat 80/06/30. 2pp. 


DOCKET 71-0394 NUCLEAR BOURCEB «< SERVICES, INC 


8009150409 Forwards request for addl info to complete review of OA 
program 

MACDONALD, C. E Transportation Branch 80/08/26 llpp, 


DOCKET 71-0395 NAVY, DEPT, OF, NAVAL FACILITIES ENO 'COMMAND 


8009150188 Notifies of transfer of Cartlflcatii of Compllancs 4888 ti 
5862 to Navel Engineering L Environ Support Activity 
Forwards QA program for approval 

HENDRIX, 0 N Navy, Dept of. Naval Fecllltiea Engineering Conasnd 

ao/oa/is, 2pp 


— 8009150189 OA program for radioisotope thermolectrlc generators, 
e Navy, Dept of. Naval Facilities Enginesrlng Cammanif. 80/07/31 
7pp 


DOCKET 71-0396 ATCOR NASHINOTON, INC 


8009290024 Informs of upcoming name change to ATCOR Engineered fiystliic. 
Revised QA program will be submitted by mid-Oct. 

WOLF, C R. ATCOR. 80/08/27, Ip 


9009300207 Forwards OA program for approval to flnallie plant for 
shipping excess fuel to Oak Ridge, TN,QA program was written 
using radiography guide for OA plans 

NELSON, P fl , HARRIS, 0 R Rensselaer Polytechnic Inst 80/09/04, 

kp. 


— 8D09300210 QA program for shipping packages 

e Rensselaer Polytechnic Inst 80/09/04 2pp 


DOCKET 71-4888 MODEL' SENTINEL-2SA, B, C, C3, 0, E, F, TELEOVNE ENOCftV 


6009080442 Advises that Command has no further need for Certlflcatis sf 
Compliance 4888 L 5662 which should be reglttered under 
present user/Naval Energy 4, Environ Support Activity 
Approval of end QA program requested 

HENDRIX, 0,W Navy, Dept of. Naval Facilities Engineering Coiemane. 
80/08/15 2pp 


— 0009080449 QA program for radioisotope thermoelectric generatore. 
* Navy, Dept of 80/07/31, 7pp 


DOCKET 71-4986 MODEL RA-2, EXXON NUCLEAR CO , INC 


0007240127 Forwards Revision B to Certificate of Compliance 4986 for 
Models RA-l,RA-2,RA-3 & RA-J. 

MACDONALD, C E, Transportation Branch 80/09/03. 2pp 


—8009240132 Certificate of Compliance 4986, Revision 8. for Models RA-l, 
RA-S.RA-0 tc RA-J. 

MACDONALD, C E, Transportation Branch 80/09/02 App 


0009240739 Advisee of partial refund of amend fee for review of 
application for revision to Certificate of Compliance 4966. 
Expenditures were calculated for NRC review effort from 
800402 lubmlttal date until 800722 withdrawal. 

HILLER, M 0 License Fee Management Branch. 80/09/08 Ip, 


DOCKET 71-5008 MODEL. D34710-1, U 6 NUCLEAR, INC 


8007150396 Requests re.iiwal of registration as user of Model 034710-10 
REMLEY,M E Rockwell International Corp. / Energy Systems Div 
80/08/11 ip 


8009190594 Application for renewal of Certificate of Compllanc# 9008 
for Modal D34710-1 shipping container. Atomics Inti is 
primary user Univ should be listed as secondary user 
BRUOOER, R K. Missouri, Unlv. of, Columbia, 80/00/39. 2pp, 


DOCKET 71-5442 MODEL LA-36, BABCOCK 6 WILCOX CO. 


80091 SOtsiiO Informs renewal of Certificate of Compliance 5442 for Kodel 
LA-36 shipping container not desired. 

AUSTIN, M. A, Babcock Ic Wilcox Co , Nuclear Material Div 00/08/26 
Ip 


DOCKETED ITEMS 


319 


OOCKET 71-84S0 MODEL RCC-l. -S. -3. HESTINOHOUSE ELECTRIC CDRP 


BO0VO30IM Notif IcAtlon of raalstratlon a* uicr of Motftl RCC in 
rtfponoa to util ri^uatt 

MACDONALDiC E Tranf portatlon Branch 80/07/24 Ip 


DOCKET 71-9740 MODEL OHNL TRU CF SHIPPINO CONTAIKER. ENEROV. DEPT OF 


£007270263 Raquait raglatration ai ui*r of ORNL THU Cf ahlpping 
contatnar 

BPIE0EL>' Conuntrctr Dapt oft National Buraau of Btandardi 

eo/OB/ie tp 


8009360921 Daniaa raquast for raglatratlon ai utar of Modal ORNL TRU Cf 
(DGE-DHIi Rav 2 packaging Packaat not approvarf by NRCi but 
curratiily undar raviaw 

MACDONALDtC E Traniportati On Branch 00/09/11 Ip 


COCKET 71-9862 MODEL. SENT INEL'-l DOF. TELEOVNE ENEROV BV8TEK3 


B0090S0442 Advlaaa that Contnand has no furthar naad for Cartificatas of 
Conptlanca 4888 1< 9862 yhlch ihould bt rsgistarad undar 
prasant uiar. Naval Enargy b Environ Support Activity, 

Approval of and QA program raquaitad 

HENDRIX. 0 M Navy.Dapt of. Naval Facllltlaa Englnaaring Conunand 
80/08/ 19 Sop 


— 8007080449 OA program for radiolsotopa tharmoalactric ginaratora. 
a Navy.Dapt of 80/07/31. 7pp 


DOCKET 71-9926 MODEL 100. OENERAL ELECTRIC CD 


8007240703 Application for amand to Cartlflcata of Gomptlanca 9926 rt 
OE Modal too. parmittlng ihlpmant of byproduct & 8MM in solid 
nonflttlla irratflatad matal hardii/ara Faa encl 
CUNNINOHAH.O. E Oanaral Else trie Co 80/08/26 Ip 


8007260100 Advisas of forthcoming amand faa rafund ra Ravislon 9 to 
Cartlflcata of Compllanca 9926 

HILLER. H.O Llcansa Faa Hanagimant Branch 80/07/11 tp 


DOCKET 71-9942 MODEL (3E-700. OENERAL ELECTRIC CD. 


9007090379 AdvliB_t_ that parsonnal-hnur atpanditurei raqulrad for riviaw 
of 800319 appll'catlon for'amand to Cartlflcata of Compllanca 
9942 hava baan ravlauad Actual fat Is lass than faa paid for 
raquast rtvlau b approval. Controllar ofc notlflad ra rafund 
MILLER. W.O Llcanta Faa Hanagimant Branch 80/08/06 Ip 


DOCKET 71-9797 MODEL. BMl-l. ENEROV, DEPT OF 


9009110970 Notification of ragtitratlon as usar of Modal BHI-t In 
raaponsa to util raquast. 

MACDONALD, C E Transportation Branch 80/07/28 Ip. 


DOCKET 71-9771 MODEL. OE-200. OENERAL ELECTRIC CO 


8007260106 Application for amand to Carttficata of Compllanca 9971 for 
OE Modal 200) parmittlng shlpmant of byproduct & SNM in fual 
rod. Plata b fual assambly form b solid nonfltslli matl 
containad in nital cladding, Faa and 
CUNNINGHAM. 0. E Oanaral El ac trie Co 80/08/26. Ip 


DOCKET 71-9980 MODEL' OE-600, OENERAL ELECTRIC CO. 


B0071S0001 Application for ravislon of Cartlflcata of CompHanci 9980 
to parmlt ahipmant of 900/300/300 g fisslla loading as 
Ftsstla Class 2 

CUNNINOHAM. 0. E Oanaral Elactrlc Co . Nudaar Enargy Products Dlv 
80/09/21 2pp. 


8007090494 Raquaats aicort sve for irradlatad fual ahipmant arpactad to 
arrtva In Loa Angalas.CA on 800829, Naw raqulramants In 
10CPR73 raqulri survalllanca of shlpmant vassal uhlla dockad 
In populatad araa 

KIRKLAND, M W Oanaral Elactrlc Co, 80/07/17 2pp 


8009300122 Forwards Revision 9 to Cartificate of Compliance 3760 for 
Modal CE-600 

MACDONALD, C E Transportation Branch 60/09/17 2pp 


— B007300129 Certificate of Compliance 9760i Ravis lori Si for Modal OE-600 
MACDONALD, C E Tran s p orta 1 1 On Branch 80/07/17 3pp 


DOCKET 71-5790 MODEL OF-400. OENERAL ELECTRIC CO 


8009260091 Application for amai^d to Cartlflcata of Compliance 9990 for 
OE Modal 400, parml ttlng shipment of byproduct matl miatlng 
epee lal form raquiranants or solid nonfissila matl in metal 
cladding Fee end 

CUNNIONHAM.O E Oanaral Electric Co BO/OQ/26 Ip 


DOCKET 71-6058 MODEL B3-1, NUCLEAR ENOINEERINO CO 


8009260166 Application for amand to Certificate of Compliance 60SS for 
Modal B-3, delating annual O ring replacement requirement 
Faa and 

BAER. T 8 Nuclear Engineering Co , Inc , (subs of Teledyne. Ine > 
80/09/30 tp 


— 8007260173 Foruarda NRC GOO'627 I tr requesting fas for 800930 request 
for amand to Certificate of Compllanca 6088 Fee remains 
outstanding 

I4E188. 0 License Fie Management Branch 80/08/03 Ip 


— 8007260176 Notifies that BO'0530 request for amand to Cartificate of 
Compllanca 6093 has bean dastlflad as ntnor b requires addl 
fee 

HEISS.vT. D. Llcanie Fee Managament Branch 80/06/27 tp 


DOCKET 71-6144 MODEL 6144. NUCLEAR ENOINEERINO CO 


0007300602 Raquasts raglstration as utar of Modal CN8t-6144 
J0NE8ifi A fid Reynolds Tobacco Co 60/08/18 tp 


DOCKET 71-6357 MODEL' NNFD-10, BABCOCK b UlLGOX 


8007170944 Notification of registration as user of Model NNFD-10 
MACDONALD. C E Transportation Branch 60/09/10. Ip 


DOCKET 71-6400 MODEL SUPER TIGER, '•‘EBTINOHOUSe ELECTRIC CORP 


QD071S0019 Foruards info requested re 800710 application to amand 
Cartlflcata of Compllanca 6400 Info provldts dlscusalon of 
safety ilgntflcance of deviatloni from Protective Packaging! 

Inc Draulng No 32106-1 

AUSTIN, K A Babcock «, Utlcoi Co , Nuclear Material Dlv 00/08/19 
4pp 


8009300227 Requests rtmainlng as registered user of Modal Super Tiger. 
Cartlflcata of Compliance 6400 Vallecltos Nudaar Ctr dots 
not own any containara. but rents from Nudaar Englnaaring 
Co. 

CUNNINOHAH.O, E Oanaral Electric Co 80/08/18 Ip. 


8009180153 Raquaste addl documintat ion re GOOB19 application for amend 
to Model Suptr Tiger 

MACDONALD. C E Transpor tation Branch. 8(7/08/27 Ip 


DOCKET 71-6498 MODEL' DU-9, OENERAL ELECTRIC CO 


8007190992 Notification of raglstration as user of Model BU-5 
MACDONALD. E C Transportation Branch. 80/09/10. Ip 


DOCKET 71-6581 MODEL SlD32-t b lA, EXXON NUCLEAR CO , INC 


B009260109 Forwards Page 2-14 to 800806 amended consolidated llcanst 
ranawal application for Models 51032-1 b la Page 
inadvertently ami t tad from original. 

HANSEN, L.E Exson Nuclear Co . Inc. (subs of Exxon Corp I 
80/08/ 19 Ip 


— 8009260117 Page 2-14 to 800806 consolidated license rsneual application 
for Models 51032-1 b la. 

* Exxon Nuclear Co , Ine <suba. of Exxon Corp.) XN-52-02 Rl 
80/08/1 S Ip 
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DOCKETED ITEMS 


DOCKET 71-6717 MODEL 6717 0 


8009170136 R>(tua«ti continuation of r»g i » trat Ion a« O'isr □# Ctrtjflcato 
of Conplianco 6717 

DALLlMOERjJ F Oonoral Dyna/nlca Carp «Electric Boat Olv 90/08/12 

Ip 


80091&0B23 Application bi; NC 0«pt of Trantportat 1 Dn< Oiv of Hlthuay-ii 
Matli it Tosti Unit for oie of traniporta t Ion packagat 
Idantlfiaii as Cortificatci of Compllanca 6717 6 9036 
MAONEfl.F T North Carolina, Ctatt of BO/OS/ia Ip 


DOCKET 71-9001 MODEL IF-300r GENERAL ELECTRIC CO 


0009230796 Foruirda Rpvislon 10 to Csrtlficata of Cojnpllanci 9001 for 
Kodol lF-300 

MACDONALD) C E Tran i for ta tl On Branch 80/09/S7 Spp 


— 8009S30761 CertlPIcal* of Camp Wane a 9001 r Rovi li on 1 Or for Modal IF-300 
HACOONALD, C E Tranaportatlon Branch B0/09/Z7 6pp 


DOCKET 71-9009 MODEL FL 10-1. CENERAL ELECTRIC CO 


8009110730 Foruarda Ravialon 9 to Cartificatt of CompHanee 9009 for 
Modal FL 10- I 

MACDONALD. C £ Tranaportatlon Branch 60/09/03, 2pp 


— B009H0759 Cartlflcata of Comp 1 lane* 9009. Ravi* Ion 9. for Modal FL 10-1 
MACDONALD, C E Transportation Branch B 0/09/03 8pp 


DOCKET 71-9018 MODEL' BU-6. GENERAL ELECTRIC CO 


0009290463 Raquttti changes of user reglftratlon for Modtls CN8I-t4- 
195-H,CH31-AL-33-90 6 CNSI-6-B0-2 Naiu eontoct Individual 
is CP Yundt 

VUMDTrC.F Portland Ocnsral Electric Co BO/OB/07 tp 


DOCKET 71-9019 MODEL BU-7, OEMEHAL ELECTRIC CO 


8009090414 Fo-ruards Application Amand T-16 for ravlston of Cartlflcata 
of Compliance 901? W/c end 

KAPLAN, A, L Oeneral Electric Co r Nuclear Enargg Products Div 

80/08/21 1 p 


— 8009090417 Forward* Application Amend T-16 for revision of Cartlflcata 
of Compliance 9019 for OE I3u-7 traniport pedtagei chanfl 1 ng 
allowed H/U ratio In package contents from 0 49 to 1.977 
KAPLAN, A L Oeneral Electric Co , Nuclear Energy Products Dlv 
80/07/29 Ip 


— 6009090419 Application for amand of Certificate of Compliance 9019, 
consol 1 dating prior applications for rsvlslon & teit remits 
6 changing H/if ratio in package contant* from O 49 to 1 977 
a Oeneral Electric Co , Nuclear Energy Products Dlv 60/07/25, 
192pp 


DOCKET 71-9022 MODEL' CE-250-2, COMBUSTION ENOINEERINO CO , INC 


3009260 1 84 Application for amend to Certificate of Compliance 9028, to 
permit closure of Model CE-250-2 by either licensed or 
propoied alternate closure sys Fee end 
MANSEK, L E E/eon Corp 80/06/14 3pp 


DOCKET 71-9027 MODEL 741, TECHNICAL OPERATIONS, INC 


8009020123 Notification of registration at user of Models 6 SO, 600 b 741 
in response to US Navy request 

MACDONALD, C E Transportation Branch 60/07/84 Ip. 


DOCKET 71-9032 MODEL 650, TECHNICAL OPERATION'S, INC 


6009020123 Notification of registration as user of Models 650,660 ti 741 
in response to US Navy request 

MACDONALD, C E Transportation Branch 80/07/84 Ip 


DOCKET 71-9033 MODEL 660 1, 660E, TECHNICAL OPERATIONS. INC 


8009090093 Requests rsglstration as user of Tsch/Opt Model 660 
DANS OH I R Contra Costa Industrial X-Ray Co 60/07/23 Ip, 


DOCKET 71-9034 MODEL TRIOA-1, OENERAL ATOMIC CO , 


8009300139 Forwards Revision 3 to Certificate of Compliance 9034 for 
Model TRIOA-1 

MACDONALD, C E Transportation Branch 60/09/17 Ip 


--8009300137 Certificate of Compliance 9034, Raviilon 03, for Model 
TRIOA-1. 

MACDONALD, C E Transportation Branch 80/09/17 Spp. 


DOCKET 71-9039 MODEL' 680, TECHNICAL OPERATIONS, INC 


8009020129 Notification of registration as usir of Hodsli 650,660 li 741 
in rtspO'llle to US Navy request 

MACDONALD, C E. Transportation Branch 60/07/24 Ip. 


DOCKET 71-9036 MODEL, C-1, SOURCE PRODUCTION EQUIPMENT CO, 


8a09iB0923 Application by NC Dept of Transportation, Dlv of Highways, 
Matts It Tests Unit for usi of transportation packagas 
identified as Certificates of Compliance 6717 & 9036 
MAONER.F, T North Caroline, State of 80/08/12 Ip. 


DOCKET 71-9037 MODEL TRIOA-3, OENERAL ATOMIC CQ. 


BO'09300127 Forwards Revision 3 to Certificate of (iompllence 9037 for 
Model TRIOA-2, 

MACDONALD.C E Transportation Branch 60/09/17 Ip 


—6009300130 Certificate of Compliance 9037, Revision 3, for Model TRIOA-3 
MACDONALD, C E Transportation Branch 60/09/17 2pp 


DOCKET 71-9039 MODEL 713, TECHNICAL OPERATIONS, INC. 


8009020913 Faruards info to support renewal of Cartlflcata of 
Compliance 9039, per 800811 telcon 

MUNRD, J J Teeh/Ops (Technical Operationi, Inc ). 80/00/12, 4pp 


8009080454 Forwards Revision 5 to Certificate of Compliance 9039 far 
Model 719, 

MACDONALD, C E Transportation Branch 60/06/19 4pp. 


—8009080497 Certificate of Compliance 9039, Revision 9, for Model 719. 
MACDONALD, C E Transportation Branch 60/08/19 3pp. 


8009190548 Natiflcatlon of registration as user of Model 715, 
MACOOf'lAtD, C. E Transportation Branch 80/09/10. Ip 


DOCKET 71-9044 MODEL. OE- 1600, OENERAL ELECTRIC CO 


6009150390 Requests registration as user of Model OE 1600 shieldad 
container 

HARUEY, J L South Hast Nuclear Co. 80/06/13 Ip. 


0009260391 Application for amend to Certificate of Compliance 9044 for 
OE Model 1600, perml tting shipment of Pu in esceii of 80 Ci 
in metal alloy or reactor byproduct b 0NM as solid nstal or 
ocide Fee encl. 

CUNNINOHAH.O E Oeneral Electric Co 00/06/26 Ip. 


DOCKET 71-9049 MODEL GE-500, OENERAL ELECTRIC CO 


B0092608B1 Application for amend to Certificate of Conpllanca 9049 for 
OE Modal SOO, permittl ng shipment of byproduct metl meeting 
special form requirements b solid nonWsslle irradiated 
metal hardware contained in metal cladding. Fee encl 
CUNNINOHAM, O. E Oeneral Electric Co 80/06/26 Ip 


DOCKETED ITEMS 
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fl00939{)144 Advltvt of partial refund of amend fee for NRC review of 
MO208 & 2i applicationr f«r Revieion S to Certificate of 
Coiopltanec ‘7049 

■itLLERiW a Llcente Fee Hanagement Branch B0/09/0B tp 


SOCKET 71-9074 MODEL AP-100. ANEFCO, INC 


8009020119 Notification of regietration 
reipanea to util req,ueit 
MACDONALDi C E Tranaportati on Branch 


8009190S5S Notification of registration 
MACDONALD) C E Transportation Branch 


as user of Hod el 
80/07/24 If 

as user of Modal 
80/09/10 Ip 


Al- 33-90 in 


AL-33-90 


0049190991 Requaett raglatratlon aa uaer of Modal AF-iOO to ah ip 
radtoactiva matls 

HILLS) L.I1 Tannasaaa Vallag Author itg BO/08/11 Ip 


DOCKET 71-9090 MODEL HN-600. HITTMAN NUCLEAR k DEVELOPMENT CORP 


DOCKET 71-91 1 1 MODEL CN6-aOAi CHEM-MUCLEAR) INC 


8009290463 Raquaats changes of user reglitratlnn for Models CNSI-14- 
195-H)CNSI-AL~33-90 «< CN3I-6-aO-2 Neio contact individual 
is CP Vundt 

VUN0T)C P Portland Oaneral Electric Co 00/08/07 Ip 


9009220172 Opposes Revision 4 Incorporating Certificates of Compllanca 

9113 ii 9000 into tingle package Differences between Model DOCKET 71-9113 MODEL 7-100i CHEM-NUCLEAR SYSTEMS) INC 

HN-600 l< CN6 7-100 are sufficient to warrant issuance of 

separate certlficatem 

C0f(9ETT>J B. Cheai-Nucleer SuateroS) Inc SO/08/14 Ip 8009180399 Requests registration as user of Model 7-100 

ABEL) J 8 Comnioniiiealth Edison Co 80/08/11 Ip 


DOCKET 71-9001 MODEL; CN8I- 1600. CHEM-NUCLEAR SYSTEMS. INC 


9009190961 Notification of registration as user of Modal CNa-1600 
MACDONALD* C, E. Transportation Branch 80/09/10 ip. 


8009220172 Opposes Revision 4 incorporating Certlflcatas of Compliance 
9113 t< 9080 into single package OiffeTsneet between Model 
HN-600 4) CNB 7-100 are tuff 1 dent to warrant Issuance of 
separate certificates 

CORBETT) J S Chem-Nuclaar Sgstemii Inc fiO/OB/14 Ip 


DOCKET 71-9094 MODEL- CNal-14-193-H. CHEM-NUCLEAR SYSTEMS. INC. 


9009020121 Notification of registration as uier of Model CNBI-14-195-H 
In response to util request 

MACDONALDi C. E Transportation Branch. BO/07/24 Ip 


9009290463 Requests changes of user registration for Models CN8I-t4- 
199-H) CMS I -AL-33-90 «< CNBI-6-80-2 New contact individual 
It CP Vundt 

YUNQTiC. P Portland Osneral Electric Co. 80/00/07. ip 


DOCKET 71-9096 MODEL- CN81-21-300. CHEM-NUCLEAR BYSTEMS) INC. 


9009110796 Requests registration as user of Model CN3I Sl-300 
CRANE.P.A Pacific Oas L Electric Co 80/08/12 Ip 


8009090624 Forwards Revision 4 to Certificate of Compliance 9096 for 
Model CNB 21-300 

MACDONALD) C E. Transportation Branch 00/08/28 3pp 


—-0009090626 Revision 4 to Certificate of Compliance 9096. for Model 
CNS 21-300 

MACDONALD. C.E Transportation Branch 80/00/20 2pp 


MCKET 71-9097 MODEL- CN8I-14-199L. CHEM-NUCLEAR SYSTEMS, INC 


S009260099 Requests hearing re NRC 800S07 denial of application for 
design approval for Model CN8I 14-199L 

REVhr ' E Chen-Nuclear Systems, Inc 80/09/26 Ip. 


JOCKET 71-9100 MODEL- AL-33-90, ATCOR, INC 


8009020116 Notification of registration as user of Model Al-33-90 in 
response to util request 

MACDONALD, CE Transportation Branch. SO/07/24. Ip. 


DOCKET 71-9116 MODEL CN6-0OB, NUCLEAR PACKAOINO. INC 


600905O49S Requests hearing rt denial of application for approval of 
Model CN6-60B shipping package 

BIMCHUK.JD Nuclear Packaging. Inc 00/03/20 Ip 


8009240211 Confirms telcon re NRC 800731 denial of application re 
design approval for Model CN6— BOB -It vendor 800820 request 
for formal adjudicatory hearing Informal discussion u/NRC 
required prior to Initiation of formal hearing 
JAKEL.E E Regulations Division BO/09/09. Ip 


DOCKET 71-9136 MODEL OE 9136. GENERAL ELECTRIC CQ 


8009230766 Notification of registration as osar of Modele OE-9136-01) 
CE-9136-02 & OE-9136-03 In response to 800331 request 
MACDONALD. C E Transportation Branch 80/08/29 2pp 


DOCKET 71-9S0B MODEL; DOT SPEC 6M, ENERGY. DEPT. OF 


8009090209 Forwards Cartlflcate of Compliance 9900. engineering 
•valuation L safety analysts for mod to allowed contents of 
6H spec packaging. 

R088.D M Energy. Dept of. 80/08/09 2pp 


— 0009030209 Certificate of Compliance 9908 for Package 6M 
ROEDER. J R Energy, Dept, of 79/06/01 2pp 


— 8009090214 "Use of DOT Spec 6M Container for Shipping Poly styrene-Pu 
Compacts " 

SMITH) D R . DROWN. W K Los Alamos Bclentlftc Laboratory 
80/00/09 Spp 


DOCKET 71-9093 model bBKL - BHL - MBS UN FUEL CONTAINER, ENERGY,' 


8009090493 Requests registration as user of Model DRNL-BNL-NBB 
O'nauRKE.a a Los Alamos Scientific Laboratory, 80/00/13. ip 




NONDOCKETED ITEMS 


lOCFR COKMI&SrON MEET I NO RECORDS 


S04'903007'l Foruard* further Conniieiian guidance for pouer reactor 
OLe for FR publication on 800d>S0 

CHILK>8 J Office of the Secretary of the Commission BO/Ofi/17 

Ip 


— 6009030-079 “Further Commission Guidance for Pouer Reactor OLsi 
Statement of Policy ” 

CHILK>8 J Office of the Secretary of the Commission 80/0&/lf> 
I4pp- 


8009030093 Forwards notice of Commission meetings during eik of 800623 
CHILKi 8 3 Office of the Secretary of the Commission 80/06/lB 
Ip 


— 6009030098 Notice of Commission meetings during uk of 600623 to dlscvse 
proposed interim hydrogen re<iuirements for small 
containments t( financial status of utils 

HAOEE^Ii Office of the Secretary of the Commission 60/06/17 

Ip 


8009030102 Forwards notice of Screening Committee for tauyer Vacancies 
on Licensing Hoard Panel 600610 meeting in Uashington. DC for 
FR publication on 80061B 

HOYLE. J C Office of the Secretary of the Commission 80/06/17 

Ip 


— 8009030105- Notice of Screening Committee for Lawyer Vacancies on 
Licensing Board Panel 800618 meeting in Mash ing ton . DC 
ilOVLE.V C Office of the Secretary of the Commission 00/06/17 
Ip 


8009050481 Transcript of 77060S discussion of NRC safety reviews of 
foreign facilities in Washington. DC Pp 1-25 
a Commission 77/06/06 27pp 


8009090641 Transcript of 770603 discussion of proposed Commission 
legislative program In Wash Ing ton. DC Pp 1-Sl 
a Commission 77/06/03 33pp 


8009090649 Transcript of 770322 discussion on research budget in 
Hash Ington. DC Pp 1-50 
e Commission 77/03/22 32pp 


8099100001 Transcript of 770503 briefing on Commission testimony on 
Senate Bill 897 In Wash ing ton. DC Pp 1-13 
a Commission 77/05/03 14pp 


8009100020 Transcript of 771229 discussion of hearing board for 
clearance rule proceeding In Washington. DC Pp t-24 Portions 
withhold as noted In end 
s Commission 77/12/29 29pp 


8009100089 Commission determination releasing encl transcript of 770903 
briefing on. possible classified t< lltlgatlve aspects of 
OESHD In Washington. DC Pp t-23 Page 23 Lines 7-9 remain 
withheld 

* Commission 77/09/03 24pp 


8009100115 Commission determination releasing encl transcript of 770429 
discussion at policy declslons/NRC Authorization Bill In 
Hashlngton. DC Pp 1-72 Page 3 Lint 11 through Page 4 Line 17 
remain withheld. 

a Commission 77/04/25 73pp 


8009160443 Transcript of 800904 discussion of SECY-80-399 re proposed 
Interim amends to lOCFRSO re hydrogen control 6 certain 
degraded core conslderetlone In Wechlngton. DC Pp 1-86 
Vleugraphs encl 

e Commission 80/09/04. 95pp 


BOO916O409 Transcript of B0090B discussion of Co-nunission pro-gram to 
review OL applications In Uashington. DC Pp 1-63 Related 
documentation 6 correspondence encl 
* Commission BO/09/OB 154pp 


6009100133 Transcript of 800903 Affirmation Session 0O~3B in 
Washing bon. DC Pp 1-3 
* Commission 80/09/03 6pp 


80091B0269 Transcript of 800904 public meeting In Mash ington. DC r« 
discussion tt vote on enforcement policy Pp 1-91 
• Commlssian 80/09/04 93pp 


— 0009160277 BECY-90-139A 

Recommends adoption of proposed policy of enforcement action 
at interim guidance Draft FR notice end 

BTELLO. V Office of Inspection fc Enforcement. Office of the 
Director BO/OB/27 SOpp 


— 8009180204 Bummary of Commission S00319 meeting In Wash ing ton. DC ro 
8ECV-B0-139 dealing u/NRC onforcement pr-ogram Revised policy 
discussed but no final conclusions reached 

CHILK. 8 \l Office of the Sacretary of the Commission 80/03/28 
If 


— 0009180291 Comments on 3ECY“aO-139 re enforcement policy WRC divs must 
submit altcrnativos to Ezccutive Director of Operations 
AKEAflNE. vl F Commission 00/03/34 4pp 


— 800916029B Comments on proposed enforcement policy Policy paper is good 
first step but of little use If licensee commitments Ji NRC 
stds are not in onforceable form 
DHADFOROiP A Commission 00/04/09 IBpp 


8009190771 Transcript of 000903 public briefing by ERA on draft general 
stds (occupational szpasuras. mil I tailings) in Ueshington. 

DC Pp I-IOI 

« Commission 80/09/03. lOlpp 


— 8009190775 Requests caramsnts on draft disposal stds for U mill tellings 
remedial action program. Draft FR notice 6 EIS encl 
ROSEKDAUK.D M Environmental Protection Agency 80/OB/ll 9-Opp 


B0092S0276 Transcript of 000904 Affirmation Session 80-39 to discuss 
fees for withdrawl of applications for CPs t. OLs In 
Washington. DC Pp 1-2 Draft proposed rules end 
e Cemm-ission 80/09/04. SOpp 


“8009250200 SECY-90-364 

Recommends recovery of licensing review fees for 
applications denied, ulthdraun. suspended or postponed Draft 
FR notice enc 1 

OONOOHUE.D J Office of Administration 80/08/04 tlpp 


8009290021 Transcript of 800916 public mseting in Wash i-ngton. DC r> 
discussion ti vote on Commission program to revleu OL 
appl Icetlons. AH session Pp 1-62 
AHEARHE. J A Comnisslon 80/09/16 63pp 


— 0009290032 BECV-80-414 

Requests approval of conceptual draft plan re systeoiatlc 
safety evaluation of all currently operating nuclear power 
reactors U/draft 90-day status rapt. cons 1 derations re 
ident 1 f Ication of regulations (< draft public announcement 
DENTON. H R Office of Nuclear Reactor Regulation. Director, 
80/09/09 31 pp 
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ACRS ADVISORY COMMITTEE ON REACTOR SAFEBUAflDS 


B0OVO3044B Forward ■ notlco of ACRE S00V04-0A In Hiihinjton< 

DC dor publication in FR 

CHILKi 8 J Oddlc* od tho Socrotorg cf fcho Ccim«l«»lat». 80/OB/19 

tp. 


— aOOYOaoiSO Notlc» o# ACRS BOOVOA-OA noitlngd In WatblnBtfln.DC. 

HOYLE. J C Off Let of tho Boerotorv od tho CotMlttlon. BO/OB/19, 

«pp 


B0090903BB Trontcript of ACRB Bubconalttoo on Clatt 9 Aceidintfl BOOB2B 
hoorinp In Nothing ton. DC Pp 1-291 

o ACRS - Advltorg Ceaoittoo on Rooctor Badogtiardf 80/00/28 
291 pp 


Q009000S90 Tronieript of ACRB Rooctor Put] Bubcomoii ttaa B0D903 
Matting In Wothlngion. DC Pp 1-213 

o ACRB - Arfvltorg Coomlttao on Rooctor Bodoguordt BO/09/03 
S14pp 


60090SOS99 Transcript of ACRS Bubcoiaalttoo on Badttg Phllotophg. 
Toehnologg I. Crlttrlo S00903 Mooting In Wothlngton. DC Pp 
1-279. 

* ACRS - Advltorg CoMMlttoo on Rooctor Bodoguardt 60/09/03 
87App. 


8009080389 Transcript cd 249th ACRB aaotlng on 800904 in Washington. DC. 
Pp 1-30B. fiupport log docuasntatlon anel. 

o ACRB - Advisory CoAMlttsa on Rflaetor Safsguards. 00/09/04, 

917pp. 


0009090620 Transcript od ACRS Bubeoswlttoo on Fusl 800B21 aoatinp In 
ID Falls. ID.Pp 1-820. H/s upper ting docuMtntatlen 
t ACRS - Advisory Coanlttss on Roaetor Sadaguardi. 80/06/31 
300pp, 


B009100197 Bumttrg od ACRB LER BubeosMltta# 600422 Atotlnj In 
Noth lug ton. DC ro status od now NRC Ode dor Analgtlt 1. 

Evaluotlon od Oporatlonal Data. 

• ACRB - Advisory CoMnltts* on Rtaetor Sadsguardi, BO/07/il. llpp 


S0091001&0 8um«ary of ACRB Bubcosusltton on Natural Hsat RoMOva] 800386 
Moating In Washington. DC ro various aodts od natural 
circulation hoat romovaE In PWRs. 

o ACRS - Advisory CoMmlttaa on Raaefeer Badaguards. 80/09/30 9pp 


S0091O01B0 Bunmarv od ACRS Subcoaaittoo 800424 Masting rs natural 
circulation dscay boat rtaoval In rtaetor syt undsr various 
conditions. 

# ACRB - Advisory CoMMlttss on Rtaetor Badaguards. 60/06/29. lOpp. 


8009100163 Sunnarg od ACRB BubcoAMlttai on Rsllabllitg ti Probabilistic 
AsssssAtnt 600430 wetting In Washington. DC ro budgtt. 
rtssareh on dlood progran W dovilopMtnt od yuantitatlva 
ladstg erlttrla, 

a ACRB - Advtsorg Canwlttst on Rtaetor Baftguards. 80/07/09, 7pp, 


8009100199 Summary od ACRS Bubcotusittto on Ragutatorg Acttvitlas 600&04 
matting In Washington. DC rt propoitd rtvlslons to 10CFR99. 

10CFR90 t< propoitd Rag Ouldt 1, 23. Rtvlslon 1. 

• ACRS - Advisory Committss on Rtaetor Sadsguards. 60/06/37. 7pp. 


800910067S Forwards corractsd pages 6 suppliMintal Indo lubmittscf as 
tnei to 600410 Itr rt propostd rag guldti "Lightning 
Pr«t«ctlon dor Noeltar Powtr Plant#. * 

JOHNeON.t.B Addlliatlon imiinown. eo/04/lS 16pp. 


6009100917 Forwardi 800807 FR notlca od ACRB BubeotMlttas on 
Consldiratlon od Class 9 Aeeldsnts 800828 Misting 
CHILK.B, J. addict od tht Stertltrv od tht Commltslon, 60/08/07, 
Ip. 


—8009100920 Notlct od ACRS BubeoAMittss on Consldtratlon od Class 9 
Accldants 800028 wtiblng rt hgdragtn gtntratlon li control 
titthads w/dtgradsd cort conditions 

HDVLEiJ. c. Oddtes od tht Bserttarg od tht Commission. 60/08/07. 

2pp 


8009U0393 Transcript od 800906 ACRB Thtdanl pressntttlon In rs ATWS 
Waihlngton.OG, Pp 1-29. 

t ACRS - Advisory CoMwlttia on Reactor fladtguards. 80/09/06. 31 pp 


8009110697 Bunmtrg od ACRB eubcannlttat on Sadt guards (< Bteurity 800626 
mittlng in Washington. DC rs rsvlsw od FYB2 budgtt. 

t ACRS - Advisory Commlttsa on Reactor Badsguards, 80/07/23. Bpp, 


8009110864 Transcript od 349th misting od ACRS on 800909 In Haifcin|tin> 
DC Pp 1-109. 

a COMMtsiien 00/09/09. 120pp 


8009190249 Provides addl couants on hydregtn control U iMprpvtatnt tl 
Cflntainmsnt capability. Rteaamtndttlant in ACRB 791813 Itr rt 
rtllablUty astassatnts 6 daslgn deaturas dor core dasagt 
D core Milt accidents should bs adopted 1. given priority. 

PLEBSET.M 8, ACRB - Advteorg CoMMlttaa on Rdeetor Badaguards. 
60/07/08. 2pp 


8009190249 Dlseussti 849th ACRB msatlng rt dlnal version od NURCO-0630. 
"Cladding Swelling 1. Rupture dor LOCA Analysis " 

Ispleasntatlon should be held In abayanet until NRC rsvltes 
coda rayulramants 

PLESBET. K 8 ACRB - Advisory Ca»aittes on Reactor Sadeguarde. 

60/09/ 09. 2pp. 


80091S0440 Notlct od ACRB SubcomMlttte on Badttg Philosophy 6 Critiria 
800903 attllng in Washington. DC 

HOYLE. o.c. Oddlci od the Bseratarg od the CowMlsslon, 60/08/13. 

3PP 


8009190443 Notlct od ACRB SubcoWMlttaa on Rtaetor Fuel 800821 Matting 
in Idaho Falls. ID. 

CNILK. 8. J. Oddlct od tha Stertiary od tht ComAiislon. 60/07/31. 
3pp. 


B009160074 Notice od verleue ACRB eubeoMMittaa Aug-Nov 1900 Mettlnie In 
Washington. DC 6 Idaho Falls. 10 tc ACRB Pull eoMMittee 
800904-06. 1009-1 1 li 1106-08 Msstings. 

HOYLE. J C OPdlce od the Becreterg od the Caanlseion. 80/08/19. 

6pp. 


6009160079 Notice od ACRS BubeosMlttee on Reactor Fuel B00903 SMtbing 
In Wsehlngton. DC to review NUREO-0630. "Cladding Swelling 
li Rupture Models dor LOCA Analgsls. " 

HOYLE. J C. Oddlea od the Baeretarg od the CoMMlaelon, 60/06/10 
3pp. 


8009160903 Notice od roots change for ACRS Bubcoawlttae on Badeig 
Phlloeophg ti Criteria 000806 Meeting. Dlecusilon od propeeed 
schedules dor devtloping quantitative sadstg goals added td 
agenda, 

CHILK. 6. J Odd lee od the Bceraterg ed tha GoiMiiaaian. 60/07/31. 
Spp 


6009190261 Forwarde FR notice od Change in etatui ed ACRB Maetinge. 
Raqufsti publication on 800A26 

CHILK.6. U OfPlca od the Becreterg od the Comnlsiion. 60/06/33. 
Ip. 


—8009190266 Notlct od change' In status of ACRB MatlTIngt Determined thalT 
closed iteslons will not be naceeearg 

HOYLE. JC. Oddlee of the Becreterg of the CoMMleelon 60/06/23 
Ip- 


8009190416 Dlceueies responia to ACRB 800716 Itr re raeetor coolant 
puap trip tl HFI ttrainatlon criteria Agreet w/eoMsenta bg 
ACCR6 w/eicaptlon od two Iteat 

ZECH.0. 0 Tichnlcat Support Branch. 80/09/03. Spp. 


8009190776 App.iuSMiarg 6 table od contents to minutes od 838th 
ACRS meeting on 600307-09. 

a ACRS - Advisory Committee on Reactor Badaguards, 80/02/09 

1600pp. 


8009230111 Comments cn 800604 presentation re evaluation of seismic 
risk In stetis lying east od Rochg Heuntalns due to rarity 
od earthquakes In euijorltv of area. Calculation od mi 
aipaetabla lelemle aeeelaratlan would not be satledaeterg. 

MAXWELL. J.C. Addlliatten Unknown. 80/06/14 4pp. 


6009330113 Dlscuaees SIMMER cede dor edvencte reactor aefety ressereh. 
Lialtatlens reeult Prom assuming droplet field i esioclattd 
assumptions rt drop slit 6 heat transfer. Focus should bi on 
physical proctis being Modeled, 

CATTDN. 1. ACRS - Advisory Commlttsa on Rasetor Baftguards. 
ao/07/09. Ip. 


B009240A90 Cammsnte on ACRB 600723 matting rt Class 9 aeeldsnt eadatg 
analgsse. Mental etrass raaultlng from continued presancs oP 
eubstantlallg degraded core ehould be coneldertd. Emphasis 
should be placed on prevsntton, 

0IEO6L. a. Advanced Energy Sgetems. 80/07/22 3pp 


0009360219 Comments on matters discussed at ACRS 600630 msatlng rt 
SIMMER effort to describe cort disruptive accident in 
eomplsi syt Frlnelpal priority 6 tmphasis should be placed 
on prevention as cemparid w/mltigatlon. 

6|EeEL>8 Advanced Energy eg stews. 80/07/06, 3pp. 
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tciMdwtQN me comiBsior^s 


IMfOaCSOa fravld*i vtstu* of OESHO proeasdinpt In rsiponta to SOOdiOZ 
l<r ra^utittni t^at Coaaiialon ro-aiaailna 1977 daeiilon to 
tarailnata praeatdinti w/coMpl»tlon of Inti Nuclaar Fuat 
Cvcl« Evalirafelon (ZmCEl N/o and. 

HeNBAlEfil. H CoMlaiion OQ/08/OG. Spp 


■»400f08CS04 Provldai atatua of OESMG procaadingt in raaponia to BOO^OSt 
ttr ratvtafelng that Coamlaalon ra-atamtna 1977 daclilon to 
tarnlnata procaadlnpa w/conplatien of Inti Nuclaar Fual 
Cgcla Evaluation (INFCE) U/o and. 

HCNOn lEi tf K. Coawlaalon. 80/087DB app. 


— M090Z0SM PrOvidaa atatua of OESflO procaadlnga in raaponae to 000402 
Itr ratiiiatlng that Coanlaalon ra-aianlna 1977 daclaion to 
tarwlnata procaadlnta w/eoaplatlon of Inti Nuclaar Fual 
Cgcla Evaluation (INFCEl U/o ancl. 

HCMMIIEi s/. H. Conniatlon. 00/00/08 Zpp. 


^•MHOOOSOaO? Provldaa atatua of OESfHl procaadlnga in raaponaa to 000402 
Itr ra^uaatinB that CoMlaalon ra~BKa«ina 1977 dadalon to 
iaraiinata procaadlnga w/co<aplation of Intt Nuclaar Fual 
Cgclo Evaluation (INFCEl. N/o and. 

HENDRIEiJ N CoMlaalon. 80/08/00 2pp. 


-^0009030210 Provldaa atatua of OCBfIO procaadlnga In raaponaa <to 800402 
Itr raquaatlng that Coaatlaalon ro-aianlna 1977 daclaion to 
tarwlnata procaadlnga w/conplatlon of Inti Nuclaar Fual 
Cgela Evaluation <INFCE).H/o and. 

HENMIEtJ.t1 Coawlaalon. 80/08/08 3pp. 


—8009000313 Frovldaa atatua of OCflMO procaadlnga In raaponaa to 000403 
Itr raquaatlng that Conalaalon ro-axaailna 1977 daclaion to 
tarablnata procaadlnga w/co«platlon of Inti Nuclaar Fual 
Cyda Evaluation <INFCE>. 

HEMDRIfifJ.lf CowMlaalon. 00/08/08. 3pp 


— 8009C30317 Raquaata atatua of OESMO procaadlnga dua to concarn that NRC 
FWl budgat did not raflact naod to raauna haarlnga. 

SAKTIHI.J- « HCCO0KAGK.H I MYDLERttlM. Houia of Rap 80/04/02 

Jpp. 


•0490303A8 Provldaa Buhceiwittaa on Fadaral Bpandlng Practlcaa w/ 
raquaal for aaalataneo in Inplawantlng 8unahint Act.Oupporta 
cancapt of optnaaa In conduct of Coamiatlon faualnaaa, 

AHEAMflT.J. F. Conalaalon. 80/08/13, 8pp. 


800903037S Raquaata that NEC induda and info in annual rapt to 
Cangrata on coapllanca w/8unahtna Act roqulraMant*. Alao 
raquaata coaManta on axparlancd In iaplanantlng Sunihino 
Aft. 

CKIueSiU. Sanatai Oovarnaantal Affalra. 00/03/03, 4pp 


8009080873 Raaponda to 000408 raquaat for Conalaalon to hagin 
rulaawtlng to aatatllah aafatg goal for llcanalng It 
ragulatlnj nuclaar planta. Ofc of Nuclaar Ragulatorg Raaaarch 
aipandlng raaaarch on aafatu daclalonaMk ing. 

AHCARNEi if. F. Conniatlon 00/07/31. 3pp 


—4009080378 ForiNirda draft notlca of Intantlon to pronulgata ragulatlonc 
aatatllahlng aafotg goal for llcanalng It ragulatlon of 
nuclaar powar planta. 81« quaatlona to ha addraaatd bg 
rultaMiing ra accldant taquancat It addl aafaty aga and 
UCIMtE. R Bhaldant Haraon It Halaa 00/04/08. 9pp, 


8009090083 8ECV-BO-393 
Vaatly Info rapt for at andlng 000413 

KEHHiT. A. Offica of tha Eiacutlva Dlractor for Oparatlona. 
80/04/18 AOpp. 


8009090899 Foraarda plan for Invaatlgatton of Intaractlon hatuaan 
atacIrofMinatlc pulaa It connarelat nuclaar plant aga. 

DOrrONtH R. Offica of Nuclaar Raactor Ragulatlom Dlractor 

80/08/08. 10pp. 


0009090401 Accapta 000733 lactura invitation for 001119 
HEMMlIEitf, N. Conniatlon 80/07/30. Ip. 


— 8009090407 Raquaita praaanca of Gonalaalonar for lactura on 001119, 
XANTERiN. A. Argonna National Laboratory. 00/07/33. tp. 


6009090433 Nauiilg info rapt for ak andlng 000018. 

RQWtT. A. Offica of tha Eaacutlva Dlractor for Oparatlona, 
00/08/21. 20pp. 


0009090439 Ack racalpt of 800828 Itr ra NRO rulanaklng on antrganeg 
planning for nuclaar fadlitlaa 4 foraarda final rulai on 
antrgancy planning 

AHeARNEtif F Comnliilon SO/00/14 Ip. 


— 0009090481 Conninta on propotad rwlot 10CFR9O & 70 ra anargancy 
plannlngrdatallad tvaluatlan planning unnacaaiary Flftaan- 
ainuta aarning raquirinant ahould ba rajactad in favor of 
PaAR critarta 

COXrF.T Ttxaa. Btata of 00/08/20 7pp 


—8009090495 Conaanta on draft guldallnaa publlahad at NUREO-0410. "Draft 
Enargincy Action Laval Ouldallnaa for Nuclaar Powar Planta. “ 

NRC ahould glva nora eognlianca to prograat & 

raipona ibl 1 itlaa of fidarali atata It local govt aganclaa, 

COXrF.T Taxaat Stata of 79/11/39. 9pp 


— 0009090443 Contiinta on fWREO-04S4 ra anargancy raaponaa plana Objacta 
to provlalont aaanlngly includad for banafit of fadaral 
paraonnal ravlawlng atata ti local plana 
GOXrF T Taxatt Stata of 00/09/13 7pp 


B0091000B4 Comnanta on 8. 3880iConaultant Raform Act of 1930.8upporta 
bade thruat of loglalatlon ra naxtalxing conpatttloni 
conildarlng organtiatlanak confllcta of tntariat 4 providing 
docUMonlbd racord of govt contraeti. 

AHEARNEiii. F. Comatadoit 00/08/30, 3pp 


—8009100093 Raquaati eomnanti an and 0. 3O0O» Conaultant Rafora Act of 
1900. 

RIBICOFFiA. Sanaka. Oovarnnantal Affalra. 00/07/03. 27pp 


0009100090 Conninta on 8. 2443 r# authorlting DOE to carry out high 
laval liquid nuclaar waata ngt danonalratlon projact at 
Naatarn NY Sve Ctr.Supporta projact Initiation 4 DOC 
Involvanint.flicant aaand raliaa aont problani. 

AHEARNC.J F. CoHMltaion. BO/OB/SO. Spp 


— B009100102 Coffloanta on 8 2413 r# authorlting DOE to carry out high 

laval liquid nuclaar waata »gt danonatratlon projact at 
Wiatarn NY Bve Ctr.Bupporta projact Initiation 4 DOE 
Involvanant Racant anand raliaa aona problaini 
ANCARNE.JF CooMlaaion. 80/00/20 3pp. 


— 0009100107 Raquaita connanta on and B. 2443 ra authorlting DOE to 
carry out high laval liquid nuclaar waata ngt danonatratlon 
projact at Haalarn NY Ovc Ctr in Haat Vdlay. 

JACKSONi H M Sanatar Cnargg 4 Natural Rtaourcaa. 00/04/04 7pp- 


—8009100100 Raquaati connanti on and S. 3443 ra authorlting DOE to 
carry out high laval liquid nuclaar waata ngt danonitrat Ion 
projact at Uaitarn NY Sve Ctr in Na«t Vallay U/o and. 

BTAOOCRSi H, □. Kouaa of Rap. i Intirftata 4 Foralgn CoifiMirea. 
00/03/34 7pp. 


8009100111 ^orwarda rapta to Congraaa on nuntar of full~tlni parnanant 
anployaai hlrod 4 pronottd during aacond 4 third quartara of 
FVM. imC proeaduraa unchangtd froai provloua rapta. U/o and 
AHEARNEtiJ. F. CoMalaalan 00/08/33. Ip. 


— 0009100114 Forwarda ropti to Congraai on nunbar of full-tima poraanant 
anployaai hlrad 4 pronotad during aacond 4 third quartan of 
FVaO. NRC proeaduraa unchangad froai pravloua rapti. U/o and 
AHEARNEi J F Comaiailon. 00/00/32 ip. 


—0009100114 Provldaa SubeoaMilttaa on Enargy 4 Powar u/rapta to Congraaa 
on nuiabar of full-tlna parnanant awployata hlrad 4 proaiotad 
during aacond 4 third quartara of FY0O NRC proeaduraa 
tinehangad from pravloua rapta.U/o and. 

AHeARNE.J F. Conailcalon SD/00/23 Ip. 


—0009100132 Provldaa BubcoaMMlttaa- on Envlroni Enarg g 4 Natural Raaourcoa 
w/rapta to Congraaf on nunktr of full-tlma parmanant 
aMployata hlrad 4 pronotad during laeond 4 third quartan of 
FVeO. NRC proeaduraa unchanged from pravloua rapta Wa and 
AHEARNEi J.F. Conalaalon. 80/08/22 Ip. 


—0009100124 Provldaa BubcooMlttaa on Nuclaar Ragulatlon w/rapta to 
Congraaf on nunbar of full-tlaia parAanant anployaai hlrad 4 
proaiotad during aacond 4 third quartara of FV0O NRC 
proeaduraa unchangad fron pravloua rapti. U/o and. 

AHEARNEi a. F. Conailaalon. 80/00/23. Ip. 


— 8009100128 Provldaa Bubcoounlttaa on Enargy 4 Environ u/rapti to 
Congraai on nunbar of fult-tiaia parnanant anployaai hlrad 4 
pronotad during aacond 4 third quartara of FV80, NRC 
proeaduraa unchangad fron pravloua rapta. 

AHEARNEiJF. Ccnnlaalon 80/00/22. 8pp. 
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BO091 10409 FoTv*rds ratpanta to 900312 In^vlry r* Oannlttiott 
imptantntati Di> of axpoat au%liDr'lt\) undar Miiclaar 
Nonprol 1 taxation rteti partieuiarv eoncarnlai)' avpply 
rallablllty Inclutfaa tupportlng docuaanta 
AHEA9 NEi.;F Coainiaalon eo/oa/ts. 280pp 


“'-B009110413 Forwarda q,uaatiana ra Coonlaiion InpliMintatian o# MuclaaT* 
MonprollFaratlon Act 

CHURCH. F Sanatai Foralgn Ralatlont Connlttaa ao/OS/12 ^pp. 


8009110417 Aatpandt to fl00&17 Itr ancloalng naa« artlcla ra i'll! 
asaaaiaant tachnlquaa Connitalon uaaa rich aiiasanant 
tachniquat) particularly uhar# congarlaon of altrrnattva 
courtai of action can ba nada 
HEHOHie. JM Cemltslon BO/OT/a? Ip. 


—3009110418 Foruarda artlclaa ra 800514 I. 15 haarlngi on H 8 4939 ra 

cofiparatJvf rlsti. 

RITTER, 0 Houaa of Rap. 80/06/17. 4pp 


8009110325 Forwarda MIC Itr to Sanakor Hart addraialng nattara ra NRC 
800404 raaponta to Oubcaaalttaa on Nuclaar Ragulatlon 
qiraatlont about praitura auppraitlon contalnnanti. H/o and 
HERORIE.JK CoAMlatlon. 80/08/19. Ip 


80091 107S3 Uoakly Info rapt for wk indlng 800822 

REHTI, T A. Of flea of tfca Exacutlva Dirac tor for Oparatlon-i 
e0/03/a7. 2Bpp. 


8009120477 Provldat BubcoMlttaa on Cnargq Raiaarck t< Production w/ 
poaXtlon on Coamlsalon pilot prograa for procedural 
asalatance. In raagonia to BCC731 raquaat. Prograa aiiould not 
ba consldarad at *fundi for Intarvanori. “ 

AHEARMEiJ.F COMiUilon. 80/08/22. tp. 


— 8009120480 Dlacuiaat poaltlon on CoMlaalon pilot prograai for 
procadural ataiatanca, In raaponaa to 800731 raqutct Progran 
aheuld not ba contldaraf at “firnda for intarvanori " 
AFEARNE.J. F Coaalaalon 80/08/28. Ip. 


-~8009120483 Dlicuiaai poaltlon on Colwiation pilot progran for 
procadural aiilatanca, In raiponte to 800731 raquaat. Prograa 
ahotlld not be conaldarad ai "fundB for Intarvanori. " 
AKEARNE.JF. CoMalatlon. 80/08/22 Ip. 


— 8009120484 Oltcuiaaa poiltion on CoMlialon pilot progran for 
procedural aaaiatanca, In raiponaa to 800731 raquaat. Progran 
ihoitld not ba conildartd aa "fundi for Intarvanori. " 
AHEARREiJ F. CoMtiilon 60/08/22 Ip. 


— 80091204BS Dlicuaiat poaltlon on Conniiilen pilot program for 
procadural aialataneai in raaponaa to B0073I raqurtt Program 
ahould not ba coniidarad aa "fundi for Intarvanori “ 
AH£ARf£, J, F. Conmlialon 80/03/22. Ip 


■8009120467 Placuiiaa poaltlon on Conmlailon pilot program for 
procedural aaaiatanca, In raaponaa to 800731 raquaat Program 
ahould not ba conaldarad ai "funda for Iniarvanora ” 
AHEARNEi-J F Oopmliilon. 80/08/22 Ip. 


— 8009120494 Raquaati raaponaa to auggiatlon that NRC plana to Implamant 
pilot program for procadural aialitanca ahould ba auapandad 
due to Inconalatancy w/laglilatlva hietory on Intarvanor 
funding. 

MCCORHACK.M . BEVILUT. , SATTERFIELD, D. Houle of Rap , Selanca ft 
Technology. 80/07/31. 2pp. 


B0091S0026 Forwarda raiponaa to qutctloni reload during Commlttaa on 
Environ tc Public Uorhi 800228 hearing 6 UCS critlclima ra 
ATMS safety 

KENORIEf-J M Conmlsalon 80/04/04 38pp 


■-B0091S0030 Raaponda to quaatlona ra ATW8 poaltlon Itr ACRB ibould reply 
to Itr at Apr maatlng AEC/ACR8 Itr axchangaa fc Info paper 
on ATWS ahould ba placed In PDR. 

HENORIEi J M Atomic Energy Commlatloni Deputy Director for 
Technical Review {Pra-1975). 73/03/20 2pp. 


8009150032 Dlicuiaat Imp lamentation plan for regulatory raqulramants 
ra ATUB. Hathod will coniiat of rule change to coda.w/ 
revision of Oanaral Daatgn Criteria 29. 

HENDRIE, U H. Atonic Energy Commlaaioni Deputy Director for 
Tathnlcal Rivlaw (Pra-19751 72/06/08. 3pp 


8009130035 Raiponda to roquait for commanti on /nathods for evaluating 
aff activanail of complate SARe. Dna round of quaitiona ll 
>***^••'*■••'9 t“ clarify d'atal 1 1 . Roduc tlon of prtparailon h 
prime cancarn of applicant In CP review 
KENDRIE, J M. Atomic Energy Commlailoni Deputy Director for 
Tachnlcal Review tPra-19731. 72/06/14, 2pp. 


—8009180047 Commenta on ancl propoaad rule ra aaparata hearing an iXti|li 
tatuai Intolarabla burdana will ba impoaad on AEC,w/dalaua 
In overall ravtaw of caaaa 

HEKDRIE, H. Atomic Energy Commlealont Deputy Director for 
Tachnlcal Review <Pre-1973». 72/tl/t8 Ip 


~600918<>092 CodMienti on ancl propoaad rule change providing .for aapiriti 
hearing on aalaetdd iaaue or latuaa. Change -would affect 
licensing, Raquastt vlawi from Dlractor of Llcanalng. 

Forwarding Itr end 

KUNTZ INDi L. M Atonic Energy Ceomlaslon 72/10/30, Bpp. 


— B009190054 Dlacuaaaa implementation of position on BUR H81V itallng 
syi. Baaltng ays will ba required to auppl ftSIV for BWR 
planta from Duane Arnold, Bhoraham ti Fltcpatrlck onward 
HENORIE, J, H. Atomic Energy Commission, Deputy Director for 
Tachnlcal Ravlaw (Pre-197S>. 73/02/27. 3pp. 


■8009180056 Olacusaaa Calvert Cl If fa' fuel danalflcation analyaii 
dlffieul ties. Hattar should bt addraaaed In lUppl for ACRB 
June moatlng< Indicating that further Info la forthcoming f. 
will bt evaluated, 

HENORlEiJ. M Atomic Energy Commlaaion, Deputy Director fdr 
Technical Ravlaw (Pra-1973). 73/04/19. Ip 


■8009190061 Racammanda and proposition as teat caea for early canal 
start on ntw plant 

HENORIE, J. H. Atomic Energy Cammlaelont Deputy Director for 
Technical Review (Pra-197S) 74/01/09. Ip 


—8009150064 Dascrlbaa propoaad procedure for aipaditad llcanilng af 
facility near Charleston, RZ. Early site accaptablllty review 
provldai machanlam to axpadlta llcanting proeats. Agraamantl 
w/«tate It utils on procedures are required to proceed, 

DALtAROtft L. Atomic Energy Commlaaion, Diractorata of Llcanalnf. 
74/01/07 6pp. 


—6009130069 Bummary of 731819 aita visit w/Naraganaatt Electric Co, New 
England Elactrle 8ya, Yankee Atomic Eloctric Co It itata It 
local officials at Naval Air Facility near Charleston, Rt- 
Agenda It Hat of attendees and 

SELLS, D.E Atomic Energy Commiaalon, Diractorata of Lleanslng. 
74/01/03. 4pp. 


--8009190090 CoaMsanta on working paper ra BHR main ataam line aamjlng 
ayi. Urges delation of phrase Indicating that turbine atop 
valval should maintain Integrity during BSE 
HENORIE, J. M Atomic Energy Commlailon, Deputy Olraetor far 
Tachnlcal Ravlaw (Pra-197S). 74/07/83 4pp. 


8009180410 Forwards rasponaas to 800927 quaatloni ra Info provldtd by 
btRC on eOOSOI concerning dlffsrancaa In role of NRC 6 
Exacutlva Branch in procaiiing export raquaati. Supporting 
documantaVlon ancl. 

AHEARNE.J F Conmliilon. 80/08/22, 13pp, 


—8009180418 aECY“7B-2I6A 

Forwarda documanit ra propoaad llcanta for Trananiidoar, Inc 
to axport hLgh-tnrlchod U to Swodan. 

SHEA, d. R Office of Intornatlonal Programa, Director. 78/09/11. 
3pp, 


— 80091S0422 Submiti cancluaiona ra propoaad llcanta for Traotnuelaar, fnr 
to export h Igh'tnr tehad U to Sweden. Llcania iaauanca woultf 
ba conilatant w/Nudaar Nonproliferation Act. 

liOOREiR. N. Office of Intornatlonal Programa, Dlractor 78/09/10, 

3pp. 


— 8009180423 Provldas commanta on propoaad Ilcanaa for Trananudaar, Inc 
to axport htgh'inrUhad U to Sweden. Supporting documentation 
and. 

TARNOFFiP etmtaiDapt, of. 78/03/03. 8pp. 


— 8009190428 Forward! ravliad analyala of Trananudaar, Inc applicatloo tl 
axport high-anr Ichad U to Sweden. 

NOBENIO, L. V. State, Dept, of. Bureau of Oceana It tntarnatl Envlroti. 

It Scientific Affairs 78/09/08. 17pp. 


—8009150433 Application by Trananudaar, Inc to axport 21 093 kg U 
hoxafluorlda, anrichod to max 93 90X U-239, to Sweden. End 
Ufa atatamfnt and 

MATSON, Trananudaar, Inc. 77/01/29 2pp. 


— 8009190430 Forwardi application for llcanta to export 19.642 hg li-S3S, 
contained In 21 033 kg U aa U hexafluoride enriched to 
93 3X< to Svadon. N/o and. propoiad Ilcanaa and. 

MATSON, V Trananudaar. Inc 77/01/29. 4pp 
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— >a04?190442 Subiilta conclutlon* ra Edlou Inti Co aftpllcation to oiport 
StM to Svarion No »atl changad circumatancat pa application 
froai tivota ailotlng at tlno o# iisuanca of XBNK-1074 ti XBNH- 
lata. Ltcanaa aM« ta latuad 

HOORC^N. Cdflca of Intarnatlonal Progransi Dlractor 79/O^/Oh. 

Ip. 


~-Mi0919044& Advlaaa oP no natl changad clrcumatanca* ra application 
froa thoao atlotlng at tl«o oP tiauanca oP XBNI1-1532 Llcanaa 
wg ka Itauad. 

}K)OTC>R N OPPlco oP Intarnatlonal Progranti Dlractor 80/0S/3S. 

Ip. 


— B00919D44a Act rocolpt oP NRC 800S01 rotponaa to B00327 Itr ra 
dlPParanca In rola oP NRC ti Exacutlva Branch In procatalng 
acgort ra^uatta Raquastt addl InPo 

HElKZtJ SanatOf Bankingi Houalng It Urban APPalri 60/03/27 

ffpp. 


BO<kTI3C5Sl Maaklg InPo rapt Par Mk ending B0083?. 

RrEWiT. A. OPPico oP tho Etacutlva Dlractor Por Oparatloni 
90/09/04. 2*pp. 


0009140644 Raapanda to 800619 Itr ra inpact oP raildant Inipoctor 
progran on raaldont inapactor Panllg unit. Every raaoonabla 
alap will be takon to j*oduca paraonal hardahlpa aaaoclatad 
n/progran. 

AHEARNEt tl. F. Coaualaalon. 80/08/18. 9pp 


—9009160647 Exproaooa concarna ra Inpact oP raaldent inapactor program 
an raaldent Inapactor Panlly unit, Foeuaaa on hidden eoata oP 
ralocatten. 

COOKiL. APPlllation Unknown. 80/06/19 9pp. 


B009190969 Forwardn oatlnata oP raoourcac required by NRC 6 DaPanaa 
Mucltar Agency for Invaotlgatlon op interaction batwaan 
olactromagnetlc pulae 6 commarclal nuclear plant aya 
KNTONiH. R. OPPlco oP Nucloar Roactor Ragulation> Dlractor. 
90/09/10. Spp. 


8009290091 Coamanta It racommanda actlona in raaponaa to 800819 avamo ro 
naw vnrtaolvad aaPaty laauaa* 6ECY-B0-329, laauai oP concarn 
auat ka addad to liat op itaaia roquirlng Purthar atudy. DraPt 
apodal rapt to Congroaa incorboratlng concarna undtruay. 

DCKTONiH. R. OPPlco op Nuclaar Reactor Rogulatlon> Director 
90/09/10. Spp. 


6009900199 Maaklg InPo ript por wk ending 800912. 

REHNtT. A. OPPlco oP the Eiacutlva Director Por Oparatlona 
80/09/19. 29pp. 


8009900290 Dlacuaaoa draPt OAO rapti "Propoaed Intariai Conaallilablon 
al NRC." Agraai that ecattarad phyaical locatfone aarloualg 
afPact NRC oparatlona. DHB auggaatlon praParahla to OAO plan. 
MCMtMCiJ. F. CoaMlaalon. 80/09/03. 2pp. 


CONTRACT NRC CONTBACTB AND WQDIFICATION8 


8009090090 NotlPlcatlon oP contract eKacutlontliod 2 to "Bhuttlo But 
Svc. * Contractor: Raltway Liaiaualna Bvc. Inc, 

FLVNNaN. U. Admlnlatratlva Contracta Branch. NRC-10-80~372. 
80/08/19. Ip. 


—9009930089 Hod a. changing dally aehadula to "Shuttlo But Svc. " 
ROBERTSONi J. D, Daltway Llmoualna 8arvlca> Inc. KATTIAi H 
Admlnlatratlva Contracta Branch. NRC-tO-80-972 80/08/19. Spp 


8009090209 NotlPicatlon oP contract oxacutioniNod 4 to "Klnamatlca oP 
Tranalatlng Tornado UlndPtolda. " Contractor. TX Tech Unlv. 

HAOEY.H. Roaaarch Contracta Branch. FIN B-6177. N«C-04-77-0t6. 

90/06/13. Ip. 


—8009090216 Hod 4> granting no coat aatanaion.ta "Klnomatlca of 
Tranalatlng Tornado UlndPtolda ” 

J0NE8.J.K. Taaoa Ttchnologlal Golltga. HCRT0N<K.V. Raaaarch 
Contracta Branch. FIN B-6177. NRC-04-77-016. 60/09/13. 2pp. 


8009040468 Notification of contract aaacution; ’’Tachnlcal Aaaiatanca to 
Oupport NRC IE Poraonnal in Invootigationa of Incidental” 

Mordad to Paramatari Inc. 

BAISDENiL Raaaarch Contracta Branch. FIN S-1270. NRC-O9-80-291. 

80/07/02. Ig. 


— 6K>09040470 Oentract: "Technical Aiolatanca to Support NRC IE Paraonnol 
lit tnvoattgatlona of Incidantai ” awarded to Paramaton Inc. 

LOFYiR.A. Paramatari Inc, HORTONiK. V. Raaaarch Contracta Branch 
FIN 8-1270, NRC-09-B0-291. 80/07/02. 3pp 


8009100002 Notification of contract oiacution "Environ Koni taring 
Program U/Stato of HSi ” awarded to Btata of HS. 

BAIflDEH, L Raaaarch Contracta Branch FIN B-12S7 NRC-09-80“2a9 

90/08/22 ip 


8009100003 Contract’ "Environ Monitoring Program M/Btata of MS. " 
awarded to State of HB 

COBBiAB Hlaaitalppli Stato of MORTDiMiKV Raaaarch Contracta 
Branch FIN B-12S7 NRC-03-80-2a9 80/08/22 9pp 


8009100010 Notttication of contract atacutloiii Mod 3 to "Study of 
Cruih Loadi In Tranaportatlon Accldanta " Contractor 8RI 
Inti. 

HAIRBTQNiC A Tochnlcal Aaaiatanca Contracta Branch FIN 9-6124 
NHC-03-7B-OB4. 80/08/06 tp 


—9009100012 Mod 3i modifying Pinal rapt raqulramanta to "Study op Cruah 
Loada In Tranaportatlon Accldanta." 

a BRI Intarnatlonal OLAOOLAiA. F Technical Aaalitanca Contracta 
Branch FIN B-6184 NFC-03-7B-0B4 80/08/00 Ip 


8009100039 Notification of contract oxacutloni Mod lO to “Analyila of 
Hypothatlcal Accldanta Reaultlng Prom Cora Heltdoun. " 

Contractor: Battalia Columbwa Labt 

MORTOMiRV. Raaaarch Contracta Branch FIMA-4067. NflC-04-76-293 

80/08/11. Ip. 


—9009100041 Hod lOi adding funding la changing acopa of work, to "Analyala 
of Hypothetical Accldanta Raaultlng from Cora Kaltdoun. ” 

LUKZiF.U. Battalia Manorial Inatituto. Columbua Laboratorloa 
MQRTONiK V. Raaaarch Contracta Branch FIN A-4067. 

NRC-04-76-293 BO/OS/11. Ip. 


8009100094 Notification of contract aiocutlon "Praaantatlon of OE 
BUR/6 Deiign & Operation Couraaai " awarded to OE 

SAlBDEMiL. Raaaarch Contracta Branch FIN B-1224. NRC-09-B0-2B2 

90/08/18. ip. 


— 8009100061 Contract: "Praaantatlon of OE BUR/6 Daaign 6 Dporatlon 
Couraaai " awarded to OE. 

PIERCEiR.L Oaneral Electric Co. MORTON. K U. Raaaarch Concracta 
Branch. FIN B-1224 NRC-03-8O-2a2, 80/08/18. 4pp. 


8009100071 Notification of contract ocacutioni Mod 9 to "Invoatlgatlona 
In Btatoi of StreoB In Cruata Under Northaaatarn U8. " 

Contractor. NY 8tato Energy ftasoarch ti Davolopmint Authority. 

MORTON. K 9 Raaaarch Contracta Branch FIN 6-9619. NRC-04-79-14S 

80/09/01, Ip. 


—8009100077 Hod 9. extending pariod of parPormance. to "Invaatigationa In 
Btataa of Straaa In Cruata Under Northaaatarn US." 

PRIME, H J. New Verk, State of. MORTON, K. V. Raaaarch Contracta 
Branch. FIN B-9619 NRC -04-79 -143. BO/05701. Ip. 


8009100409 Notification of contract oxacutlon. "Subteription to 1980 
Edition of ASHE Bollor It Praaaura Voaaal Coda. Inc luding 
Automatic Addenda Svc. ” awarded to ASHE. 

COCEMANiR. Admlniatratlva Contracta Branch. NRC-lO-SO-696. 
90/08/22. Ip. 


— 8009100409 Contract: "Bubacrlptlon to 1960 Edition of ASMS Boiler 6 
Prataurt Vaaaal Coda, Including Automatic Addenda Bvc." 
awarded to ABME. 

AGUILERA, H F. American Society of Mechanical Enginaira. 

MATTIA.M J. Admlnlatratlva Contracta Branch NRC- lO-BO-696 

80/08/82 9app. 


8009110001 Notification op contract execution. Took Order a 1.2.3 t< 4 
to, "Technical Aaaiatanca to BuppO’rt NRC IE Technical 
Paraoitnal In Invoatlgatlona op Incidanta " Contractor: 

Paramatari Inc. 

BAI6DEN.L. Raaaarch Contracta Branch. FIN D-1270 NftG-09-a0-291. 

80/08/08. Ip. 


—8009110002 Forwarda Taak Order l.authurliing axpanditura of funda 
currently obligated for aipanaaa 6 ln-hou«a faa a, to 
"Technical Asilatanca to Support NRC IE Ttchnlcal Poraonnal 
In Invaatigatlona of Incidanta." 

HORTON, K.V. Raaaarch Contracta Branch FIN B- 1270. 
NRC-09-80-291 BO/07/24. 3pp. 


—9009110003 Forwarda Taak Order 2, awthorlttng axpanditura of fund* 
currently obligated to provide aaaiatanca at technical 
conaultanti to "Technical Aaaiatanca to Support NRC IE 
Tochnlcal Paraonnal in Invoatlgatlona of Incidanta," 

HORTONiK. V Raaaarch Contracta Branch FIN B-I270 
NRC-09-eo-291. 90/07/24. 9pp 
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— 0009110004 ForuKMli T 3 *k Ord»r 3r authdf I «lnD »iptn<Htup* ci/pr»ntiv 
obllgattd fund* to provld* tochnlcal *«*l»t»nci t *vc*« to 
“T«chnd<«l A*il»t«nc* to Buppect NRC IE T*clinie«l Poptonnol 
in Invoitigatlon* of rnctdonti * 

MORTQM»K V Bfioarch Controct* 8r«li<fl FiM B-1270 
MRC-OS-aO-ZSl a0/07/'34 9pp 


— 0009110005 Forward* Ta»t Drdrr 4. authori i ing •»p*niJitor* of cun-tntlw 
obllgatad fund* to grovld* tachnical aiiistanca & tvcirto 
"Tachnlcal A**lit«nc# to aoppopt NBC IE Ttcbnlcal Ptp*otiJi*l 
in Invoft 1 gatlont of lncid«nt* " 

MORTON. K V Rv«»arch Contract* Branch FIN 8-i270 
NRC- 03-00-231. 00/08/ 07. 4pp 


8009110022 Notification of contract aiocution "Conduct cour 
antltlad "Madlcal Uaa* of Radlonucl 1 da* for Stat* 
Regulatory Paroonnal. " awardad to Maaorlal Sloan-K# ttar ing 
Cancer Ctr 

FLVNNfH J Adnlnlttratlvi Contract* Branch FIN B-S090 
NfiC~0&- 00-302 00/07/20. Ip. 


— 0009110025 Contract. "Conduct couraa* antltlad "Madlcal ll*a of 
Badlonuclldo* For 0tata Ragulatory Partonnal" auardad to 
Kaaorlal Sloan-Kattarlng Canear Ctr 

a Hanprial 81 oan-Kt ttar Ing Canear Cdntar Maw Yorlt.NY MATTIA.M •J 
Admlnlstratl va Contract* Branch FIN B-S090 NRC-06-00-303 

00/07/20 67pp. 


9009110213 Notification of contract axteot lent Hod 1 to "Oavalopaant of 
Automatad Vendor aalaetlon Sy* " Contrae toriCataar 
A*«oclata> 

HAOAM. T.F- Admlnlttratlva Contract* Branch FIN B-1214. 
NnC-03-a0-2S3 BO/07/29, 6pp 


— 8009110222 Hod 1. correcting dollar aaount on covar ihaat Ic clarifying 
dallverv tchadula. to "Davalopaant of Autonatad Vendor 
Salaction By* " 

OAB0ER.E.R Oattar A(*oclata*. MATTlAi M J Admin l*tratlv* 
Contract* Branch FIN B-1214 NRC-08-ao-233 B0/07/2B 3pp. 


0009110253 Notification of contract aiteutlon. Hod 3 to "FLECHT-BEA8ET. " 
Contractor*:lf»*tinghouie & EPRI 

HORTON. X.V Rtiaarch Contract* Branch. FIN B-6204, NRC-04-77-ia7 

SO/oa/19 Ip 


—8009110236 Hod 5, providing add! fundt^ to "FLECHT-BEASET " 

FARRAR. A 0 Electric Povar Raiaarch tnitituta. HORTON. K V. 
Raeaarch Contract* Branch * Haitlnghou** Elactrlc Corp FIN 
0-6204 NRC-04-77~I27 00/08/19, 2pp 


0009110331 Notidlcatlon of contract aiacut Ion. Hotf 3 to "TMI Sptclal 
Inquiry Team *' Contractor: BC Oogl*. 

MORTON. K V Ra**apch Contract* Branch. NRC-l 7-79-4S3 80/0B/S3 

Ip. 


— 0009110330 Mod 3 j daobligatlng fund*, to “TMI Spaclal Inquiry Taam " 
DOTLEi B, C Barnard C Day la MORTON. K V Raeaarch Contract* 
Branch MRC-I7-79-433 80/08/23. tp 


0009110346 Notification of contract aiacution "Environ Monitoring 
Program N/8tato of HI. " attardad to Btata of HI 

BAIBDEN.L, fla*aareh Contract* Branch. FJM 0-1244. NRC -03-03-204, 

80/08/22 1 p 


"8009110330 Contract, "Environ Monitoring Program U/3tala of Ml." 
awarded to State of MI. 

REIZEN.H 8 Michigan. State of MORTON. K V Rtiaarch Contract* 
Branch FIN B-I244 NRC -09-80-204. 00/00/22 9pp 


80091I037S Notification of contract axacution. Mod 6 to "Baftguardi for 
High Laval Naati Rapodtorlaa " Contractara Scianca 
Application*. Inc, 

FOSTER. J. M, Technical Aiilitanca Contrae ti Branch. FIN B -6376-9. 
NRC-02-79-035 80/07/31, tp 


— 0009110379 Mod A.actanillng period of parformanct k reviling Article I. 
to "Safiguard* for High Laval Naet* Rapoiitorlaa " 

TREVINO. T, Bcitnca Appl lea t lane. Inc OLACOLAi A, F. Technical 
Ai«litance Contract* Branch. FIN B-6376-? NRC-02-79-03S 

80/07/31 app. 


0OD91IO4O9 Notification of contract aiacution. Hod 3 to "Study of IN 
Fault Location* ..Ntw Madrid. MO Raglon " Contractor IN 
Unlv 

HAOEy.H Raiaarch Contract* Dranch FIN 8-6262 NftC-04-77-164 

80/00/29. 2pp 


■8009110410 Mod 3. extending period of ptrformanca u/addl funda. to 
“Study of IN Fault Location* .. New Madrid. HO Raglon " 
MUUHOLLANO.-J Indiana Unlv MORTON, K, V, Raeaarch Oontracta 
Branch FIN 0-6262. NRC- 04-77- 164 80/08/29, Opp 


0009110412 Notification of contract clo«eout for "Nadular Appraaeh t* 
Fault Tree k Rallatillty Analyal* " Contraetar'HIT. 

HAOEY.H Racearch Contract* Branch FIN B-62S6 M/06/04. Zpp. 


8009120004 Notification of contract aiacution, Mod 3 to "CaardlnatUn of 
Cooparatlva Be lino tectonic Study In New Madrid Area. " 

Contractor St Lout* Unlv. 

HAOEY.H, Raiearch Contract* Branch. FIN B~*333. NHC-04-7»-agi 

80/09/03 Ip 


— 0009120007 Mod 3. attending period of performanc*. to "Caordlnatlen of 
Coopiratlv* Baltmotactonlc Study In New Madrid Area. * 

PATTON. L W. 0t Loul* Unlv MORTON, K. V Ftasearch Contract* 
Branch. FIN B-633B NRC-04-78-2SI 80/09/03. 2pp. 


8009120010 Notification of contract execution, Hod 3 to "Evaluation el 
Oro** Operator Error Rato* Bated on Pait Experience in 
Commercial Nucltar Power Ptent*. " Contrector' lA Btata Unlv. 
BROHBERO.B Raaiarch Contract* Branch FIN B-6309 NRC-04-7e-a21 

00/08/27 Ip 


— 8009120012 Mod 3. extending period of perf oratence. to "Evaluation ef 
Oro** Operator Error Rate* Saved on Pait Experience in 
CoxMiirclal Nuclear Power Plant* " 

MABBRtXlKtR.E Iowa State Unlv MORTON. K. V. Research Contract* 
Branch. FIN B-6309. NRC-04-7B-221. 80/08/27 2pp. 


0009120013 Notification of contract execution, Mod 1 to "Furntch Sand I 
Dutt Data Baie Occurrence* for US, " Contractor, NOAA, 

OUSTAVE, R P. Rtiearch Contract* Branch FIN B-10746 
NRC-01-7fi-OI9 BO/O0/I3 Ip 


— 8009120014 Mod li«xt*nding period of performance, ta "Fornl*h Band t 
Duft Date Bale Occurrence* for U8 " 

MITCHELL. O.B Cammerce, Dept, of . National Oceanographic It 

Atmoipherlc AdNlnitratlon. MORTON. K V, Raiearch Contract* Branch 
FIN B-10740 NRC-0 1-78-0 IS 80/00/13. tp. 


0009120017 Notification of contract axacutlen. Hod 6 to "Study af 
Earthquake Haiard* In NY Btata i Adjacent Area* * 

Contractor' NY State Energy RkO Authority 

HORTDN.K. V Raveareh Contract* Branch. FIN B-6046 NRC- 04-76 -369. 

80/00/01 Ip 


—0009120019 Mod 6, •xtindlng period of performanc* k Incriating fundtiie 
"Study of Earthquake Kaiard* In NY State k Adjacent Area*. ” 

PRIME, N.J New York, State ef. MORTON. K. V. Raiemrch Contract* 
Branch FIN D~A046 NRC-04- 76-369 00/08/01 Ip 


0009120023 Notification of contract execution. Hod 3 to "Balimlcity k 
Tectonic Relatlonehlp for Upper Oreat Lake* Prmcambrlmn 
Shield Province." Contractor ' MI Technological Unlv 
BROHBERO.B Rexeerch Contract! Branch. FIN B-6174. NRC-04-77-lt2 

90/06/28 ip. 


— 8009120033 Mod 3. extending period of performanc e. to "Salaalcity i> 
Tectonic Relationship for Upper Oreat Lakes Pr*ceaibrlan 
Shield Province " 

EVANS, T.P. Michigan Technological IMiV. HORTON, K.V. Research 
Contracts Branch FIN B-6174. NRC-04-77-112 60/06/20 Zpp 


8009120028 Notification of contract execution' "Review af Staffing 
Requlrsmenti for Neer-Tarm OL Facllltle*." awarded to 
BloTechnology. Inc, 

MILES, E. Purchailng Section FIN 8-7S-2. NRC-03-BO-147, 60/06/tfl. 

Ip, 


--0OO912OO37 Contract "Review of Staffing Requlramant* for Hear-Trra OL 
Facllltlei. " awarded to BloTechnology, Inc 

SHANAHAN, W P Blotachnology, Inc PERLMAN, J. Adminiitrative 
Contract* Branch. FIN B-79~2. NRC -03- 08 -147. 60/06/16, Spp 


8009120060 Notification of contract axecutlon; "Environ Monitoring 
Program U/8tate of OA. " Contractor ' State of OA 

BAIBIIEN.L. Raiaarch Contract* Branch FIN 8-9203. NRC-09-eo-279. 

80/09/03. Ip. 


— 8009120079 Contract' "Environ Monitoring Program H/Stmto of OA, " 
awardad to Btat* of OA 

LEDBETTER. L. Oiorgie, State of. HORTON. K.V Reiemrch Oontracti 
Branch FIN B-SS03. NRG-03-BO-279 00/09/03 14pp 


8009120070 Notification af contract aiacut Ion. Had 2 to "Technical 
Editing Svc* for OESMO Fuel," Contractor . UF Holman tc Co, 

MARTIN. L C. Technical Ai«l<tanca Contract* Branch. FIN B-1492 
NRC-02-76-290 80/07/21. Ip 
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— WiMHaooSa Mod a(d««btl*#tinj fund*, to "T»ehnle*l Editing ave» for 
0 C 6 HO ** 

MQUKAN.iJ F. John F HolRMn li Co » Ine DOUOHERTV. D. J Toehnlcol 
Ar!!m*nc* controct* Droneh FIN B-M'Ja NRC-02-76-29C 
90/07 /ai. If 


— Q009160489 Mod 4. provtdlnf addl fund* l> frtondlng ported of porforawinco 
to "Hind Tunnol K*o*ur*«*nt* of 01 (portion tc Turbuloncc In 
Wokot of Nuclear Rooetor Plant* " 

BROHN. J F Colorado Stot* Unlv MORTON. K V Roioarch Contract* 
Branch. FIN R~Se39 NRC-Od-r^-SOA e 0/08722 9pp 


0009120104 Notification of contract oioeutlon "Conparatlv* R*viow of 
fliok A**o**ai*nt*» Safotg Coal* 1< Ralatod Concopt* For 
CoMorcial Nucloar FoMar ti Altornatlvo Soureo* of Energy, " 
awarded to tntl Planning Mgt 

HQVUE.A. Adninlotratlvo Contract* Branch FIN B-7501 
NRC-HW-BO- 1 46 BO/OS/ IS Ip 


8009160491 Notification of contract ojcecutlon. Mod 4 to "A***i*lng 
Capability of Eilottng P«i Facllitlos to Wlth*tand Natural 
Phani)m.*na. " Contractor NH Ntwmark 

OUAOOLA. A. F Tachnlcal Aeiittanco Contract* Branch PIN B-6190-9 
NSC-03-7e-lSO ao/07/29 tp 


.>-9(3091201 £B Contract. “Conparativ* RoVlow of Rl*k A**#**miot*,Baf*tv 
Ooalo li Rotatad Cone apt* For CoaMorctal Nuelaar Powar U 
Altarnatlv* Bourea* of Energy. ” awardad to Inti Planning 

a**intornotlemal Planning Managonant. PERLMAN, J Adntnlctratlvo 
Contract* Branch. FIN B-7801. NRC- 03 -ao-i 46 aO/OB/ia 6pp. 


— 6009160499 Mod 4. attending p*rlod of gorferaiane* to "A*<o**lng 
Capability of Exlttlng Fu FaclHtla* to Nlthatand Natural 
Phanoffiana “ 

o N H Neumark Con *ul ting Englnoorlng Barulcai CCAOOLA.A F. 
Tachnlcal A«*l«tanc* Contract* Branch FIN 6-6190-9 
NRC-03-7B-1S0. 80/07/29 Ip 


6009120699 Notification of contract atocotlon 
Bvci. ■ awarded to Lltoratura Retaarch Co. 
FLYNN.M. J. Adailnietrativ# Contract* Branch 
80/08/27 ip 


■'Elactroitatlc Copying 
NRC-17-0O-4SO 


0OO916OS11 Notification of contract oaaeution. Mod 4 to "Advancod 
Proc*** Control " Contractor. Be ianco Application*. Inc 
FOaTERiJ M rachnical A**l«tanc* Contract* Branch FIN B-6930-0 
NRC-02-79-043-1. 80/07/21 ip 


—8009120662 Contract: "El#ctro*tatlc Copying 8ve*. " awardad to Lltoratura 


Cft* 

BULLINOTON.R. L. Lltaratora Raoaareh Copp. MATTIA.M J. 
Adninlotratlva Oontracto Branch NRC-17-BO~490 BO/OS/87. 


7app. 


— B009160919 Mod 4< adding accounting & appropriation* data contained 
In It*M 10 to "Aduancad Proc at* Control. " 

a Bclcnco Application*. Inc. DaUOHKRTV'. D J Ttchnical Aeclttanco 
Contract* Branch FIN B-6930-0 NRC-02-79- 043-1 BO/07/21 ip 


6009180669 Notification of contract ***cution. Hod 11 to "Docuoont 
Conirol Sufl " Contractor: TER A Advanca* Bve* Carp. 

LCBQiC.O. Adwlnlitrotlvo Contract* Branch NRC-1O-78-S0O. 
60/09/04. Ip. 


8009160143 Notification of contract atocutlon.Had 6 to "Maint of Data 
Oantral Carp C-330 Cenputor* 6 Ataeeiataid Porlptiaral* " 

Contractor. Data Coniultant*. tnc 

MEDftOH.L A R AdffllnUtratlv* Contract* Branch NRC-10-77-196 

00/03/20 ip 


8009190140 Notification of contract oxacutlon. Mod 3 to "Econontc 
Cenioltlng 6vc« in Connection W/Btanl*Uus Nuclaar Unit " 
C«ntfaetor.P Ootnonn. n 

OCAOOLAfA F. Tachnlcal A««l*tanca Contract* Branch. FIN B-6921 
NRC-« 3 - 79 -lia. 60/06/30. 2pp. 


— 8009180190 Hod B. correcting *ff*ctlv* data of Nod 7 to "Maint of Data 
Otniral Corp C-330 Coraputir* tc A*«Qctatad Porlpharal* " 
a Data Coneultant*. Inc MATTIA.M J Admlnlitratlvo Contract* 
Branch NRC-10-77-19A. 00/00/28 Ip 


—8009180143 Hod 8. oitandlnf period of parforaancf 6 tncraaelng coiling 
aneunt. to "Econoale Conaultlng Sve* In Connection U/ 

SkanUtau* Nuclaar Unit," 

OUTMANNtP. Ovtmin, Patar. OLAOOLA. A F. Tachnlcal Aeeletanca 
Contract i Branch. FIN 8-6321. NRC-03-79-U3. 80/06/30 ip. 


8009100146 Notification of contract axacutlon.Hod 10 to "Ravlaw of 
Environ Impact# of High Level Badwa*to Mgt " Contractor. 

BMlTMiF. A. Technical At*l»tanca Contract* Branch. NRC-02-77- 1 69. 
»/<}7/81. tp. 


00091,90149 Mod lO.aiodlfylng delivery data of SUbtail 2 rapt It to tty 

paraonnal clau*a, to "Ravlaw of Environ lapaet* of High Laval 
Radwaota Mgt. " ....... 

COHEN. 8. Ttknakron. Ind. DoyoMERTT. 0. J Technical A**I*tanc# 
Contract* Branch, NRC-02-77- 163. 80/07/21 Ip. 


0009180189 Notification of contract ax^eutlon. Mod 11 to "Doewmapt 
Control 6y». " Contractor TERA Advanced Sve* Corp 
LEBO.C D Tachnlcal Aaslttanca Contract* Branch NR C-IO- 78-900 

80/09/04 Ip. 


— 0009180165 Mod 1 1. Inerootlng fund*, to "Dacuaiont Control By* “ 
a TERA Corp. MATTIA.M. J AdMlntotratlva contract* Branch 
MRC- 10-78-980. 80/09/04. 2pp 


8009180167 Notification of contract otaeutlon. Mod 1 to "Pobl leatlon 
Dletributlon Svet " Contractor' Coaputor Data ay* Inc 
HAOAM.T F Admlnletratlv# Contract* Branch NRC-lO-BO-362 
80/09/08 Ip 


— 8009100191 Nod i. adding ragolraaant for addl ttorag* capacity *< 
Incraadny fundi . to "Publication Oietrlbutlon Bve* " 

COHBBiC. Computar Data 8y f tan*. Ine. MATTIA.M, J Adnlnlitratlva 
Contract* Branch. NRC-lO-ao-368 80/09/08 Ip 


6009190176 Notification of contract oxacutlon "Dav*lop«ant of Nucloar 
Reactor Plant Data Bant." awarded to Small Bu*lna*a 
AdolnUtratlon. Subcontractor; Technology Oavalopmant of CA, 

JACOB Di A. Raeaareh Contract* Branch. FIN B-7077. NRC-04-80-2 1 9. 

601/06/22. Ip 


8009180207 Notification of contract axocutton. "Bourca Term 
Charactarliation Ratultlng fron ExpLoelvalV'Cauoad Secondary 
Violation* of Spent Fuel Shipping Ca*k«j " awarded to 0MI. 

NOLLETT.S. Ritaarch Contract* Branch. FIN B-6710 NflC“04-B0-l80 

80/09/03 Ip. 


-6009190178 Contract: "Dovalopmont of Nuclaar Powar Plant Data Bank" 
awardad to SaMll Bu«lnt** Admlniatratlon. Subcontractor 
Ticnelogw Divolopntnt of CA. Inc 

MCPHERSONiH. Small Bualno** AdmlnUtratlon. CRACRAFT.t. M 
Tichnoloiy Divolepmant of California. Inc. MORTON.K V. Raaoarch 
Contract* Branch. FIN B-7077. NRC -04-80-2 I 5 BO/OQ/22 64 PP 


— aCX)9l0O8I7 Contract. "Bourca Torm Ctaraetarlxatlon R**ultlng from 
Explo«lvoly-Cau«ad Secondary Violation* of Spent Foal 
Shipping Catkcr" award*# to BMI 

LUMiF.J. Battalia Memorial Inotltuta. Coluaihoa Laboratorlai 
MORTON. K. V. Rata arch Contraeta Branch FIN B-6710, 
NRC-04-S0-tBO, 80/09/03 IBpp. 


8009130409 Notification of contract axacutlon.Hod 1 to "A**t**«ont of 
Strength of Ice Condanear Containment. " 

C«ntraetor;B6D A*(oelata*. 

FLEENOR. C. M. Adailnlatrativa Contract* Branch FIN 0-1314. 

NRC- 17 - 60 - 491 . sp/oe/as Ip. 


-S009180414 Mod 1. Including addl ta*k, Ineraaelng funding li oitandlng 
period of papf ortMtica, to "A**a*««#nt of strength of lea 
Condantar Containment. " 

HHlTE.if. H. H fc D A*»oelata*. PERLMAN. J Admlnietrativa Contract* 
Branch. FIN B-I314. NHC-1 7-80-431. 80/08/29 Ip. 


8009160463 Notification of contract oxacutlon. Hod 4 to "Hind Tunnel 
Mlaaturamanl* of Dltparaion ti Turbulance In Uaka* of 
Nuclaar Reactor Plant*." Contractor: CO Stata Unlv 
KAteViH. fi a* ear eh Contract* Branch, FIN B-3829. NRC-04-76-236 

80/09/22. 1 p 


8009160320 Notification of contract oxacutlon, Mod 3 to "KY-70 Saeuro 
Vole# TarMlnali. " Contractor* Natl Soeurlty Agency 
MEDRdMiL. A. K. Ad*lnl»tratlw# Contract* Branch. NRC -10-7 7-1 70. 
80/09/04 Ip 


— BOO9I0O329 Mod 3, dacraatlng total amount of agTOOmaixt 6 complitlng 
clotiouk action to “RV-70 3*eur* Voica Ttrmlnal* " 

DAVIES.O.L National Sacurity Agency MATTIA. H. J Admlnlatrotlva 
Contract* Branch NRC-10-77-170 80/09/04, ip. 


0OO9I9OO9I Notification of contract oxacutlon. Hod 3 tc "Union Carbido 
Uravan Mill Tailing* Evaluation " Contractor. Oeotachnical 
Englnaar*. Inc . , _ „ 

HAlflaTaN,C. A Tochnieal A««litanca Contract* Branch FIN B-692h 
NRC-02-79-099 00/00/21 i p 
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— aOO^l^OOS-? Hod 3<aii;»ndins pariod of ; »rParNancat to "Union Cart Id* 
Uravan Mill Tailing* Evaluation, " 

LAOATTAi P P. 0*Dt«<linlcal Englnaarti Inc HAIPSTWi C. A Taehnteal 
Aulatanca Contract* Branch FIM 0-6926, NRC~02- 79-055 

80/09/21 If 


8009190169 Kotificatlon of contract ■aacvtlorirHsd' 6 to "Oncall Kalnt 
for HRC CoapUtar Pariphiral Equipaant " Co[ttractar;coaputar 
Bgs Support Corp 

H£M0i4<L.A.K Adalnlatratlv* Contract* Branch NRC-10-79-399 
80/06/28. Ip 


— B0O719O19O Hod Aicorractlng affactiv* data of Met 3< to "Oncall Halnt 
for me coAputtr Parlfharal Equlpaint *' 

a Computar agitaac Support Corp KATTiArM J. Adnlni »trat 1 va 
Contract* Branch. NRC- 10-79-393. 80/08/28 Ip 


6009190702 Notification of contract •■■cvtlonrHod 4 to "0*v«lopni*nt ti 
Inplamantatlon of Flaw Analgiii 8gi Baaad on Sgnthatlc 
Ap*rtura llltraionlc iMaglng Tachniqu* *' Contractor: 

Southwtat Rasaarch Iiitt 

WOLLETTfS Raiiarch Contract* Branch FIN 8-6603 NRC-04-77-143. 

ao/oa/ 29 . Ip 


"8009190713 Hod 4>*it*nding parted of parforinanc* from 000131-810731 1 to 
"Divalopnant It iMplaAintatton of Flaw Analvai* 6tfa Batad on 
Sgnthatlc Apartura Ultraaonlc Imaging Tachniqu* " 

SPRENCELi F. Sauthwift Raaiarch Inatltvta. HORTONjK 9 Rataarch 
Contract* Branch FIN B-5605. WC-04-77-143 BD/08/2? 4pp. 


B009190727 Notification of contract axacuttoni Hod 9 to "Critical 
E«p*rln*nt*<Haa*iir*A*rit* tc Analgit* to Estatlloh Crack 
Arratt fitthodologg for Nuclaar Fraaiur* V***tl Staalc. " 

Contrac tor'Battall* CPiuMtu* Lab* 

MORTON.H. V Riararch Contract* Branch. FIN A-4046 NRC-04-76-293. 

80 /OB/89 Ip 


—8009190738 Hod 9i Incraaalng wortccop* & providing addl funding toi 
"Critical Eip«riaantti HaaauraAont* 6 Analyfli to Establlih 
Crack Arrtat Htthodologq for Nuclaar Prtiaura l/aiial 
Staal*. " 

LUKZiF.U. Battalia HtAoriai Inatltutai Colunbu* Laboratoriaa 
MORTONi-K. V Rataarch Contract* Branch. FIN A- 4046. 
NRC-04-76-293. 80/08/29. tp. 


8009830137 Notification of contract axacutlont Hod 1 to "Licantlng 
A»*lstancB/Tal ling* Hgt Progran Tachnlcat Evaluation." 

Contractor. J.H Klalnfaldar tc A**oclata* 

HAIRBTOKtC A. Tachnlcal Aialatanea Contract* Branch. NRC-02-79-031. 
80/08/20 tp 


■BD09S30I61 Mod Ifattanding parted of parforAanct to 810709 toi 
"Llc*n«lng A** l«tanc*/Tai 1 Ing* Hgt Pregran Tachnlcal 
Evaluation " 

KLEINFELOERf J. UH Klalnfaldar It AascclatP*. OLACOLA.A.F 
Tachnlcal Aialatanea Contract* Branch, NRC-02-79-031 60/08/20 

*P 


6009230334 Notification of contract axf cutlont Hod 2 to "eafatq 
A*«ai«n*nt of Concrata Nuclear Structura* " Contrac tor: HIT 
BRDMBERO, B Rataarch Contract* Branch. FIN B-6618 NRC-04-79-tBl 

80/04/01 ip. 


—8009830359 Mod 2i axtanding period of parforAaneai to "Bafetq A*«a**A*nt 
of Concrata Nuclaar atructura*. " 

JM/MMERi 0 H. Ha*«achu«*tt* rn*tltuta of Tachnologg MORTONiK. V, 
Rataarch Contract* Branch. FIN 8-6616 NRC-04-79-iai 80/04/01 

3pp 


8009230364 Notification of contract axacutioni Hod 4 to "BaiaAolopleal 
atudg of Northern Extant of Naw Hadrld Baitmlc Zona." 

Contractor; Balnt Loul* Untv. 

BRCHSERO. D. Rataarch Contract* Branch. FIN B-S964 NRC-04-76-2e2 

80/08/26. Ip. 


—8009230372 Hod 4i Incraaalng fund* !< aitandlng parlod of parforAaneoi to 
’'Salimological Btudg of Northarn Extant of New Madrid 
Salanlc Zona " 

8TAWDER. 8 d. St, Loul* Unlv MORTON. K. V Rataarch Contract* 

Branch FIN B-3964. NR C -04-76-282. 60/08/26 4pp 


8009230731 Notification of contract oxocut 1 on, Mod 3 te "SalaMotic tonic 
Btud'v of New England h Adjacent Ar*a«, " Contractor. Soiton 
Col lag*. 

JACOBBiA, Rataarch Contract* Branch. FIN 0-3961 NRC-04-76-291. 

80/08/27. I p 


8009230733 Mod S.aitandlng parlod of parforAtne* % Incraaalng fund* 1. 
werkaeopa. to "Saltnotactonlc Btudg of Naw England V Adjacent 
Araa*. " 

SMITH. J R. Bpaten Collag*. MtWTON.K.V Rataarch Contract* 

Branch FIN B-S9A1, NRC-04-76-291 80/08/27 7pp 


B009230766 Notification of contract oxecutlontMod 1 to "Eattarn TN/ 
Hattarn NC Ragional Balanlc Natwerk. " Contrac tor* ttaAph la 
Staia Unlv 

HAOEV.H Rataarch Contract* Branch. FIN B-6673 NRC-04-79-ai4 

80/08/27 Ip 


—8009230771 Hod l.axtanding parlod of parforAanca until 601130. to 
"Eaitarn TN/Ha*tirn NC Ragional Solamlc Natwerk. " 

CARPENTER. T 0 HiAphli State Unlv MORTON.K. V fiaaaarch 
Contract* Branch FIN B-6673 NRC-04-79-214 80/08/27. 2pp. 


8009230774 Notification of contract axecutlan. Mod 3 to "Structural 
FraABWork of H8 Eabagnant of Southarn IL. " Contractor' Unlv 
of IL at Urbana 

KACEV.H Raiaarch Contract* Branch FIN B-62S1 NRC-04-77'lS9. 

80/08/29. Ip. 


— S009230777 Hod 3. attending parlod of parforAanca li tncraaalng fundi.t* 
"Structural Framework of MS EAbagmant of Southern tL. " 

BRABYiR. M flllnoli. Unlv. of. Urbana-Champa Ign MORTON. K. V. 
Rataarch Contract* Branch FIN B-6231 NflC-04-77-139. 80/06/29 

4pp, 


8009240023 Notification of contract axacutlon' "Coordination of 
Cooparatlv* Organltatlon* Participating In Oaologleal. 

Oaophgalcal ti Silaaologleal studla*. " awardad to Bt Loul* 

Unlv 

MH.LETT.a. Raiaarch Contract* Branch FIN B-7242 NnC-04-80-229. 

80/09/03. Ip 


—8009240028 Contract "Coordination of Cooparatlv* Organltatlon* 
Participating In Oaologleal. Oaophgalcal li SaltAologleal 
Btudlfii " awardad to St Loul* Unlv 

STAUOER. W. 8t. Loul* Unlv. MORTON.K V. Rataarch Contract* 
Branch FIN B~7242, NRC-04-BO-229. 80/09/03. 3pp. 


6009240034 Notification of contract axacutlon; "Fiaalon Product 
Trantport Analgda. " awardad to Battalia Coluabba Labe. 

HAOEV.H, Research Contracts Branch. FIN B-6747 NR 0-04-80- 177. 
80/09/09. ip. 


— 8009240038 Contract. "Flaaian Product Traniport Analgala. " awardad to 
Battalia Coluahus Laba 

RICHARDBDN, T F. Battalia Maaorlal Inatltuta. ColuAhua 
Laboratoplia. MORTON.K V. Rataarch Contraeta Branch. FIN S-6747. 
KR0-O4-B0-177. 00/09/09. 6pp 


8009240063 Notification of contract axacutlon. Hod A to "Btd Contal'nari 
for BMM Btorago.Tranifar 1< Maaiuramant, " Contractor: IRT 
Corp, 

OUSTAVEiR. P. Rataarch Contraeta Branch. FIN B-1031. NRC-01-78-001. 

60/08/ 12 Ip. 


—600924006? Hod 6. providing no coat axtanalon to "8td Containtr* for BW 
Storaga. Transfer ti HaaturaAant. " 

MCVEIN.J, IRT Corp MORTON. K. V. Rataarch Contract* Branch, FIN 
fl-lOSl NRC-OI-7a-0Ol 80/08/12 Ip. 


8009240073 Notification of contract axacutlon. "Indapandant A<****Mant: 
Oaatpuctlv* Totting h Analvai*. " Contractor; Frank 1 in Inst. 

BAI8DEN. L Reaoarch Contract* Branch. FIN '8-1212 fJRC-05-79-233 

80/00/21. Ip. 


— 8009 240079 Forward a Contract NRC-0S-79-2S3.Ta«k Order A. author lx Ing 
423.000,00 to provlda aaatitanca In agatamatlc ravlaW of 
raapontat to IE Bullatln 79-OlB. 

MaRTON.K.V Raiaarch Contract* Branch, FIN B-1212. 

NRC-OS-79-233. 80/07/22 4pp. 


8009240123 Notification of contract axacutlon* "Habath Vallag SaltAlc 
Prefila. " awarded to Purdue Rataarch Foundation. 

MOLLETT.S Raiaarch Contract* Branch. FIN B-7223. NftC-04-e0-2a4 

80/09/08. 1 p 


— 8009240130 Contract! "Uabaih Ualltv StlsAlc Profile." awarded to Purdtf* 
Raiiarch Foundation. 

OREENKORN. R A. Purdue Rataarch Foundation. HORTON<K V, Rataarch 
Contract* Branch. FIN B-7223. NRG -04-80-22 4. 80/09/08, 17pp. 


6009230258 Notification of contract axacutlon. Hod 7 to "8vc* of UR 
Johnson on A6LAP. " Contractor: Unlv of UA 

COLEKANtR. Admlniatrativ* Contract* Branch NRC-10-7S-140 
80/09/01. Ip 


—8009230263 Hod 7. axtanding parlod of parformanca h providing coAflata 
funding adjui twant. to "8vc* of MR Johnson on A8LAP " 
a Virginia. Unlv, of, HATTIA.N J Admlniatratlva Contracts 
Branch, NRC-10-78-t40. 00/09/01. Ip. 
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e009S90473 Notlf lc«tian of contract o«acutlon*Mod S to "Studg of 
ConauMor Profucti Contatnlng Radtoactiva Mat! Contractor 
Sclanca Appllcatlonai Inc 

KfUnsrOfftC Tachnlcal Aaolatanco Contracta Branch FIN B-oa&O 
NRC-0S-7a-049. 00/08/19 Ip 


— 00093-80497 Mod 9f providing duo dataa for Tacit 2 rapta. to "etudg of 
Conauaiar Producta Containing Radioactlvo Hatl " 

PKDONALDjR J. Science Applicationci Inc OLAOOLArA F Tachnlcal 
Aaaiitanca Contracta Branch FIN D-OSeo NRC-02-7e-049 
00/08/19. ig. 


S0092&0339 Notification of contract aaacutloiti Hod 1 to "DavolopaiaTit of 
AutaaMtad Vendor Salaction Sya. * Contractor Oateer 
Aiaoclataa . 

IMANtT.F. Adoilnlatratlvo Contracta Branch FIN B-1814 
fffC>09-‘eO-S83 80/07/28 Ip 


'~80092&024S Mod l«eorractlng typographical error l< clarifying delivery 
■ chadula to "Deyalopnant of AutoaMtad Vendor Selection Sya, “ 
OASSGRiE. R. Oaaaer Aaaoclatea MATTlAiH J AdMlnlatrative 
Contracta Branch. FIN B-1214. NRC-09-80-293 00/07/28 3pp 


Hi0092&Ci832 Notification of contract aiacutiont Hod 2 to "Oanaral 
Oaologut Oa-ophysica It Salaniclty of Northwaat AL". 
Contractor:OaologlcaI Survay of At.<Unlv of AL. 

BRDMS^Oa B. Renaarch Contracta Branch. FIN B-A617 80/09/04. ip. 


— 80093S0236 Mod 02iaitending parlod of parforMance (i adding addl funda> 
to 'Oanaral Oaologyt Oeophyalca It Saianlelty of Northuait 
AL •' 

-jai-NCRr T. J. AlabatMi State of KORTON> K V, Reaearch Contract! 
Branch FIM D-AA17 MlC-04-7a-2A2 BO/09/04 2pp. 


0009340343 Notification of contract aaacutlan>Had 1 to "Uabaih Valley 
Soliailc Profila'. Contractor Purdue Reaearch Foundation 
UOLLCTTiS. Research Contracta Branch. FIN B-7323 B0/09/t0 Ip. 


>>«0092A0347 Hod i, Incroaalng FY0O funding, to 'Wabafh Valley Sclamic 
Profile”. 

e Purdue Reaearch Foundation HORTON. K V Reaearch Contracts 
Branch. FIN 8-7293 NRC-04-80-224 BO/09/10. Ip. 


B009240A74 Notification of contract eiacutlon. Hod 2 to "Two Phaie Flow 
Aapacts of Raactor Glafety " Contractor; Oar tnouth College 
IMIRBTONjC, Tachnlcal Assistance Contracts Branch FIN B-A929. 
WlC-03-79-103 80/08/29. Ip, 


— 8009240480 Mod 2.changln| Article VI re authorized representative. to 
■Two Phase Flew Aspects of Reactor Safety. " 

« Dartmouth College DOUOHERTY.D J Technlcel Assistance 
Contracts Branch. FIN B-6929. NRG-03~79~102. 80/08729. 2pp. 


B009290139 Notification of contract axocutlon: "Environ Honltoring 
Pregram w/Stato of 8C. " awarded to State of 8C. 

BAIBDEH.L. Research Contracts Branch. FIN B-S112 NRC-09-80-273 

80/09/09. Ip. 


— B009290142 Contract; "Environ Monitoring Program w/Btata of SC." 
awardtd to Stato of SC. 

DANTZLCft. H. U. South Carolina. Stato of, MORTON. K.V. Rostarch 
Contracts Branch. FIN B-SllS. NRC-09-e0--273 80/09/09. lApp. 


8009300093 Notification of contract oxacutlonthod 1 to "Keypunch 4 
Wrlfieatlon Sves. " Contractor: thsall Buslnoes 
Admlnlslrat ten. Subcontractor: Inti Business Svc. Inc. 
lfl001NB.E. Administrative Contract! Branch. NRC~10-ffi>-499 
■0/09/03. tp 


—8009300097 Med I. changing BLR number to "Keypunch It Verification 
Bvee, " 

e Small Business Administration. • International Business 
BerviceSf Inc, HATTIA.K. U. Administrative Contracts Branch. 
NRC-IO-eO-4?5. BO/09/03. Ip 


80093001 IS Notlflcmtion of contract esecutlon.Mod 1 to "Nondastructlve 
Ctmminmtlon Mobile Van.Roglon 1," Contractor Mobile Sys, 

NIOOtHa>E. AdMlnlstrative Contracts Branch. NRC-09-B0-297 
80/09/02 ip. 


—8009300131 Hod 1. adding door to vahicle.to "Nondostructlvs Examination 
Habile Vanffteglon 1." 

KIMMEL>wP.J. Mobile Systems. HATTIA.H V. Administrative Contracts 
Branch. NRC-09-e0-299. 80/09/02. Ip. 


-8009300193 Motif iemtion of contract exacutlon. Mod 8 to "Daslgn of 
IFMIS. * Contractor' 6 m U Business Administration. 
Subcsntracter.'Technassoclatas. Inc. 

t«VPAN.T. F. Administrative Contracts Branch. NflC- 10-80-399. 
00/09/09 Ip. 


■6009300196 Had 8. Incrsastng funds, to "Oastgn of IFMIS " 

TUN8TALL. V E Small Buslntis Administration HATTIA.H V 
Administrative Contracts Branch YTHlERfP Technassoclatss. Inc 
Nac-lO-BO-399 00/09/09 3pp 


8009300204 Notification of contract exacutlon. Hod 1 to "AOP Bys 
support “ Contractor Baetl Business Adflilnlstretlon. 
Subcontractor Ttchnassoc tates. Inc. 

FLYNN.K J Admlnlftratlvs Contracts Branch NRC-lO-SO-473 
80/09/09 1 p 


— 6009300209 Had 1. changing dates for project status repts 1. adding 
consultant catigory. to ''ADP Sys Support " 
rUNSTALL.J E email Business Administration VTHIER.P 
Tochnassoc latts. Inc HATTIA.H J Administrative Contracts 

Branch NfiC~lO-0O-673 80/09/09 Gpp 


B009300299 Notification -of contract execution' "Conte Inment Safety 
Under Internal Explosions," awarded to HIT 

JACOBS. A. Research Contracts Branch FIN B-7089 NRC-04-eo-194 

80/09/12 ip 


— 8009300244 Contract' "Containment Safety Under Internal Explosions" 
awarded to MIT. 

DUHKEft. O.H Hassachusotts Instltuta -of Technology HORTON. K. V 
Research Contracts Branch FIN B-7089 Nflc-04-B0-194 80/09/12 

4pp. 


8009300371 Notification of contrset erecutlon "Preparo Summary of 
NURE0-0479r Absorption of Krypton tc Xenon on Activated 
Carbon. " awarded to Unlv of Pittsburgh. 

FLEENOR.C. H Admlnistrativs Contracts Branch FIN B-1997 
NHC-1 1-80-403. 80/09/11 Ip 


— 8009300274 Contract* "Prapare Summary of NURE0-0478> Absor p tion of 
Krypton L Xenon on Activated Carbon.'' awarded to Unlv -of 
P 1 ttsburgh 

UNDERHILL. 0 U Pittsburgh. Unlv. of. PERLHAN.J Adnlnietratlve 
Contracts Branch FIN B-19S7 NftC-ll-aO-403 B0/09/U 4pp 


9009300992 Notification f-o contract eiacUtion.Hod 1 to “Coordination 
of Cooperative Organisations Participating In Otologtcal. 
Qsophyslcal L Btlsmolog leal Studiss. " Contractor Bt Louie 
Unlv. 

WOLLETT.S. Research Contracts Branch FIM B-7242 NHC-O4-80-229 

80/09/09 Ip 


— 8009300397 Hod 1. Increasing funds 1. extsndlng period of porformance to 
"Coordination of Coopsrattve Organ Izatl-ons Participating In 
Oeologtcal. Oiopbyslcal 4 Stlsmologlcal Studies ” 
a Bt, Louis Unlv. MORTON.K V Research Contracts Branch FIN 
B-7242 NRC-04-e0-229 80/09/09. Ip 


8009300993 Notification of contract oxecutl-an’ “Environ Assessments of 
Gurface t< Croundwater Impacts From U Racovary Opsratians. " 
awardad to Qtt Uaitr Englnaors. Inc. 

HAIRSTON. C Technical Asatstanca Contracts Branch 
NRC -02-60-028-01. 80/09/04. Ip. 


— 8009300999 Contract "Environ Assassmtrtts of Surface li Oroundwater 
Imp-acts from U Recovery Operations. “ awarded to Ott Mater 
Englnsera. Inc. 

OTT.R.F. Ott Hater Eng inaere, Inc DQUOHERTV. D J Technical 
Aeilstance Contracts Branch. NRC-0>2-ao-a2S-Ot. 80/09/04 18pp 


OISCLOeURE FINANCIAL DISCLOSURE INFORMATION 


8009180101 Advises that review of Conf Idlantlal Statement of Employment 
|i Financial Interasts revealad vested interest In Union 
Carbide Co. Exe-mptlon granted from reg.utremtnts of 
lOCFRO 739-21 

DIRCK8.W. J. Qfflcs of Nuclear Material Safety It Safeguards 
80/08/19 Ip 


8009290049 Orante axamptlon from provisions of lOCFRO 739-21 alloiAing 
for par tic Ipatlon In matters affecting Bechtel Power Corp. 
while having vested Intarsst In company enployte trust fund 
RQSBiD Division of Systems Integration. flO/09/03 Ip. 


POIA FHEEDaM OF INFORMATION ACT REQUESTS AND RELEASES 


7903230214 Confirms actions under ta Icon on 790131 re use of llconacd 
byproduct leatl by tndlvlduels not authorized as ussr*. 

Corrective actions will halt use of natl. sscurt Uesnsed 
matl on hand 4 rtsums usa only by approval 

KEFPLCfl.J.C, Region 3. Chlcego. Office of the Director. 79/02/01 
Ip. 
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79041200DI> Difcuiia* IE imp o# LlcPn** 12-10044-01 on 790l3t-020'Z & 
foruardt notico of violation 

KEPPLEfliJ 0 Rosion 3. ChltaflOi Off lea of tht Dlractor 79/04/03 

app 


— 79041200S2 Kotlco of violation from imp on 790131-0202 Noncomplianca 
notad protorad »»van tulk ahlpoionta of Xa-133 markad "Not 
for Hunan Uior " no licinaad luporviilon of lican««d matl & 
no program to maaiura radloacttva matl In air 
a NRC Ragional Offlcai 79/04/05 3pp 


7904170409 Bchaditlaa 790323 maating to diicusi noncomp 1 lanta Itama 
notad in imp of Licanaas 40-I7466-O1HD fc 12-Ifi044-01MD 
KEPPUER. J O. Ragion 3> Chicago. Office of tha Director 79/03/19 
Ip 


7904170412 Schaduias 79D323 meeting to dlicoei nonccmpi 1 ance 1 tame 
noted In insp of Llcena* 4a-1746t-0lMD 

KEPPLER. J 0 Region 3. Chicago. Off lea of the Director 79/03/19 

Ip 


790*010004 Act racalpl of 790306 1 tr informing NRC of atapi taken to 
correct violation! noted in IE imp of Llcenia OS- 10300- 01 MO 
on 790200 

MCCtINTOCKrR 0 Region 1. Phi ladelph la. Office of the Olrectop 
79/03/23 Ip 


— 7906010006 Ratpandi to NRC 790223 Itr re violation noted In IE in*P of 
Llcama oa-lS0O3-OtMD on 700200 Corrictlvt action! no 
further tranefare of Xa-133 to Individual* lacking necaasary 
llcanie Info b chart u/ 1 leone Ing Info poitid 
IRWIN. R P Pharmatopeir tnc 2pp. 


— 7906010000 DliCU!!!! IE inip 30-14026-01 of Llcama 08-1B308-OI ofi 
790208 fe foruard! notice of violation 

HCCLINTQCKrR. O Region 1. Philadelphia. Office of tha Blrertor, 
79/02/23 2pp 


— 7906010091 Notice of violation from Imp on 79020B Moncorrvp 1 lanca noted' 
ehlpped Xa-133 to hoip ui/o verifying that hoep Ueanie 
authoriied Xe-133. 

« Ragion 1. Philadelphia. Offlca of the Director 79/02/23 Ip 


7906290524 Act receipt of 790425 Itr informing NRC of etepe taken to 
correct violetlont noted In IE Imp of Licenee 12-16044-01 
on 790405 

KEPPLER. J.O Ragion 3> Chicago. Office of the Director 79/05/10 

Ip 


— 7906290556 Reepond* to NRC 79D405 Itr re violation! noted in IE Imp of 
Llctnea 12-10044-01 on 790403 CoTreetive action! will not 
hug Xe-133 w/o label "for human uie. " bloaieag procedure 
changed 1. hired addl perionnel 

ZIMNEB.A. M Nuclear Pharmacy. Inc 79/04/25 7pp 


7910020407 Oranti eitemion to 791022 for eubniie 1 on of raepanee to 
790317 notice of violation lerved on Nuclear Pharmacy Inc 
SrELLD.V Office of Impaction t< Enforcement. Office of the 
Director 79/09/07 2pp 


7911090069 Ditcueeee IE inep of LUame 12-17910-0 IMD or 790926 & lOIO 
It forward! notice of violation 

DAVIB.A B Region 3. Chicago. Fuel Facility ti Hatariali Safety 
Branch 12-17910-01HO 79/10/25 Ip 


— 7911090077 Notice of violation from in»p on 790926 b 1010 Noncompliance 
noted failure to make eurvey* re radiation expoiure to 
pareonnel e* treral t lef. f al lure tn made monthly thyroid 
reading! of pirion ueing 1-131 b failure to make lab lurvey 
» Ragion 3. Chicago. Office of the Director 12-17910-01HB 
79/10/25 Ip 


7912040149 Ack receipt of 791105 Itr Informing NRC of atepi taken to 
correct violation noted in IE Intp of Llcanie 12-17190-OlMD 
on 791025 

DAVIS.A B Ragion 3. Chicago. Fuel Facility b Hattrlal* Bafaty 
Branch. 79/11/21 Ip 


— 7912040156 Reipond! to NRC 791023 Itr re violatloni noted In IE Intp of 
Licence 12-17190-OlWD on 791023 Corrective ectloni 
evaluation! on perionnel ring badge reading! for 701223- 
791024 b 0625-0723 cent to R 3, Landautr. JR b Co for records 
COHER.F M Pharmeco Nueleer. Inc 79/tl/OS 4pp 


79121QD310 Oiscueii* IE inep of Lican!! 37-10461-01 MD on 790620-29 No 
noncompliance noted Major area! Impacted ravteu of 
clrcumitancae curroundtng receipt of package containing 
Ka-133 

HCCLtNroCKi R 0 Region 1. Ph I lade 1 phia. Office of the Director 
79/10/05. tp 


7912190014 Ack receipt of 790917 Itr Informing NRC of itepi taken to 
correct violation noted of Licenee 37-16461-OlMO on 790616 
ORIER.D M Region 1. Philadelphia. Office of the Director 
77/10/03 Ip 


— 7912190023 Recpondi to NRC 790910 Itr re violation noted In IC Imp «r 
Llcenci 37-10461-OlMD on 790610 Corrective action! 
rcttrlcted area workers will be Inetructid. dud Itor will 
survey radiation haiardi b syringe shield! will be used. 

DES8EL.S Nuclear Pharmacy. Inc 79/09/17 4pp 


— 7912190047 Responds to NRC 790821 Itr re violation noted in IE imp of 
License 37-19461-OlMD on 790618 Corrective actiani:ient copy 
of guidsllna* for radwasta packaging b pick up to 
customers b Initltuid training program for transporters 
DES8EL.0 Nuclear Pharmacy. Inc 00610 79/09/10 34pp 


— 7912170054 Ack receipt of 790007 Itr informing NRC of step* taken t« 
correct violation notad In IE tnsp of Llcinsa 37-1B461-01H0 
on 790610 Rcaueits addl info re mgt control sys. to be 
received within 7 days of Itr 

SMITH. 0 H Region 4. Dallas. Office of the Director 79/09/10 
Ip, 


—7912190067 Reipond! to NRC 790723 Itr re violations noted In IE Imp tP 
Licenia 37-16461-OlKD on 790610, Corrective action!: surveys 
of radioactive matli discharged in effluent air from fume 
hood will be done routinely 

DE8SEL.S. Nuclear Pharmacy. Inc 79/03/07 3pp 


—7912190073 Forwarde notice of violation from IE Insp of Licanse 
37-1B461-01MD on 790610, 

ORIER.D H. Region 1. Philadelphia. Office of tha Director. 
79/07/23 Epp 


— 7912I900B0 Notice of violation from insp on 790618. 

• Region 1. Philadelphia. Office of the Director 79/06/23 3pp 


800102006? Ack receipt of 791120 Itr informing NRG of steps taken to 
C'orract violatione noted In IE imp of Llconss 08-16306-01MD 
or 790913 

MCCLINTOCK.fl 0 Region 1. Philadelphia. Office of the Director. 
79/12/10 Ip 


—8001020073 Reepondi to NRC 791114 Itr re violations nated in IE imp ei 
License OB-1B30B-OIMD on 790913 Corrective actions, dose 
calibrator will be adjusted or repaired when activity 
measurements during linsarlty tssti differ by more than SX. 

IRNlNiR F Pharmatopes. Inc 79/11/20 Ip. 


—8001020078 Ack recalpk of 791017 Ur informing NRC of etepe taken la 
correct violations noted in IE Insp of License 06-18308-OIMD 
on 790913. Reguests addl info ra dose calibrator adjustment 
b ulpe tests 

M'CCLINTOCK. R. □. Region 1. Ph lladalphia. Office of the Dlracter. 
79/11/14 Ip 


— 6001020083 Responds to NRC 790922 Ur rs violations noted in IE imp sf 
License OB-103O3-O1MD on 790913 Corrective actions' syringe 
shield* will be used at all times b linearity tests will be 
repeated upon indication of more than lOX 
IRUIN.R F Pharmatopes. Inc 79/10/17 3pp 


— 8001020105 Discusses IE intp of License 08-1830B-01HD on 790913 b 
forward* notice of violation. 

HCCLlNTOCKrR Q Region 1. Philadelphia. Office of the Director 
79/09/27, 2pp 


— 8301020108 Notice of violation from insp on 790913 Noncamp I itnee 
noted failure to uie lead tyringa shields. failure to record 
constancy checks on 790820-21 b failure to perform wipe test 
on incoming package*. 

a Ragion 1. Philadelphia. Office of the Director 79/09/27. 2pg 


6001290275 Ack receipt of 800107 Ur Informing NRC of step* taken to 
correct violations noted in IE insp of License 
84-166 17-01 MD. 

DA'/IS. A B Region 3. Chicago. Fuel Facility b Materials Safsty 
Branch 60/01/18. Ip, 


—0001290261 Rsspnnd* to NRC 800108 Ur re violations notsd In IE intp of 
Llcsnte 24-i6617-01MD. Corrective action*' have requested NRC 
to amend to license from three months to ytarly calibr for 
radiation monitors 

KEE8EE. R, Pharmaco Nuclear. Inc BO/01/07. Ip. 


0002150275 Confirm* meeting to be held batuaan NRC b Nuclear Pharmacy. 
Inc on 000122 in King of Prussia. PA to discuss results of 
NRC 790002-03 Intp b notsd noncompliance. 

ORIER.e H Region 1. Philadelphia. Office of the Director. 

00/01/09 Ip 



NONDOCKETED ITEMS 


333 


E043190S33 Olseuftat •rror in 800109 Itr Purpott of maatlng !■ to 
dlftcuit r««ultf of 800103 ln«p Htitlng data ti 80O1SS at 
Roglon 1 ofc 

BHITHiO H Region li Phi lad*lphla> Fuel Fecllltg li Material* Safety 
Branch 80/01/19 Ip 


B002190SS9' Clariflea Nuclear Pharnacv> Inc conmenti made during 800131 
Meting re NRC notice of violation Forwardi lunmarv of facte 
available to NAC prior to letuance of notice Urge* dlemietal 
or ranteelon of civil panaltte* 

VAKERtce.T V O-’Connor (< Hannan 80/02/09 7pp 


8003090319 Act receipt of 791221 Itr informing NRC of etape tahan to 
correct violation* noted In IE ln*p of Llcen** 37-ia4Al-01MD 
on 791109 Item A corrective h preventive action* ulll bo 
dl*cuB«*d at 800128 NRC meeting 

OAIERiB H Region !• Phlladelphlai Office of the Director 
80/01/21. Ip 


—8003090219 Reepondt to NRC 791211 Itr re violation* noted In IE Inep of 
Llcaneo 37-184hl-01MD on 791 109. Corrective actions itap* 
have been taken to louer employee radiation etpoeure Bgrlnge 
thleJd will be used whenever pa«*lble. 

DE88ELr6 Nuclear Pharmacyi Inc 79/12/21 4pp 


— 9003090224 Forward* notice of violation from IE in*p on 791109 On* 
itoei of noncoaplianc* noted In NRC 790723 Itr ha* not bian 
totally corr*ct*d NRC ha* no furthar qu*«tlon« r* It*i* B 
corrective actions. 

ORIER^B. H R*glon 1> Philadelphia. Office of the Director. 
79/13/11 2pp 


— 800309032A Notice of violation from Inep on 791109 Nonconp 1 lane s noted: 
eaployae overexposure. failure to report overeiposuret. 
failure to conduct required survey* 

• Region 1. Philadelphia. Office of tha Director 79/13/11 Spp. 


'~~900309033S Submits rtvistd quarterly figure* re •itrenlty exposure* 
Company has Instltutsd adequate aeasures to ensure 
ilgniflcantly lower •xpoiure level*. 

BE98EUe Nuclsar Pharmacy. Inc 79/11/12 2pp, 


8003190917 Act receipt of 800128 Itr informing NRC of step* taken to 
correct violation* noted In IE Insp of License 49-18376-01 
HD on 79120A, 

BTOHR. J. P Region 2. Atlanta. Fuel Facility St Material* Safety 
Branch. 80/02/08 Ip. 


—8003190929 Respond* to NRC 800118 Hr r* violations noted In IE insp 
of Ltcenfc 49-ie37Q-01MO on 791206. Corrective action* 
linearity test of both dose calibrator* will b* pirfornad 
first Monday of calendar quarter. 

PDTTeft.M F Pharnatopa*. Inc. 80/01/28 Ip 


—8003190929 Di*cu***s IE Insp of Lle*n*i 49-1837B-01I1D on 791206 t, 
forward* notice of violation, 

8T0HR. J P Region 2. Atlenta, Fu*l Facility (< Haterlale Safety 
Branch. 60/01/18 3pp. 


— 8003190937 Notice of vloletton from Insp on 791216. Noncompl imnee noted: 
linearity tasks not conducted on dose calibrators between 
Apr h Nov 1979 Record* of radiation survey* psrformed on 
beg* of syringes at disposal not recorded 

• Region 2. Atlanta. Offlca of tha Dlractor 80/01/18. ip. 


8003340038 Forward* on behalf of Nuclear Pharmacy. Inc. cashier check rs 
civil penalty imposed ptr 800219 notice of vloletion to 
Ellreth Alley Apothecary In Phlladtlphla.PA Ulll not 
chailonge panalty. Situation will bo corrected par end. 

HCDONALD.H E Butin. Thayer h Browne. 80/03/10 8pp 


8003890232 Forwards recoAstructsd 1978 film badge summary rept Results 
of susMiary rspt* from R8 Lendauer Co (. Searle Diagnostic 
will be forwarded within next month Advise* of move to new 
licensed facility. 

HUDERtS. A Nuclear Pharmacy. Inc 80/02/19. 3pp. 


B0033600S7 Submits closeout radiation survey of fsclllty under License 
12-18044-0IMS 

MiSER.SA. . DEBANTI8.N. Nuclear Pharmacy. Inc 02836 80/02/14 

6pp. 


8004110333 Forward* result* of clossout radiation survey for facility 
located at 770 Church Road. Suite F. Elmhust. IL. under 
License 12-1B044-01H0. 

DE SANTia.N Nuclear Pharmacy. Int 03125 30/03/07 Spp 


8009090993 Informs of change In 790007 proposed corrective actions rs 
IE Insp Rept 30-13123/79-01. Instead of Inetalling portal 
monitor In thraehold area between ofc* h lab. plans to 
Install permanent contamination survey station 

STEPHENS. C W Nuclear Pharmacyi Inc CU6-2aO-e 80/02/20 2pp 


BO0S160O29 Submits closeout survey for facility authorlied under 
Lfeenss 12-17910-01 HD 

COMER. F H Pharraaco Nuclear, tne 03S43 30/04/18 Spp 


8009230694 Act receipt of full civil penalty payment imposed in NRC 
800219 Itr h receipt of licensee 800310 Itr re corractlvs 
actions Info on mgt controls & audit program expected bu 
800912 

SIELLO.V Office of Inspection & Enforcement. Offlca of the 
Director 80/04/07 Ip 


8009300691 Forward* IE Insp Rept 30-14386/80-02 on 800403 of 
activities under License 12-1B044-01 No none ompt lance noted 
DAVIB.A B Region 3. Chicago. Fuel Facility h Materials Sefsty 
Branch 00/04/21 Spp 


—8009300699 IE Insp Rapt 30-14386/80-02 on 800403 No noncompllance 
noted Major Wreas Inspected decontaminated 
rad lopbarmeceutlcal facility 

ADAI1.U J I PAPERIELLO. C J. Raglan 3. Chicago. Office of the 
Director 60/04/19. 3pp. 


8006130881 Forwards IE Insp Rept 30-1363280-01 on 800416 of activities 
under License 12-17910-01 KD No noncompl lance noted 
DAVIS* A 8. Region 3. Chicago. Fuel Facility 4c Materials Safety 
Branch. 80/09/07 2pp 


—0006120884 IE Insp Rept 30-13623/80-01 on 800416 No noncompllancs 
noted Major areas Inspected ' matl s. fad 1 Itl ts & equlpmsnt, 
receipt 4. transfer of natl. surveys & radioactive effluent* 
tt waste disposal. 

OBERO.C T Ragion 3< Chicago. Office of the Director 
PAPERIELLO.C J. Region 3. Chicago. Fuel Facility 4< Haterlats 
Safety Branch 80/05/06 12pp 


8006240927 Submits info r* rsor ganl latlon of radiation safety program 
for Matl/Byproduct License 37-184A1-01MD. In response to 
KRC 800219 t) 0407 1 tr*. Correc 1 1 ve actloni to reduce 
radiation exposure llstsd. 

HCCLIMTOCK. R 0 Elfreth Alley Apothacary 1039 30/09/05 3pp 


8009020173 Responds to FOIA request for NRC Annual Rspt on FQIA for 
1977.1978 U 1979 Forward* rept* W/o ends 
FELTON. J K Division of Rules and Records 30/0B/12 Ip 


8009020176 FQIA request for NRC Annual Rept on FOIA for 1977. 1978 4< 
1979. 

MOSB.L 8 Gahson Collage 80/08/06 Ip 


8007030188 Responds to FOIA request for winning technical proposal & 
contract NRC-09-00-253 awarded to Oassor Associates Forwsrds 
basic contract t< nonproprlstary version of technical 
proposal! summary of qualifications l< experience U/o ends 
FELTON. J. II. Division of Rules and Records 80/08/12 Ip 


8009020185 FOIA request for contract NRC-O9-80-293 4. Oasser Asioclatai 
winning proposal submitted in reiponsa to RFP-R8-D 16-80-293. 
"Automated Vendor Delect Ion Sys ” 

EDERLEIN.F Control Data Corp 80/07/31 ip 


8009020495 Respond* to FOIA request for paper sntltlsd. "Intensified 
Nuclear Safeguards l< Civil Llbartiss. " prepared under 
Contract Ar(49-24}-0190 Document is avollabls In FDR 
FELTON. J.H Division of Rules and Records 80/08/19 Ip 


8009020905 FOIA request for paper entitled. "Intensified Nuclear 
Safeguards ti Civil Llbertlsei" prepared under Contract 
ATC49-24)-0190 

0RO88KAN.K Island Clotcup Ntus Servlc* 80/08/11. Ip. 


8009090133 Addl response to FDIA request for records pertaining to 
froposad fire protection rule 

FELTON. J N Division of RuUi and Records. 80/08/09 tp 


— 8009090126 Forward* Sandl# Lab* 790919 ti 0904 mamas re fire protection 
In nuclear plants L GECY-79-47B updating status of NRC 
actions in response to UC8 petitions. 

HANAUER.S.H. TMI-S Vnresolved Safety leeues 79/11/OB 9pp 
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— 0OO9OSO131 BECV-7'?-47e 

Inforini Conmitaion o# praatrit afeaiua of NRC actlona In 
raaponia to UC9 patltlon for tnargancv (• ranaiitlal action ii 
petition for racontldaratlon Sav'en Ittm* hava ttan 
conplatad 

DCNTONiH R Offlc* Of Nucloar Reactor Ragulatiom Director 

77/oa/os 4pp 


000^090402 Foruardi ltd order for DOE worki "Oaoeclence Cate Review* 

II- “ 

BCHROEDEfi.F Division of Sgttem* Safety FIN A-71 10-9 79/09/19 

2pp 

— 8009090412 Std order for DOE worki "Oeoeclenca Cate Review* Hi" Issued 
to LABL Btateaent of work end. 

TRIPLETT. H P Division of Systems Safety FIN A-71 19-9 
20-79-192 79/09/17 Bpp 


9009030459 Submit* list of NUas aueyi-f rom-reac tor spent fuel case* 
Included In budget. Budgeted resource* era adeguate to 
satisfy DOE requirements 

BARRV. L « Office of the Controller 78/00/10. Ip 


— e0090S04d>2 Oiscutsas DDE 771018 press confertnee an neu spent fuel 
pulley Tncludec briefing highlights Final test of DOE public 
ennauncemant end 

FOUCHARD.J J Office of Public Affairs 77/10/18 5pp 


B009030491 Responds to FOIA requsst for 47 doeunents conesrning OESHO. 
Forwards 28 documents listed In App A. Remaining 19 docueienta 
cannot be located U/o ends 

FELTONrd H Division of Rules end Records. 80/08/10 4pp 


—0009230201 Oitcustes Commlselsn agenda re procedures for reaching 
final decision governing widesceie Pu recycle In LHRs t 
Interim licensing of Pu facilities Discussion topics end. 
NABDH.E A. Conmlstlon 79/10/00 9pp 


—8009230170 Forwardi draft staff paper presenting Issues tc alteraatlvei 
re provlelonal vlewe concerning upcoming Pu recycle 
decision. 

CHAPMAN. K R Office of Nuclear Materiel Safety ti Bafeguardt 
79/09/10 60pp 


— 800923020A Discusses need for hearing In OEBMO It proceduree te 
etpcdlte hearing. Since 0E8M0 is policy daclslonr legislative 
procseding Is mors appropriate 
(fEISS.L A Commit Sion 79/09/09. 9pp. 


— 8009230209 Discusses treatmsnt of licensing, pending final Pu recycle 
decision. Continuing licensing actions is consistent w/past 
judicial Interpretations b AEC/NRC practice 
UeiBS.L A Conmlssion 79/09/09. 4pp. 


— B009230213 Dlscussst scope of licensing activity. pending outcome of 
OE6KO proceedings Individual licensing appllcetlons li 
revlsus should be allowed through flnel declelon. sub j to 
reetoneble policy of restraint 
UCIB8.L. A Coivslsslan 79/09/09. 2pp. 


— 8009230218 Discusses procedures NRC nay employ to espedlte OESflO 
hearings Hearings will be very couples Commission should 
adopt comprehensive scheme to deal w/all foroteaeble 
occurrencee 

IdEieS.L A Commission 79/10/01.. 3pp. 


—0009230141 BECY-79-338 

Recommends thet Comnlstlon approve correepondenet w/ 
concerned parties to obtain clar If teat 1 on of commtnts on 
790908 FR notice re provisional view on Pu racyclt 
CHAPMAN. K R Offlcs of Nuclear Material Sefaty b Safeguards 
79/07/03 9pp 


— 8009230149 Responds to 8ECV-75-33B re comments received during Pu 
recycle proceed Ings.Recomissndat ion ehould be accepted u/ 
caution Request for clarlf icetion will delay comment 
procedures 

BTRAUaS.P L Office of the Ocneral Counsel. 79/07/09. 3pp 


— 8009230154 Informs thet OESMQ comment logt were delivered to Commission 
as rsqutstsd by MA Rswdsn at 790811 Policy Sasslon 79-42 
CHtLK.8 J Office of the Secretery of the Commies Ion. 79/00/11 
ip 


— 8009230224 Documsnts statements aiade at masting ra decision concernlni 
proesdures for reaching final daclslon on OEBMO. Authorising 
wideseala use of Pu will Involva lltlgatlve rlths 
STRAUSS. P L Off lea of the General Couneel, 79/10/14 Dpp, 


— 8009230229 Draft CoMslstlon paper providing Coawileslon w/addl 
alternatives for Interim licensing of Pu rocyclo plants. Addl 
Info re Inttrlm licensing of reactors using Pu rscycls fuel 
b environ Impact will be forwarded. 

8HAPAR.H K Off lea of tho Esocutlva Legal Director. 79/10/19. 
13pp. 


— 8009230232 Forwards draft Instructions covering content of FR notice t 
addl back-up eiatl re Pu recycle in response to Cosmlsslon 
request Also forwards tentative schedule of activities 
leading to 791030 data for publicizing FR notice. 

HALLER. N Commission. 79/10/19. 4pp 


— 8009230199 Notifies of 790902 meeting w/ERDA re Pu recycle as raqusitcd 
at 790814 Policy Ssssion 79-49 

CHILK.S J Offlcs of tha Seertiary of the Commission. 79/08/20. 


— 8009230164 Forwards compromtss schedule for comment review an Pu 
recycle provlslonel views 

CHILK.B J. Offlcs of the Secretary of the Conmlssion. 79/08/20 
4pp 


— 8009230176 Discusses issue of providing guidance to NRC staff 
concerning specific alternatives for further enalyels re Pu 
recycling. RscosMendt that flnel guidance be transmitted In 
written form to lelnlnlio possibility of misinterpretations. 
HUBERHANtB. Commission 79/09/12. 3pp 


— 8009230183 Fowards corrected pages revising staff paper re Issues b 
alternatives concerning Pu recycle provisional views. 

LQ-HENBERO. H Assistant Director tor Operations b Technology. 
79/09/12. 23pp. 


— 8009230187 Discusses B Huberman 790912 memo re providing guidance re 
Pu recyc if. List* four assumption* implicit in analysis 
Advises that discussion be hsld 
MASON. E. A Cownlttlon. 79/09/17. ip. 


--8009230190 Discusses staff paper on Pu recycle - final decision 
procedures h Interim 1 1 censing. Raqueets decision re whether 
range of reaionable alternative* is unduly restrictive, 
HUBERMAN. B. Commission. 79/10/07. 3pp. 


—8009230199 Draft Commission papir providing Commission w/al ternatlve* 
to facllltat* formulation of vtewa on procedures for 
reaching decision on wideseala use of Pu recycle In LWRs b 
on Interim actions. 

CHAPMAN. K R Office of Nuclear Material Safety b Bafe guard* 
79/10/07. 141pp 


— 8009230234 Draft Coneiiselon paper forwarding draft FR notice re scope b 
proesdures for generic Pu recycle environ statbment b 
Interim licensing actloni 

5HAPAR.H. K. Office of the Esscutlve Legal Director. 79/10/20. 

42pp 


— B00933023B Summarliee V Olllnsky views on draft 0E8M0 PR notice. Tera 
"pareon” to refer to those cosMsentlng le inaccurate. 
"Retrospective Implementation" or similar phrae* might be 
substituted for "backflttlng " 

BPECTOR.L 8 Office of the Esscutlve Legal Director. 79/10/22. 
9pp 


— 8009230291 Comment* on end draft FR notice re Pu recycle declelon. 
Notice should be prefaced by summary which sets out purpose, 
states objectives of decision b describes what Is being 
daclded. H/o encl draft FR notice 
KENNEDY. R T Commlselon 79/10/33, 2pp. 


—8009230294 Espres*** appreciation for collating Commission commtntt on 
draft FR notice. Rsqusst* preparation of document to support 
schedule mentioned In FR notice, 

MABON.EA. Commlselon. 79/10/24. ip. 


—8009230260 Comment* on Interim licensing of Pu recycle facllitlss. 
Supports Commleslon position re licensing other Pu fuel 
cycle fectlltiss on interim basis per safeguard* rules to te 
proposed following publication of DEB 
OILINSKViV. Commission. 79/10/24. Spp. 


—6009230266 Forward* revised draft FR notice re ecop* b procedures 
generic Pu recycle environ etatemsnk ti interim llcanelng 
actlone Draft FR notlca raflacte Input of Ofee of Oeneral 
Counsel. Policy Evaluation b Esecutlva Legal Dlractor, 

BHAPAR.H. K. Of flew of the Ezecuttve Legal Director 79/10/29. 

4app 
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— 9{}0?230SAS Forward* ravUad dra#t FR notie* r* «eopa (i procadur** For 
oanarfc Po racyela environ »tat***nt ** intortnt llc*n*ing 
actions, ftftvittd FH notica raflsets input oP Ofe* of Oantral 
Counaaii Policv Evatwation t E«eeottve Legal Director 
aKAPAR.K K OFFle* of the E»#cutiv# Logal Director 78/11/03. 

4?pp. 


— 900^230272 Respond* to 791109 renoeit for «upp lasienta 1 info re draft 
Ffi notice Forward* planning tchadwle*' impact value 
conaidaration* It comparlion of overall NRC v* AEC plan* to 
arrive at dacleion on uldetcala Fu recgele 

CWAPHANiK fl Dfflca of Nuclaar Material Safety t< Safeguard* 
79/11/07 9pp 


— 9007200274 eecv-79-&3e 

Forward* draft FR notlc* re *eopt U procedure* for generic 
Pu recycle environ etatement li interim llcenelng action* 
B1MPAR.H.K. Office of the Executive Legal Director. 78/11/10 

49pp 


— DOO711O302 ne*pon»e to "Effect* of Shift Mantling Stratagle* on Nuclear 
Operator Performance" under NflC-O3“B0-147 Include* 
tntroductlon< uniiiua qualification* of eampany ■ tac hnlca 1 
approach & *tefflng 

a Dio-Tee. Inc NRC-03'00-1 47. 00/08/ 10 I7pp 


SO07110291 FOIA reqileit for winning technical propoial. “Effect* of 
Shift Manning Btrategla* on Nuclear Operator P«rforaianca. “ 
awarded to Bio tochnol ogy . Inc under MRC-03-00-147, 

RUTHERFORD, J F BDM Carp DDH/M-JFR-6319. 00/00/22 Ip 


0009 1 10339 Reepond* to FQIA requeit that •pectfic Iteted docomont* 
placid in FOR DO Eiaenhut 760302 memo to K Ooller ulll be 
placed in PDR 

FELTON, J ff Dlvliton of Rule* and Record* 00/09/04 Ip 


be 


—0009110347 Forwerdi topical rept evaluation of NEDE-31186. “Supfl Info 
for Plant Mod to Cllminat* Blgnlficant In-Cori Vibration “ 

EleCNHUT, D 0, Dlvltion of Operating Reactor* 76/03/02 2pp 


9009230283 Reepond* to 791108 raqueit for »upp leiaintal Info re draft 
FR notice. Forward* planning »ch*dol**i Impact value 
conild'eratlon* l< compariton of Impact from NRC Ii AEC 
erocadure *ehedule* for dacision re o»o of mlied ovlde fuel. 
CHAPMAN.K. R. Office of Nucleor Material Safety 1. Safeguard* 
79/11/10. tOpp. 


—8009110391 Topical ript evaluation ef NEDE-2119A, "Suppl Info for Plant 
Mod to Eliminate Significant In-Cor* Vibration " Mod* arc 
acceptable 

• Office of Nucleer Reector Regulation. Director. 76/02/28. 

36pp 


-800923028? Dlecueee* u»# of word* “crlteri*". "eefeguard* regulation*" 
6 "eefeguard* requirement*" In draft FR notice re Pu 
recycle. Lift* way* In which term* »hould be defined In FR 
netice to ellainete po**ibl* confuilon 
OILINSKY.V. Ci>»wl*aion 79/11/07, 2pp. 


— 9009230291 Forward* dt«cu<*lon paper re Pu recycle provlBlORal view*, 
Peper chow* rcvleionc cuggected by Ofc of Executive Legal 
Director. W/o encl. 

LOtfENBERO.H. Aeeletant Director for Operatione It Technology 
79/09/11. Ip. 


—0009230297 Lie te aeelgnment* for prime reeponel b £1 1 ty in preparation of 
draft input to Coanieelon paper re PU recycle. Draft* ehould 
te completed by noon on 790926. 

LQWEMBERO. M. Aeeietant Director for Operation* b Technolagy. 

79/09/23. 2pp 


8009110339 FOIA r«que*t that encl lieted document* be placed In PDR 
CONNOR, L Doc - Search Aitoclate* BO/OB/13. 2pp 


S0D911O394 Retpondi to FOIA request for ralaaied portion* af IE manual 
change not Ice*. beginning w/Change Notice 00-03 Forward* 
dacument*. N/o end* 

FELTON, J M Divlilon of Rula* and Record* 80/09/09. iq 


8009110336 FDIA requeet far releaved portion* of IE nanual change 
notice*, beg Inning w/Chang* Notice 80-03 

JOHNSON, J M Carolina Power b Light Co aaA-ao-227 00/08/27 tp 


B009110399 Reepondi to FOIA r*qu**i for document* re granting of 
Ltcenei 45-00034-26 to Unlv of VA. Forward* document* lifted 
In App A M/o enclt, 

FELTON, JM. Dlvlilan af Rule* and Record*. 00/09/09, Rpp 


8009090492 FQIA requeet for 47 document* concerning 0E5H0 Deecrlptlva 
lift and. 

KETLAV.D, Indiana Unlv 80/04/16 6pp 


8009110361 FOIA requeet for document* re grenttng of LIcentr 
48-00034-26 to Unlv of VA 

BEE<!LE.G,N Affiliation Unknown. 80/08/19. 2pp. 


B00908D291 Raeponde to FOIA requeot for L Blckwlt 791018 aiemo. adequate 
protactlpn of health b tafety of public Forward* eiemo. 

FELTPN.U. H. Dlvltion of Rule* and Record* 80/08/09. ip. 


—8009080261 Provide* definition of "adequete proteettan 6f public 
health 1. aafety" It re*pand« partially to JF Ahearne raqueet 
for view* on using economic factors In NRC dec 1 elone, Term 
"adequete protection" focuset on radiological rlelt. 

BICKNIT.L Dffita af the Oeneral Counsel. 79/10/18 34pp. 


B009110S27 Retpond* to POIA request for deteil* of spent fuel rod 
transportation from San OnafrsiCA to Morris. IL, inc ludlng 
emergency It evacuation plan* Forwartf* on* page tatulatlon of 
spent fuel shipments b NUREO~0939. M/o end NUREO. 

PEUTQN.J. M. Division of Rulee and Recorde 00/09/00. Ip 


--8009110933 "Bhlpmenk* of Spent Fuel from Sen Qnofre.CA to Mnrri*. IL. 
790101-000028 ■' 
e Commise Ion SO/OB/29 Ip, 


B009080296 FQIA request for L Blckwlt 791018 memo re adequate 
protection ol health b safety of public 
BIELAWSKI.A IshaM. Lincoln b Beale. 80/07/16, 2pp. 


8009080298 Addl reipane* to FOIA request for existing regulations ra 
disposal of high b low level wsstes. Forward* SECY-79-'SB0 
discussing procedural aspects of dlipoiel of high level 
radwasta In geologic raposltorle* H/o encl 
FELTON. J.K Division of Rules and Reeard*. 80/03/09 Ip 


8009070348 Respond* to 710722 Itr transmitting calculation of thyroid 
do** for LOCA, Lilts two assumptions in caleulatlonal modsl 
accounting for coeiput^d thyroid doss* abov* guidelines, 

"Methyl Iodide Fraction in Containment Atmosphere" encl. 

HORRIB. P. A. Atomic Energy Commisilon. Directorate of Licensing. 
71/10/04. 8pp. 


8009110286 Responds to FOIA rsqusst for winning proposal, "Effects of 
Shift Manning Stratsgles on Nuclear Operator Parformance. " 
awarded to Biotechnology, inc under NRC-03-B0-1 47. Fo retard* 
nonpreprlstsry version of proposel. 

FELTON. J.M. Division of Ruls* and Rseord*. 80/09/04, Ip. 


— B009110296 Forward* proposal in responss to RFP to "R*vla« b Interpret 
RID Lltereture Relevant to Staffing Requirement* for Control 
Room Operation*. " Include* technical b cost proposal* b 
fully miecutsd 8td Form 18 
BHAMAHAN.W. P. Bie-Tsc. Inc, 80/08/18. Ip. 


8009110931 FQIA rsquist for details of spent fud rod trensportatlon 
from San Qnofre.CA to Morris. IL. Itic 1 udlng emsTgency b 
evacuation plane. 

BHERIDON. 8 P. Affiliation Unknown. 80/08/13. Ip 


8009110538 Responds to FOIA requtst for tsxt. "Lo* Alamo* Prlmtr." part 
of Los Alamos Project Document 1* under DOE jurisdiction 
Requset ha* been forwarded to DOE for dlrict rstponse, 

FELTON. J H. Division of Rule* end Records. B0/09/D8 Ip. 


8009110542 FOIA request for text, "Uo» Alamo* primer." part of Lo* 
Alamo* Project Document wai declaselfied betwetn 1994-1964 
MARKER. J L Affiliation Unknown. 80/09/04 Ip 


8009110546 Responds to FOIA request for new control b accounting stds 
proposed by NRC for etrateglc SNM Proposed rule 1* being 
developed. Brief Ing chart* re stds ere available in PDR. 

FELTON, J.M Division of Ruls* and Record* 80/09/00. Ip 


8009110949 FQIA request, submitted on behelf of NRDC, for new control b 
accounting ltd* proposed by NRC for strategic BNM Nucleonic* 

Mk 800821 article citing proposed «td* encl, 

WEt8B,E. R Sheldon. Herman b Weiss. BO/08/21. 3pp. 


8009110867 Addl responss to FOIA request for NRC file on WB Kiseler 
Memorial Hasp in HemmontoniWU Forwards document* listed In 
App A. M/e encls, 

FELTON, J.M. Division of Rules and Records. 80/09/00. 2pp. 
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S009^1S05&& "Analytlf SgmiMrv Support af Earlg Rtactor Coolant Pump 
Trip " 

• Bafaoock & UilKox Co 80/09/SB 91pp. 


9009180SG3 FQIA riqupot for tuo rfecumontt conotrnlnp ECG8 in BtiU 
roactoT* 

UEtSS.E R eh«ldon< Harmon S. Uaita 80/08/21 Ip 


60D9120S91 Raapondi to FOIA raquiit for Selanca App 1 icatlant< Inc 
winning propotat urtfar RFP Ra-RE6-79-800 Forward* 
nonpropri atar V varalen of propoiat 

FELTON. J M Olvldon of Sola* and Raeord* aO/09/02 Ip 


— B009180S97 Monproprlatarg r**pon»a to RFP R8-BE8-79-200r “Riik 
Ataaaiaant litthodelogg Otvalopmant for Ha*t* Iiolatton In 
Otologic Madia " tneluda* ttchnlcal approach. ftatanant of 
work.rtlatad txparltnct << avallatla rtfourcai (< faellltlaa 
a Bcltnca App 1 Icatloni. Inc ft6-RE6-79-S0D 79/09/31 SApp 


8009120S94 FOtA rtquait for Sclanca App Heat ton*. Inc winning 
prepoaal undtr RFP R 8 -FEB-7 9 -200 
ORMONDE. 8 Affiliation Unknown 80/08/09. tp 


8009190002 Ritpond* to FOIA raquitt for NRC raeordf ra organ 1 ration. 
Hoblittatlon for Survival. Forward* documtnt* ll«t*d in App 
A 

FELTON. J K Division of Suit* and Raeord* BO/OB/Sd. 2pp. 


—8009190004 "Btop Nueltar Export* to Ph i llpp I tt*«. " Btattnant to NRC 
Coaunlsslonar* L 79090& flgtr rt March on Ifashlngton and 
a AffUiatton Untnevn 80/02/iS 4pp. 


— S009190005 NRC Announctmint 49 ra 79090h march froA Elllpta to US 
Capitol & 790907 mat! lobbg day at CongratiiDOE & NRC 
Damonstrator* should b* traatad In courtaoui mannar. 

OOSBICK.L V Offlct of tht Eracutlva Olractor for Op«ratian*. 
79/09/03. ip 


8009190003 FOIA rt^utit for NRC rtcord* ra organl rati on. Hobl 1 liation 
for Survival. 

JAFFErS Villagt Volet 90/07/20 (p. 


9009150302 Rasponds to FOIA riqutst for Info ra rtlaaia of U 
haiafluarida from PlIcaton.OH Oasaou* Diffusion Plant U 
precadurif & ttds. cencirnlng wasta dlipoial, Raqutst 1* unitar 
OOE jurisdiction b ha* bain rtfarrad for dlract rasponsa 
FELTON.J K Dlviiien of Rula* and Raeord*. 80/09/10. ip 


60091S&30S FOIA rtquost for Info r* raltata of U harafluorldi from 
Plkaton.OH gasiou* diffusion plant b procidura* b std* 
concarnlng wasta disposal 
ZtTO.N Affiliation Unknown 90/09/02 ip 


G0a9i803hB Raspond* to FOIA riquatt for rapt. "Ravlau of Dalagations of 
Authority HI thin NRC " Docunant Is aval labia in PDA. 

FELTON. J M Division of Rula* and Racords. 80/09/28 Ip. 


8009190371 FOJA raquast for rtpt. "Rtylaw of Dalagatlon* of Authority 
Within MFC. “ 

FI DELL. E R. LaBotuf. Lamb. Lai by b HacRaa 80/09/12. Ip. 


1009170049 Raspond* to FOIA raquast for statistical sunmaria* of 
psrsonnal monitoring far radiation aiposura at nuclaar 
plant! in SC. Forwards NUREO-0463, "Occupat lonal Radiation 
Eiposurt** b fiva pagaa of 1978 summary rapt*. W/o NUREO 
FELTON. O.H Dlvltlon of Rula* and Rtcord* 80/09/02. ip. 


8009170054 Escarpt from "Annual Bumniary Rapta for 1970, ■ Rapt coniUts 
of paraonnal monitoring for radiation aipoaura at faellltias 
In ac. 

a Affiliation Unknown R 186274 79/12/07 9pp. 


09170052 FOtA roquaat for >tatl«tleal tummariaa of parsonntl 
sonitorlng for radiation axposura at nuclaar plants In SC 
AITTRELLrU. O Affiliation Unknown 80/08/ IB ]p 


>09170057 Raspond* to FOIA rsqu**t for documants provldad on raquast 
of J McKsavor ra svaloatlon* of crack* b rsactor eontalnmsnt 
problams for various *1 tis. Forwards listing of raquastad 
documants par aOOBSB taleon, 

FELTON.U M Division of Rulti and Racords, 80/09/02. 3pp, 


8009170069 FOIA raqutst for documtnt* provldad on raqutst of J McKaavtr 
ra avaluationi of craekt b rsactor contalnmant probitma for 
varloua sltai, 

CHONOiL K. Affiliation Unknown 80/08/13 Ip 


8009170063 Raspond* to FOIA raquost for bidder invitation list for 
RFP R8-NRR-0O-11 1 Forward* document 

FELTON.J H Division of Rule* and Racords. 90/09/02 Ip 


—8009170070 Provide* list of applicants submitting proBosali In rationii 
to RFP RB-NRR-SO-lll ' ' 

OOUOKERTV. 0. J . MENCZER. H B Technical Assistance Contracts 
Branch. 80/01/18 9pp 


800917006S FOIA raquast for bidder invitation list for RFP flS-fWR-dO- 

llt. 

PU8CHEL. H. A Consumer* Power Co FU8C 33-80 00/08/14 Ip 


B009190299 Raspond* to FOIA raquast for 19 documants Usttd In 
bibliography of NUREQ-0629. "Rapt of Siting Policy Taak 
Force.” Documents 6-8 b 13 era available in PCR Forwards 
remaining documants. 

FELTON.J H Olvliion of Rule* and Racords 00/09/04 Ip. 


—8009190320 8ECV-78-5ia 

Respond* to Commission direction to develop altarnatlvs 
plans for rsvision of coda re power faaetor siting 
regulations. Forward* diagram of scheduling network, makeup af 
study panel b study b task scope of work. 

MtNOOUE. R B, Office of Standards Davslopmant. Director. 79/09/12. 

6pp. 


— 8009190P26 Bummarlia* 790611 briefing ra adequacy of lOCFRlOO, 
Commission raquastad that staff davlae more tpeeifle plan af 
action for proposad ravlsion of coda.Plan will raturn as 
policy sBsslon Ittn 

CHILK. B J Off tea of tha Sscratary of tha Commission. 75/06/12. 

2pp 


— 90091V039S Forwards &ECy-7S-286. concirning rsactor siting follcy, litvg 
Is largs b eampl icatad. NRG will prapars oral briaflng to 
outllnt principal araa* of concarn b potantlal solutions. 

0088ICK.L V Qffies of tha Exacutlva Diractof for Oparatlons 
76/09/29 ip. 


—8009190366 8ECV-76-2BA 

Forwards “Staff Rsvlaw of Sits Evaluation Policy b 
Fraetlea. “ Rtcommands that Commission hold furthar 
discussion* w/Olrsctars of NRC ofes to davalop basis for 
decision* concarnlng futurs sits evaluation policy. 

MINOOUE.R, 8. Office of Standard* Development. Director. 74/03/95 
4pp 


— 0009190370 "Staff Review of Site Evaluation Policy b Practice ■ 
# Commliflon 76/05/29. S9pp, 


— 8009190377 Providt* recommendation* from rsvlaw of siting pottcla* fsp 
llcanilng nuclaar facilities Rtcommands that cri'taria be 
dsvalopad for othar portion* of fusl cycla. Ralatad 
daeumsntation tnel. 

KERR. H, ACRS - Advlterii Conmlttas on Raaetor Safaguards 
75/12/10, 39pp 


-8009190383 Informs that Commits ion ha* roviswsd 8Ecy-79-9t6 rs rsictds 
si ting. Program dsserlbad ra davslopmant of policy papar it 
not fully eonslstant w/lntant of Commission dlrsctlva Lists 
Cootalstlon raquast* ra program 

ANDERS. W. A Offlcs of tha Exacutlva Olractor for Oparation*. 
79/10/30 3pp 


— 80091903B6 Dlscutsa* ravitw of 760301 mama ra rsactor sita avaluatldn t 
practlca, Papar naad* tlgnificant Improvamant in daflntng 
furthar action* b providing basis for Commission daeltlon on 
thosa action* 

HUBERKAN. 9. Offlct of Policy Evaluations. 76/03/19. Ip 


— 8009190390 Dlscutsts rsvlaw of rsactor sita avaluation policy b 
practica, Rtvlsw it wall wrlttan b makat parsuaslva statamant 
for thorough ravltion of axlstlng sita avaluation policy. 
Proposad actlena ra altlng policy latuaa ancl. 

BTRAUBE. P. L Offlca of tht Oanaral Counaol. 76/04/01. 19pp 


— 0O<Wfl9O394 8ECy-76-206A 

Raquast* Commission approval of davslopmant plan for nuclaar 
facility siting policy b practieo ravlsion. Raeoamsndt that 
Ccmmlssion approva proposad plan b dirset staff to procasd 
w/programt Rilatsd documantation ancl. 

MINOOUE.R, B Offlca of Standards Davalopmant. Dlrsetor. 76/12/14 
S4PP. 


—0009190377 Forwards eommsnts on davslopmant plan far nuclaar facility 
siting policy b practlca, Raquaats that eommsnta ba rtviowad. 
modlflad. eommantsd on b sununarliad. 

REHH. T. A Offlct of tha Exacutlva Olractor for Oparatlons. 
76/11/23. Ip 
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--(too? 170400 Diicu«i«i devtlopintnt plpn for nucliar facllitg citing 
p«llcy ti practice rcvltlon Principal concern Ic whather NEPA 
coneldarationf will receive adequate attention 
STRAUSS# P. U. Office of the Oeneral Couneel 7A/I1/23 Upp 


— 6007170464 ConMenti on 761103 draft of "Development Plan for Nuclear 
Factlltu Siting Pollcg ti Practice Reylilon " Draft Ic not 
adequate reiponie to Conweicelon 760B30 guidance Qfc of Stde 
Developaant retponie end. 

HUBCRfMNfB Office of Pullcg Evaluation* 76/11/11 13pp 


■•-S007'i90470 Provide! Conmleeion comment! on BECY-76-SS6 re reactor lite 
avaluatlon pollcg etudg Rapt provldee valuable partial 
tactgi'ound for ilta avaluatlon policy formulation Licta 
taneflte of cohetlve/ ecp 1 iclt ilting policy 

CHILKi S U Office of the Secretary of the Commleilon 76/08/31 
3pp 


"S007170480 Reipondi to 760831 raquaet for commente on Commicelon review 
of BE0Y-76-286« "Staff Review of Reactor Site Evaluation 
Policy It Practice " Ofc of Btdi Development will produce 
program plan re rafornulation of elttng policy, 

MINOOUEjR.B Office of Standards Development! Director 76/07/24 

app. 


--8009170484 Reeommendi public re leaf e of 8ECY-76-2a6 It HECY-76-aa6A on 
siting policy l< practice Raquoets review li concurrence In 
placement of document! in PDR. 

HlNOOUCiR B, Office of Standard* Davelopmenti Dlrictor 77/03/02, 

app. 


—8007170478 Reipond* to 770302 r a quest to revltu 6ECY-76-296 6 
8£CY!-76-286A ti concurs w/rtcommendation to place documents 
in PDR, Ralsase of documents should be coordinated w/Ofc of 
of Oaneral Counsel 

BHAPAftiM, K Office of the Etecutlva Legal Director 77/03/18. 

tp- 


— S007170B07 Porwerde updated program outline ti schedule of development 
plan for nuclear faeillty elting policy 6 practice Statu* 
rapt cn eitandlng scope to include fuel cycle facltltle* 
ancl 

KlNOCUEtR, B Office of Standards Pavelopmsntt Director 77/04/tS 

llpp 


—60071 70S I4 BECY-77-a0a 

Porwards proposed general policy statement on nuclear 
reactor site evaluations. Re comae ttds that Commiselon provide 
guidance on proposed policy statamtnt 6 diractlva re 
development of replacement regulation. 

HINOOUEjR. B. Office of Standards Davelopmsntt Director. 77/06/07 
97pp 


— B007I70S20 BECY-77-298 

CoMsante on general policy statament re nuclear reactor site 
•valuations. Paper 1* Inadequate 8t doe* not eet forth range 
of optlone open to Commiislon Possible legal probleraf exist 
w/genaral policy statement approach! ee propmed 
KELLVtJ. L, Office of the Oeneral Counsel, 77/06/02. 3pp. 


—8007190936 Forward* comment* on 770927 draft of "Oeneral Pol icy 
Statemant on Nuclear Reactor Site Evaluation Policy. " 

Oeneral approach 1* Inadequate for Commlidon decision re 
general reactor *ltt avaluatlon policy 

TERRELUiN. Office of Policy Evaluations. 77/06/02 llpp. 


—6007170932 BECV-77-433 

Bubmita policy statement on alternative ilt* evaluations 
under NEPA for nuclear generating station*. Recommend* that 
CosMtlseion require review li approval of applicant site 
eelectlon process prior to acceptance of CP application 
f1IMOOUe#R. B, Office of Standard* Davelopmenti Director 77/0B/16. 
70pp. 


—8007170939 Commente on draft of "Policy Statement on Alternetive Sits 
Evalua:tlon Under NEPA for Nuclear Statloni. " Paper le 
suitable for Commiselon review. Value of peper could be 
enhainced by end comments. 

PEDERSEN# K. Offlc* of Policy Evaluetioni 77/07/16. 6pp. 


—8007170946 Commtnts on proposed policy statement on evaluation of 
alternate sites. Policy statement does not clearly Identify 
hew CoMSlsilon will act to enforce stdi. Related 
documentation end. 

KELLEY) J.L. Office of the Oeneral Counsel, 77/07/39. Spp, 


—8007170990 BECY-7B-371 

Rovlees BECY-77-2S8) "Oeneral Policy Statement on Nuclear 
Powar Reactor Site Evaluations, " Reconmsndt approval of 
general statement of currant policy on nudeer power site 
evaluations for publication in FR i draft Itr, 

HINOeUEiR. B Office of Standarde Davalopmenti Director. 78/07/03. 
30pp. 


-.8009170997 Lieti Cenunissloti requests for further action to be taken on 
8ECY-77-2BB concerning siting policy U practice Four siting 
policy issue peper* should be forwarded to Commission as 
proposed In echedule 

CHILK, S V Office of the Secretary of the Commiselon 77/06/30 

2pp. 


— 8007170968 Comments on general policy statament on current nuclear 
reactor site evekuatlon Lists items which should be 
considered before statement It adopted L publlehed Ofc of 
Stds Development respontai end 

BHAPAR.H K Office of the EKacutlve Legal Director 78/09/08 

Bpp. 


—8009190987 HECV-77-362 

Informa Commiislon of proposed changee to meteorol aglcal 
model used In eiiesting potential accident cansequencas for 
nuclear plantiifor determinetlon of elte acceptability 6 
adequacy of engineered aafety features 

MINOOUErn B Office of Standards Davalapmanti Director. 77/06/04 
7pp 


—8007190612 Draft Reg Outda SB 724-4. "Atnoepharlc Dlsperiion Models 
for Potential Accident Consequence Assessmants at Nuclear 
Power Plants, " 

e Office of Standards Development! Director. 79/06/04 S9pp 


—8007170624 Draft value/impact esiassment of propoeed Reg Ouide 89 
724-4i "Atmospheric Dlsperiion Models for Potential Accident 
Coniequetice Asiessnents at Nuclear Power Plants " Reg guide 
should be developed. Documentation end 

* Office of Standards Development! Olrector. 77/06/04. 34pp 


8009170313 POIA request for IS document* listed In blhlogrephy of 
NVREO-0629! "Rapt of Biting Policy Task Force " 

DAVIB.R J NUB Corp EB7-B0-170(EC». aO/00/iS. Spp. 


9009170614 Addl responst to FOIA request for nine categorlea of 
document* re AEC amend to 10CFR90 97(e} proposed on 701028 L 
adopted on 710514. Forward* documents listed in app 
FELTON# J H, Division of Rulas and Record*. 00/07/02 2pp 


— 8009170634 Forwards lOCFBBOi "Au thor 1 »atlon of Low Power Operation." 
Requests pub 1 Icai 1 on, 

HCCOOLtN. D Atomic Energy Commission 71/09/10 Ip 


--S00719063S "Authorliation of Lou Powsr Operation#" lOCFRBO effective 
rule Propoeed emends define extent of praoparat lonal 
activities which could he conducted prior to issuance of 
□L h provide for authorl letton of low power teitlng. 

HOBBSfF. T Atomic Energy Commission 71/09/03, Spp 


--8009170643 Discusses propoisd rule 10CFR90 re autho-rlxati on of low 
power operation Costmisilon should adept rule in affective 
form. Adoption of proposed amend ro fuel loading under CP Is 
not pecommanded Draft FR notice end. 

PRlCEiH.L Atomic Energy Commiselon 71/04/21 llpp 


— 9009190647 Forwards draft FR notica re propotsd rule lOCFRSO# 
"Licensing of Production It Utlltratlon Facilities" b public 
announcement. Fropoteif rule provldee for operation during 
ponding OL proceadingi. FR notice only end. 

PRlCEiA. L Atomic Energy Commission 71/04/13 4pp. 


— 8009190693 Bummary of 710119 Regulatory Info Meeting 449 List of 
attendees Included Proposed amends to i0CFR90 h 2 re 
effective date of Initial decision authorltlng Issuance of 
OL approved. 

HCCOOLi U B. Atomic Energy Commiselon. 71/01/19. 2pp. 


— 8007196659 Informs that Commiselon approved amends to lOCFRSO ft 2 
re efpeetlve date of Initial decision authorlilng Isiuanca 
of OL at 710119 Info Meeting 449, H/o attached FR notice. 

PRICE. H L Atomic Energy Commission. 71/01/19 Ip, 


— 8609190668 Forutardi comments on proposed rules 10CFR2 ft 90 re 
affective date of initial decision authorixing Issuance of 
OL Borne features of proposed rulesiunless clarified! could 
Introduce further uncertainty into llc«neing process 
OLEASONrO.L Atomic Industrial Forum. 10CFR2. 70/12/31 23pp 


— 8009190676 Comments on proposed rule* 10CFR2 ft 90 re effective 
date of initial decision authorising Issuancs of OL 
Praoptratlonal radiological monitoring programs should be 
complited prior to core loading ft low power testing, 
a IntarloT. Dept of# Fish ft Mlldllfe Bsrvlee. 10CFH2 70/12/18 
2pp. 
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— BO0919M>63 R*«;antft to r»iu«)t *ot info ft propotfd changri in ACC 
rtgulatlont concarnlng dtflnltlon of CPi l> lou powir tilting 
of nuclfir ficllitlii Provldif dititli of propond ehingti. 
CKingfi ulll nlnlaii* llctntlng dilagi 

H Atonic Enirgg Coaailiion 70/1S/03 3pp 


-"0OO919Od>88 Spitch intitlid ’Riictor Licinting Oilagi In Piripictivv 
Prat linia Progriif I Nfw DlnCtioni’ priiintid at AIF 1970 
Annual Confaranci in Haihington. DC 

RAUCYvJ T Atonic Entrgg Conaiition B-Al-TO 70/11/17 3App. 


— 80091TOA99 Forward! 700716 nano which luptriadai 700707 nino ri 
poiilbli ruli h ligiilativa changai concirnlng authorliatlon 
of low powar rtactor operation Hibo ihould bt uiad al baslt 
for COMliilon ditcuitlon H/o and bimo 
PRICE. HL Atonic Enargg ConBiiilon 70/00/11 Ip 


— 8009340063 Coauiianti on propotad rula* 10CFR3 It DOton of Sava Hitt 

England. ConiAltilon iheuld undartaka thorough ft coMprahnnnlva 
ravlaw of antlra llcantlng achnaa eontalnad In propoaad 
ruli.w/full public haarlng 

KESSCER. 0 Affiliation Unknown 10CFR2 70/13/80 llpp. 


— 0009240070 Coawiantt on propoaad rulaa lOCFRa ft 90 ra affactiva 
data of Initial daclalona authoriring iaiuanca of OLa. Changa 
in procadurt* undarcutd congraailonal ravlaw procaduraa Par 
objactloni to lituanca of OL Draft FR notlca and. 

BUTLER, M A Envlronnahtal Dafanie Fund 10CFR3. 70/18/88. 7fp. 


—0009240079 Forward! FR notlca ra rulm 10CFR3 i, SO "Effactlva Data 
of Initial Oactilonf Authoriilng laauanca of OLa " Raquaata 
publication 

HCCOOL.U.B Atonic Enargg Coawalaalon 71/01/18 Ip. 


— 0009190701 Buaaarg of 700717 Rtgulatorg Info Matting 414 Lilt of 
■iitlng attandati Included 

HCCOOL.U B Atoalc Energy Cootaliiion 70/07/17 2pp 


0009190629 FDIA rnuait for nine catagorli! of docuaanti ra AEC aaand 
to I0CFR90 97[d propoiad on 701028 ti adopted on 710914 
BROIM.H H Hill Chrlitophar ti PMlllpi 00/08/07 2pp 


8009240012 Raipandi to FOIA raquait for nine catigorlii of doeunantt ra 
AEC aaand to lOCFRSO 97<c) propotad on 701028 1, adoptad on 
710914 Forward! docuaanti liitid in App A raiponding to 
ttaai 1-S eaarch It continuing for addl rtcordi 
FCLTON.J.H Divlilon of Rule! and Ricordf 00/00/21 2pp. 


8009240014 Subniti quiitloni for raiponii ra undue dalav* In llcinilng 
procaaa Dalayi will diirupt effort! concerning devalopnant 
of paacaful uiii of nuclear anirgg. Llcin«lng dalaua ara 
attributed to adainla tratlva obitadii 
PASTDRE.J 0 Sana t a 71/03/08. 2pp 


-8009240016 Forward! raiponiai to ipidflc quaitloni in 710300 Hr 
conctrning dtlayi In llcantlng procait Eipanding 
tfchnolojlcal danandi. itrikoi during conit, lata dallvarg of 
conponant parti It conit problaai cauii licinting dalaut 
SEABORO. 0 T Atoalc Energy Cenaiitlon 71/04/27 ISpp. 


—0009340010 Forward! draft notlca of propoaad rulat 10CFR2 it lOCFRSO 
Propoiad aaandt aothorita nuclear fuel loading In raactor 
cort w/o attalnaint of critical reaction 1, authorita 
Director of Rigulatlon to Itiui llGinii 
PRICE. H L Atonic Energy Coawlition 70/10/22 12pp 

80^40031 Forward! FR notlca ra AEC propotad rultt 10CFR3 It lOCFRSO, 
*^~*'**'I! ‘‘ 'Licanilng of Production 1, Utilisation 

^cU^Itlai OLt " Raqvaita puttieatlon. 
nCCOOL, H B Atonic Energy Coanltilon 70/10/23 ip 


8<00924M24 Notlca of AEC propoiad rule! tOCFR2 it lOCFRSO. 

rfJCtlC^" Ic *1 • Ok . . 

Facllltia! OL?. 


"Rulai of 


nccooL. w s 


raipactlvaly 
Atonic Energy Coa 


iliiion 70/10/20 Spp, 


— 8009340086 "Effactlva Data of Initial Oaciiiont Authorialng lobuanca bP 
DLi, " 10CFR3 it SO effactlva rula, Anand provldaa for 
laMtdlati af factlvanaia of initial daciiioni authorlilng 
Itfuanca of OLt, 

H08B8, F, T. Atonic Energy Conniaiion. 71/01/19 4pp 


— 0009340092 Forwardi HL Price 7104S1 nano ti info for CoiMioalon 
eani idaratton at info naatlng Includaa draft notlca of 
rultaaklngi draft Itr to EU Bauoar ti draft public 
announcanant. 

MCCOOL, H. B. Atonic Energy Commlaaion. BECY-R 331. 71/04/31. Ip. 


8009340108 Dlacutaaa propotad role 10CFR90 ra authorliatlon of law 
powar operation. Racomatnda that Cooniiaion adopt rule in 
efftetlva fora. Draft notice of rulanaklng, Itr to EJ Bauiar 
it draft public announcanant and, 

PRICE, HL Atonic Energy Coaniftlon. 71/04/31. I8pp. 


—8009340113 Inforai that Connitalon approvad 8ECY-R 331 ra arapobad 
rula 10CFR90 concerning author liatlon of low poMar 
oparatlon, 

MCCDOL. H, B. Atonic Energy Conniaaion. 71/04/39 Ip, 


—0009340117 Diicuiaaa indlcationa of aarloua daflclancioa in AEC 
procedural it adalnlatratlva nachanlan for licanaing of 
nucltar pUnta, Raquaati that NRC Invaatlgata faetora 
attributing to licanaing dalaya, 

HOLIFlELD.C.t W9«Efl, C Congraaa (Joint li Rotating Gomaitbaaai 
ate ). 70/09/34 Spp, 


« /uoywa nr concern naoua «iu 

procadurai t, adalnlatratlva nachaniana for Ucanalng nuclear 
itaianant ravlaulng licanaing racord froai 
WAonofl r?**"L* dlacuaaaa afforta to inprovf procaaa. 
BEABORO.O, r. Atonic Enargy Conniaaion. 70/11/37, Spp 


rajuaat for Hat of firm raaponditig to 
Conatrea Buiinaaa Dally ra NRC RFP-R8-NfiR- 
n?ri^k “Solicitation Docuaiant 

nanaa It addraaaaa. 

FELTON, j,H Dlvlaion of Rulaa and Racorda. 80/09/10. ip. 


propoiad rule! 10CFR3 t 90 dinuaaad at Regulatory 
Infd Naatlng 431 ri authorliatlon of low power raactor ^ 

oparatlon ragulationi Propotad rulat it ligtilatlva aaand 

PRICE. H L Atonic Energy CoBnlaiion 70/09/14 i2pp 

.B00934W41 Bubal t! poitlbl. rule t. laglilative changat ri author iiatlon 
of IflM pav«r r^ictop optrA^lon rtpuUtioni N& ihotfi-na o# 
good cauta would ha required for authorizing low powSr 

rnict.H i. Atonic Energy Coaaiatlon. 70/08/26 ISpp 

““2!th“ira?H2‘'*J*J ’■“I* *« lagltlatlv. eh.ng.a r. 

I^Jovid 2“!! *'**““'• operation Comilialon 

ThM^tM 2? by Comalitlontr! Raney I, 

MCcS^ S a ^*2!"!“ Chang. '' 

liceexx-fW. a Atonic Entrgv Connltilon 70/09/22 Ip, 

* — • 

PRICE.H L Atonic Energy Conniaaion 70/07/16 Hpp 

rulaamklng anel, Coaaanti on notlca of propotad 

PRtCe.HL Atonic Enargy Coaailiion 10CFR3 71/01/U Spp. 


--owTwawio -aoncitation Oocunant Diatrlbutlon, " 
a Comnliilon. 80/09/10, lOpp, 

•'•luhij for lilt of flrne ratponding to announcanant in 
Buiinatt Dally ra NRC RFP-Ra-NftR-aO-13a, "Technlea I 



z.-'- - “ 

FELTON, j,n, Divitian of Rulfi and Racorda. 00/09/16. Ip. 

MANA0Efi,8.H Aialitant Director for Plant Syatan*. 79/04/06 tp 

??uaJ.yS''*Drri'' ip”"** 

. M, Division of Rulss «nd ftocords. |0O/O9/1!J. 2pp, 
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0OOV39VXt^ ll«ffand« to FOIA ro^uoot for dDcuncntf ra MRC Jan 1979-Juna 
1980 ln*p at faeilltioa ownad It operatad bv Pharaiatopaat Inc 
PliarMCo Nucloari Inc It Nuelaor PharstaeUi Inc Docunants 4-tb 
parllalty withheld individual nanaa (raf FOIA Eianptlon dh) 

FCLTONi J H, Dlvialon of Rulaa and Recorda BO/09/OB 3pp- 


^-800«l9003I IE I nap Rapt a 30-10975/79-01 t< 30-11415/79-01 on 79001 i Mo 
noncaaipllanca notad. Major araaa Inapacted Intarnal auditor 
tra^inlngi ratralning & Inatruction of workarat radiological 
B.rgt»ctton procaduraai Inatrunantation It natla 
SCIM-TZr If H. « PAOLAIROrJ Raglon 3> Chlcagoi Off lea of feha 
Dlaactor 30-il413/79-01 79/08/83 14pp, 


•-—©009890037 IE Inap Rapt 30-13622/79-01 on 790926 It 1010 Noncoaip 1 lanca 
notad. failura to avaluata axtraialtv aapoaura for two 
^uartaraj to parfarn taonthly thyroid raadtnga for ana paraon 
on aavaral oecaalona It to porforat waakly lab aurvaya 
PAU-tP. A. . PAPERIEULDtC, J. Ragion 3> Chicago, Off lea of tha 
©tractor. 79/10/24. 19pp 


-—8009290041 IE Inap Rapt 30-15134/79-01 on 791120 NoncotapLlanca notad' 
faliura to uaa glovaa during gonarator alution. 

C08TELJ.0a P. M. Raglon 3, Chicago, Off tea of tha Oiractor 
nCCUINTOCK, R O. Ragion 1/ Ph tladalph ia> Fual Facility It Matariala 
Safatv Branch. 79/12/04 11pp. 


'S009290046 Forwarda IE Inap Rapt 30-11339/79-01 on 791212 It notUa of 

violatldn. 

DAVIBrA. B. Ragion 3> Chicago, Fual Facility It Matariala Safaty 
Branch. 80/01/02 tp. 


-8009290052 Notlca of violation fron inap on 791212 

a ijagton 3, Chicago, Fual Facility ti Matariala Safaty Branch. 
79/12/27. Ip. 


—8009290059 lE Inap Rapt 30-11339/79-01 on 791212. Monconpl lane t notad: 
ai/rvay inatruManta had not baan callbr at 3-fflonth intarvala 
BUHeCN. R. E. r PAPERIELLO.C. J Raglon 3. Chicago, Offica of tha 
©tractor 79/12/27. 16pp. 


—8009290064 IE Inap Rapt 30-14826/79-02 on 790913, None oaipl lane# notad, 
failura to uaa ayrlnga ahitlda to aurvay incoming packagaa & 
uaarf load contalnara. Doia calibrator chacka unrteordad Info 
partially iiithhald: indlvlduati namaa iraf FOIA Examptlon 61. 
CAMPBELL. H > MOCLINTOCK, fl. □. Ragion It PhlUdalphla. Of flea of tha 
Dirac ter. 79/09/10 23pp 


•8009290068 1C Inap Rapt 30-14826/79-01 on 790208. Non comp 1 lane a notad: 
failura to varlfy licanaa authorliation for ahlpiaant of 
Xa— 133 to Oacar Huntar Mamorlal Hoip li ahlpiaant to 
DToantiatlon w/o licanaa, 

D'NEIU.»fi. . CUEM0N8,P. Raglon 1, Phi ladalphla. Offica of tha 
Dlractor. MCCLINTOCK, R. 0. Raglon 1« Phlladalphla. Fual Facility ti 
(tatarlal* Safaty ©ranch 79/02/13. 9pp 


—8009290073 IE Inap Raft 30-14964/79-01 on 791206, Noncompl lane a notad: 
3-^r Itnaarltg toata ward not parformad on callbratora, 

Sgrlnfa hoa aurvaya wara not racordad, al though tyringaa wara 
aterad for daeay for min of 90 daya bafora tranafarring 
MQOOftUFFr R. L. Ragion 8, Atlanta, Offica of tha Dlractor 
80/01/02, IBpp. 


—8009290079 IE Intp Rapt 30-14386/79-01 on 790131 li 0802 NoncoaipUanca 
mated: in-houaa bloattay program ktaa Incapabla Of datactlng 
ratulrad contro.! point. Concantratlona of radioactiva iodine 
In air In reatrictad araa wara not maaaurad 
nA'raOM.E.. PAPERIELLD, C. J. Ragion 3, Chicago, Offica of tha 
Dlractor. 77/04/03. 19pp. 


’--6009290085 Matl/Byproduct Licanaa 18-01721-01 for Jnlv of Chicago la 
amanded in Ita antiraty par 730821 app lication. Anand IS 
authsrliaa poeaaaaton It uaa of 500 aiCl of aach byproduct 
Mtl batwaart Atomic Mumbara 3-83 in any form. 

BOIfVERtJ.E. Atomic Energy Commiaaiom Diractorata of Lletnalng. 
74/01/15. 3pp. 


— 6009290087 IE Inap Rapt 30-15185/79-03 on 791109. Noncomp llanea notad; 
failura to ptrform awipea of entarnal contalnar of incoming 
pacteaee It to monitor beraa prior to dallvarlng. Info 
aartlalltf withheld; indlvlduala namaa <raf FOIA Examptlon 61. 
OAVIBiJ. • HCOINNIStJ.A. , OLENN, J, E. Raglon 1, Phi ladalphla, Offica 
nf tha Dlractor. 79/11/21, Upp. 


‘*-6009290092 Draft IE Imp Rapt 30-15185/79-02 on 790828-31. No 
noncompllanei notad. Major araaa Inapactad. notlf Icatlon of 
Incidentr package hiatory, via 1 tt to llcamaa, vlalt to Fadaral 
Cepreaa Phlladalphla atatlon It Hamphli atatlon. 

DAViattf. 8 . 1 iJERMMtP. C. Raglon 1. Phlladalphla, Office of tha 
Otractar, MCCUINTOCK.R. 0. Raglon 1. Phlladalph la, Fual Facility it 
fiatoriali Safaty Branch, 79/10/05. 6pp, 


— 8009290096 Raaponda to 790829 notification that package of Xa-133 
ahippad by Fadaral Eipraaa had axceaalva radiation lavalt 
Forwardi Inap of Fadaral Eipraaa facility in MtmphlaiTN 
Dotaga to any individual waa niniiaal 

SUTHERLAND, J T Region 2, Atlanta, Fual Facility It Hatarlala 
Bafaty Branch. 79/09/07. 3pp. 


— 8009290099 IE Imp Rapt 30-15125/79-01 on 79061B MoneonpUanca noted 
failure to aurvay for radiation levala In unroatrictad araaa 
ti to evaluate radiation ovariipoiura to individual 
preparing doaaa w/o ualng ayringa ahldld 

O'NEILL.B, , MCOINHIB,J Raglon 1, Philadelphia. Offica of the 
Dlractor MCCLIMTOCK, R. 0 Raglan 1, Philadelphia, Fuel Facility It 
Mateflala Safety Branch 77/06/28 llpp 


— 8009290102 Ack receipt of 900307 Itr r# raaulta of eloaaout aurvay of 
Elathurat.lC facility. 

DAVI9.A B Region 3, Chicago, Furl Facility h Matariala Bafaty 
Branch 80/03/24. ip. 


— 8009290105 Ack receipt of 800219 Itr w/i978 film badge aunmary rapt 
Cloaaout aurvay will be condutad re vacating of Eimhurat 
fad 1 1 tlea, af tar receipt of conaultant cloiaeut aurvay. 

KEPPLER, J. e. Raglon 3, Chicago. Fual Facility h Matariala Safety 
Branch. 80/03/17 Ip 


— 8009290111 Diacuaaea 800214 cloaeout aurvay I, HRC 800228 confirmatory 
aurvay.NRC aurvay raaulta an conalatant w/vandor naulta. 

Facility naata NRC daconteninatlon guldal Inea. Approvea 
facility raleaae for unroatrictad uae 

KEPPLEftiJS, Region 3, Chicago, Offica of tha Director 80/03/13 

Ip 


— 8009290113 Raaponda to 800125 notification of intended move MRC haa no 
objaettona to prepoaad decontamination li daeommlaalonlng 
procaduraa, NRC cloiaout aurvay will be conducted upon 
receipt of final aurvay ti wipe teat raaulta, 

K£PPLEn,J, 0 Region 3, Chicago, Offica of the Director 80/02/16 
tp 


—8009290116 Ack raealpt of 800183 Itr informing NRC of atepe taken to 
correct vlolatiom noted in IE inap of Licanaa 12-18044-0tMD 
on 800122 

DA9IS.A B. Region 3, Chicago, Fual Facility t< Materials Safaty 
Branch. 80/01/31. ip 


— 8009290122 Diacuaaea conaol Idatlon of operetiona at ana location 
Radioactive matla will be moved to second facility until 
Chicago facility la ready. No protlems anttclpatad w/raaldual 
activity 

DESAMTIB.N Nuclaar Pharmacy, Inc. 80/01/25 2pp 


—8009290127 Reaponda to vlolatlona notad in IE imp of Llcente 
t2-18044-01M[} on 800122 GorraCtive act ionarwithin 4S-day 
eitanalon will do everything poialbke to bring facility into 
compliance re recordkeeping L aafaty 
DEaAMTlS.N Nuclear Pharmacy, Inc, 80/01/23, ip. 


—8009290140 Forwarda IE Inap Rapt 30-15125/80-01 on 800103. 
ORIER.B. H Raglon 1. Philadelphia, Office of the Director 

80/02/20. 2pp. 


—8009290152 IE Inap Rapt 30-15125/00-01 on 800103. Noncompllanea noted, 
overaipoeura to aitramltiia of ona Individual Ic failure to 
uae ayringa ahlelda during dlipanalng operatione, 

HCCLlNrOCKrR. . MCOINHES, J. , OLENN, J. E Ragion 1. Philadelphia, 
Office of the Olrtctor, 80/01/23 Spp. 


—8007290156 Submita rept ra ovaraipoaure of employee Inadvertent 
plaeemint of ring badge in vicinity of glove dtepoaal boi la 
apparent cauee of high eryoeura raadlnga. Added precaution 
shall be taken to Inaurc proper raeponaa to actual axpoeure. ' 
BROHNIMO.M. Nuclear Pharmacy, Inc. lOCFfl 020.405 79/12/28. Ip. 


—8009290158 Forwarda draft inap rapt of 790131 V 0202 imp of Licanaa 
12-t8044-01MD. N/o and. 

KeFPLER,J. e. Raglan 3, Chicago, Office of tha Director. 79/08/21. 
If 


— 9009290163 Oiocuaaai IE Inep of License 37-iet61-01H0 on 800122 b 
forwardi notice of violation li notice of propoaed impoeltion 
of civil peneltlae. 

STELLOiV. Office of Impaction b Enforcement, Office of the 
Director. 80/02/19. 2pp. 


—8009290166 Notice of violation from Inop on 800122. 

e Office of Inspection I, Enforermant, Office of the Director. 
80/02/19. Ip. 
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— Sa092'90170 Notice of propoted iMpocltlcn of civil panaltloc 

• OPPlce of Impaction & Enforcanointt Offlca of tho iliroctor 
50/02/19 Ip. 


— 9009S9017& floquoito &0-dav ottonsion on bohalf of Nucloar Phornacvt Inc 
for responding to 790817 notice of violation Vendor uoold 
llte to prepare effectlvoi thorough urltten reply Excerpts 
froa IE Incp nianual end. 

VAKERICSjT V Q'Connor & Hannan. 79/05/29 31pp 


&009270027 FOIA request for docunsnts re NRC Jan 1979-June 1750 Insp of 
facilities owned or operated by Pharnatopee. Inci Pharnaeo 
Nucleari Inc ti Nuclear Pharoiacgi Inc 
VEV£«li E. O'Connor h Hannan 80/06/30 2pp. 


G009270414 Responds to FOIA request for listing of specific Info re 
current contracts. Forward's list entltledi “Contracts 
EKOcuted In FVSO " 

FELTON I J M Division of Rules and Records 80/09/19 Ip 


—9007290429 "Contracts Eiscoted In FTBO " 
e Comnilsslan. 50/08/12 7pp 


6007270423 FOIA raqutst for listing of specific Info re curront 
contracts. 

OILLDOLViJ PRC Information Services Corp. 80/09/04 Ip 


8009290443 Responds to FOIA request far NUREO-0654/FEHA-REP-l. 1964-69 
revision of WA8H-740. “Theoretical Poseib 1 lltlsf 6 
Consequences of Major Accldantt In Largs Nuclear Power 
Plants" b NVftE0-061O, Forwards documents In app.U/o ends. 

FELTONtJ K Division of Rules and Records. 80/07/22 2pp, 


8009270447 FOIA requsit for NURE0-0694/FEMA-REP-1. 1964-69 revision of 
NA8H-74D> "Theorottcal Possibilities b Consaquencas of Major 
Accidents In Large Nuclear Power Plants" b NUREO-0610 
CAPAWANAt S Affiliation Unknown. 80/09/07. Ip. 


)073<}0109 Responds to appeal re denial of J Uollver FOIA request for 
reptf "Economic Evaluation of Altornatlvesi " assoclatsd Itr 
b sunnary rept Oocuintnt is still being withhold. Forwarde 
corraspondenct hetwsen NRC b Cincinnati Oat b Electric Co. 

FELTON) J M Division of Rules and Records. 80/09/11 ip. 


— 8009300117 Responds to NRC request for addl Info re FOIA request for 
reptj "Economic Evaluation of Alternatives " Rtleatc of 
document could cause substantial harm to involved parties. 

NRC should deny appeal b continue to withhold rapt. 

UETTERHAHN.H J. Conner^ Moors b Corhsr. 80/02/19 2pp. 


—8007300126 Rssponds to NRC 791221 request for addl Info re FOIA request 
for rtptr "Econonlc Evaluation of Alternatives " NRC should 
continue to withhold document Info Is significant to 
cDispstltlva positions Supportlnp documentation end. 

BQROHANNrE.A Cincinnati Oas b Electric Co 80/01/11 7pp 


— 8009300136 Rsquests response to quostione to aid In NRC determination 
of whether Sargent b Lundg Engineers Rept BL-2961i "Economic 
Evaluation of Altor'natlvai) “ associated Itr b summary rept 
it exempt from public relsaie under FQIA Exemption 4. 

CARR.J. C. Division of Rules and Records 79/12/21 2pp. 


80093I>0I13 RcqueitSfOn behalf of J Uollvertthat NRC reconsider denial 
of FOIA request for Sargent b Lundy Engineers repti 
"Economic Evelustlon of Altirnat i vcs< “ assoclatod Itr b 
summarg rept. 

KETERrK.A Public Citizen Litigation Oroup. 80/06/27. 2pp 


8009300284 Reepondt to FOIA rsquast for listing of locations where 
nuclear matle are atarediuser or dumped In US, Forwards 
documents listed In App A b discusses four cetegorlee of 
nuclear wasts.Llstlng of agreement states only ancl, 

FELTONiJ H Division of Rules and Records. 80/07/23 4pp. 


5009300269 FOIA requost for listing of locations where nuclear metis 
ere stored) used or dumped In US 

BC8NORTH.O.H Afflllattan Unknown. BO/08/20 Ip 


8009300330 Responds to FOIA request for written rept b Itr involving 
800619 Insp of Diagnostic Isotopesi Inc Forwards documents. 

Info partially withheld, namci b Irthdate b social security 
number Iref FQIA Exemption 6 >,M/d ends. 

FELTON. J.K D1 vie ton of Rules and Racords 80/09/23, Ip 


8007300333 FOIA request for written rept b Itr Involving 800617 insp of 
Diagnostic IsotopcSi Inc. 

ZHICK.E J. Affiliation Unknown. 80/07/03 Ip. 


8009300620 Responds to POlA request for all notifications recolved H 
NRC re shipment of radioactive matls through FL from J’an 
1977 to present No documents have been located sufaj to 
request 

FELTON. J M. Division of Rules and Records. 80/09/16. Ip. 


8009300624 FOIA request for alt notifications received by NRC re 
shipment of radlaectlve metis through FL from Jan 1979 to 
present. 

UILLIBiR J. Flerlde Rurel Legal Services. Inc 80/08/01 8pp. 


OEN TEC IS GENERIC TECHNICAL I6BUE3 


8009020919 “Evolution of Make In Unsteady Flow b Transverse Farcesi * 
unpublished memo. 

BARPKAYA. T Affilletlon Unknown 80/08/29 ISpp. 


8009030667 Forwards FR notice of Itsuencs b evsllablllty of NURE0-0618i 
“Control of Heavy Leads at Nuclear Power Plants - Resolution 
of reek A-36. ■* 

CHILKrS. J Office of the Secretary of the Coiwnlsslon 80/08/19. 

ip 


— 8009030669 Notice of Itsuonce b avalleblllty of NURE0-0612< “Control ef 
Heavy Loads at Nuclear Power Plants - Resolution of Task 
A-36. “ 

EISCNHur.D.O. Division of Licanslng. 80/08/12 4pp. 


8007230430 Forwards nonpropr latary version of N£I>0-2479a. "Hark II 
Contelnment Program. Caorso Extended Discharge Test Reptr " on 
behalf of Hark II owners group as part of Task B-9. 

BUCHHOLZa R , H. Oontral Electric Operating Plant Owners Oroup. 
MFN-Ioa-aO 80/09/12. Ip. 


—8009230431 NeDO-24799 

Nonproprietary version of "Mark II Containment Program. 

Caorso Discharge Test Rept “ 

HOLAN.J. . HlNrZ.8. . HUZZY. R J. Oeneral Electric Co B0NE02e2 
80/08/31 39 pp 


8009230472 Forwards nonpreprlstary version of NEiHl-24Blla “4T 
Gondensatlon Oscillation <4TC0I Test Program Final Tast 
Rspta" on behalf of Hark II owners group as part of Task 
A-17. 

DUCHHOLZ. R. H. Oeneral Elsctrlc Operating Plant Owners Oroup. MPH 
193-80 80/07/03. Ip 


—0009230479 NEOD-24811 

Nonproprletary vsrslon of "4T Condensation Oscillation 
<4TCO> Tast Program Final Test Rept. “ 

OYRDiP.K. . FITZ81HMCN8.0. . ROGERS. A E Oeneral Electric Co. 
e0NGDO57. 80/07/31. tOOpp. 


8009300214 Summery of 800827 meeting w/nuclear Industry repraeentatlvei 
in Bethesda.MO re resolution of differences that exist 
between NRC b Industry epproeches to component support 
fracture toughness problem. 

SNAIDER.fl P. Systematic Evaluation Prograe* Branch IPra 7710301. 
80/09/10 21 pp 


IbE INSPECTION AND ENFORCEMENT 


8009090099 IE Bulletin e0-07.8uppl 1. "BHR Jet Pump Assembly Failure." 
e Office of Inspection b Enforcement. Office of the Director. 
80/09/03 Ip. 


8009090070 IE Circular 80-19. "Noncompllanca U/Licanse Requirements fer 
Ksdlcal Licensees." 

• Office of Inspection b Enforcement. Office of the Director 
80/08/26. 3pp. 


8006190028 IC Info Notice 80-27. "Broken Studs on Terry Turbine Bteaa 
Inlet Flange. " 

e Office of Inspection b Enforcement. Office of the Director. 
80/08/07, 2pp. 


8006190036 IE Circular 80-20. "Chengof in Safe-Slab Tank Dlnenolons. * 
e Offlca of Inspection b Enforcement. Offlca of tho Dlroctor. 
80/08/21 3pp. 


G006190038 IE Circular 80-18. "tOCFRSO. 99 Safety Evaluatlnna for 
Changas to Radwasta Treatment Syt. " 

a Office of Inspection b Enforcomont. Office of tho Director 
80/08/22 4pp 



IMONDOCKETED ITEWIS 
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800AI1f0040 IE InfQ Notlca 0O-31> "Haloparatian sf Oould-Bpsun Bovari 
400 Valtt Tvpa K-6003 «t K-DON £008 Circuit Braakara ‘ 
a orflea af tnapaetion & En/oreaManti Offica at tha Olractor 
BO/Oa/ar. 7pp. 


6006190042 IE Bullatln 79-26> Ravitlon !• "Boron Lota from BUR Control 
Bladaa. * 

a OfflcB ot Inapactlon & EnPorcanantt Offlco at tha Otractor. 
8C/08/29 6pp 


6006190044 IE Info Notica B0-3Si "Clarification of Cartaln Roiiulramanta 
for Eaclualva Uaa - Shlpaiont of Radloactiva Matl " 
a Offica of Inapactlon l< Enforconantt Offlca of tha Olractor 
80/06/29. llpp 


B006190082 IE Bullatln 80-19>RavlBlon li "Falluraa of Marcurg-Mattad 
Matrla Ralaga In Haactor Protactlva Sga of Oparatlng Nucloar 
Powar Plant! Daalgnad hg C-E " 

a Offlca Of Inapactlon It Enforcananti Office of tha Director. 
80/06/19 Opp 


8006190001 IE Circular 80-21. "Ragulatlon of Rafualing Crawa " 
a Offlca of Impaction t< Enforcamanti Offlca of tha Dlractor. 
90/09/10. 4pp 


8008210619 EN-0O-O36.on 800811. order to ahou cauaa whg llcanaa ahould 
nat be revoked 6 order auepanding llcanaa laffactlva 
iaaaadlataiu > are being iaauad. Action baaed on alleged ittma 
of noncoApllanca ra double doaaga for certain acana. 

BROCKETT. T. H. < TH0fff>8ON. D. Offlca of Inapactlon 6 Enforcaaient. 
Office of tha Dlractor 80/08/11. Ip 


8009020901 PNO-t-80-l&2: on 800019. unplanned ralaaaa of gaaaoua 
radlaactlvltg from Unit 3 reactor bldg vent occurred. Raleaao 
rata waa 33X of Tech Spec llnlt.Cauaad bg malfunction of 
Unit 2 offgaa aga during aioda. 

OREENKAN.E. Region 1. Philadelphia. Offlca of tha Dlractor 
80/08/19. 3pp. 


8009100372 PNO- 1-80-189: on 800829. Region 1 received Inqulrlaa about 
fire In eopiaiarclal garbage truck which contained radioactive 
aatl.Btata of PA haa dlapatchad radiological Inapactar No 
algnlflcant radiological hazard la aapactad. 

COQTELLO.F. . BHITKiO. H Region 1. Philadelphia. Office of the 
Director. 80/08/29 Ip 


80091S0814 PNO-V-80-066. madia Incraata on rlaa Board of Buparvlaora of 
Citg 6 Countg of San Franclaco 6 other groupa have bean 
critical O'f EPA for dolaga In ralaata of info on aurvaga of 
laa dlapoaal altaa off coaat of CA. 

lOOKrH. E. Region 9. 8an Franclaco. Office of tha Dlractor. 

80/08/20. 3pp. 


8009180149 PNO-1V“BO-O28!on 800903. a ve water flow to contalnmant 
cooling coila failed to meat min flow rata required bg Tech 
Space. Whan copapl lance w/Tach Space could not be damanatratad 
unit waa abut down. Llcanaaa la Invaatlgatlng. 

JOHNSON. H.O Region 4. Dallaa. Office of tha Dlractor. 80/09/04. 
3pp. 


8009190416 EN-BO-039. an 800910. notica of violation 6 notice of propoaed 
Inpoaltlon of civil panaltg will ba iaauad. baaed upon 
allagad Itaai of noncoMpllanea ra loea of radiographic 
arpoaura device. 

•ROCKETT. T. H. . THOVBON.D Offlca of Inapactlon 6 Enforcanent. 

Office o# the Director. 80/09/08. Ip. 


8009190600 PMO-IV-80-030* on 800909. during full powar operation atean 
ganaratar tuba leak occurred. Leak wae Indleatad bg N-lb 
datactori offgaa aonltor 6 main atack Monitor. Unit will ba 
abut down approt two wka, 

nMHNSON.W. 0. Region 4. Dallaa. Office of tha Director. 80/09/09. 
If- 


B00919C765 PMO-78-147: on 780618. one of aix air compraaaora akparlenced 
iMaaiva failure raaultlng In rapid loea of control air 
praiaura to all unite. Cauaad bg largo hole In cgllndar head. 

Btata of AL nottf lad. Madia attention anticipated, 

MLINOCRfO. ( NOLAN. F.. 8NIEZEK. J. Office of Inapactlon 6 Enforcement. 
Office of tba Director. 78/08/18, ip. 


8009230699 PNA-80-33: on 800903. Medical Raaearch Foundation. Inc. eh Ippad 
4 vlale of Mlcroephoroa tagged w/Yb-90. Cuatomar notified 
caapantf of apparent tagging problam. Eight patlanta traatad. 

OA will not reauthorize thipmanta w/o FDA verification. 

KIMRiD. W. t MCORATHiJ R. Office of State Rrogramai Director. 
80/09/ie. Ip. 


8009300048 EN— QO-041 on 800918. not 1 co of violation & prepoiod 
Impoaltlon of civil ponaltlta will be Iaauad 
Action baaed upon Iteiaa of noncoiapllanca re ahtpokent of low 
epeclflc aetlvltg radloactlvo matl 

BROCKETT. T.W . THOMPSON. D Offlca of Inapactlon U Enf orcoment. 
□fflco of the Director 80/09/16 Ip 


B009300162 PNO-V-80-066" a tat# 6 local govte in CA have baan critical of 
EPA for dolaga in roloaao of Info rt aurvaga of aaa dtapoaal 
attea on CA coaat Inqulrlaa rocolvod from madia 

BOOK. H £ Region 9. San Franclaco. Fuel Facllltg fa Matoriala Safetg 
Branch 80/08/20 3pp 


8009300166 EN— 80-042* on 800919. not 1 co of vlalatlon fa notice of propoied 
Impoaltion of civil ponoltlea to bo Iaauad to 
C Zimmerman. MD Action baead on two alltgad Itema of 
noncomp 1 lanca re lose of 1-131 capaule 

BROCKETT. T,. THOHPBON. D. Office of Inapactlon fa Enforcanent. Office 
of the Director. 80/09/17 Ip 


6009300190 PN8-80-003* on 800910. noar Roanoke. VA truck carrglng ahlpment 
of low enrlchad U wee abandoned bg driver becauee of two 
flat tirao. Another driver fa mechanic were diipatched to 
truck. 

JAMES. J W . BUSHiL. L . HOWARD. E. M'. Office of Inapactlon fa 
EnforcoAont. Office of the Director 80/09/19 Ip. 


8009300600 PNO-I-80-129: on 800914.plant waa ahutdoun whan one of thrae 
aealB failed on three reactor coolant pump Shutdown oapactod 
to loot until B0091B. 

LAZARUS. H. J. Region 1. Phlledelphla. Office of the Director. 

80/09/ 19 tp 


Miac PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8009080489 Ack receipt of Itr rt OA of training programa. Btudg of 
operator training programa fa nethoda for accrediting 
training inatltutlone undarwag RFP will be forwarded if need 
for OA program la aatabllahad. 

GfX.LIN8. P. F. Operator Llcentlng Branch, 80/08/14. Ip. 


8009100632 Forwerda FR notice of Advialorg Cenmlttea on Medical Uaaa 
leotopea Boosts public meeting 

CMILKrS. J. Office of the Secretary of the Commlealon 80/06/20 
Ip 


— 8009100639 Notice of Advlaorg Committee on Medical Uaee of leotopea 
BOOBIB public meeting re aiporlenco criteria for phyalclan 
utere fa other related iaauet 

HQYLE. J. C Offlca of the Secretary of the Comntiaelon. 80/06/20. 
7pp 


8009110S99 Oiacuaeoa draft IE Bulletin 80-21 re Integrity of polgmer 
coating for aurfacta inalda containment All plant lya which 
tale auction from cantalnmint eunp during acetdant 
mitigation ehould ba Included In projected evaluation 
MICHEL80M. C. Director 'a Offlca. lEB-eO-2l. 80/08/29. 2pp. 


80091S0447 Raepondf to requaat ra funding for developmarit of training 
programa for nuclear powar plant peraonnel, At preaent. 
training ia raaponalbllltg of induatry Study la underway to 
dotera<lne If NRC ahould become Involved. 

COLLINS. P F. Operator Licenilng Branch 80/08/26 IP 


8009170178 Raaponda to 9-00730 Itr requoatlng publlthtd ropta on U 
mining fa milling Including rapta on exploration fa hazarda 
Involved Forwerda draft OEIS on U milling fa NURE0/CR-097a 
W/o oncl, 

FISHER. S P Uranium Recovtrg Lictnalng Branch 80/08/26 Ip. 


— 8009170181 Raquoata rapta on U mining fa nllllngr including rapta on 
axploratlun fa heiarda fa NUREO-0911. 

PASBAKANI.B Afflllotlon Unknown 80/07/30 Ip 


8007190197 Rocammonds endoraemint of rtaeerch program. entitled "Sur 
Wave fa Ketoorologtcal Meaturementa Along Coaat of FL. " 

SCHROEOER. F. Aaalatant Director for Oanaric Projects. RE8-80-3 
80/08/29 Ip 


— 8009190209 Forwards raaearch propoeal entitled "Surge. Neva fa 
Hateorological Meaauramanta Along Coast of FL " Raqueate 
return of signed mamo’ If proposal la raaponalvo to Ofe of 
Nuclear Roactor Ragulatlon, " 

DUDNITZiR.J Off tea of Nucloar Ragulatory Raaearch. Director 
RES-QO-3 80/06/27. 4pp. 


—8009190211 Markod-up raaearch proposal entitled “Hydrodynamic fa 
Mataorologlcal Meaeuremanta of High Hind Over Shallow Water 
Along Coast of FL * 

a Florida. Unlv of. Oaineavlllo. 80/03/31 16pp. 
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NONDOCKETED ITEMS 


6009220129 fltipondf te 800719 Itr in#fl ri <(«lav« 

0 * naw nucUar planti THI accidant h«i dalayad llcaniing 
jctlvl'tlaa NRC currantlv conaldarlnj licanalnB frhraa planti 
Forwardt NUREO-069-4 U/o »nel 

DENTON.H R 0771ea of Nutlaar Raaetor Ragiflatlonr Diroctor 
80/06719 4pp 

--8009220128 RiqU'iiVi Info to nuelaar plant Ucanaing dalaua NifCloaT 
powtr vlawid ai groat banaflt to countrv- 
BEATTViD Affiliation UnknoBJi BO/07/19 Ip, 


8009290379 Foruardf racoMMafidatloni ra OC of ilavai mad to ta«t 
concrata b mil tontt matl* Varifi cation aiava conformi to 
raqulraaantt uhan rtcalvad. Fraquant vliual chacti tv ua*’’ *• 
annual parlod chaektng raconnandad 

HAABStWP. Oualttv Atauranca Branch- BO/09/03 2pp 


8009290498 Subnlta chack liat for Ittuanct of facility licaniaa 
includat raqulrad flndlngif licanaa condltloni b raqulraaanta 
praraqulilta to licanilng 

REI8. £ J. Haarlnga DWlalon 00/09/19 9pp 


NUREO NUREO REPORTS AND RELATED CORRESPONDENCE 


8000280370 Forward 1 eoaiainta on propotad Ravlalon 2 to BHP 3-9 6. 
valua/lapact atatanant b NUREO-OA77- 

UTLEViE. E Carolina Powar b Light Co NO-BO- 1123- 80/07/30. 12pp. 


B009020023 Dlicuiaii achadula for Altarnata 2A ATMB plant modi prppoaad 
In Draft Vol 4 of NVRE0-O4&O. Propotad achadula unraallitlc 
dut to non-ATHS aodt Prallialrary achadula of 3 S yra rtachad 
w/Hlddlt South Svci la pora raallatlc. 

BHERHOOD.O-O Oanaral Cl i Ctrl c Co MFN 14i-0O. 00/08/22 2pp, 


80090201A1 NLIREO/CR-1607 

*Orop-81ia Eatlmataa for LOCA, " 

'1ESTEL<A . OIDO.R, 0 . UAMKINf D. C Loi Alaaoa Bclanllflc Latoratorv. 
*N A-710S LA-8447-K8- 80/08/31, Stpp. Avallahla at QPO. 

TO. 


0294 Conaintt on propotad ravltlon to SRP Saetlon 3.9 6i 
arvlca Tatting of Pumpa b 1/alvaa. " Documant doat not 
tltuta viakla tatting prograa^ in pratant form, 

LEBiD.L Coinnanwiflth Edlfon Co. BO/07/31. 4pp 


031& Subnltt ravltw of draft NVRE0-0b76 ra propotad noclaar data 
(. Racommtndi that tpaciflc provliiona ra daiaratlnlng 
tntlal for brtachlng harrltra to radioactivity ralaaaa b 
iltorlng tlta attaorologlcal data ba addad 
EALYtHO South Carolina. Stata of 80/00/27. 2pp 


J9O80349 NUBEO/CR-1377 

*Rltk Hathodologv for Otologic Olapotal of Radwatfea: 

Trantport HodtJ Stnilttvlttf Analgala. ” 

CAfPBELL.J E . IMAN, R. L. Sandla Latoratorlaa RECVEB. H INTERA 
Envlronmtntal ContuUantt. Inc FIN A-1192. 8AN8BO-OA44. 80/06/30 
B3PP Avatlabla at NTI8. 


mass NUREO/CR-1603 

rtngth b Stlffntit of Tinalontd Ralnforcad Concrata 
'It Subjactid to Hiabrana Bhaar. Two-Hay Rainforcing. “ 

IKARIB.P.C , WHITE, R.N.. OEROCLY.P. Cornall Unlv FIN 8- 9689. 
'7/31 SSOpp. AvallabU at NTtB. 


03SB RUREO/CR-1482 

laar Powtr Plant Slaulatora. Uta In Oparato-r Training b 
alifUatlon. ” 

a.D U, BAER.O.K., FRANCIB.C.C, Oak Rldga National Laboratory. 
B-0421-8. 0RNL/NURE0/T11-3 80/07/31 144pp. Aval lab la at 


361 N0RE0/CR-144a 

leal Prottctlon of Nuelaar Fac 1 lltlai, Quar tarly 
tia Ropt Jan-Mar 1980. " 

HAN.L O. Sandla Laboratorlai. FIN A-i060, 8AND0O-tDO6 
/31. t9pp. Avallabla at )iri8. 


373 NUHEO-0940 V2 NOS 

I LItt of Docuaantt flada Publicly Avallabla," 

?B0. Vol 2, Nuabtr 9. 

flea of Adalpitbratlon 80/03/31, S92pp- Avallabla at NTIB 


179 (WfiEO/CR-1892 

"aalblt Analytlt of Inlat Planuai Praitura Rita Out to 
oiling In Fual Bubatianl During Pump Coattdoun 

AH, tWHHELiH, H, Ar gonna National Laboratory FIN A-201S. 
3. 80/09/31 2tpp. Avallabla at NTia. 


8009020483 Nlj8E0/CR-1340 

"8tata-af-tha-Art Study Concarning Naar-Flald Earthquaka 

©round Motion." annual ropt.Sapt 1978-Sept 1979 

eWANOCR.H, J , MURPHY. J R , BENNETT, T J. Syttaait. Seloncat b 

Boftwara FIN B-6491 e88-R-B0-48t7. 80/08/31 t48pp. Available 

at NTIB. 


BOO9O20919 "Evolution -of Haka In IMataady Flow b Trantvarie Foreabt" 
unpubltihad nano. 

8ARPKAYA, T. Affiliation Unknown 80/08/29 18pp 


8009030006 CodMantt on propotad Ravitlon 2 to SRP 3.96. 

CURTIB.N. H. Ptnntylvanla Power b Light Co 49FR36236 Oil, 
80/07/30 2pp 


8009030012 Cocmantt on propotad Ravltlon 2 to 8RP 3.9.6 ra Intarvice 
tatting of punpt b valvat! ravltlon raquirad dua to 
Incontlttoncy w/raqulra«tntt of ASHE coda 

CROUBEiR P Toledo Cdlion Co. 49FR36236 008. 80/07/29. 3pp 

4f 

8009030014 Cofwitnbt on propotad Ravition 2 to BRP 3 9. 6: iMpropor 
foruti for anuaaratlng naw raquiraaanta td ba backflttad onto 
lictnaad fad 1 Itlat. Mandating ganaric changa to apadflc 
facility bafora rlfk aitfttaant It parformad inagproprlata 
OLSON, H C. Beltlaora Oat b Elactrlc Co 49FR36336 013 80/07/28. 

6pp. 


8009030092 Forwardt notice Of avalleblllty of NUREO/CR-l&OO. "Draft 
Human Engineering Oulda to Control Room Evaluation, " for 
publication In PR 

CHILKi G U OfPlct of the Sacretary of the Gonalttlon. 00/08/18. 
Ip. 


—8009030099 Notice of availability of NUREO/CR-ISSO, "Draft Human 
Englnttrlng Oulda to Control Room Evaluation. " 

TONDl.D Human Factort Engineering Branch. 80/08/12. 3pp. 


8009030663 86-1120838-00 

"Evaluation of Inttrumantatlon to Oatact Inadequate Cora 

Cooling," prepared for 177 ownart group 

FROTH, D Babcock b WlLcot Go. 80/08/19. 18pp 


8009030667 Forwardt FR notice of Ittuanco b availability of NURE©-0612f 
"Control of Heavy Load* at Nuclaar Powtr Plant* - Raaolutian 
of Tatk A-36, " 

CHILK.B J Office of the Secretery of the Coetalttlon, 80/08/19. 

Ip. 


—8009030669 Notice of Ittuance b avalleblllty of NUREO'0618. "Control af 
Heavy Loadt at Nuclear Power Plante - Raaolutian of Tatk 

E18ENHUT.D0. Dlvltlon of Llcantlng. 80/08/12 4pp. 


0009030671 NUHEO/CR-1963 

"Eddy-Current Intp for Steen Oenerator Tubing prograa, " 
annuel progrttt rept for period ending 791231, 

DODO.C V , DEEDS, W., HCCLUhfO.R M, Oak Rldga National Laboratory. 
FIN B-0417 ORNL/NUREO/TMI-, 80/07/31. 27pp. Available at NTIB 


8009040437 NUREO/CR-1487 

"Vital Area Analytlt Utlng Sat Equation Trantforaatien 8yt. ■ 
STACK.D.W. PRANC18,K.A. Sandla Labaratorlei, FIN A- 1060. 
80/09/31. 29pp. Available at NT18. 


G009040497 Notice of availability of draft NURE0/GR-i980, "Human 
Englnetrlng Oulda to Control Rooei Evaluation. " 

TQNOIiD Dlvltlon of Human Factort Bafaty. 00/08/12, 3pp. 


0009040461 6ECY-B0-293 

Inforn* of Ofc of Nuclaar Regulatory Ratearch comnantt on 
ACRB rapt to Congreti - hlUREO-0697) "Raviow b Evaluation of 
NRC Bafaty Rateareh Program for FYSl. " Annual ACR8 review 
it axtramtly valuable Specific coeMentt ancl. 

DUONITZ, R. J. Office of Nuclaar Regulatory Ratearch, Director. 
80/09/19 gop. 


B0090404B9 Bubeiltt commanta ra draft NUHEO-0978, "Clarlf icat lon> " par 
800619 meeting riquett. Diecuttet thlft pereonnel education b 
training. 

THOHAS,E L. Ini tltuta of Nuclear Power Oparatlont. 00/08/27, 2pp. 


8009090361 Forwardf draft radiological amargancy prapartdnett plan, 
addrattlng criteria In hlUREO-0684. H/o and. 

OAVIDOFFtO B, New Verb. State of. 80/09/02 3pp. 


8009090397 Tranter ipt of 800620 worbthop re emergency reeponae facility 
hoftad by Region 3 In Ch Icago, IL. Pp 1-238. 

» Comffllftion 80 / 08 / 20 - 83Bp p , 
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0004090403 Tr«nfcript of 800819 workshop rs antrgoncy rssponss fpcllltg 
ho«lo4 htf Rogion 1 In Vollog Forgo. PA Pp 1-891 
• Coaaloolon. 00/08/19. a9Ipp. 


8009080092 NyRE0/CB-l»9Z 

■Coaprttslblo Anplgtli of Inlst PlonuM Prosiurs Rlso Out to 
Sodlun Bolling In Fuol aubasttMb 1 Its During Pump Coastdawn 
of LMF3R ** 

KftIKULLAHf HUMHgL. H H. Argonnt Natlonpl Loboratorgi. FIN A-30IS. 
ANL-BO-48 eo/09/al. 22pp Aval lab la at NTIO 


8009080402 Nll«E0/Clt-1583 

■Radon Raloasa It Dlsportlon fro* Opon Pit U Hina ' 
KISIELESKl. W. E. Argonnt National Uaboratorg FIN A-2209, 
ANL/Ea-97 80/06/30. 74pp Aval lab It at NT 1 8 


0OO9O7OO2O MURE0/CR-14B4 

■Ognaailc Analvsls to Establish Noriaal Bhoch l< Vibration of 
Padloaetivt Hail Shipping Packagat.” ituartarlg progrtss rapt 
Oct-Dac 1979, 

FlELDQiB.R. > HECH.S. 'i. Hanford Enginttring Otvalopisont Laboratory 
FIN 8-MA3. HEDL-TME 60-24. 60/00/31. 33pp 


B009090A39 Ack roctipt of B0052S Itr rt NRC rulsmaking on tatrgtneg 
flannlng for nucltar facllltlos It forwards final rults on 
aatargancg planning. 

AHCANNEiJ. F CoMOilssion. 80/00/14 Ip. 


--8009090AB9 Conaiants on draft guldtlinos publlshad as NUfiEO-OAlO. "Draft 
Caarganctf Action Laval Ouldtllnas for Nucltar Powtr Plants." 

MRC should glvt aora cognitanco to pregraas It 
ratpontlbllltios of fodtral. stato ft local govt agtnclas. 

COKtF.T. Ttsasi Btatt of 79/11/29 Spp. 


— 'S009090AA8 Conaonts on N8R60-0A94 rt tatrgtncg rtsponst p l«ni. Ob jaeti 
to provisions satalngly Includad for bantfit of ftdtral 
ftrsonnal rtvltwing stata It local plans. 

COXtF. T, Tsras. Stata of BO/09/13 7pp 


6009100413 NVREO/CR-1947 

■Criticality Eiptriasnts H/Subcrltical Clustars of 2.39 UtX 
ti 4.31 Htx U-239 Enrichad U Dio i Ida Rods in Hatsr at Ifattr 
to Futl Voi Ratio of 16.' 

aiERKANiS rt > CLAYTON, E D Datttllt Hoaoritl Instltuto. Pacific 
Northwest Laboratory. FIN S-2094 PM.-3314 60/07/31 3Bpp 

AvalUblt at NTt8 


0009100944 NUREO/CR-1347 

■Thoraocoup 1 a Signal Sansltivity to Shtatb Thlckntts of 
Tharns 1-Hgdraul Ic Tast Facility Indlractly Htatad Elaetrlc 
Fuol Pin Simulators " 

DABDBtR 0. . OTT. L J Oak Rldga National Laboratory FIN 8-0129 
ORNL/NOREO-&2 80/OB/31 64pp Avallablt at NTI8. 


6009100947 NOftEO/CR-1404 

“Translant Analysis of Coolant Flow b Hrat Transfsr In 
LHFHR Piping B«i " 

HADNItl.H Orookhavan National Laboratory. FIN A-301S 
BNL-NVREO-31179. 00/04/30 49pp Avallablt at NTXS 


B009I00950 NOfiEO/CR-OA03 

"Risk Asmassittnt of PHR for Class 3-B Accidents " 
HALLfR.E. Braokhavtn National Laboratory. FIN A-3097 
BNL-Nyfle0-SO9S0 79/10/31 494pp Avillabla at NTIS. 


S009100993 NUREe/CR-lS21 

■HTOR Bafatg Studlas for Otv of Raactor Safatg Rasaarcht" 
^uarttrly progrtss roptiJan-Har 1900 

BALL.8 J.t CLEVELAND. J. C. , CONKLIN. J.C. Oat Rldga National 
Laboratory. FIN B-0123 ORNL/NUREO/TH-3 60/08/3 1 30pp. 

Avallablt at NTIS. 


0009100984 NUflE8/CR-14SO 

"Nultlrad Burst Tsit Prograa. " prograis rapt for Jul-Dtc 
1979. 

CHAPMAN. R.H Oak Rldga National Laboratory FIN B-OISO 
DAML/NVREe/TH-3 00/08/31. 13Bpp Avallablt at NTIS. 


8009090799 0ECy-79-43O 

Inforais of Ofe of Nuclaar Rogulatory Rtsoarch conatntt on 
ACRS rapt to Congrtsi - NURE0-049A. "1978 Ravltw I* 

Evaluation of NRC Safoty Rostarch Program " ACRS coisnants k 
rtCDtMtndatlons utaful Spaelflc conmants and 

LEVINE. B, Off lea of Nucltar Rtgulatory Rasaarch. Diractor 3370. 
79/07/06. 26pp. 


8009100036 HUREO/CR-1 189 

■COMFAIIE-Mod 1 Coda Addandum " 

OISOfR.O.. NILLCirTT.O J, E. > LUNSFORD. J. L. Los Alamoo Bclantlflc 
Laboratory. FIN A-7109. LA-7199-M8 ADDl, 80/08/31. S4pp 

Avallabla at NTIS. *3 29. 


8009100043 NUREO/CR-1688 

■8laa«-Natar Mixing k Sys Hydrodynamics Program - Task 4." 
qiiartorltf progross rapt Jul-8opt 1979. 

COLLIER. R P. > MfORAK.U, A . FLANIOAN.L J, Battalia Hamorlal 
Inatltuta. Columbus Laboratorlas. FIN A-404B BllI-2098 80/00/31. 

tSSpp. Avallablt at NTIB. «4. 79. 


0009100093 NURE0/CR-149a 

■Radiation Doso EstiaMtas k Haxard Evaluations for Inhaiod 
Alrtorna Radionuclidas. " annual pragrtss rapt Jul 1976-Juna 
1979. 

MEMHIfMEYf J A. Lovalaca Biomad k Envlronmantal Rasaarch Instituta. 
FIM A-1031. LF-7i. 80/04/30, 96pp. Avallabla at NTIS. *9 28, 


8009100196 HURE0-D67B 

■Effaets of Tamp. Holstura. Concantratiom Prasaura k Haas 
Tranofar on Adsorftlon of Krypton k Xanon on Actlvatad 


carton. 

UMOCRHILL. 0. U. I HOELLER.D. N ACRS - Adviaory Cammltbaa 
Safaguarda. DO/OS/Sl. • SOOpp, 


on Raactor 


0009100403 HUREO/CR-1349 

•Raactor Safaty Raaaarch Programi." quartarly rapt.Oct-Dae 
1979, 

DOTSONtC.M. Battalia Hamorlal Inatltuta. Pacific Northwaat 
Laboratary. FIN 8-8041. PNL-3040-4. BO/08/31. 179pp, Avallabla 

at NTIB. X9. 90. 


0009110321 NUREO/CR-1402 

"Advancad Raactor Bafatg Rasaarch Dlv. " quarterly prograsi 
r«pt.Dct-Dac 1979. 

KQUTSi H. %l. C. . KATOiW Y. J ROMANO . A. J. Brookhavan National Laboratory. 
FIN A-301S. BNL-NUHEO-91177. 00/04/30 9Spp Avallabla at OPO 


0009110378 NUREO/CR-oaOO VI 

■Scalp. Modular Coda Sys for Parfornlng Standardliad Computar 
Analyaas for Llcanslng Evaluatl onrScala Sys Criticality 
Safaty Analyaas Hodulas CBASl k C8AB2 " 

fiUCHOLZ.J A . NESTFALL. R. H . HERHANN.O H Oak Rldga National 
Laboratory, FIN B-0173. ORNL/NUREO/CBO-. ao/OB/31. 303pp. 


8009110500 MUflEO/CR-0761 

■Extandad Analgals of Data from l/9-8cala Hark 1 BHR 
Frassura Suppraaslon Exparlaant " 

MCCAULEY. E U • HCXMAH. 0, B, . CARR. E, W. Lawrsnea Llvarmora Laboratory 
FIN A-01B8-9 UCRL-9a707 80/07/31. a99pp. 


6009110903 NUREa/CR-1916 

■Nuclaar Raactor Safaty." quartarly prograis rapt 
Oct - Dac 1979. 

JACKSON.O, F . STEVENSON. H, 0. Lot Alamos Bclantifli; Laboratory 
LA-B299-Pfl. 80/05/31. ISIpf Avallabla at NTIS 


6009110639 NUREa-0436 NOl Bl 

■Plan for Ra-avaluatlon of NRC Policy on DacommlsslanlTig 
Nucltar Facilltlai. " 

CALKINS. O.D, Of flea of Standards Davflopmant. Diractor, 
33pp 


of 

60/08/31 


8009180333 NUREO~O940 V2 N06 

"Tltla Lilt of Doeuasnti Hada Publicly Availabla. ■ Jona 
1980. Vol S.Numbar 6. 

a Dtviaion of Tachnlcal Information k Documant Control. 
490pp, Availabla at NRC 48.90. 


60/08/31. 


0009180336 NUREO/CR-1609 

“Datarmlnlitle-Probablliatle Modal for Gontainmant 
Tranapopti" utar Manual 

SCHWARTZ. F U . CROWE. A. COB. Inc. FIN B-6493 COS/hRSSUObO 
80/06/31. t66pp Availabla at NRC 99 SO. 


8009100407 NUREe-0693 

"Rapt on Nuclaar Industry OA Proeaduraa for Safaty Analysia 
CocM.pu'bar CO'da Davalopnant k Uaa. ■ 

SHERONiB.W. Raactor Sya tarns Branch. R08ZT0GZY. Z. P. Equipmant 
Oualification Branch, 80/08/31, 163pp, Avallabla at NTIS 


009180337 NWlEO-0679 
"Pipa Cracking Erptrianca In LHRs. " 

FRANK, L Structural k Gompanants Standards Branch HA Z ELTON. H 8. 
Hatarials Englnaarlng Branch, HERMANN.R.A. Offica of Inspactlon k 
Enforcamont. Offica of tha Diractor BO/OB/31 31pp. Avallabla *t 
NRC. 98 89, 
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eao9iso33a NutiEO/CR-ioas 

‘‘Dynjinlct Invlattlc Suckling Antlval* af Mark I Torut Support 
Column* " 

BENOAiB J Laurtne# Llvariaort Laboratorg FJM A-oai3 UCRI.-32723. 
80/06731 &9PP Aval lab 1* at NRC 93 30 


8009ia0339 NUftEO/CR-liaO V3 

'Btlsmlc SaPrtg Margin* flaiaareh Program (Phat* lip" 

Progr*** R»pt 7i through Jun* I9SOppVol 3 

OAILEYiR 0. SMITH, P. D , DONO, R. 0 Lawranca Livarmora Laboratorg 
FIN A--0126 SO/06/30 9Spp. Availabla at MRC. 94 OO 


a009tso&2a NUR£0'07le DRFT 

”Prapa*ad Lictniing Haqolrtpant* for Panning Application* 
for CPi ic Hfg Llc*ni**i “ draft rapt for eommant 

* Offica of Wuclaar Raactor PlagulAtion, Diractor 00/09/31 06pp 


a009i20&64 Raaffirnt HRC poiitton on incorporating Laiion* Laarnad 
Short-Tarm Raduiramant 8 1 3 b In TMI action plan. 

Initrunantatlon b guldallnai for indication of Inadaiguat* 
raactor cor* cooling do not catitfg long-tarm raRulramant. 
RDSS.DF Dlvlilon of Sgitan* Intagratlon 80/09/09 Spp 


8009190S45 Provldi* addl eomnant* on bgdrogan control U iaiprovanant of 
contatnnint capabllitg Raeonmanda t i on* in ACR6 791813 ktr ro 
rallablllty asiaiamant* & dtiign faalurt* for car* damaga 
ti cora nilt accldanti thouid ba adopted It given priority, 

PLEBBETiM 8 ACRB - Advi*org Commlttaa on Raactor Bafaguarda, 

80/0 9/OB app. 


8009190249 Dltcuatt* 24Sth ACR8 matting ra final variion oP NUREO-OA30> 
“Gladding Sualllng li Rupturi for LDGA Analgtla. " 

Implamantation ihould b# hald in abtganca until NRC ravita* 
coda raauiramant* 

PLESBETiM.a ACRB - Adviiorg Committaa on Raactor Baftguard*, 
80/09/09 app 


8009190989 NUREO/CR- ! 608 

“Bcanario Davalopmint It Evaluation Ra Rlak A*>ai*Mant of 
High Laval Raduaiti Rapoiltorlaii “ final rapt, June 1979~ 

•/una 1980 

BCHHARTZ.F M t DONATH, F A COS, Inc, FIN B-4693. C0S/NHa5FO60 
60/08/31 9Bpp Avaitabla at NRC «4 00 


009190396 NUflEO/CR-1471 

"Aitaaamant of LUR Fut l-'Fai lura Propagation Potantlal' 
Ultaratura Burvty " 

CRONENBERO.A . SCOTT. tf K Lo* Alamo* Scientific Laboratory 
LA-URBO-49-19. 80/08/31. ISOpp, Available at NRC «4 79 


0OO9I5OS97 NURE 0 /CR-ia 02 

“Study of Pu Qaida Powdar Emliatoni from Bimulatad Bhlpplng 
Contalnar Laaka “ 

VESSa.J D , MADIA, W.J Battalia Manorial rnetltuta. Golunbu* 
Laboratoriai BCHIIENDIMAN, L. Battalia Manorial Inetltuta, Pacific 
Northuaft Laboratory FIN B-a093 PNL~3278 80/08/31, 109pp 

Availabla at NRC *4. SO 


8009190999 NUREO/CR-1634 

■Film Entralnnant N Drop Dapeiitlon for Tiiio-Phata Flowi " 

Informal rapt. 

KOEBTEL.A., OlDO.R.Oi 0ILBERT8, tl. S Lo* Alamo* Scientific 
Laboratory FIN A-711S LA-a479-KS, 80/08/31. S6pp. Availabla at 

NRC 41 79 


8009160198 NURE&/CR-1333 

"Fisw Topography In* triinanta tion ti Analytla 8yi “ 

CARViC.N Craarii Inc FIN A-4070. TN-314, 80/08/31 69pp. 

Available at NTIS. 43 30. 


8009160302 NUREO/GR-0200 VI 

"SCALE Modular Coda 8y* for Parfornlng Standard tied Computer 
Analyiaa for Licanaing Evaluatl on, SCALE Syt Criticality 
Safety Anilytls Module* CSASt b C6AB2. " 

B11CH0LZ,J. A Oak Rldgt National Laboratory, FIN 8-0172, 
ORNL/NUREO/CBD-. 80/08/31 490pp, Available at NTIB 47.00 


1009160446 NUREO/CR-1993 

■ptrformanci Taitlng of Partonnal Doalmatry Svca' 

Alternative* b Racommindatloni for Parionnal Doalmatry 
Ta»tlng Program " 

PLATO, P , HUDSON, 0. Michigan, Unlv. of FIN B-1049, 80/08/31, 

93pp Availabla at NTI8 43 90. 


8009160450 NUREO/CR-1043 

"Acuta Effect* of Inhalation Expo*ur* to U Naxafluorlda b 
Pattirn* of Dapodtlon U Haxaf luorlda/U02F2 Studio* in 
Eiparlmintal Animal*, Rapt ParlPd-Uuna 1978-^01 1979." 

MORROW, P.E , LEACH, L J, , SMITH, F A Rocliaater Unlv. of FIN A“40a3. 
80/oa/31. 114pp. Available at NTIS 44 SS. 


8009X60496 NURE0/CR-la9a 

■Orouth & Hlatologlcal Effect* to Protothaea Staminea 
(Ltttlanack Clam) of Long-Term Expovure to Chlorinated Salt 
Natar, '• 

OISSQNiC I , HZLLMAN.ft. E , WILKINSON, P. Battalia Manorial Znftituta, 
Pacific Northuaat Laboratory FIN B-S09B PNL-3198. 80/08/31 

84pp Availabla at NTI8 43 79 


8009160481 MUREO/CR-0893 

"Acuta Toxicity & Dloaccumulatlon of Chloroform to Four 
Bpacla* of Fraehwater Fl*h. " 

ANDERSON, DR. LUSTV.E, B. Battalia Hamorlal In«tltuta. Pacific 
Northwa*t Laboratory. FIN 8-2098 PNL-3046 80/08/31. 94pp. 

Availabla at NTIS 43.90 


8009160493 NUREO/CR-1939 

"Mithodologg t. Preliminary Data Baaa for Examining Health 
Rlak* of Elictrlcity Oaneratlon from U b Coal Fuel*." 
a Oak Ridgt National Laboratory EL-OASSIONt . A Scianca 
Application*. Inc FIN B-0424-S 0RNL/SUD~7619/I. 80/08/31 

933pp. Availabla at NTIB 


8009180434 NUREO/CR-1983 V3 

"aalffflic Haiard Analy*i*i8ollcitatlon of Expert Opinion, " 

Vo I 3. 

BERNSEUTERrD L Laurence Livermore Laboratory * TERA Carp. FIN 
A-a233 80/08/31 167pp Availabla at NTIS. 49.90 


8009180443 Forwards comaant* on proposed Revision 8 to BRP 3. 9.6, Draft 
1) "Intarvlca Testing Of Pump* li Valves," App A to BRP 3.9.6 
"Leak Tasting of Preaswra Isolation Valve*," Revision 0, 

Draft 1 b valva/lmpact statamant for propoead App A 

LQONIB.U. S Bargant b Lundy, Inc. 49FR36S36 016. BO/08/14. Spp. 


8009180446 NVREO/CH-1982 V2 

“Sdlsmic Kaiard Analys ia, Hathodology for Eastern UB, ■ Vol 3. 
B^NREUTER, D L Lawrence Llvaraiora Laboratory • TERA Corp FIN 
A-0233, 80/08/31. loepp. Available at NTIB. 44.79. 


8009190396 NURE0/CR-M92 

■Qualification Taetlng Evaluation Program LWR Safety 
Research," ^oartarly rap t, Jul-Sapt 1979. 

BONZON.L L. , 01LLEN,K T. Sandla Laboratories. FIN A-1091-0 
8ANDB0-1117 80/07/31. 62pp. Availabla at NTIS 


8009190409 NURE0/Cft-13SB 

"Vagatatlonal Covar in Monitoring b Stablllxatlon of ehallow 
Lend Burial Site*, " annual rapt for Oct 197B-Bapt 1979. 
WALLACE, A., ROMNEViE. H < NIBHITA, H California, Unlv. of, Lot 
Angeles FIN B-3027-9. UCLA 12-1239 79/09/30. 132pp. 


8009190672 Commant* on propoiad Raviilon 2, Draft l,to 8RP 3 9 6, 
"Insarvlca Tasting of Pumps b Valves " 

CAHH, A. L, Bachtsl Corp. 4SFR36236 004 80/07/24 2pp. 


8009190677 Comaanta on proposed Revision 2 to 8RP 3 9.6, "Inssrvica 
Pump b Valvo Tasting " Rephrasing b clarification, as 
Indlcatad, ui U ba ustful in davalopmint of pump b valve t4st 
programs, App A b valua/lmpact statamant should ba withdrawn 
RENBEROER.D. L. Washington Public Power Supply System 49FR36236 
009. 80/07/23, 10pp. 


8009190684 Comments on proposed Revision 2, Draft 1 of BRP 3.9.6, 
■Insarviea Tasting of punps b Valvas " Fra^iuancy of leak 
tasting should rsf ASHE raqulremants rather than having 
basts on parcantaga of design prasfura. 

PATTI, F.J. Burn* b Roe Co 4SFR36236 014. 00/08/08 2pp. 


8009190691 Commant* on proposed Revision 2 to 8RP 3 9. 6 r* Insarvlca 
tasting of pumps b valvas.AddI guidance should ba provided 
to ravl auar , spec If ylng pumps b valves to ba Included in 
insarvlca tasting program. 

GOODWIN, C. Portland Oanaral Electric Co 49FR36236 019 80/08/14. 

4pg. 


8009190743 NUREO/CR-1909 

“LWR Bafaty Research Program," quartarly rapt Jan-Mar 1980. 
BERMAN, M Sandla Laboratorias. FIN A-1019. 8AND80-1304/10F. 

00/07/31, 14epp. Available at NTIS. 


8009190782 NUREO/CR-1927 

"Enhancamant of Nuclaar Mail Mgt b Safeguards Sys," final 
rapt. 

a Boeing Computer Sarvlcas, Inc (subs, of Baaing Co. ). FIN 
B-6902-9, 80/08/31. SOOpp. Availabla at OPO 


8009220219 Foruiird'e commants on NRC draft criteria for util mgt b 
tachnlcal compatanc*. Titla should ba changed to racognlxa 
distinction, of document as being guidelines rather than 
critar la 

KEARNEY, J, J, Ed tson El actr le Institute. 80/09/17. 6pp 
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900^220379 Da-coBiivti co«M»nti aadi at NftC 600827 oiaating w/lndtutry 
r•p^«•■ntativa• r# NUREO-0377 NUfiEQ-0977 doa» not 
4 t«%inoul«b batwaan Intagral <i nonlntagral aupports 
Intaaral awaport* hova had raora roatrlctlva raqulramanta 
ANOERBONiT M Haatlnjhouaa El ac trie Corp NB-TMA-Z304 00/09/09. 
<P- 


0009300303 NUReO-0603 

"Environ Aaiaaamant for E#factlva Changaa to lOCFRSO li App E 
to lOCFflSOi EAarganeg Planning Roqulnomanta tor Nuclaar Powar 
Planta. “ 

OTTiM.R ait (i Environ. Stdt Br IPormarlv Environ Prot Btda 
Dr, t aa/oe/31 oapp 


9009230277 Comaanta on HRC Biting Polieg Taat Forca rapt. Hatlonalo tor 
f^la^tlng Min aatluaion dlatanco oP 12.9 rallas For all 
capabla faulta not claar Small Favlti which mag ba capabla 
according to axiitlng critarla «ag not bo haiardooi 
VEATOHiK. D. Shannon 1< Mtlaon<Ine 80/09/12 Ip 


9009240409 NOREO/CB-i I 13 

•Llcanaabl lltg at CANDU-Tgpo Roactora In OBi “ prallmtnarg 
aaaaiaatnt of HliD raqulramanta 

CAVCiL. Callfornlai Unlv ofi Lo* Angoloa FIN B-3004-9 
UCCA-ENO-yOSS BO/oe/31. llOpp Aval labia at OPO 


MO924O404 NOREa/CR~1477 VI 

•Piping BoncJiniark Pr«»blaaia< Ognamlc Analgala Uniform Gupport 
Notion Raaponaa Bpactrum Mathod. Vol 1. 

BEZLEBiP I MARTZMAN* M. I HEICHi M Brookhavan National Laboratorg 
FIN A-3229, BNt.-HUReO-B1247 BO/OB/31 412pp Availabl# at NTIB 
PS. 00. 


9009240028 NURE0/CR-i43i 

•Lataral Loadt on Vant Plpa in 
CATTONjI.t CHAM.C.K. . DHIR. V K 
FIM >”9879 eO/Ofl/31. IBBpp. 


Staan Chugging ■' 

Callfornlai Onlv ofi Loo Angalaa 


9009240092 1WBEO/CR-1W9 ^ ^ ^ ^ , 

•Conaldaratlona on Nuclaar Data Link Impla/iientatlon in 
Halation to Tachnlcal Support CtriEmargoncg Oparatlona 
Facllltg It Safadg Paranotar DIaplag Bga. “ 

BTIEFELD, B. I ./EPPEBEN. D Sandia Laboratorlaa FIN 4-1239 
80-1418. 00/07/31 29pp. 


SAND 


8009240191 Kotlca of oxtanaton of poriod for comiaant on draft NOBEO/ 
■tR~lS0Oi “Human Englnaorlng Ouid# to Control Room 

TONOIiD Human Factora Englnaorlng Branch 80/0B/29. Ip 


8009240934 NVREO/CB-1929 ^ ^ ^ a 1 

*Two-Phaaa Flow Haaauramanta w/Advaneod Inatrumantad Spool 

TwImOEiK C. Oak Rldga National Laboratorg FIN B-0401. 
ORNL/HUREO-72 80/09/30. 36pp Avallabla at NTI8. 


8009340449 IIUfieO/CR-1941 

'Bahavlor of Hgdrogon During Accldanti In LMfia 
6HERHAM/M. P. I BERMANiH Sandia Laborator laa. BlENIAHZiP, P 
Incarporatad. FIM A-1091. 8ANDB0-1498 00/00/31. 310pp 

Avallabla at OPO. 


Enargg 


BO0924O486 NUREO/CR-1428 

'Botubttltg Claialf Icatlon of Airborna 0 product# from LWB- 


HALKHAPFiD R Battalia Hamorlal Inatltutai Pacific Northuiaat 
Laboratorg. FIN 8-21239. PNL-3411. 00/00/31. 4Bpp. Avallabla at 

OPO. 93. 79. 


8009290038 NUfiEO 0020 V4 NOB 

■Oparatlng Units Btaiua Rapt. • data aa of B00731 
a Of flea of Hanagamant and Program Analgala. 80/08/31 
Avallabla at NTIS. *12.90. 


200pp. 


8009290042 NUREO/CR-1489 VI NOl 

•Safapuarda Hatl Control It Accounting Programi " quartarlg 
rapt Dct-Dac t979iVol It HOI. 

BUNHt D. Lawranc# Llvarmora Laboratorg FIN A-OllB-0. 
UCAU-B2719-B0-1. 80/09/30. 24pp. Avallabla at NRC *1. 


79, 


8009290294 Commantn on draft NUREO-049At "Fonctional Critarla for 
Eaargancg Rtaponaa Faclllttaa. » Documont would ba Improvad 
If rapitlttpn of aama raqulramanta war# mloimixad ti axpandad 
t» aravlda guldanca to multlpls unit altaa. 
eOXiC L, Black It Vaatch. 80/09/19. 2pp. 


8009300140 MUREO/CB-1288 

■BtatlatUal Analgala of Staam Oanarator Inap Plana It Eddg 


Currtn% Tttilnfi *' 

CABTCRLINOi R. 0, Sandia Laboratorlaa. FIN A- 11 09. 8AND79-2300. 

BO/M/31. 101pp. Avallabla at OPO, *4,29 


0009300300 NUREO-Oi04 V2 N03 

"Ofe of Nuclaar Roactor Ragulatlon Unraaolvad Safotg laauta 
Bummarg Aqua Bookt" Vol 2 N 3 

a Offica of Managamant and Program Analgala 00/08/19 44pp 


0009300397 Forwarda coaminta on NURBO-0496, "Functional Critarla for 
Emargancg Raaponat Facllltioa " Ouldallnaa ahoultf ba 
davalopad from avalustlon of what is attainable b actuallg 

nscaaaarg 

UTLEVi E. E Carolina Power It Light Co 00/09/24 Bpp 


0009300390 Commanta on draft NWREO-0494 re functional critarla for 
omargoneg raaponaa facllltlaa Indapandant virlf icatlon 
raqulromanta introduce unnacaaaarg dalags Avallabilitg goal 
should ba adjusted 

OUNNiC. N Ouquaana Light Co 80/09/24 4pp 


6009300398 Commonta on draft NUREO/CR-IOBO ro human anginaarlng guldt 
to control room avaluatlon Rapratantativa data samplaa must 
ba tncludad in davalopmant of human angtnaarlng atda 
aEELE9iO.T I LEPPKE.O K Fluor Powor Sarvlcsi Inc. B0/09/S4 4pp. 


8009300434 Comnanta on draft KVREO/CR-lSaOi "Human Englnaorlng Ouida to 
Control Room Evaluation. " Color conventions ra rad It grain 
for abnormal It normali raapactivtlgi nag ba dangaroue 
Altarnata mathod auggaatad. 

SHERIOAMrT B. Haisachuaatti Inatltuta of Tachnolngg 80/09/23 
4pp- 


8009300443 Commanta on NUBEO/CR-120Oi '‘Powar Plant Staffing. “ Caution 
urgad bafort acceptance of Info due to auptrficlal nature of 
review 4 unaubatantlatsd statioixntx. Naval nuclaar propulsion 
program has ibortcomlnga TMI raqulramanta not in rapt, 

COVNSILiH.O. Northeast Utllittaa HOC'BO-0-623 00/09/29. 9pp 


8009300447 Commanta on NUffE0-0494i •Functional Criteria for Emargencg 
Raaponaa Facllltlaa ** Imfoaalbla for util to dlraet work It 
plan for new requtremanti w/o axpliclt dlractlon Plant 
should ba axafipt from such raqulramanta if darivid bg NftC 
BRVANiJ.K. Union Electric Co. ULNRC-391, 80/09/23. Ip. 


8009300464 Forwards eomoanti on draft NllRE0/CH-19B0i "Human Englnaarlng 
Ouida to Control Room Evaluation.* Ouida not dlractad at 
obvious problam, Racommandattona includa andoraamant of ATOO 
approach It uaa of BltU ATOO training procaduraa 
8HRIVER.e.L. Affiliation Unknown 80/09/24 Bpp 


8009300446 Forwards comaanta on NUReO/CR-0970 ra tachnologgi aaf atg fc 
costa of dacoimiatlonlng ref low level waata burial ground, 
ftapt is thorough It analgala hat been carafullg conaldartd 
HENAftDiH. H IntarlonDapt af« Otologlcsl Burvag, EOB-ER-ao/B4l 
80/09/11, gpp. 


OflO CORRESPONDENCE WITH OTHER ORGANIZATIONS 


0009030082 Forwprda notlca of avallabilitg of IAEA draft asfatg guides 
ra eraparadnaas for anarganclaa at nuclaar power plants. 

CHILE, B.J. Office of the eacratarg of the Commlaalon. 60/04/18 
Ip. 


8009030300 Advlaaa that Revision 1 to IE Bulletin 80-19, 'Fallurai of 
Harcurg-Wattad Hatrlx Ralaga In Raactor Protactlva Sga of 
Operating Nuclaar Powar Plants Daalantd bg C-E, “ was aant to 
Hated licsnaaaa on 800018, 

PAPPAS, H Region 3* Chicago, Office of the Dlractor, 60/08/16, 

2pp 


9009090402 Forwarda atd order for DOE wort, "Oaoac lance Case Ravlawa 
11" 

BCHROEDER.F. Division of Sgitamt Safatg. FIW A-711fl-9, 79/09/18 

app. 


— 8009090412 Btd ordar for DOE worki "Oaoac lance 
to LA8L Btatamant of work and. 

TRIPLETT, « P. Dlvlalon of Sgatama Safatg. 
20-79-192. 79/09/17. Gpp 


Casa Ravlawa 

FIN A-711B-9. 


II, " 


lasuid 


0009300144 HOREO/CB-1497 

•Bteam-llatar Mixing It aga Hgdrodgnamlea Program-Task 4," 
quartarlg progreaa rapt for Oct-Dac 1979. , . , 

SEOeViA., FLANIOAN, L. J. , COLLIER, R.P. Battalia Namorlal Inatltuta. 
CaluMbut Labor# tar laa FIN A-4048 BMI-2042. 80/08/31. 118pp. 

AvallAbla at OPO. *4.29 


8009090117 Advlaaa that IE Bulletin 80-07, 0up pi 1, "BWR Jet Pump 
Astamblg Failure," waa aant to Hated Itcanaaaa on 800913. 
PAPPAS.H Region 3i Chicago, Office of tha Dir actor. 00/09/19. 
app 
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NOWDOCKETED ITEMS 


aOOVIAoOSa Advlxi that IE Info Motiea 80-30. “Potential #or 
Unaecaptabl* Intaractian Batwaan Control Rod Driva Scraa 
FunctlO'n li Nonaaaanttal Control Air at Cartaln OE BWR 
^ ••it to Ilatail Hcontaaa on 8O0B19 

PAPPAS. H Roaton 3. Chicago. 0»Plca of tha Dirac tor BQ/OB/sa 
Spp 


00091800*3 Adviaaa that IE Circular SO-lfl. "iOCFHSO 99 Bafatg 
Evaluatlona for Changaa to Radwaata Traatmant 8gt. ■ wa* taut 
to II at ad llcatiiaai on BoOQsa 

PAPPASiH Ration 3. Chicago. OPPlea o# lha Dlractor BO/'OQ/Sit 
app. 


80091801SO Advtaaa that Supgl 3 to IE Bullatln 80-17. "Failura oP 
Control Soda to Inaart During Bcran at SVfft. “ m»t aant to 
liatad utila on 0CJOB32 

PAPPAS. H Region 3. Chlcaro. OPPiea of tha Dlraetor 0Q/O3/89 

app 


8009180353 RacQoaianda approval op draPt ANSI/ANS 8td 3.3(N1B 17). 
*'3acuritg for Nuclaar Power Planta " Submit a commant an 
grandPathar clauaa ra criminal racorda chact In ptraonnal 
acraaning. 

QCHRQEDERi F. Dlvlalon of SaPatg Taehnologv 60/09/10 Ip 


0009330106 Advleaa that IE Info Not lea 60-31. "Malap oration oP Oould- 
Qrown Bovarl 4B0 Volt Tgpa K-*OOS It K-DON 6003 Circuit 
Braattra. *■ ttaa aant to liatad lictneaaf on 8006S7 
PAPPAB.II Raglan 3. Chleata. Office of tha Director 80/06/30 

2pp 


0009330433 Advlati that IE Circular 0O-SO. "Changoe in Safe-Slab Tank 
Dlaantlona. ■ waa aant to liatad llcanaaca on SOOBSl 
PAPPAa.H Region 3. Chicago. OPflce of tha Dlraetor. 60/00/89 
4pp 


6009830937 Advlaaa that Revialon 1 to IE Bulletin 79-86. "Boron Loaa 
fro* bNR Control Bladea. “ waa aant to liatad llcanaaaa on 

600039, 

PAPPAa.H Raglan 3. Chicago. Off let of tha Dlraetor. BO/OV/02 Ip 


000924038* Advlaaa that IE Circular BQ-19. '"Nancamptlancc U/Llcanta 
Roiiulranante for Hadical Llcanaaiai " waa aant to medical 
llcanaaaa on attached iiat on 00008*. 

PAPPAS. H Roglon 3. Chicago. Of flea of tha Director 60/03/30 
59pp. 


>ft PBOPOBED RULE 


iOOSSlOAt? Commanta on propoiad rula lOCFR90;prlmarv amphaala on plant 
aafatg tfiould ba aalntainad tc praaant acopa ahould not ha 
axpandad to aafatg— related aga l« coMponanta 

PRATT. C.M Power Authorltg of tha State of New York. 60/03/87. 

9pp. 


8009030344 Forward! notice of final rule 1OCFR40 ra delation of lourca 
Mtl aiadlctnala fro* ganaral lieanae for t«all quantltlaa of 
aourca matl for publication In FR on 300630 

CHlLKrS. J Office of tha Sacretarg of the CoMalaelon 6Q/0S/19. 

IP 


— 8009030946 Notice of final rule 10CFR40 ra delation «f aourco matl 
Marflclnala fro* ganaral llcenaa for anall quantltlaa of 
aourca matl. 

DIRCKS.N. J. Office of tha Exacutlvi Dlraetor for Oparationa 
00/08/07. 4pp. 


9030006 Conmenta on propoaad Revialon 2 to 8RP 3.9* 

URTia.N H Pa nnag Ivan la Power b Light Co PLE 314. 80/07/30. 

PP- 

9030*39 Forwerda raqueat to reatore CA Energg Coawitiaalon 1< CA Dept 

f Conaarvatlon to eve Hat for NRC waat* confidence 

ulamaking. 

‘RANtiNI.E E California. State of 80/06/12 Ip. 


09030643 Motion te raqueat SO-dag titan* ton of tlma for filing 
croaa-atatanenta of peeltion.du* to NRC failure to aarvt 
paaltlon atatanantf upon CA Enorgg Commtaaion b CA Dept of 
Conearvatlon Certificate of Sve and. 

i/ARAN 1 HI . E. e. r OREtl. P. Callfornlai State of 80/00/18 0pp 


KlTOaOMT Provtdaa avbatitutlon for LC Lanpher for receiving matlo 
on feohatf of CA Energy Commlaalon & CA Dapb of Conaarvatlon. 
VARANINIiEE California. Btata of. 60/00/37. Ip 


000903067* Cofflnientt on propoiad rula 10CFR34 ra paraMnant racardt af 
radiation aipoaure ta radiographara Support! propaaed aaand. 
SROSN.M F Rallanca Tatting Laboraturiai. Inc 49FR39896 006 
60/07/39 ip 


0009040119 Commant* on ppopoaad rule 10CFH34 ra pocket dotiaater 
reading a h anttidlng regulation to provide that racorde need 
ha ratalnad for onlg 2 yra Support* aMond. 

KOY.C E Intarmountaln Tatting Co. 00/07/80 Ip. 


S0090D0133 Addl ratpontt to FOIA raqueat for record* pertaining te 
propoaad fire protection rule. 

FELTON. J K Dlvlalon of Rule! and Record* 80/00/09. Ip 


— 8009080186 Forward* Sandla Lab* 790919 li 0904 «atio* ra flra protactlen 
in nuclaar planti b 6ECY-79-478 updating atatu* of NRC 
eetlona in retponta to IKB petition*. 

HANAVER.8. H THl-8 Vnraiolvad Bafatg I*«u*t 79/11/06. Spp. 


8009090489 Crota-atataaiant apaclfglng that Induatry failed to aatatllah 
factual bail* for confidence that nuclear tfaata will be 
aafelg dltpoaad of bg ang given data. Technical gap*, 
daf Ictancla* b uncartalntla* have praventad raiolutlon. 

ABRAHS. R.. CDRNIN. JH. . BIALIK. E I. New York. State of 80/09/03 
70pp 


8009090434 Raopona* In oppoaitlon to CA Enargg CoMiaalon b CA Dept of 
Con**rvatlon raqueat for axtanalon ta file cro**-*tate«*nta 
of poaltion b cuggaitlen* r* naw area*. Urge* application of 
aitanaion te all partla*. If grantad U/Cartlf icat* of 8vc 
AXELRAD. K Edlfon Elactrlc Inetttut*. AXELRAO.M. 
Lowanabaln.NawMan.Ral*. Axalrad b Toll. 80/09/03 7pp. 


800906003* Forward* notlco of "Emargancg Planning. ■■ 10CFR90 b 10CF1i70> 
final rula b "EMarganeg Planning. Negative DaclaratlonF 
Finding of no Significant iMpaet for Effectiv* Rula 
Chang**." lOCFRSO. final negative declaration 

CHILK.B J Office of the Baeratarg of the Coamldiion. 00/08/13 
Ip. 


—8009080049 "Enargancg Planning." lOCFRSO b 10CFW70 final rula.Taqulrlrg 
applicant to tub«lt ewarganeg plan* to NRC. aitandlng 
oMarganeg planning eonaidaratlon* to *M*rg*ncg planning 
font* b clarifying raquiraMenta. 

CHILK.B J. Office of tha Seeratarg of tha Coewittalon. 00/00/11. 
96pp 


— 8009060093 "Enargancg Planning: Nagatlva Oaetaratloin Finding of No 
significant Iwpact for Effective Rult Change*." lOCFRSO 
final nayatlva daclaratloni finding no naod to prepare EIS. 

Rule would not algnlf Icantlg l«pact huaian environ. 

NlNOOi^.R, B. Office of Standarda Davelopaant. Dlraetor. 80/08/06 
14pp. 


8009090917 CatMaant* on propaaed rule* lOCFR 90 b 91 re dtoraga b 
dlapoaal of nuclear waate. Arguaents bg participant* in 
pracaadlng for Iteanalng aoratorlu* era aiaplaead. 

« Atonic induatrlal Foru*. 80/09/09. lapp. 


^ 6009090639 Ack receipt of 800928 Itr re NRC ruleaMking on energency 
planning for nuclear fact title* b forawirdi final rulaa en 
anargtncy planning 

AHEARNE.J.F. Connlsalon. 00/08/14 tp. 


"0009090691 Conmant* on prapoaad rule* 10CFR90 b 70 r* *ai*rg*ncy 
planning detailed evaluation planning unnacoaeary. Flftaan- 
Alnut* warning raqulranant ahould he rajactad in favor of 
P8AR criteria. 

COX.F r. Taxa*. Btata of. 80/09/80 7pp. 


8009090636 Comnant* on propoaad rule iOCFR60'r* technical criteria for 
ragulatlng gaolofic dlapoaal of high level radwaata*. Folia 
to recognii* dlatlnctlen between i«portant attlng 
raquiranenta b condition*. 

AXELRAD. H LouanatotniNewawn.Rela.Aialrad b Tell. 48FR31393 038. 
90/07/31. 31pp. 


B009100444 Cro*«-*tatom*nt ro propeaed ruIOMOklng on radwaat* atorail 
b. dlapoaal Urge* traeteient of elte of each new nuclear waat* 
ganaratlng unit a* ait* fop Indaftnlte atorag* of Mat*. 

HUCHNICKl.E D. I BROUN, H. J Ohio. State of. BO/09/06. Spp. 


8009100446 Cra**-*tataM*nt r* propoaad rulamaking on radwaata •torg* b 
dlapoaal Urg** conaarvatlva daetalon w/eptlen of parMnant 
dl*po«al ait* prior to gonaratlon. Awog froa raoctor atorag* 
ahould bo avoided. 

KACARTOR, J 0 Dalawar*. State of. 00/09/09. 9pp 



NONDOCKETED ITEMS 


n009100S?0 C rat of DOE r* propo««il rolomakim on otoragt & 

Ik tfiisoHl of nuel««r wait* Dlipoial «lip dtcltlon ihould be 
■ade on belli of iconpolci «» loglitiei of operation within 
fraMawork of applicable rogulationi. U/C*rtlf iceto of Svc. 

CO-EMANtl.. A. t DlSTEFANQid i BROWN. 0, F Cnargg. Dept of, DQE/Ne-007 
&1. eO/lW/09. asopp Avallabl* at MTIS *17 00 


5009190103 Conmenti on prepottil rul* iOCFR-bO re ragulotlng gaolcglc 
dlepaial of Mgh leval redweftei Conildaretioni adeiiuatalv 
identify ralevent litua* Involved in dilpoial of high lovol 
weite. Etpoiure llalti ere inopp ropr iota 

HEUBNER. A T Conjiacticot. Btata of. 45Ffi31393 087 B0/07/'l4 Ip 


HOiN'llOOia CTOii-itateoont re propoead rulaneking on rodweit* 
li dlipotal.Oovt plon for oftabllihlng geologic ropoiltoriec 
li affective for developing iofo dlepoial lyi 
MCIK80ia8e.B.M . ZUMSRUN.R A . WHITE. E B American Nuclear 
90/09/09, aapp 


■torege 


Boc lety. 


8009190929 Reiponie in oppocltlon to Environ Coalition on Nuclear Fouar 
800910 eiotloit to sutpand further praceedlnge Certificate 
Of 8vc encl 

C{]1.EKAN.L R , DIBTEFANO. U . BROWN. □ F Energy. Dept of 80/09/19 
9pp 


BQ091 100a& Croei^itetement of poeltiatt by CA Dept of Contorvetlon 
AffifMS 800707 petition concore w/eeverel participant 
eatltloni that coaprahenelva iltc itudlti muit be conducted 
prior to locating geologic repoeltory 
OftEW.F. C. California. State of 80/09/09 44pp 


9009110796 Order diinleelng am «oot CA Energy Coemltelon i« CA Dept of 
Cenmervatlon 800820 eiotlon for 30-day titoneion to file 
<roe«‘>etatenenti Movanti filed tlaely poeitlon on due date, 

HILLER. H.E. Atomic Safety and Llcantlng Board Panel. 80/09/09 Ip. 


9009120368 Crote-iteVemant of Environ Coalition on Nuclear Power rt 
procaedlngi on propoiad rulaneking on radwaite dlepoeal t< 
fpent fuel itorege fladwaeta li production problon Production 
ihevld caeme due to lock of epee# dlepotel 

UCXWSRUQ. J H Envlronnontel Coalition on Nuclear Power. 44FR61372 
017. 80/09/ 10 Bpp. 


-^0009120374 Raq,u#it for uneervad doconentm Ilatad in Environ Coalition 
en Nuclear Power crpie-etatenent re propomed rulaneking on 
radwaike dlepomel l< ipant fuel ttorage, 

UOHN8RUD. J. H. Environmental Coalition on Nuclear Power 80/09/10, 
If. 


—8009120379 Notion to eumpend propoeod rulenaklng on radwaite 
■ pent fuel storage 8tatenente raise areas of deficiency t. 
procedural volde. Certificate of Bve encl. 

JOHKSRUD.J H Envlronnental Coalition on Nuclear Power 
Spp. 


dlepoeal 

90/09/10. 


I. 


9009190182 Forwards Newport News Shipbuilding V Dry Dock Co conments on 
proposed rule 10CFR19 re pernlttlng NRC t. licensee to invite 
third party to participate in NRC insps Proposed rules are 
vague A responsibility for anployes participation unclear 
THIBLE. P. Mouse of Rep . Merchant Marine l« Fisheries 49FR199o4 
097. 00/07/aa. Ip. 


8009190614 Addl response to FOIA rsi^uost for nine cetegoriss of 
dacunants re AEG amend to 10CFR50 97ic) proposed on 701028 6 
adopted on 710914. Forwards docunents lifted In epp 
FELTON.J H Division of Rulos and Records 80/09/02 2pp 


— B009190634 Forwards 10CFR90. “Authoriietlon of Low Power Operation “ 
Req,uests publication. 

MCCOOL.H B. Atonic Energy Comal sslon 71/09/10. Ip. 


— 8009190638 "Authoriietlon of Low Power Operation.* lOCFHSO effectlvo 
ruls Propoeed emends define estent of preoperational 
activities which could be conducted prior to issuance of 
□L It provide for author iietion of tow power tasting. 

HO&Ba.F. T. Atomic Energy Commission 71/09/03 Bpp. 


— 9009190642 Olscussas propossd rule 10CFR90 re authoriietlon of low 
power operation Comalselon should adopt rule In effsctlve 
fora Adoption of proposed emend rs fuel loading undsr CP Is 
not recomnsndad. Draft FR notice encl 
PRICE.M.L. AtoMlc Energy Commission 71/04/21 llpp 


—8009190647 Forwards draft FR potica re proposed rule lOCFRSO. 
"Licensing of Prodoction h Utltlsatlon Facilities*' t. public 
announcement. Proposed rule provides for operation during 
pending OL proceedings. FR notice only end 
PRICE. A L, Atonic Energy Conisleelon. 71/04/13 4pp 


-*-8009190693 Buetmiry of 7101 IS Regulatory Info Meeting 44S Llai of 
ettendeae included, Propoeed anends to 10CFR90 I. 2 ra 
effective date of Initial decision authorlilng Itsuencs of 
OC approved 

MCCOQL.M B. Atonic Energy Connleslon. 71/01/19 2pp 


— 8009190609 Inforne that Cosutlsslon approved anendi to lOCFRBO fc 2 
re effective date of tnltlil declelon euthorltlng issuance 
of OL et 710119 Info Meeting 449. M/o attached FR notice. 

PRtCErH L Atonic Energy Connlsston 71/01/19 Ip. 


8049190189 Connents on propoeed rule lQCFR60‘hy including eo nuch 
detnlliNRC is inviting endless lawsuits by organisations 
that will stop at nothing to delay waste isolation as long 

At tAmtlint* 

RRAU8KCJPF. H. B. Stanford Unlv 49FR31393 101. 80/06/30 Ip. 


—6009190668 Forwards connents on propoiad rules 10CFR2 tc SO ra 
affectlvs data of initial dtcltlon authorising Issuance of 
□L Sbna fsetures of proposed rulss. unltst elerlf lad. could 
Introduce further uncertainty Into licensing proeais. 

OLEASON.O, U Atonic Industrial Forum. 10CFR2. 70/12/31 23pp 


9009160046 Joint crois-stebeaent re proposed rulaneking on radwaste 
sboraga 6 disposal Industry approach rs parforwence criteria 
Qf teo> 9 gic wasSa daposltorles Is unworkable 6 violates 
dsfense-ln-depth concept. Legal sbds nisstated. 

WEtBB.E.R. Natural Rasourcas Dsfansa Council. WEISS.ER.* 
COCHRAN. T. New England Coalition on Nuclear Pollution. 00/09/10. 
Mpp. 


—8009190676 Cemnents on proposed rules lOCFftZ 6 90 re effective 
date of Initial decision authorising issuance of OL, 
Pracparatlonel radiological monitoring programs should bs 
complatsd prior to core losillng 6 low power testing, 
e Interior. Dept. of. Fleh 6 tflldlife Service. 10CFR2. 70/12/18 

app 


8009164161 Cross-statesient re proposed rulemaking on radueste etorege 6 
disposal. Suitable sites ere unrenswebls neturel resources. 

Tetel number of gaologicel repositorlss w/espenset 6 
•vat lability must be deternlned through Investigation. 

LEMIS.M. I. Affiliation Unknown. 80/09/11. 8pp. 


9409160281 Cross-statement re proposed rulemaking on radwasto storage 6 
dtsposal. Supports 6 adopts end comments of DO Brldsnbaugh 
of Mtf Technical Associates. Redisasta cannot be safely stored 
enslto after aspiration of llctnses 

MURRAV.M. J.< FANNER. T.C., VAN VRANHEN.J. Illinois, State of, 

80/09/09 16pp. 


—9009160294 Ravitw ti cosssents on 800707 stetemant prepared for Util 
Nuclear Haete Mgt Croup 6 EEI re "Capability for 8af# 
rnberlsi Storage of Spent Fuel," 

BRIDCNBAUCH. D, MHB Tochnlcal Aesoclotas. 80/08/20 20pp. 


8009190629 FOIA request for nine cetegorlee of documents re AEC aman< 
to lOCFRSO 97(0 proposad on 701028 6 adopted on 710914 
BROWNtH.H Hill Christopher <1 Phillips 80/08/07 2pp. 


8009190667 Comments on proposed rule lOCFRSO r* environ yuallflcatlon 
fire protoctian' "DDR Ouldellnss" should fas vlowed ■■ 
preliminary fc ussd by NRC as guldellnt, not as rule, In 
evaluating ayulpaent quallficetlon 

HHITErL. D. Rochsstsr Oas 6 Elsctrlc Corp 49FR36082 093 80/08/09 

2pp. 


B409190707 Comments on proposed rule 1QCFJ134 re retaining pocket 
doslnetar records, Concurs w/proposal.Retentloni parted should 
be reduced to 1 yr instead of 2 yrs 

HENORlXtO.H. Navy, Dipt, of > Neval Fecilltias Englnesrlng Command 
49FR39ag6 009 00/07/20 Ip 


0009164443 Transcript of 800904 discussion of BECV-80-399 re proposeit 
Inlsrim aaends to lOCFRBO ra hydrogen control h certain 
dsgraded core considerations in Hashlngton. DC Pp 1-86. 

Vlowgraphs oncl. 

* CesMlstlon. 80/09/04. 93pp. 


8409230644 Response urging that Environ Coalition on Nuclaar Power 
motion filed as pert of cross-statsment be hold in 
abeyance until 801006 Similar mot Ions re futurt conduct are 
dua on 001006 per 800929 order Certificate of 8vc sncl, 
BAUBERiM-A, . . obsolete code. . . 80/09/17 7pp 


90091BC922 Cross-s tatemant r# rulemaking proceeding on radwaite storage 
6 dJspasal. Olscussas cost of maintaining monitoring station, 
{ertlflcate of Bve sncl. 

tOCHBTET, H. A. Affiliation Unknown. 80/09/09 3pp. 


8009240012 Retponds to FOIA raquest for nine catigorlas of documents re 
AEC amend to tOCFR9Q 97(c> prepost 4 on 701028 6 adopted on 
710914 Forwarils documsntt llitsd in App A responding to 
Items 1-0. Bearch it continuing for add! rtcords 
FELTON. J.H. 01 vis Ion of Bui si and Racordi 60/08/21 2pp 
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"B0092’400l8 Foroiirdc dt4ft notic* of propo*#d rol*t 10CFR2 fc lOCFRSO 
Proposed amsridt authorliv nucla^i* fuel loading In rtaetor 
tor* u/o Jttalnmmt of critical roactlon & pufchorlta 
Dlrpcipr of Rigulatlon to liiua lieant* 

PRICE, H L fttonlc Enptgy CominJ «i ion 70/10/23 12pp. 


"80092400SI Fopwardi FR nofeii* ro propoPad rulei 10CFR8 l« lOCFRSO, 
"Rulai o# Practlci” fc "Lleanilnj of Production b Utili»ation 
Facllitlaf OLs " Rttiutft* p-utllca t ion. 

, HCCODt.,H B Atomic Entrgy Commiiilon 70/10/22 Ip 


--a009240024 Notlci of AEC props* ad rslai 10CFR8 b 10CFR30, “Rsla* of 
Praetlea" t ''Liciniing of Production ft Utilization 
Facllitta* DLir" ratpictlvalv 

KCCOOL.H B Atomic Energy Conmittlon 70/10/20 Qpp 


"B0092400S9 Ditcu**** propoiad rulaa 10CFR2 ft 10CFfi50 ra affteti/a data 
of Initial dicltion* authortilng iiiiranca of 0L» Racommfndi 
that Commliiion adopt iminda Commant* on notlca of propo*ad 
Tulamiklng incl 

PRICEiHl. Atomic Enorgy Comnlftlon 1DCPR2 71/01/14. 5pp 


-~aO0924D0i)3 Conainti on propotad rulaa 10CFR2 ft SO, on bahalf of Eav* Ktw 
England Conmlftlon ihould unifartaka thorough ft comprahanilva 
raviiu of •ntlra llcantlng ichama containad in propoiad 
ri/la,u/full public haarlng 

HESSLER.O Affiliation Unknown. lOCFfta, 70/12/26 llpp 


--B009240070 Comaianti on propo*id rulai 10CFB2 ft SO ra iff active 
data of Initial dacliloni aothoriiing lisuanc* of lli.* Change 
in procadurii undareut* corgraii lonal rivlau/ procadorai for 
objection* to itiuanci of OL Draft FR notice and, 

BUTLER, H A Environntntal Difania Fund, 10CFR2. 70/12/20 7pp 


— a0092400a& "Effective Data of Initial Dacifloni Authorlilng Itiuanca of 
□Lf, ” 10CFR2 ft SO iffocttva rule. Amend provide* for 
Immidiata iffactlvsnii* of Initial dacliloni asthorliing 
liiutnca of OLi 

HOBBS, F T Atomic Enargg CoiiAliilon. 71/01/19 4pp. 


—8009240092 Foruardi HL Price 710421 memo ft Info for Comnliiion 
com Ideration at info muting. Ineludii draft notlca of 
rulanaking, draft Hr to EJ Bauiar ft draft public 
announcement 

HCCOOL,U B Atomic Entrgv Commlialon BECY-'R 221 71/04/21 Ip 


— 8009240108 Dlicu*«tt propoltd ruli LOCFRSO ra auttioTliatlan of lou 
power opiration Ricommendi that CaminiiilQn adopt rule in 
affactivo form. Draft notice of rulemaking, Itr to EJ Daueer 
ft draft public announcimint and 

PRICE,H L Atomic Energy Conmlnlon. 71/04/21. 19pp. 


—8009240113 Inform* that Commlition approved BECY~R 221 ra propoiad 
rule lOCFRSO concerning author! tation of lou power 
operation 

HCCOOL, U B Atomic Entrgy Commliilon 71/04/29 Ip 


80092405S2 Commtnte on propotad rulamaklng, "Qualification* of Reactor 
Oparator* " Provlaion* «houid bt made far phaetng in 
adralnlftration of NRC tlnulator aaam* In eaina manner aa 
requellf icatlon aeem* 

DENTON, H R Office of Nuclear Reactor Ragulatlan, Dlractor. 

BD/OB/29 Ip 


B00924D5&3 Forward* corrected erratum iheet to be Incorporated in 
povltton (titemant, Correction provtdae further degree of 
coniervation in supporting containment ft {•olitLon 
objective* proposed by DOE 

BROWN, O.F Energy, Dept of BO/09/19, 8pp, 


8009300303 NUREO-O&BS 

"Environ Aiiatiment for Effective Change* to lOCFRSO ft App E 
to lOCFRSO, Emirgency Planning Raqulramanti for Nuclear Power 
Plant* " 

OTT, M ft Sit ft Environ Stdi. Br iformeTly Environ. Prot Sfcd*. 
Br 1 . ao/08/31 SBpp. 


PfiH PETITION FOR HULEHAKINO 


80090S0337 Advitei that SOOftOS raquait for atempblo'n of Induatrial 
radiographer* from ctrteln cod* requlTimant* la under 
conaldaretlon a* petition for rultmaklng 71-8 No Hr* of 
comment have been received In reipona* to end FR notice. 

HEMRYiJ J Trenaporte tlon ft Product Standard* Branch, 30/08/13 

&PP 


8009120492 Foruiardi quarterly rapt on petition* for rulemaking e* of 
8006-30 for trananlttel to PDA 

FELTON, J M Dlvieion of Rules and Racordi, 80/06/ IS 24pp 


8009160204 Conments on petition for rulemaking 71-0 r* raqulramant (ket 
uf*r have all document* referred to in certificate. 

Acceptance would relltv* Induatry from chore which ha* no 
benefit toward improved laf aty. 

MUNRD, J J Technical Operatumi, Inc 49PR39319 002. 80/OB/tl 


8009160206 Comments on petition for rulemaking 71-8 fron Faster Wheilir 
Energy Csrp Support* proposed etemptlon of person* under 
10CFR34 from provi*ioni of 10CFR71 12(b>,(i) ft (jj. 

THOMAS, E L Air Transport Aieoclation 4SFR399t9 003 80 /OS/ II. 

Ip. 


0009160209 Comments on petition for rutamaking 71-B ra requiring 
documantatlon referred to in llcanaa certificate or otJiar 
approval in order to deliver llcansad matl, Certificate of 
compliance is adaquete docUMentetlon to have on file. 

BROWNrUF Ralianca Teiting Leboretorl**, Inc. 4SFR39S19 001 
BO/07/30 1 p 


6009190661 Commant* on petition for rulemaking 2-10 ra Ineraaaed publl 
Invoivemant in llcinetng procaes. request should be danlad 
HAFFMANtD P Consumers Power Co 49FR26071 013 80/08/09 8pp 


PRQJ PROJECTS - PREDOCRET LICENSINO 


8009190140 Notification of contract axaeutton, Mod 9 to "Econontc 
Consulting Bves in Connection W/8tanlslaus Nuclear Unit ” 
Contractor, P Outmann 

QLAOQLAiA F Technical Asslstenca Contracts Branch FIN B-692t. 
NRC-03-79-U3. 80/06/30 2pp 


--0009190143 Mod 9, attending period of performance ft Increasing callir 
amount, to "Economic Consulting 6vcs In Connection M/ 

Btanlilaui Nuclear Unit, " 

0UTNANN>P. Outman, Petar OLAOQLA, A F. Technical Aielstanc* 
Contracts Branch FIN B'6921. NRC-03-79-1 13 80/06/30 Ip. 


PT9 lOCFBi PART 9 - 


7903230216 Confirm* action* undertaken on 790131 re ui* of llcansad 
byproduct matl by Individual* not authorlisd as user*. 

Corrsctlv* actlons'wlll halt us* of matlisacur* licandad 
matl on hand ft rasuma us* only by approval 

KEPFLER, J, 0 Region 3, Chicago, Office of the Director. 79/02/01 
tp, 


7904120080 Discusias IE insp of License 12-18044-01 on 790131-0202 ft 
forwards notice of violation, 

KEPPLEft, JO Region 3, Chicago, Offlca of th* Director. 79/04/09. 

2pp 


— 7904120082 Notice of violation from Insp on 790131-0202 NoncomplIaTic 
notsd, procured savan bulk shipments of )(*-133 marked "Not 
for Human Use," no llcansad suparvision of llcansad matl ft 
no program to msasure radioactive matl in air 
a NRC Regional Office*. 79/04/09 3pp 


7904170409 Schedules 790323 meeting to discus* none ompl lance itami 
noted in insp of LI cans a* 48~174A6-01MD ft 1 2- 1804 4-0 IMD. 

KEPPLER.J O Region 3, Chicago, Office of th* Director 79/03/19. 
ip. 


7904170412 Schadula* 790323 maating to discuss noncomplianc* itams 
noted in Insp of Llcsns* 4B-17466-01MD, 

KEPPLeR,J, 0 Region 3, Chicago, Office of the Director. 79/03/19. 
Ip. 


7906010084 Act receipt of 790306 Itr informing NRC of steps taken to 
correct violations noted In IE insp of Llcsns* OB-ieROe-OlMD 
on 79020S 

NCCLINTOCKiR 0, Region t. Phi lad* Iph la, Office of the Director. 
79/03/23 Ip 


—7906010096 Responds to NRC 790223 Itr re violation noted In IE imp 
Llcinse O8-103O0-O1MD on 700200 Corrective actions; no 
further transferi of Xe-i33 to individual* lacking nacatfar-y 
license info ft chart w/llcenslng info posted, 

IRWIN, RF. Pharmetopcs, Inc 79/03/06 2pp 


—7906010088 Dltcussat IE imp 30-14826-01 of License 0B-1B30B-0I an 
790208 ft forward* notice of violation 

MCCLINraCK.R □. Rsgion 1, Philadelphia, Office of the Director. 
79/02/23 2pp 
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7905010091 Nolle* of violation from imp on 790200 Noncompl lane* not«il 

ohlppad *«-133 to hoop u/o v*rlf«lng that ho«p iiconoo 
authonlfOd Xf*‘i03* 

• Riplan li Phlladolphlat Offlc* ot th« Diroctoi* 79/02/23. Ip 


790*2903at Ack r«e«lpt of 790429 Itr Informinq NRC of «tapi takon to 
corroct violations notad in IE Inap of Uleanta 12-10044-01 
on 790405 

K^PLERi J fl Raglon 3< Chieagot Offlca of tho Dtraitor 79/09/lB 
lp> 

—790*290896 Raaponda to NRC 790409 Itr r* vlolationa notad In IE Inap ot 
Llcan-sa 12-18044-01 on 790409. Corractlvo actlona ulll not 
tug Xa-103 w/o label "for hum«n ua*< " bloaaaag procadura 
changed U hired addl paraonnal 

ZltlMERiA M Nuclaar Pharmacy, Inc. 79/04/29 7pp 


7910020407 Oranta aitanaion to 791022 for aubmiaalon of raaponaa to 
790017 notica of violation aervad on Nuclaar Pharmacy Inc. 
©TELLiOtV Office of Inapactlon fc Enforcamant, Office of tho 
JUrector 79/09/07 2pp. 


—7912190000 Notica of violation frooi inap on 79051B 

a Raglon 1, Phi ladalph la. Off ice of tha Director 79/06/23 3pp 


0001020069 Ack racaipt of 791120 Itr Intormlnj NRC of a tap a ‘taken to 
correct violation! notad In IE Inap of Llctnia 03- 1030 0-0 IND 
on 790913 

HCCLINTOCK, R C Region !• PMladalph la. Of flea of the Director 
79/12/10 Ip 


—0001020073 Raaponda to NRC 791114 Itr re vlolationa noted in IE inap of 
Cicenae 0a-t830S-OlHD on 790913 Corrective actions dose 
calibrator will be adjoatad or rapalred uhtn activity 
maasuremonta during linearity testa differ by more than SX 
IRMIN.R F Pharmatopea. Inc 79/11/20 Ip 


— 0001020078 Ack rccalpt of 791017 Ur Informing NRC of steps taken to 
correct violations noted In IE Inap of License 00-1 8308-01 HD 
on 790913 Requeata addl Info ra doaa calibrator adjniatment 
It wipa taats 

HCCLINTOCK.R a Region 1> Philadelphia, Office of tha Dlractor 
79/11/14 ip 


7911090069 Difcuaaes IE Inap ot Llconae 12-17910-01MD on 790925 4i lOtO 
It forwards notice of violation. 

DAVIBtA B. Region 3, Chicago, Fuel Facility It tiaterlala Bafety 
Branch. 18-17910-01HD 79/10/29 Ip. 


— 0001020083 Raaponda to NRC 790922 Itr ra violation* notad In IE inap of 
Llcenaa '03-18308-O1H0 on 790913 Corrocilve actions tyrlnga 
shields will be used at all times ic llnaarlty taats will b* 
repeated upon Indication of more than lOX. 

IRWIN, R F Pbarmatopes, Inc 79/10/17 3pp 


—7911090077 Notice of violation from Inap on 790926 It 1010 Nonconpllanca 
notad: fallura to maks aurvays ra radiation aapoavra to 
paroonnal aatranitlaa, failure to oiado monthly thyroid 
readings of poraon using 1-131 It failure to mako lab survoy 
*■ Region 3, Chicago, Office of tho Director 12-1791O-O1H0. 

79/10/29 Ip 


7912040149 Act receipt of 79110S Itr Informing NRC of stops taken to 
correct violation noted in IE Inap of Llcenaa 18— 17190— OlMD 
an 791029. 

DAVIS, A. D Region 3, Chicago, Fuel Facility t< Hatarlala Bafety 
Branch. 79/11/21. Ip. 


—7912040196 Raaponda to NRC 791029 Itr r# vlolationa notad In IE Inap of 
License l2-17190-0iMI5 on 791029. Corroctlvo actlona. 
evaLuatlans on paraonnol ring badge readings for 701229- 
791C24 It 0628-0729 sent to R. 0 Landauor, JR It Co for record* 

COftERrF. M Pbarmaco Nuclear, Inc 79/11/09 4pp 


7912100310 Dtscuasea IE Inap of Llcana# 37-10461-01 MD on 790920-29. No 
ooncomfl lance noted. Kador areas Inapsctad ravlau of 
clrcuatitancaa lurroundlng receipt of package containing 
Xe-133. 

nCCLlNroCKi R Q. Region 1, Philadelphia, Office of the Director 
79/l0y09 Ip 


7912190014 Ack receipt of 790917 Itr informing NRC of steps taken to 
correct violation noted of License Sy-lBtAl-OlllD on 790618 
OfilERiB.H Region 1, Philadelphia, Office of tha Director 
79/10/03. Ip 


— 7912190023 Beaponda to NRC 790910 Itr ro violation noted In IE Inap n# 
Lleenae 37- 18461 -OlMD on 790610. Corrective action*- 
raetrlctad araa workers will ba Instructed, auditor will 
tuTvey radiation hoiard* It syringe shields will bs uaad. 

DC88EL, B Muclaar Pharmacy, Inc 79/09/17. 4pp. 


—7912190047 Raaponda to NRC 790821 Itr ro violation notad In IE Inap of 
Llcenaa 37-104A1-O1MO on 790610. Corrective action*. aant copy 
of guldellnea for radwaate packaging l< pick up to 
cwetoaior* A Inatltued training program for transportars. 

DESBEL, 8 Nuclear Pharmacy, Inc. 00618 79/09/10. 34pp 


— 7912190094 Ack receipt of 790007 Itr Informing NRC of step* taken to 
cerroct violation noted in IE Inap of License a7-IB461-01MD 
on 790618 Request* eddl Info re mgt control sy*> to bs 
received s/lthtn 7 days of Itr, 

BMITINO M Raglon 4, Dallaa, Office of the Director. 79/09/10 
Ip. 


-7912190067 Raaponda to NRC 790723 Itr r* violation* noted In IE inap of 
Llcene* 37-1B461-01ND on 790618. Corrective action*! aurveg* 
of radioactive eatl* dlacharged In effluent air from fume 
hood will be don* routinely 

CCSBELiB. Nuclear Pharmacy, Inc. 79/00/07 3pp 


-7918190073 Forward* notice of violation from IB Inap of Licanso 
a7-lB46l-t>lMD on 79061B. ^ 

ORIERrB. H. Region 1, Philadelphia, Office of the Director. 
79/07/83 2pp 


—0001020105 Diacusae* IE Inap of License 08-I830a-01MO an 790913 A 
forward* nottc* of violation 

HCCLINTaCK,R □. Region 1. Phlladalphla, Off let of the Director 
79/09/27. 2pp^ 


— BOO1O2D1O0 Notice of violation from Inap on 790913. Noncompllance 
noted. fal lure to uae leed syringe ah 1 elda, failure to record 
constancy checks on 790820-21 A failure to gerforn wipe teat 
on incoming package* 

» Raglon 1, Philadelphia, Office of the Director 79/09/27 2pp 


8001290279 Act receipt of 000107 Itr Informing NRC of atop* taken to 
correct violations notad In IE Inap of Llcenaa 
24-166 17-OlHD. 

OAVlBtA 8, Raglon 3, Chicago, Futl Facility 6 Material* Bafety 
Branch. 80/01/lB Ip 


—8001290291 Raaponda to NRC 000102 Ur re violations noted In IE inap of 
Cleans* 24-16617-OlHO Corractlva action*. have raquestad NRC 
to amend to llcante from thre* month* to yearly callbr for 
radiation monitor*. 

KEESEE.R Pharneco Nuclear, Inc 80/D1/07 Ip 


0OO218O27S Confirm* meeting to be held hetueen NRC h Nuclear Pharmacy, 
Inc on 009122 In King of Pru**la>PA to dlacua* result* of 
NRC 790002-03 inap & noted nonconpllanca. 

ORIER, B.M Region 1, Phi lad alphla. Office of the Director 
80/01/09 Ip. 


8002190283 Dltcusaet error In 800109 Itr Purpose of meeting ii to 
discuss result* of 000103 Inap Naetlng date la 600122 at 
Regldn 1 ofc 

BHITH, 0 H Region 1, Phlladtlphla, Fuel Facility b Hatarlala Safety 
Branch. BO/OI/18 Ip 


0002190229 Clarifies Nuclear Pharmacy, Inc comment* made during 800181 
meeting re NRC notice of yloletlon.Foruardi summery of fact* 
evallabla to NRC prior to Isauencs of notica Urges dlamlsaat 
or reetlsalon of civil panaktla*. 

VAKERICS, T V O'Connor L Hannan 80/02/09 7pp 


B0O30S021S Ack receipt of 791221 Itr informing NRC op atep* taken to 
correct violations noted In IE inap of Llcenaa 37— 18461-OIMO 
on 791109 Item A corrective 6 preventive actions ulll bs 
discussed at B00122 NRC mavtlng. 

0RIER<8 H Region I, Philadelphia, Office of the Director 
BO/Oi/21 Ip, 


— B0030S0219 Respond* to NRC 791211 Ur re violation* noted in IE ln»p of 
Llcante 37-18461-OlND on 791109 Corrective action* step* 
have been taken to touar amployet radiation txposure Syringe 
ihleld will be used whenever poatlblc. 

OC0BEL, 0 Nuclear Pharmacy, Inc. 79/13/21. 4pp 


—8003080224 Forwards notica of violation from IE Inap on 791109. One 
item of noncompllance noted In NRC 790723 Itr ha* not been 
totally corracted NRC has no further question* re Item B 
corrective action*. 

ORIER, D.M Raglon 1, Philadelphia, Office of the Director 
79/12/11, 2pp. 
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— S003080226 Notic« af vlalatlan from Imp on 771109 Noneanp 1 linct noted 
fioplouea ovcri ipotur *> fei lure to report overttpoturtu 
failure to conduct reiiuirfd lurvays 

» Revlon li Philadelphia^ Office of the Director 79/13/11 3pp 


— 80030S0232 Sohmltf reviied quarterly} flpurei re citremltv expoturei 
Campanil hat Initltutad adequate eteaeuret to eniure 
tlgnlf Icantlu lo-uer etpoiure levele 
l>EBSEl.i S Nuclear PharaBC 9 > Inc 79/11/13 Spp 


9003190517 Act receipt of eOOlSB ttr Informing NRC of ttepi taken to 
correct vlolatloni noted In I£ tnip of Llcecite 45-18378-01 
HD on 791305 

STONR. vf.P Region 2. Atlente. Puel Fecllitu t, Materiali Sefetp 
Branch 80/02/06 Ip 


PT21 NONCOHPLIANCE REPORTS AND RELATED CORRESPtWOENCE 


6009130599 Rivleed Part 21 rept r# defectlva pipe hangere, Revliad Hit 
of hangert fhlpped to job ilte encl 

BECKflTEDi H F Barf en-Pattereon Plpa Support Corp 79000-32-0559 
00/06/14. Opp 


B007180SSS Part 21 rept re pump failure In containment gee monltorlne 
lUi.Ceueed bg deadheading pump w/lnclutlon of check valve * 

5 bgpeet line for preiiura Rept ihould be contidered part of 
original B00403 rept 

KERCEfti H Comilpilnc ■ Delphi Sgitemi Dlv 80/08/23 ip, 


— 8003190525 Reiponde to NRC 6001 10 Itr re vlolatloni noted In IE Insp 
of Licenee 45-IB37B-01MD on 791305. Correc tlve action* 
linearity teat of both dose calibratore will be performed 
first Kondag of calendar quarter 
POTTER. M F Pharma topes. Inc 60/01/26 Ip 


—8003190529 Dltcutsea IE Imp of License 4S-1837S-01KD on 791206 Ic 
forwards notice of violation 

8T0HR.J.P Region 3< Atlanta. Fuel Facility b Heteriale Safety 
Branch 80/01/18 2pp. 


— 8003190537 Nobice of vlolatidu from Inep on 791315 Moncompl lance noted, 
linearity teite not conducted on doae calibrator* between 
Apr & Nov 1979.Recordi of radiation eurvey* performad on 
bags of eyrlnge* at diiposal not recorded 

• Region 3< Atlanta. Office of the Diractor BO/DI/IB Ip 


8003340038 Foruarde on behalf of Nuclear Pharmecgr Inc. cashier check re 
civil penalty Impoitd per 800319 notice of violation bo 
Elfrebh Allay Apothecary In Phi ladelphla. PA Hill not 
challange penalty Situation will be corrected per end 
HCDDNALD.H E. Butin, Thayer t Browrte 80/03/10 Spp 


9003250332 FO’rieard* reconitructed 1978 film badge lummarg rapt Resulte 
of tumiaary rapt* from ftS Landauor Co fc Saarl* Olegnoitlc 
will be forwarded within neit month Advise* of neve to new 
licensed facility 

KISER, a A Nuclear Pharmacy. Inc. 80/03/19 3pp 


15090532 Ack receipt of S00220 Itr re plan* & progrees In upgrading 

radiation probacbion program per IE Insp Rept 

30-15135/79-01. 

SHITH.O H Region 1, Philadelphia, Fuel Facility 5 Katerlals Safety 
Branch. 80/02/28 Ip 


—8005090533 Informe of change in 790807 propoead corrective actions re 
IE Insp Kept 30-15129/79-01. Instead of Installing portal 
monitor In threshold erea betwsan ofc* ti lab, plane to 
Inetall permanent contamination survey station 

BTEPHENBiC U. Nuclear Pharmacy, Inc GlfS-280-a 80/02/20 Spp. 


8005330554 Ack recatpt of full civil penalty payment Imposed in NRC 
800319 Itr fc receipt of licensee 800310 Itr re corrective 
actlona Info on mgt control* (, audit program eipected by 
Boosia 

STELLOtV. Offlct of tnipectlon 1, EnfoTcamanti Office of the 
Director. 80/04/07 ip 


>5300591 Forwarde IE Imp Rept 30-14385/80-02 on &00403 of 
ictlvltles under License 13-18044-01 No noncompl lane i noted 
lAVIS.A B Region 3, Chicago. Fuel Facility b Katerlals Safety 
Iranch 80/04/21. 2pp 


1005300595 IE Insp Rept 30-14365/60-02 on 800403 No nonconpllanca 
noted, ftajor area* inspac tad: riecontantnatad 
radiopharmaceutical facility. 

AOAM.N J , PAPERIELLO, C. J Region 3, Chicago, Office of the 
Director. 60/04/19, 3pp 


005300597 Submite rept re results of closeout radiation survay, 
HUBER, 8 A Nuclear Pharmacy, Inc. 80/03/07. 7pp. 


5130881 Forwards IE Imp Rept 30-1353280-01 on 800415 of activities 
inder Llctnta 13-17910-01 HD No nancomp llanc* noted 
lAVISiA B. Region 3, Chicago, Fusl Facility ti Haterlals Safety 
Iranch BO/09/07. 2pp 


•6005130684 IE Imp Rept 30-13622/80-01 on 600415. No noncompl lance 
noted Kajor areas Impec ted , metis, fac 1 1 1 1 ie* tt equipment, 
receipt 6 transfer of matt, surveys b radioactive effluent* 

It wait* disposal, 

OBEROtC, T. Region 3, Chicago, Off tea of the Director 
PAPERIELLD,C J. Region 3, Chicago, Fuel Facility It Haterlals 
Safety Branch BO/09/06, 12pp. 


0A999 OUALITV ASSURANCE INSPECTIONS 


8009090288 Informs NRC that deficlaney re welding of attmehment* to 
safety-related piping occurred In North Anna Units 1 b 2 
only Corrective action has been completed. No safety hmiard 
eilsts Further review of Item Is not warranted. 

JAGOaSiS 6 stone 5 Webster, Inc lOCFR 050 S9E 80/08/27 Spp 


8009060455 Forwards QA Program Insp Rapt 99900051/80-01 an 800505-05. 
No noncompliance noted 

POTAPOVS, U Region 4, Dallae, Vendor Inepactlon Branch 80/07/09. 

2pp. 


—0009080457 OA Program Inep Rapt 79900051/80-01 on 800509-05. No 
noncomp 1 lance noted, Kajor areas Inipeetad. Implementation of 
lOCFRSO.App B tt applicable codet li stde li followup on 
reported deficiency of sheared pin on valve disc 
HHITESELL.D E. . KELLEV, H 0 Region 4, Dallas, Vandor Inspection 
Branch 60/07/07. 7pp. 


6O09IOOS0B Ack recatpt of 800723 Itr informing NRC of itep* taken to 
correct deviation noted in OA Program Inep Rept 
99900347/60-01 

POTAPOVS, U Region 4, Dallae, Vendor Inspection Branch. 60/0B/22. 

Ip 


— 8009100219 Responds to NRC 800525 Itr re deviation noted in QA Pro|rea 
Imp Rept 99900347/80-01 Corrective actions' QA manual 
revlsad b will be released appro* 800815 

ORDHOL, H6, Oulf b Western Industries, Inc. 80/07/23. 3pp. 


—8009100223 Forwards OA Program Insp Rept 99900347/60-01 on 800503-04 h 
notice of deviation 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch. 80/05/25. 

8pp 


—8009100227 Notice of deviation from inep on 800502-04 

e Region 4, Dallas, Office of the Director. 80/05/30 Spp, 


— B009100231 QA Program Imp Rapt 99900347/00-01 on 800502-04. 
Noncompl lance noted callbr activities net performed In 
accordance w/proesdures required by OA Manual. 

WHITE6ELL, D E, , SUTTON, D. E. Raglon 4, Dallas, Vendor Inspection 
Branch. 00/05/20. 5pp 


8009110513 Forwards QA Program Imp Rept 99900387/80-01 on Q00A03. 

No noncoMpllance noted, 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch. 80/05/30 

app 


—8009110518 QA Program Insp Rept 99900357/80-01 on 800602. No 
noncompl lance noted Major arses inspected' Implementation of 
coda requirements including applicable codes b stds b review 
of vendor acblvltlee 

UK1TE6ELL, D E. , KELLEY. W. D. Region 4, Dellas, Vendor Inspection 
Branch 00/05/37 0pp 


8009120334 Forwards QA Program Insp Rapt 99900522/80-02 on 000515-20. 
No nancomp 1 lance noted 

POTAPOVS, U. Region 4, Dalles, Vendor Inspection Branch 80/07/09. 

2pp. 


—9009120339 QA Program Imp Rept 99900522/00-02 on S00515-20 Ho 
noncQffpllancs noted Major areas Inspected: seismic analysis 
of as-built safety-raiated piping sys, Implementation of 
10CFR90 in areas of design change document control. 

BR1CKLEV,R. H , AOEE, J. R. , KALE, C J. Region 4, Dallas, Off lea of 
the Director 80/07/02. lOpp, 


8009120694 Ferusrds OA Program Insp Rept 99900928/00-01 on 800518-19 
Na noncompliance noted 

POTAPOVS, U. Region 4, Dallae, Vendor Inspection Branch. 80/07/10 
Spp. 



NON DOCKETED ITEMS 


31 


— 8O(Wia0ii.57 QA Pro#r«« In«p Ropt 99900980/60-01 on BOOAlB-19 No 
nonconp 1 tanco notod Major oroat Inipactod actlvltlo* ro TE 
»iiU«tin 79-14. 

HALEtC . BRICKLEViR H . YIN. I T Roglon 4. Dal tad. Vandor 
Inapactton Branch IEB-79-14 80/07/02 Bpp 


0009190017 Foruardf OA Program Imp Rapt 99900004/ BO-01 on 600684-87. 
No nancoBp llanca notad 

POTAPOVS. U Raglon 4. Oallai. Vandor Impaction Branch. 00/07/11 
2pp. 


— B009190021 QA Program Imp Rapt 99900064/80-01 an 800624-87 No 
noncomp llanca noted. Major araai Impacted. Iraplamantatton of 
lOCFRSO. App Bi Including control oP nonconfortnancan. 
actlona l< audit* 

NHITESELLfD E . BROWN. R L Raglon 4. Dallaa. Vandor tnapaction 
Branch. 60/07/07 6pp 


B009190171 Forwarda QA Program Intp Rapt 99900786/80-01 on 600684-87. 
No nonconp llanca notad 

POTAPOVS.U Region 4. Dallaa. Vandor Inapactlon Branch 60/07/19. 

2pp. 


•BO091SO173 OA Program Imp Rapt 99900726/80-01 on 600684-27 No 
naneompl lance noted Major area* impacted OA program, vendor 
actlvltlaa. welding control ra purchaaa. laauanca (i etoraga b 
potaibla welder certification daPlclancg 

OLLER. R. C. . POTAPOVBtU Raglon 4. Dallaa. Vendor Inapactlon 
Branch. 60/07/10. 13pp. 


6C091C0199 Act receipt of 800606 6 0930 Itr* Inforning NRC of atapa 
taken to correct deviation notad In OA Program Imp Rapt 
99900109/60-01. 

POTAPOVS. U. Region 4. Delia*. Vandor Inapactlon Branch BO/OB/SS. 
Ip. 


—6009190199 Raaponda to NRC 600602 Itr ra deviation notad In OA Program 
Inap Rapt 99900109/60-01. Corrective action.: currant tanporary 
attachment* procedure* raviaad to include all aspacta of 
utilliatlon b amphaalia matl Identification. 

OAVIBiO. Plttaburgh-De* Holna* Steal Co 80/08/08 2pp. 


—6009190200 Ack receipt of 600520 Itr Informing NRC of atepa taken to 
correct deviation notad In OA Program Inap Rapt 
99900109/80-O1 Raqueata addl info. 

POTAPOVBtU Raglan 4. Dallaa. Vendor Inap ect Ion Branch 80/06/0S. 

»f. 


— 6009180204 Raapond* to NRC 800417 Itr ra deviation notad In OA Program 
Inap Rapt 99900109/60-01 Corrective action** ualdor 
aurvalllanc* rapt* reviewed b equipment corrected to produce 
electrical raqulrementa aatabliahad In welding procaduraa. 

MUELLER. A 0 Plttaburgh-D** Holna* Steel Co 80/09/80 7pp 


•6009190207 Forwarda QA Program In«p Rapt 99900109/80-01 on 800324-28 
b notice of deviation. 

POTAPOVBtU. Raglan 4. Dallas. Vendor tnapaction Branch 80/04/17. 

2pp. 


—0009190810 Notice of deviation from imp on 600324-26, 

» Raglon 4. Dallas. Vendor Inspection Branch. 60/04/16 Ip. 


—8009190817 OA Program Insp Rapt 99900109/80-01 on 600324-28 
Noneonpl lanes noted: Inatsllatton b romoval of tamporarg 
attacAmants not decumantad on fabrication check list. Melding 
procadtira alactrlcal character istlcs not matntalnad 
MHITESELL.D.E > SUTTON. J W Region 4. Dallas. Vandor Inapactlon 
Biranch. 60/04/16. 14pp. 


3009180221 Ack receipt of 600920.0604 b 0626 Itr* infonmlng NRC of 
step* taken to correct deviation notad In OA Progran Inap 
Rapt 99900929/60-01. ' 

PQTtfDVO.U. Raglon 4. Dallas. Vendor Inspection Branch. BO/OB/IB, 
If- 


—3009190283 Raapond* to NRC 600716 Itr re davlatlon noted in QA Program 
Inap Rapt 99900929/80-01, Corractlvs actions , cover ahaet*. 

Interim drawing* b Hat* of apaea Imprinted w/nuclaar 
safatg-ralatad a* appltcabls 

DARKER. N R. 01 Ibart/Commonuaalth Cos, 80/08/04 8pp. 


—0007190284 Ack receipt of 800920 b 0626 Itr* Informing NRC of atapa 
taken to correct davlatlon noted In OA Program Inap Rapt 
99900929/60-01. Raquaat a addl Info ra davlatlon Itaia* B. S b 
B.3 

POTAPOVS. U. Raglan 4. Dallas. Vendor Inapactlon Branch. 80/07/16. 

ip. 


--3009190226 Raspond* to NRC 800603 Itr ra davlatlana noted in QA Progra 
Inap Rapt 99900929/60-01 Corrective actlona ell but teven 
Itema identified In Intsrnel Audit lA-SO-l resolved. Raqueata 
sitonslon re Oevletton Items B 8 b B. 3 
BARKER. N R Ollbirt/CaMnonueelth Cos 60/06/26 2pp 


— 6009190237 Ack receipt of 600920 Itr Informing NRC of atapa taken to 
correct devlatlona notad in OA Program Intp Rapt 
99900929/60-01. Raqueata addl Info re Devlatlona B 2. S.3. C 1 
b C 4 

POTAPOVS. U Region 4. Del lea. Vandor InapectJen Branch 60/06/03 

8pp 


— B0091S022B Reaponda to NRC 800421 Ur r# devlatlona noted In OA Prograa 
Inap Rapt 99900929/60-01. Coraactiva actlona procaduraa to bt 
prepared to record annual rngt review b chengae made In 
design control program 

DARKER, N R 01 Ibart/Cammonwaa I th Cot 60/09/20 6pp 


•6009180229 Forwards QA Program Intp Rapt 99900928/80-01 on 800324-26 b 
notica of deviation. 

POTAPOVS, U Region 4. Dallaa. Vendor Inapactlon Branch 00/04/21 

2pp. 


-6009180231 Notice of deviation from Insp on B00324-20 

* Region 4, Dallas. Office of the Director 60/0-4/16. 4pp 


•8009180834 OA Program Inap Rapt 99900S29/B0-01 on BOO324-20 
Nonconp I lanes notad'no procaduraa for conducting annual mgt 
revlawi of QA programa Certain design actlvltlaa b audita 
not performed In accordance w/approved procedure*. 

HALE. C U, . JOHNSON. J M . FOX.D.F. Region 4. Dallaa. Vendor 
Inspection Branch 60/04/16. 30pp 


6009170189 Forward* OA Program Imp Rapt 99900369/80-01 on 600708-09 
No nonconp llanca noted. 

POTAPDVB.U Region 4, Dallas. Vandor Inspection Branch 60/07/21. 

8pp. 


—8009170199 QA Program Inap Rapt 99900389/60-01 on 800708-09. Mo 
nonconpllance notad Major areas inspected* evaluation of 
supplier parformanca b followup of corractlvs action taken 
re QA Program Intp Rapt 99900337/79-01. 

WH1TE6ELL. D. E . DROWN.R L Region 4. Dallas. Vendor Inapactlon 
Branch. 80/07/17 4pp 


6009170196 Forwarda QA Program Imp Rapt 99900014/80-01 on 800630-0703 
No noncomp I lane* notad. 

POTAPOVS.U Raglan 4. Dallaa, Vendor Inapactlon Branch 00/07/81. 

2pp. 


— 000917018B QA Program Intp Rapt 99900014/00-01 on 600630-0703 No 
noncompl lance noted Major areas lnap*ctad aqulpmtnt callbr. 
nondestructive aiemlnatlon b audita. 

BARNE6. 1. . ROBERDB. N. M. Rtgion 4. Della*. Vandor tnapaction 
Branch. 60/07/16. 9pp. 


8009180096 Ack receipt of 800821 Itr Informing NRC of atapa taken to 
correct davlatlon notad in QA Program Inap Rapt 
99900321/B0-01 

POTAPOVS.U Region 4. Dallas. Vandor Inspection Branch. SO/D0/28. 


— B009IB0064 Respond* to NRC 800729 Itr r* davlatlon notad In QA Progra 
Inst Rapt 99900321/60-01 Corrective ac tlons: aerial number 
lop to be uaad to control aerial nurabar Identification on 
ell tools, 

8R0MN.M E. . PEET.U. J. Anttek.Inc. 60/08/81. 3pp. 


0009160070 Forward* OA Program Insp Rapt 99900321/60-01 on 000707-10 
b notice of deviation. 

POTAPOVS.U Region 4. Delia*. Vendor Inspection Branch 60/07/29 

2pp. 


— 8009180077 Notica of deviation from Insp on 800707-10. 

* Region 4. Dallas. Office of th» Director a0/'07/y9 Ip. 


— 6009180065 OA Program Insp Rapt 99900381/80-01 on 600707-10 
Noncompl lance noted* Inap tool ana month overdue for 
callbr b serial number log not maintained 

MUNTER.VH. , WHITESELC.D E. Region 4. Dallaa, Vandor Inspection 
Branch. 80/07/29 Spp, 


8009100092 Ack racslpt of 800803 Ur Informing NRC of atep* taken to 
correct deviation noted In QA Program Inap Rapt 
99900081/80-01. 

POTAPOVS.U Region 4. Dallaa. Vandor Inapactlon Branch 90/06/26 
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— 0009180566 OA Projran In»p Rapt 9990O34A/B0-O1 on 000609-18.^6 
noncofiipllanct notad.Kajor araai Inapaetad'audlt contrail 
racardfiuddtngi nondfctructlva tatting & deiign docuoiant 
control 

HONTERiV M > HHITESELL. 0 E. Raglon 4/ Dallaif Vandor Inapaction 
Branch 60/07/01 9pp, 


o t Propratn Imp Rapi 

« not;tc« of ifavtotlon 

4. Dallat, Vendor 


99900001/00-01 on 000610-12 
Impaction Branch 00/06/29 


0OO-*?l 0010*7 Not lea of davlatlon from Irtp on 800610-18 

Koglon 4i DalLaii Vandor Impaction Branch. 00/06/23 Ip. 

“OOOVlaoilV OA Program Imp Rapt 99900001/80-01 on 000610-12. 
on c amp 1 1 nne • rtotmd.matl not tracaabla tc itartlng matl par 
Proculur* e Matl not labalad w/clianlng data ra QC 
tJtd KN-86ai4f> 

MCNEICL., H M , WHJTEaEi-L. 0. E Ragion 4, OaUat, Vendor Impaction 
Branch OO/OA/ 23 . 6pp. 


I0091QO16V Ack rwcalpt of BOOB06 Itr Informlnp NRC of ttapi takan to 
‘••''iatlo'n noted in OA Program Intp Rapt* 

99900400/00-01 

I OTAI ava« tf Flagion 4. OaLlati Vendor Intpactlon Branch. 00/09/02 
ip 


-0009100177 R*«p«nd« to NRC Itr ra davlatlona noted In OA imp Rapti 
00/7*?*- 0-4 99900400/00-01 Correct iv» «etior».MPOO 

calculation procad'ure ravltad to define common knowladga 
daalgn Inpwia 

QUICOERTi D E. Babcock It Mllcoi Co. 00/08/06. 2pp 


'B0091QO1Q9 Roaponda to NRC Itr ra daviatllom nutad in OA Imp Rapti 
99900400/79-04 & 99900400/00-01 Correct! wa act lorn, 
avaluatlon of calculation pactagaa (hows common knowledge 
thaory to ba tachnically laund 

OUlLBEnr. D. E. Babcock It Milcox Co. 00/06/24. 10pp. 


0009190014 Ack receipt pf 000703 t 0004 Itn infarmlng NRC af itipi 
takan to cornet deviation noted in flA Program Imp Rapt 
99900299/00-01. 

POTAPOVB. V Region 4i Dellasi Vendor Inipaetion Branch 0O/OB/2B 

Ip 


— 0009190017 Raipondi to NRC 000716 Itr re deviation noted in OA Prograa 
Imp Rapt 99900299/60-01 Corrective actloni.baie natal 
repair 6 Inconel cladding completed bg tanper bead welding 
technique 

WHITE. C.E I ALMEDA. 0 C C-E Power Sgitemt 80/00/04 9pp 


— 6009190020 Ack receipt of 000703 Itr informing NRC of itape takan to 
correct deviation noted in OA Program Imp Rapt 
99900259/00-01 Addl Info requatted 

POTAPOVBiU Region 4i Dallaii Vendor Intpcctlon Branch, 80/07/16 
Ip. 


— 0009190024 Rifponde to NRC 000606 Itr re deviation noted in OA Progrea 
Imp Rapt 99900299/80-01. Corrective actlom' documantatlon 
for production welding (treated in training program It 
voltage meter on power aource replaced. 

WHITErC E I ALMEOAiO. C C-E Power Byitemi, 00/07/03. 3pp. 


—0009190027 Foruerda OA Program Inap Rept 99900299/00-01 on 0OOS19-23 tc 
notice of deviation 

ParAPOVBiU. Raglon 4. OaUati Vendor tnapectlon Branch. 00/06/06. 

2pp. 


—0009190029 Notice of deviation from Inap on 000919-83. 

• Raglan 4> Dallati Office of the Olroetor 00/06/09. 3pp, 


0091004Q4 Ack racalpt of B0O613 It 0013 Itre informing NRC of atepa 
kalran to correct tfaviatlon noted In OA Progren Imp Rapt 
9VifOoa4 9/00-01. 

POTAPOVBjU Raglon 4i Dallea. Vendor tnapectlon Branch. 00/00/26 

ip 


— 0009190031 QA Program Imp Rapt 999OOSS9/0O-O1 on 800919-83. 

Non comp 1 lance noted; uee of nonapaclfled detail welding 
procedure ti performance of production welding ualng anparaga 
It voltage valuaa above allowed rangaa. 

POTAPOVa.U. I ELLERSHAMi L E, , BARNEBt 1 Region 4i Dallee. Vendor 
Impaction Branch SO/06/09. 10pp. 


-000*7 1 004 99 Raaponda to NRC B00909 Itr re deviation noted In OA Program 
Inap ftmpt 99900249/00-01 Corrective actlona ravlaed Bection 
3 Cj««» I valve drawing* to have flange backfacliig machlnad 
ualfig 3/tA — Inch radlua tool blta. 

LITTLCriELDr ^y. E. Conmrgan Co 00/08/13. Ip 


8009290307 Ack receipt of 800730 Itr Informing NRC of atepe taken to 
correct deviation noted in QA Program Inap Rapt 
99700346/00-01 

POTAPQVBt V Region 4i Dallaai Vandor Impaction Branch 60/08 /81. 
Ip. 


0009100495 Reepond* to NRO 80090? Itr ra deviation noted In 0A Program 
Inap Rapt 97900249/80-01 Diaputei NRC flndlnga of deviation 
ra backfactn-g nvachlning tfetaile Draulnga under review, 

Oariaral note raqulramente to be Incorporated. 

LI TTLEElELDi J -J £ Lonargan Co 00/06/13 2pp. 


— 0OD92SO313 Reapondi to NRG 000030 Itr re rfevlatidn noted in QA Prograd 
Inap Rapt 99700346/80-01. Corrective actloncPORa changed to 
reflact correct F number applicable at time of 
qualification, 

FRANCOtBiE. I i HVCKi M V Velan Valve Co. 00/07/30. 9pp, 


0O-O91OO9OO Forivard* QA Program Inap Rept 99700245/00-01 on 000421-28 Ic 
natl-ca of deviation 

POTAROVG.! if. Raglon 4a Dalleij Vendor Impectlon Branch 00/09/07. 

app 


00091G03O2 Notice of deviation from Inip on 000421-22 

e Region 4 j Dallaat Office of the Director 60/09/08 Ip 


—0009250328 Foruerda OA Program Inap Rapt 79900346/00-01 on 000603-09 k 
notice of deviation 

POTAPOVSi U, Region 4. Dallaai Vendor Impaction Branch. 00/06/30. 

2pp 


— 8009290326 Notice of deviation from Inap on 600603-09. 

a Region 4i Dalleai Vendor Inapeetion Branch. 80/06/27. Ip. 


600710090B OA Program Inep Rept 99900245/60-01 or 80042 1-2S 
Ifoncomp J lanca nutad; remove 1 of radlua of Dorinet 0082010172 
by backfaclng operation contrarv to code raqulrementa It 
drawing dSmaniiuna. 

KEULV# W D « RHITESELLi O. E Region 4i Dallair Vendor Inapeetion 
Branch. DO/O9/O0. 9pp. 


—6009290327 QA Program Inap Rept 99900346/80-01 on 000603-09 
Noncompl lance noted, teat coupon not welded within WPB 
• peclflad amparage range, 

UHITESELLiD E • KELCEVi M, D. Region 4. Dallaai Vandor Inapeetion 
Branch. 00/06/27 13pp 


D9I00929 purivard* QA Program map Rept 99900099/60—01 on 000604-09 
No nonConipl dance noted 

"OTAPOVBi U Region 4 j Oallaai Vendor Inapeetion Branch. 80/07/07 

2pp 


0009290310 Ack receipt of 800724 k 0821 Itra informing NRC of atepa 
takan to correct devlatlom noted in OA Program Inap Rapt 
99900049/80-01 

POTAPOVSi U. Region 4i Dallaai Vendor Inapeetion Branch. 60/09/03. 

Ip 


J009 100536 QA Program Inap Rept 99900099/60-01 on 600604-09 No 
noncomoJ lance noted Major areaa Inapacted corrective action 
U oaMrlc con.ldopationi re potential eorit deftcleneg 
InvDlvlno Turkey Point Unit 4, Including aaieeanent of cauae 
BUTTONj vf W * WHlTEBELLrD E Region 4, Dallaai Vendor Inapeetion 
Branch aO/07/01 6pp. 


—0009290312 Rtaponda to NRC 800629 Itr re devUtlom noted in OA Pregraa 
Inap Rept 99900049/00-01. Corrective actlona: corrected 
procedures for visual Insps t< celeulattona Include backseat 
loading on cover 

TONEATTIiV. U Atwood It HorriU Co , Inc. (subs, of Foe ter Nhealar 
Corp ). 60/00/21 Bpp 


19111056a Forward* QA Program Imp Rept 99900344/60-01 on 
OTAPavarU^**R»Bi pn 9, Dallas, Vendor Inspection Branch 
fP 


000609-12 

60/07/03 


— 0009290314 "Performing Visual Inap of Matli It Items " 

LYONBiH 0 Atwood It Horrill Co., Inc. (subs, of Foster Nhealer 
Corp ), QC-210-4. 80/09/12. 2pp. 


NONDOCKETED ITEMS 


— GO0iK2^0319 Forwardt JH Cowlay Itr Inadvartantlv omitted from ratponaa 
te QA Pragram Inap Rapt 99900049/00-11 ra Claaa 2 Mga Stop 
Chad Valva u/hvidraulie aparator 

TONEATTli V. W. Atuood ti Morrill Co > Inc (lubt of Foftar Mhaalar 
Corp } eO/07/31 2pp 


— 8O09a9<]<il& "Dailgn Strata Rapt for lA-lnch - 1500# Claas 2 Uga atop 
Chack Valva u/Kydraullc Operator " 

a Atwood ti Morrill Co < Inc (tuba of Potter Mhaalar Corp 1. 
79/01/09. 3pp 


— SO0929O3ka Raapondt to NRC 000629 Itr ra deviation noted in QA Program 
Intp Rapt 99900049/80-01 Corrective actiont eurfaco defacte 
cauaad bg arc etrlkaa are being alleilnatad li area around 
taeporaru attachnante marked to that area can te identified 
TDNEATTIiV. U Atwood l< Morrill Co > Inc (tube of Potter Mhealer 
Corp. ) 80/07/24 3pp. 


— B009390020 Porwerdf OA Program Intp Rapt 99900049/80-01 on 900309-06 i, 
notice of deviation. 

POTAPOVSrU. Region 4. Da Hat. Vendor Impaction Branch 00/06/29 

8pp. 


— 8009290322 Notice of deviation from intp on 80090S-OA. 

a Region At Dallat. Office of the Director 8O/06'/19. 8pp 


— 8009290323 QA Program Intp Rapt 99900049/00-01 on 800505-06. 
Neneoetpl lance noted: detign It ttrett rapt did not include 
celculatlont force iapotad by operator in doted potltlon U 
procedure* did not provide for removal of turface defacte. 
MHITESecu D. E. . KELLEV. H. 0. Region 4. Dallat. Office of the 
Director 80/06/19. 14pp 


REOeO REOVtATORV OUIOES 


7909040723 Commentt on propoted Reg Ouldc 1 XXX' contldere etatic 
calibration for manual ecanning it more repaatab la. tcannlng 
at Incraatad <2X or 6dB> tantltivltv level onhancat 
resolution auetilont determlnetlon of naar/far degradation. 
HOORE.R.L. Affiliation Unknown. 79/07/19 2pp. 


8009020829 Forwerdt notice of Ittuance It availability of draft R:ag 
Oirtda 0. iOH 710-4>. 'Haalth Phytlct Survey in U Mills.'* for 
publication In PR. 

CHI1.K.B, J. Office of the Becretery of the Conmlstlon. 00/08/19, 
If- 


—8009020931 Notice of ittuance k availability of draft Rag Ouide 0 
(OH 710-41. "Health Phytlct Survey in U Hlllt " 

OOLLER.K Ft. Dlvltlon of Siting/' Health k Safeguardt Btandarde 
80/00/11 Spp 


8009030061 Forwerdt notice of ittuence h avellabtlity of Reg Guide 
8.29. "Caltbr t> Error Limlte of Air Sampling Inttrumente for 
Total Vol of Air Sampled." for publication In PR 

CHILKi 6 -J Off let of the Secretary of the Commletlon 80/08/15. 
*p. 


— 8009030067 Notice of ittuance k availability of Reg Ouida 9 29. "Cmllbr 
Ic Error Llmltt of Air Sampling Inetrumentt for Total Vol of 
Air Baaipled “ 

tllNOOUE.R. B. Office of Standardi Development. Director. 90/09/12 
3pp 


0009090147 Commentt by Inetltuto da Invettigacionat Elac tricat on Reg 
Ouida 1.57. "Detlgn Llmltt k Loading Comblnatlone for Natal 
Primary Reactor Containmantt 8yt Compontntt. " Regulatory 
potltlon portion ttemt incomplete 

LIMARES.P. Affiliation Unknown PCL/Ol/90 60/07/03 Ip. 


B009100626 Adviset of inability to andorte Rag Ouide 1, 97. Revlt ion 2 In 
pretant fora. Suggettt that tcope of guida be reduced or 
eontantt clarified, 

PLESBET.H 8 ACR8 - Advteory Committee on Reactor Safeguardt 
80/08/13. Spp. 


8009100672 Forwardt corrected paget & tupplemental Info tubmlttad at 
end to 800410 Itr re propoted rag guide. "Lightning 
Protection for Nuclear Power Plantt. " 

JOHNBONrI. a Affiliation Unknown. 80/04/18 16pp 


6009120933 Commentt on propoted Revltlon 1 to Reg Ouida 8 12. 
"Critical Ity Accident Alarm Syt " Exempting new fuel tboraga 
araat from criticality monitoring will improve revitlon 
since these area* fit into tlie constralntt, 

SULLIVAN. T. J Gontumert Power Co. 9992. 80/07/29 Ip. 


9009120540 Commentt on propoted Revltlon 1 to Rag Ouide 6 13. 
"Criticality Accident Alarm Syt." Pago R.tecond line 
“hand 1 ad. used or itorad" doat not explicitly Include 
transporti even though trantpor tation It adifretted 
BDSHELL.J M C I du Pont de Nemourt tc Co . Inc 80/07/23 ip 


8009190167 Commentt on propoted Revltlon 4 to Reg Ouida 8 0 "Info 
Relevant to Enturlng That Occupational Radiation Eipoturet 
Mill bo ALARA *' Rule ludicrout at NRC It re/iuettl-ng more 
ttrlngant rcqulremanti for tnduetry than for NRC itaff. 

CHASE, 0 Affiliation Unknown SD/08/19 2pp 


8009190174 Comment! on propoted Ravltlon I to Reg Ouida 10 6: If 
raqulrcmentt for datallt are ellminatad rog guide would be 
more utaful aid to obtain llcenee k would not raquira amende 
whenever tuppllar relocatei h/or model number It changed 
CADENA, D. O Southwiit Retetrch Inetituta aO/Oa/OS ip 


8009150229 Comment! on propoted Reg Ouide OH 902-4. "Inatructlon 
re Rltk Prom Occupational Etpoeura " Mall done tummary of 
radiation rltk on fairly lophlttlcatad level. Matl unlikely 
to be undartkood by tone radiation uorkert 
OVERSEROER.C 0 Hlcblgan. Unlv of. 80/07/2? 3pp 


8009150230 Cemmantt on propoted Rag Ouide OH 902-4. “Inttruction 
ra Ritfc Prom Occupational Radiation Expotura " Ouida 
conclution that tpreadlng out dote may reduce rltk It 
contrary to "Low Dote h Leukemia Rapt " 

TUMA.A T Popular Bluff Hoip Popular Bluff. MO 80/07/24 3pp 


8009150343 Commentt on propoted Reg Ouide OH 902-4. “Inetructlona 
re Rltk From Occupational Radiation Expotura." Info mutt be 
pratentad In manner which can be underttood I. eatlly 
comprehended bu wortar. 

HICKS. M H Utility Uorkert Union of America 80/07/25. 4pp 


8009150309 Comment! on propoted Rag Ouide -OH 902-4. "Inttruction 
re Rltk From Occupational Radiation Expotura " Analogy 
between tmoklng Ic radiation axpotura It inappropriatt 
becaute tmoklng rltk it much greater than radiation ritk. 

CURT18.N U Panntylvanla Power k Light Co ER 100450 80/08/12 

2pp, 


8009150320 Conmantt on propoted Rag Guide OH 902-4, "Inttruction 
Re Rltk From Occupational Radiation Expotura." Blat rtndort 
inttruction moanlnglttt h may Invite carelettnttt 
LCMIS. H. I. Affllletton Unknown 80/07/23. tp 


8009160366 Addrettet requl rementt of Reg Guide 1.92 pertaining to 
clotaly tpaced nodet h llttt tupportlng reft. Vendor will 
recommend 8AR amend for plantt undtr NRC review 
OANO.H. 0 General Electric Co MFM-I57-B0. 80/09/09 Spp 


8009190299 Retpondt to FOIA raquett for iS documentt lifted in 
bibliography of NUREO-OAaS. "Rapt of Siting Policy Tatk 
Force." Documentt 6-0 4. 13 are available in PDR Forwardt 
remaining documentt. 

FELTON. J H. Dlvltlon of Rulat and Reeordt BO/09/04. Ip 


—8009190987 8ECY~79-362 

Informt Comnlitlon of propoted changet to meteorological 
model utad In attettlng potential accident c ontaquincct for 
nuclear plantt. for dttarmlnatlon of alt» acceptability ti 
adequacy of anglnttrtd tafety faeturat 

MINOGUE.R D Office of Standardi Development, Director 79/06/04 

7pp. 


— BG0919C612 Draft Hag Ouida SB 724-4. "Atmotpharlc Dltpertlon Kodeli 
fur Potential Acclde'nt Contequenca Attexamentt at Nuclear 
Power Plantt " 

* Office of Btandardt Development. Director 79/G6/04 29pp. 


—6009190624 Draft value/impact attettmant of propoted Reg Guide 88 
724-4. "Atmotpherlc OiapaTtlon Modela for Potential Accident 
Contequence Attetimentt at Nuclear Power Plantt." Reg guide 
thouldi be davaloped Documentation and 

a Office of Btandardt Davelopment. Director 79/06/04. 34pp 


8009190703 Commentt on proposed Rag Ouide OH 902-4 ra occupational 
radiation aipoture* becaute employert have conflict of 
intarett. courtes of instruction ahould be ettabllthed which 
would be admlnlitered by agenciet other than employer 
COLLINS, p. Oil. Chemical k Atomic Morkert Inti. 80/08/14 3pp 


8009190717 Commentt on propotid Reg Ouide OH 902-4' tuggettt tome 
tpeclfic rewording. 

L0VAA8. A Colorado State Unlv 80/08/14 Ip 


8009190726 Requetit propoted Reg Ouide OH 941-4. "Info re Eniurl'ng That 
Occupational Radiation Exputuret at U Hlllt Mill be ALARA " 

OHLBSON. K Affiliation Unknown 30/08/17, Ip, 
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I009l'?0733 Ca(n<n«nt« gn propa««d R«g Quid* OH 710-4 faver* potUcatlon 
w/)ia mmjDr- ch^nga*. 

BWlrq/sVAOE^e H unknown 80/08719 Ip. 


RESSAHCH AND TECHNICAL ASSISTANCg REPORTS 


00903001Q ao*?<iaooto 

"Baaji Input for LOFT HELAPS CaleuUtlan* " 

EEC. E J • QHAUUVj P J. , MINTER8«L E0><0 Jdaho^ Inc- 
E60-LorT'*9l99, 00/07/31 23pp 


FIN A-604B, 


oowaoaoo Butnitta bl~M0nthlg atatt*! Itr rt LHR pToiPuro v*»*el 
dottmwVrv prograM for Apr May Ivao.Ooeoaont eltarane# 
raguaat* pubk tcationa ralaaio «« cRart* af ASTM ltd* for 
aurv»tVl«nca of nuclaar raactor praaPura vatiala ancl 
PREOToMj C C. Ifanford Englraartnd Davalopmanfe Laboratory 
flO/07/ie 9pp 


8052704 


)0V09O399 "LOFT Uva«t Rod Taat RatuU* Evaluation. “ Intarnal tiehnloal 

COtcO Idafio* Ine. USNRC-P394 00/07/00 


rapt 

DHIBKELL. U E i TOLMANr E. L 
73pp. 


>09090409 "PDF-LOCA Tat* aarlaa.Taat LOC-A^ Tharmal Full Bahavier 
Prppra/aj Expar imant PraifictXana. " ^ 

LCPEOne. N T . WATERMAM. M. e. , VACKLE.T. R. EOM Idaha. 

A'AOAi, Eao-TFDP-S193 00/07/31. iP 


me. FIN 


0W90409 "liultlTad Burtfc Tait PragraW PraHminarg Raaulti o# 8-9 
tOlB) Eundt* T*»t* " quick look rapt 

CHAPMAHfR.M < CROWLEY* J, U , HAVHEe. R F, '’** 

Uaborafcorv- FIN B-OlHO. ORNL/WRBT-9. 80/07/14. 4app. 

09090135! "Phyalcal Protection oP Nuciaar FaelUtlai." acnthly 
:HAFMAN*L!*Df * Band la Vab orator 1 ea. FlN A-lOiO 80/08/19. 7pp 

>9090770 "0af«flOard* for ProUfaratlon Railitant Fuali." proflriH 

tADHELUru!^^* ‘Drookhavan National Laboratory FIN 4-3281. BO/oa/20 

Off 

I9I004I9 •ipowor-Coolinp-HIiniatch Teit Earla* Tait FCM“7< quick look 
.p/wita. O. T,* LEFEBRE^N.T . HCCARDELL, R. K EOM Idaho. Ine FIN 

,»60*t. fiOO-TFaP-saie. ao/os/3i. flspp. 

9100900 "Atfvoncad Iniatru«ankatlon lor Rtflood Slodiaa Program. 

:5o.‘rO.‘r*SAS«llklE,H.L ^ a-* Laboratory. FIN 

-0413. ORNL/FTR-BSa. 00/00/11, 9pp, 

9100830 "LOCA T-*t Barl.a.Toat LDC-0, Tharm.l Fu.l. B.havlor 

EOfcO Idaho, Inc FIN A-i04I 
00/07/31. AEpp. 

,100530 -OUO.Ir,. Or..* lOCSTRN I OCOTSa. Fo.l B.h.vl.. nol.l 

lomCTi*:" EOw’'!:.!:” Vnc. F.N.-6050 Eao-CO.P-5a.. 

I/Q7/31. 47p9. 

■1,0.10 ■B.a.ou.rd. 

P 

„o„» -A.i'j'"* 

oiratt r*pfc Northwait 

lAftftAl. P. C. p eo/oa/ia ^fP 

Nir«t«rv. F4" ® 

110.31 

'“r '';‘j'’®t.tt.ll. n.«.rl.l In.tuo... P.tl.lc 

IKv'V.oSSn;!' piH 

,0.03 

<MV i;.‘l'““. 

'.Sit, F?J 

j A«-lual* for Byprodoet RakH 4. Small Ouantikiaa 
mR.R. O • ORNU/HA0RD-9O. 80/08/18 6pp. 

iratory 


8009110574 “Advafieid Initrufantation for Raflood studlaa, " foralpn 

LLoforS^B . DINKINS, M A Oak Rldga National Laboratory FIN B -041 9. 
ORNL/fTH- 892. 80/0B/08 5pp 

8009110634 "saf, guard. Analy.i. 

of Bf«, “ topical rapt aumaiary of doekat ”*• . ,^0 

RANDOLPH. M.L Oak Rldga National Laboratory FIN B 6108, 
0RNL/HASRD-e9 80/09/05, 85pp 

8009110876 "Evaluation of Doekat Filai of Tarmlnatyd Llcaniat, • 

KjrMl.?”''"!craSoS’S N.,i™.I L«,r.,.r,. rm 

^_^(jS5-r ORNL/HA0RD-0a 80/07/31 21pP 


8009110885 "Program for Standarditod 

rnnfeAlfisrta auAtttrlv r»0fr Apr-JUft# iTev ... x-. - 
WHITKIDESiO E., WE0TFALL.R M Oak Rldga National Laboratory 
0-0178 QRNL/C90/tNF/B0 00/07/29. t9pp 


FIR 


8009120567 "Blv of Raaetor Oafaty Raiaareh-ORNL Program!." monthly 
HVNATT^F, R.*^* Oak%ldga National Laboratory. 0O/OB/IO 90p#. 

8009120571 "Oafinltlon of Param.tari fo^r ”**** 

Eolldif Ication fa Spant Foal Storage Faellltlai, monthly 

I”5i;;«."5‘'5:.''S!.l'“..i™.l F,«.-0.35. iemu 

Op? 

0009120573 -mva.tlg.tlon of 

Praiaura Pula#*, " "‘“'’thly progra.i ^*9* ITS®. .70^3 

OREQIKlVi H. a. Loi Alamo* 0cianblfle Laboratory. FIN A /D»o 
WX-a-3775 00/08/08 2pp, 

0OO912O5S1 "atoam Hatar Initrumantation Davalopmant Program tr 

T^HAsI’dIo ^'’oak^Rldgi'" National Laboratory FIN B-0487. 
0RNL/FTR-B97 00/00/13 9pp. 

0009120590 "Intagrat.d Oaophyiical fa ^‘'^f 

P3.anauork of 30th Parallal Llnaamant in Vicinity of 
Intaraoetior W/E»tan»ion Of Niw Madrid Fault Ion*, annum! 

gSAllE^.M'^Vy^dui Unlv, KELLER, O.R. T.ia., Unvl. of. B1 P*»p. 
LIDIAKfE. 0. Flttiburgh, Onlv, of. FIN 8-5971. NR C -04 -76 323 
BO/OB/31, 14app, 


8009120666 "Loft Monthly Progr I. . R»P^" 

KAI/FKANiN C. EOfaO Idaho, Inc LO-MR-007, 80/07/31. 


I07fp. 


8009120733 “Fopaea.tlng Elactrleity Damand by Stata fa by OtH Sve 
Araa," monthly progrt** rapt for Juna 1900, B-nioo-a 
CKERN>N>3. Oak Rldga National Laboratory FOM B-OI90 8. 
ORNL/ED/EAB-90. 00/07/15. 5pp. 

8009130311 "Advancid Initrumantation for Rtflood atudla* (AlRBJ. ' 

s;sK}!F“‘“i!t‘ 5 i;;!‘N;n."S',-in;i...,. oo«7„5. 30 ,.. 

8009150543 Forward, ag.nda for 801027-31 alghth wat.r raaetor .afaty 
raaaarch info muting at NBB in ealthiTiborg, MO, Bi-__tor 

BUDNITIfR J Offlci of Noeliar Rigolatory Rtiaareh. Dlraetor 

80/07/20. 20pp, 

8009160492 "Inveallgatlon of 

A- 7029. HX-8-37B6. 00/00/14. 3pp. 

8009160490 "Matl Control fa Accounting Ef f octtvin.,. Evaluation 

Oavalopmint. " '"•'’*•’*9 P''“*’'**M*f* FlN A-01I5, 80-00-08-02. 

pQOOIOr^ U-iwr^nc# Livtrfflor# LJbdr«it*ri/ F*w 

ao/o9/o7- iipp 

A-31S0. BMl,-NWRE0-2al99 80/08/31 163pp. 

A-6042 EOO-CDAP-3166, 00/05/31 157pp 

0009240253 "Environ Aamimant* of Fual Cyela FaelUtta*. monthly 

”'’‘o]i^Rldi^‘Nf?ion.l Laboratory, FIN 5-0279 
0RNU/ED/ei8-134 80/07/31 6pp 



NONDOCKETED ITEMS 


3se 


300^40391 "Application of Intarnal Friction Nondattructivc Evaluation 
Taehnlitua for Ootacting Inelplant Cracking of Dgpaia Lina* ti 
Pipaa In BWR Piping 8y«. " prograa* rapt for BOOi33-OB13j 
Rapta 7 li 5 

a Oaadalaan Aiaociataat Inc NRC“04“78-a42 SO/00/13 7pp 


8009SA0069 "CoMpariaon of Conputad Danaity Profiiaa from Tranalont Flou 
Callbr Facilityt Uilng Thraa or Six Baaa Haaaurinionta " 

HEACHUHi T. R » UAHBACHi J. L. , HANSONi D. J EOliO tdahoi Inc 
U3NRC-P394 30/08/14 3lpp 


&00936007S "LOFT LT0F Thormocoup la Tharaal Anatgali to Oatarmlno 
Tranatant Tamp Ratponaa ” 

HQMELLfS.X EOfcO Idaho. Inc RE-A-80-038 80/06/23 17pp. 


8009260099 "LOCA Taat 8ar laa. TC-3i Eipar Imant Oparatlng Spac " 
V6CKLE. T.R • HATERHAN.KE. E0t>0 Idaho. Inc FIN A-6041 
EOO-TFBP-Oasl 80/08/31. S4pp 


S009260S4S "Analyala of Baaiaeala Nod-1 LOCE 8-04-6 Ualng TRAC-Pla 
Coaputar Prograa. " prallmlnary aaaaaamant rapt 

DEMNIE.P.N E0t(0 Idaho. Inc FIN A-6047 EEO-CAAP-SIBI. 80/06/30. 

82pp. 


8009260930 "Aaaaaamant of Radiation Doaot Raiultlng from Raloasaa of 
Rn-222 <1 Ra-a36 froa U Mining & Milling Actlvltlof ” 

Monthly progroaa ropt.Har 1980 

TRAVIS. C.C.. MCDOWELL-BOYER. WATSON. A P. Oak Rldga National 
Lakeratory. FIN B-0281 0RNL/HA8RD-76 BO/04/22. 3pp. 


B009260938 "Kaaaurtd Effacta of Fual Rod Intornol Oaa Praaaura 4c Xanon 
Cancantratlon in Oparatlng Fual Roda ti Comparlaon H/Baaic 
Thaory It FRAP Calculatlona. " prallalnary rapt 
MIUERiR.H. ( APPELHAN8.A D EObO Idaho. Inc. FIN A-6041. 
eoo-TFRP-saaa so/os/si 93pp. 


REVIEW ORP NRC RESEARCH REVIEW GROUPS 


B009190962 Notlflaa of 800903 aamlnar In Bathaada. MD ra matlt aging. 
FElT.R Dlvlalon of Raactor Safaty Rataarch. 80/09/03 2pp. 


RH RtfLEHAKINO 


8009100490 CoiiMianta on RM 90-9. public ihould ba advlaad of advantagaa h 
dliadvantagao of Implamantlng Pu racycla. NRC ihouId not hava 
tavmlnitad afforti on OEBMO fuala, 

DECHER.U. Affiliation Unknown. BO/09/03. Ip 


8009160324 Raguaata OE8HO ra fual ba coaplatad. Info It naadad for 
futura daclalona ra raprocattlng of tpant nuclaar fual. 

VILLEMY. S. R. Affiliation Unknown. 49FRS3933 003. 80/09/08. Ip 


8009160420 CoiMiantt on rulamaklng 90-9 OEBHO proeaadingt thould ba 
raapanad to provida aarly procadural framawort for 
aubaaRuant llcantlng. 

RICHARDS. R. 8. Oanaral Elactrtc Co 49FR93933 004. 80/09/08. 2pp. 


8009170366 Comaantt on rulamaklng 90-9 ra mlxad oxlda fual.OESMO 6 
othar ractfcla-ralatad llcantlng procatdlngi thould contlnua 
Poiltlva afflrmatlvt action to approva llcanaat raconmandid. 
KIRK.W.F. William F Kirk. 80/08/28 4pp. 


8009220231 Oaitnantt on rulamaklng 90-9 OESMO proeaadingt should not ba 
rtaptntd. Oppotai any action which would ba contrary to 
non-prollfaration policy, 

HCLAUOHLIM. H. T. Affiliation Unknown. 80/09/12. Ip. 


8009230233 Commantt on rulamaklng 90-9; OESMO proeaadingt thould ba 
raapanad. Racyc ling of nuclaar fual it graatar prolifaratlon 
rlik. Proeaadingt can claar way for tantlblt nuclaar policy 
LAMBREMONr.E.N Affiliation Unknown 80/07/16. ip. 


8009220237 Commantt on rultmaklng 90-9: OESMO proeaadingt tbauld ba 
ratumad 6 comp latad, Raprocattlng t< racy c It of (-WR full 
should bt consldtrtd. 

TS0ULFAN1CI8.M. Affiliation Unknown 80/09/19. Ip. 


8009230240 Commantt on rultmaklng 90-9, OESMO proeaadingt thould bt 
ratumad imnadlmtaly dua to INFCE raaultt b domaitlc public 
oplnlont, 

BARRV.D. Affiliation Unknown. 80/09/14 Ip. 


8009320249 Commantt on rultmaklng 90-9* tupportf rtfumption of OESMO 
proeaadingt. NRC thould avaluata nuclaar futl raeycllng on 
tachnlcal/anvlron batli, 

OEISIEWSKIi P. Affiliation Unknown 80/09/16 Ip 


BECV POSITION PAPERS BEFORE THE COHMISBIQN 


0009030292 8ECV-B0-342 

Notlflat of propoiad contract rantual to 8H1 tnti for 
contlnuad rataarch In Ildar tacbnology No conflict of 
Intoratt would raiult from award. Ftndlngi & datarnlnation 
tncl 

DONOGHUE.D.U Dfflca of Admlnlitration 80/07/23 6pp. 


-8009030299 Flndlnga 1. datarmlnation atattmant proposing rataarch by 
SRI Inti on "Analyalt of Atmoiphtrlc Diffuiion Through 
Application of Lldar Ttchnology " 

MORTON.K-V Rttaarch Contractu Branch HALHAN.E L Divltlon of 
Contraett SD/06/19 3pp 


8009040459 BECy-80-349 

Submlti aamlannual rapt of 3D program cost U achadula Lait 
of Cora 1 3D ECC8 raflood It raflll taati In JAEftI 
Cylindrical Cora Taat Facility conplotad In Hay 1980. 

Facility thut down until Jan 19SI. Supporting matl and 
BUDNITZiR. J Off lea of Nuclaar Ragulatory Rataarch. Dlractor 
80/07/29 Bpp. 


8009040461 BECV-aO-293 

Informt of Ofc of Nuclaar Regulatory Rataarch comnantt on 
ACRS rapt to Congriit - NUREO-0697. “Ravlaw It Evaluation of 
NRC Safaty Rataarch Program for FVBl. " Annual ACRa ravlaw 
If axtramaly valuable Specific commantt and. 

BUDNITZ.R J Of flea of Nuclaar Ragulatory Rataarch. Dlractor. 
80/09/19 90p 


8009090123 Addl ratponta to FQIA raguast far racardt parka Inlng to 
propotad flra protactlon rula 

FELTON. 0 M Dtvliion of Rulat and Racordi. 80/08/09 Ip, 


— B009050126 Forwardt 9andla Labi 770919 1> 0904 mamot ra flra proti 
In nuclaar pi anti << 8ECY-79-47a updating statut of NRC 
actions In ratponta to UCS patltions 

HANAUER.S. H TMI-a Unrttolvad Safaty taauas 79/11/08 9pg. 


—8009090131 BECY-79-47a 

Inform! Commlitlon of praiant atatut of NRC actions In 
ratponta to UCS petition for emargancy t< ramtdlal action b 
petition for raconsldaration Sevan itamt hava bean 
complatad 

DENTON. H B. Office of Nuclear Raactor Rogulation. Dlractor. 
79/08/08, 4pp 


8009230141 aECy-78-330 

Racommanda that Conmlstlon approve corretpondanca w/ 
concerned parties to obtain clarification of cQ 4 Rmanks on 
790908 FR notlca ra provisional view on Pu racycla 
CHAPMAN. K R offica of Nuclaar Material Safety b Baftguardt 
78/07/03 gpp. 


—8009230149 Raspondt to 8ECY-79-338 ra conmtnta racaivad during Pu 
recycle pro-ceadlngt, RacoMandatlon thould be accepted w/ 
caution. Raq,uai t for clarlf Icatlon will delay comraant 
procedural, 

STRAUSS. P L. Office of the Oanaral Counsel. 79/07/07. 2pp 


—8009230274 GECY-79-63a 

Forwards draft FR notice re scope b pmeeduree for generic 
Pu recycle environ atatament b Intarlm llcantlng actlone. 
BHAPARiH K Office of the Executive Legal Director. 79/11/10 
. 49pp 


B0090900S3 8ECY-aO-293 

Meekly Info rept for wk ending 800613 

REHMt T A Office of the Exacutlva Director for Operations. 
80/06/16 40pp 


8009090799 aECY-79-430 

Informs of Dfc of Nuclear Ragulatory Research commente on 
ACRB rept to Congress - KUfiEO-0496, "1970 Review b 
Evaluation of NRC Safaty Research Program " ACRS comnants b 
racommandattons useful Specific commente end 

LEVIHE.S, Office of Nuclear Ragulatory Rasaerch. Dlractor. 3370 
79/07/06. 26pp 


8009190410 Forwardt rttponaai to 000927 quaationt ra Info provldad by 
NRC on S0090I concerning dlffarancaa In role of NRC h 
Exacutlva Branch in processing export requests. Supporting 
docuMtntatlon tncl 

AHEARNE, 0. F Commlttlon 80/08/22 i3pp 


—8009 1 904 1 B 9EC V- 78-2 16A 

Forwards documankt ra propotad license for Trantnudaar. Inc 
to export hlgh-cnrlchad U to Sweden 

SHEAtJ. R Office of International Programs. Director. 78/09/11 
3pp 
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0009180369 TT«n«cr<|)t ai BOO904 public Acatlng in Uafhlngtonj OC rf 
dltcutilon tc vote on •nferetnitn t poltctf Pp 1-91 
• Ccflinifaion 80i'09/04 93pp 


“8009100277 9ECY-aO-139A 

Riconmcndi adoption of propoaad policy of anforcamint action 
at Inttrlra guldanca Draft FR nottca and 

STELi-OfV Office of Impaction & Enforccmanti OPflca of tha 
Dirac tor 80/09/27 SOpp 


— 6009180284 Sunmary of Comnliilon OODSl? naating In. Uatb lngton> DC ra 
8ECY-80-139 dealing w/NRC anforcamant program Rtvltad policy 
difcuitad but no final conclualona raachad 

CHILK>8 0 Office of tha Sacratary of tha Comm 1 talon 60/03/38 
IP 


— 8009180291 Cdinnanti on 8ECV-B0-139 ra anforcanant policy MHC diva must 
tubmlt a Itarnatl vai to Eiacutlva Director of Oparatloni 
AHEARNEiJ F Coininlaaion 80/03/24. 4pp 


— 6009160298 CoRunantt on propoiao anforcamant policy Policy paper la good 
flrat atap but of llttla utt If Ucontaa convmltniaiito tc KftC 
ttda art not in anPorcaabla form 
BRADFOROtP A Commlailon 00/04/09. IBpp 


6009190299 Roipondi to FOIA roquaat for 13 documanta llatad In 
bibliography of NUREO-0629. "Rapt of Siting Policy Tatk 
Forca. " Documanta 6-0 t< 13 ara avallablo In POR Forwarda 
raoalnlng documanta 

FELTONi J H Dlvlalon of Rulat and Record a 80/09/04 Ip 


—8009190320 SECY-75-910 

Raapondf to Conmltalon direction to develop altarnatlva 
plana for ravlilon of coda ra powtr reactor a 1 ting 
ragulationi. Forwarda diagram of achaduling no tworkj nafceup of 
atudg panel !< atudy & taak icopa of work 

MINOOUEtR B Office Of Standardi Davolopnonti Director. 79/09/12. 

6pp. 


6009190358 Forwarda 8ECV-7S-286i concerning reactor aitlng policy taaua 
la largt & compllcatod NRC will prapara oral brlafing to 
outline principal araaa of concern Sc potential aolutiona. 

OOSSICKi L V Office of the Eiacutlve Director for Operationa 
76/03/23 Ip 


—8009190366 8ECY-76-286 

Forwards "Staff Ravlau of Bite Evaluation Policy (< 

Practice " Rtconmenda that Conunlttion hold further 
dlicuasiont u/Dlractora of NRC ofca to develop baala for 
daclalona concerning futurt tlta evaluation policy. 

MINOOUE.R D Office of Standarda Davalopmanti Director 76/03/29. 
4pp 


•8009190370 “Staff Ravlau of 8tta Evaluation Policy t« Practice. " 
a Commies ion 76/09/29 9Spp 


— 8009190377 Provldta racommandatloni from ravlau of aitlng poUclaa for 
llcanaing nuclear facllitlat Racoiwaandt that criteria ha 
devakoped for othor portloni of fuol eye la. Ralatod 
documantation and 

KERR> 14 ACR8 - Adviaory Commlttaa on Reactor Saftguarda 
75/12/10 3Spp 


•8009190383 Informs that Ooamiislon bat revlowad SECV-7g-9ie ra reactor 
aitlng Program daecribad ra dovolopmant of policy paper la 
not fully coniiatant u/lntant of Commlaalon directive Llata 
Commlaalon rayuaita ra program 

AKDERStU A Office of tha Ecacutlva Director for Operationa 
73/10/30 3pp. 


3009190386 Diacuaaaa review of 760301 memo ra reactor alto evaluation t< 
practice Paper nttds algnlflcent Improvement in defining 
further actions h providing baali for Cemnlaalon decision on 
those actions 

HUBERKAN.B. Offlea of Policy Evaluations 76/03/lT ip 


-8009190390 Dltcuaiaa reviou of reactor site evaluation policy & 
practice Review it wall written It makee ptrauaelva etatamant 
for thorough ravlelon of ailstlng ilta avaluation policy. 
Propoaed aettoni rt siting policy leiuae end 
STRAUSSiP L Office of the Oeneral Councal 76/04/01 13pp. 


-8009190394 6ECY-76-2e6A 

Reyuaete Commission approval of development plan for nuclear 
facility aitlng policy It practice ravleion Racommanda that 
Commlaalon approve proposed plan It direct staff to proctad 
w/programs Related documentation and 

HlNOOUEiR B. Office of Standards Dave 1 opnionti Director 76/12/14, 


— 8009190397 Forwards comments on development plan for nuclear facility 
• Itlng policy It practice Raguaets that eommante be ravlewadt 
nodif tad> commantad on ti summarliad 

REHiltT A Office of the Eiacutlve Director for Oparatlone, 

76/11/23 ip. 


— 8009190480 Dtacuseai davolopmont plan for nuclear facility siting 
policy It practice ravlelon. Principal concern Is whether NEPA 
considerations will racalva adequate attention 
STRAUSSi P L Office of tha Oanaral Counsel 76/11/23 2pp 


— 6009190464 Conmente on 761103 draft of "Davalopmant Plan for Mudoar 
Facility Siting Policy It Practlco Rovlslon " Draft le not 
adaquato raiponse to Commloston 760830 guidanco Ofc of Stde 
Devalopment retponeo end 

HUBEHHAMi B Office of Policy Evaluations 76/11/11 13pp 


— 0009190470 Provides Conmleelon comments on 8ECV-76-286 r« roactor aite 
evaluation policy study Rapt provides valuable partial 
background for eita avaluation policy formulation. Lilts 
benefits of cohesive. explicit siting policy, 

CHlLKiS. J Office of the Secretary of tha Commlaalon 76/00/31 
3pp 


--0OO919O4BO Responds to 760831 request for comments on Commission review 
of 8ECV-76-206t "Staff Review of Reactor Bite Evaluation 
Policy 6 Practice." Ofc of Stde Davalopmant will produce 
program plan, ra reformulation of oltlng policy 

MlNQOUE.R B Office of Standards Dovalopmontt Director. 76/09/24, 

2pp 


— 0009190484 Racommends public ralaaee of BECV-76-266 !< 8E0Y-76-286A on 
aitlng policy It practlco Raquosts review li concurrence in 
placement of documents In PDR. 

MINOOUE.R E Office of Standards Development. Director. 77/03/02. 

2pp. 


— 8009190498 Reap ends to 770302 request to review SECV'-76-2a6 tc 
8ECY-76-2S6A ti concurs w/raeoRMsndatian to place ifocunants 
In PDR R« lease of documents should be coordlnatsd w/Ofc of 
of Oeneral Counsel 

BHAPAR.H K Office of the Exocutlva Logal Director 77/03/lB. 
Ip. 


“8009190314 BECV-77-2S8 

Forwards proposed general policy etatamant on nuclear 
reactor tlta evaluations Racommenda that Commletlon provide 
guldanca on propottd policy atatomant l< dlractivo ra 
davalopmant of raplactmant regulation. 

HlNOOUEiR. B Office of Btandardi Davalopmant. Director. 77/06/07 
97pp 


—0009190320 BECY-77-28a 

Commanti on gsnoral policy etatamant ra nuclear reactor site 
avaluatlone Paper le inadequate It doaa not eat forth range 
of options opan to Commission. Poetlblo legal problsma exist 
w/general policy atatomant approach. as proposed 
KELLY. J. L Office of tha Oanaral Couneal. 77/06/02 3pp. 


— 8007190326 Forwards comments on 770527 draft of "Oanaral Policy 
Statement on Nuclear Reactor Site Evaluation Policy, * 

Oanaral approach le Inadequate for Commission decision ra 
general reactor site avaluation policy 

TERRELL. N Office of Policy Evaluations. 77/06/02 tlpp. 


—0009 190332 0ECY~77-433 

Bubmltt policy etatsmsnt on altarnatlva site avaluatlone 
under NEPA for nuclear generating stations. Recommends that 
Commlislan require review li approval of applicant site 
salactlon process prior to accaptanca of CP application. 

MINOOUEi R, B Office of Standards Development. Director. 77/00/16 
70pp 


—8009190539 Comments on draft of "Policy Statamant on Alternative Site 
Evaluation Under NEPA for Nuclear Stations " Paper le 
suitable for Commletlon review Value of paper could be 
enhanced by and eommante, 

PEDERSEN. K Office of Policy Evaluations 77/07/IB 6pp 


—8009190546 Comments on propoead policy statomont on evaluation of 
alternate eltce, Policy etatamont does not clearly identify 
how Commleelon will act to enforce stde. Related 
documentation and 

KELLEY. J. L Office of tha Oanaral Couneal 77/07/29 Bpp, 


“8009190330 aECV-7S-371 

Ravleae 8ECy-77-2S8. "Oanaral Policy Statamant on Nuclamr 
Power Reactor Site Evaluations " Recommends approval of 
general statement of currant policy on nuclear power site 
avaluatloni for publication in FR li draft itr, 

HINOOUE.R. B Office of Standards Davalopmant. Dlraetor 78/07/03. 
SOpp. 
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000?I90997 Llttis CoiMilsvion r« 4 U«*t« for further action to &• taken on 
9ECY-77-SSQ concerning eltlng policy it practice Four eltlng 
policy leeua papere ehould be foruarifeil to Comnleeion ai 
propoeed In echeilula 

CHILKi 5 J. Office of the Secretary of the Conunieeion 77/06/30 

apj 


>-8009170963 Commente on general policy etatement on current nuclear 
reactor site evaluation Llete Iteint which should be 
considered before statement Is adopted it published Ofc of 
Bttfs Development responses end 

BIIAFAA. H. K Office of the Executive Legal Director 70/09/08 
Bff 


—0009170907 BECY-79-362 

Inferas Commission of proposed changes to meteorologicat 
taodel used In assessing potential accident consequencas for 
nuclaar plantsifor dotermlnatlon of site acceptability It 
ad'equacy of engineerad safety features 

rtlNDfll^i R B. Office of Standards Developmenti Director 79/0&/04. 
7pp. 


— S007170612 Draft Rag Oulda SB 724-4. "Atmospheric Dispersion Mode It 
for Potential Accident Consequence Assessments at Nuclear 
Power Plants " 

o Office of Standards Development. Director 79/06/04 27pp. 


--S009190624 Draft value/impact aeeesement of proposed Rag Quids 86 
724-4. "Atmospheric Dlspertlon Hodale for Potential Accident 
Consaquencs Aesesiments at Nuclear Power Plants." Rag guide 
tbsvld bo developed Docunsntetlon and 

e Office of Standards Development. Director. 79/06/04. 34pp 


8009240969 BECY-80~393 

Forwards executive Drench response on pending Transnuclaar. 

Inc application for llcanea to export highly enriched U to 
Japan. 

BHEAiJ. R. Office of International Programs. Director. 80/0B/22 
If 


8DO9S90276 Transcript of S00704 Affirmation Session 80-39 to discuss 
feel for wlthdrawl of applications for CPs l< OLs In 
Uashlngton. DC. Pp 1-2. Draft proposad rules end. 
e Cenmlstlon 60/09/04 20pp 


—9009290280 BECY-80-364 

RecoBMonds rocovery of licensing review fees for 
applications denied, withdrawn, suspandad or postponod Draft 
FR notice end. 

CONOOHUe. D. J. Office of Administration. BO/OB/04 llpp 


8009290021 Transcript of B00916 public meeting In Uashlngton. DC re 
dlecueelon t. vote on Commission progren to revlou OL 
eppllcetlorist AM session. Pp 1-62 
AHEARNE.J. A. Commission. 80/09/16. 69pp. 


—©009290032 8ECY-B0-414 

Requests approval of concoptual draft plan re systematic 
safety evaluation of all currently operating nuclear power 
reactors. H/draft 90-dav status rspt. considerations ra 
Idsntjf Icatlon of regulations it draft public announcaieant 
DENTON. H.R. Office of Nuclear Roactor Regulation. Director. 
BO/09/09 3lpp. 


8009290409 eECY-80-40B 

Informs Cemaisslon of Executive Branch responee on pending 
export application X6NK-1666 for Kartlnl Research Reactor. 

Copies of original application t. Itrs of assurance end 

SH^i J. R. Office of International Programs. Director 80/09/04. 

aapp. 


STATE PR 00 STATE PROORAHS 


8009020316 Submits review of draft NUflEO-0676 re proposed nuclear data 
link. Recommends that specific provisions re determining 
potential for breaching barriers to radioactivity roleasa ti 
monitoring site meteorological data ho added 
BHEACYrM C South Carolina. State of. SO/08/27. 2pp. 


8007020900 Rocommsnde that grants or contract program be developed to 
provide funding for mendatee to permit statee to exarciee 
responelb illtle* originally bestowed on AEC. Meeting of 
Agreement Statee t. NRC would be appropriate 
AXELROD. D. New York. State of. 80/09/11. Ip. 


£009030170 Expresses appreciation rt Southern States Energy Board 
concern about future role of Ofc of State Programs Views 
aipretseiT In Itr will be carefully conetdered In any 
reorgan I latlon affecting Ofc of State Pregrami. 

DIRCKS.U, J. Office of the Executive Director for Operaklone 
80/08/04. Ip 


— 8009030164 Expresios concern on behalf of Southern States Energy Board 
re transferring of Agreement states Program to any lieanslng 
dlv. Ofc of State Programs is most rasponslvo b responsible 
organlietion in federal asteb litbment 

NEMETH. K J Southern Btotes Energy Board 60/07/29 Ip 


00070D0191 Confirms dtscuselon following review of administrative & 
technical aspects of radiation control program No comments 
on areas examined. 

KERRrO H Office of State Programs. Director 80/0B/12 ip 


B009050361 Forwards draft radiological enorgtncy preparedness plan, 
addressing criteria In NUREO-0694 M/o end 
DAVlDOFFiD, B New York. State of 8&/O9/0'2 2pp 


8009080399 "Rspt to Praildent:8tate Radiological Emergoncy Planning t. 
Preparedness In Support of Commercial Nuclear Power Plants " 

MACV. J M. Fsderal Emergency Kanagement Agency. 80/06/30 390pp 


B009QS0499 Confirms dltcusslont u/K Schntlder re review t. evaluation 
results for regulation of agretnenk metis. Submits 
recommendations for review completion planned for end of gr 
Comments on racomnendetlons requested 

KERRrO. U Office of State Programs. Director 60/08/06 2pp 


—8009080462 Confirms B00719 discussions w/K Schneider re review fa 
evaluation results for radiation control program No 
recommendations on adequacy will be meds at this time 
Comments on sncl technical recommendations requested 
KERR.O M □fflce of State Programs. Director 80/07/30 9pp 


8009100074 Forwards State of OA transportation surveillance program 
third quarterly (third yr) progress rapt 

JANINEK. H Office of Stats Programs. Director. NRC-OA- 78-362 
60/08/ 17 2pp. 


— 8009100097 Forwordi State of OA transportation survotlianca progren 
third quarterly (third yr) progrets rapt. 

1N0RAM.U. D. Oeorgte. State of NRC-0&-78-362. 60/06/14 4?pp 


0009190497 Ack receipt of 800811 Itr re results of NRC Jol 1960 rtvieu 
of radiation control program for agrttmont matle. Revlau will 
b# completad by eccompanylng field inspoctors during wk of 
G0090B Suggaets meeting date for late Sept 1960 
KERR. 0, U Office of State Progrems. Director 80/08/26 2pp. 


8009190863 Submits simlsnnual rapt of activities performed through 
B00630 per UMTRCA grant to State of CA 

FESa.K.B. California. State of NRC-06-80-30B. 80/08/27. 2pp 


8009190874 Submits eemlennuil rspt of actlvltlee in response to KRC 
800612 request Reportable artex Include preparation of 
laglelatlontregulatlone (< devtlopmont of admlnletratlve 
procBdures 

HAZLE.A J Colorado. State of NRC-06-80-31 1 80/07/26. 2pp 


—8007190877 Forwards seniannuel financial status rapt Jan- June 19B0 h 
request for rslmbursenient per UHTHCA grant to State of CO 
8HAN80N.M V . HAILE. A. Colorado. State of NRC-06-eO-311. 
80/08/01 3pp 


8009190681 Submits technical performance rspt re NRC-06-eo-310 per 
aecond quarter requirements. 

VAOEN. J. Nevada. 8t«te of NRC-06-e0-310. 80/06/30 Ip. 


3009190891 Submits semiannual rept of actlvltlos h forwards 
status Topt through 800630 for UMTRCA grant to State 
of MM 

WOLFF. T. A New Mexico, State of. NRC-06-80-076. BO/OB/09. 4pp, 


8009190894 Forwards program technical performance rept. 600206-0630. per 
UMTRCA grant to State of TX 

BAILEV.E. D Texes. Stats of. NRC-06-Ba-307 60/08/20 3pp 


6009230699 PNA-80-33 on 600903. Med leal Rtioarch Foundation. Inc. sh Ipped 
4 vials of mlcrospherts teggsd w/Yb-90 Customer notified 
company of apparent tagging problem Eight patients treated 
OA will not reeuthorlie shipnentt w/o FDA verification. 

KERR.O.M, HCQRATH.JR Office of State Programs. Director 
60/09/16. Ip. 


6009240260 Forwards status rept of activities ti financial rept through 
800630 

STRONO.T H Washington. State of NRC-OA-eO-306 80/07/31. 9pp 
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B007Z60204 Dltcutftf NRC rivlcu b cvalu*tton of CO radiation control 
progran Program for rogulatlon of agraomont matlf. adoquata 
to protoct public health ti oafaty Raqutoti commonta on 
racoomanifatloinf on technical aoptet* of program 
KERR. 0 U Offlc* of Btata Programt. Director SOi'O^yCB Spp 


TOPREP VEMDOR REPORTB AKD RELATED CORREBPONDEKCE 


8009030023 Diicuotei ichodulo for Alternate SA ATU6 plant mod* propoiad 
in Draft Vol 4 of NURE<9-04AO Propooed ichedule unrcallitlc 
due to non-ATUS modi Preliminary cchedulo of 3 5 grt reachad 
u/Hiddla South Bvci li noro roallctic 

SHERWOOD, 0 0 Otntral Electric Co fIFN 14A-60 SO/OS/SS 3pp 


B0090200S1 PoTwardf TVA-TR79-lAi Revlolon 4, "QA Program Daicriptlon for 
Dtaign, Const tt Optratlon of TVA Nuclear Pouar Plant*, “ In 
raaponta to NRC SOOSIB 1 tr> 

HILLS, L H Tennaoffa Vallag Authority. BO/Oa/26 Ip 


—0009020103 TVA-TR73-IA R4 

"QA Program Daicriptlon for Daeign,Conct !• Operation of TVA 
Nuclear Power Plenti," Revlilon 4 
a Tannaeiaa Valley Authority 90/08/31, SOpp, 


S009030128 Forward* lacond requtet for add I Info re IICAP-9S00, “Rtf 
Core Rapt 17 < 17 Optlniiad Fuel Aeeembly ” Requeitt 
luhalttet echadulc to divtlop NRC review achedule. 

KILLER, tl.R Standardlietlon h Speclel Projact* Branch 80/08/03 

4pp 


B009020237 Advleae that SEP Owner* Sroup haa contracted u/VRB/Bluna to 
davalop t Inplamant program to cetieiically qualify cable 
trayt at SEP planti. Anchorage will be addraieiad aa part of 
prograffl Entire progran will require approi IB month*. 

SCHAFFSTALUr R. KHC. Inc. BO/OB/Sfl Spp 


B0090S0364 Suparcadts BO0SO7 Itr to NRC re organl latlonal change 
notification raqulramant*. Info provided re recent 
organliatlon change* aade within nuclear power ganeration 
fa englnaarlng divi 

TAYLOR. JH Babcoct fa Ullcox Co, 80/08/37 Spp. 


^8009030359 Forward! draft Ravlaion 3 to “Corporate Operation* Nanual. 
Part IV ■* Functional Manual*. Sac tlon I ~ Nuclear OA Manual." 
RAU8CH.U P Burn* fa Roe Co 80/08/29. Ip 


—8009030364 BfaR0E-CDH4-l-NP R3 

Draft Rtvlelon 3 to “Corporate Operation* Henual.Part IV - 
Functional Manual*. Section I - Nuclear OA Nanual ** 

» Burn* fa Roa Co 80/0B/29, 73pp. 


8009030337 Forward* Ravlilon 2 to OE rapt. f£t)0-lt309~04A. "Nucliar 
Energy Builne** Oroup BWR BA Program Daicriptlon." 

R*vI*ion* tffal w/organliatlonal change* per DE 800806 ttr l< 
alternate poiitlon change per Reg Oulde 1 133. 

BREED. A. Oanerel Electric Co BO/OS/S6. 9pp 


S009030663 S6-1 ISOS 38-00 

"Evaluation of Initrumantatlon to Detect Inadequate Core 
Cooling." prepared for 177 owntr* group. 

FROTH.D Babcock fa Ullcoi Co BO/OB/15 ISpp 


B009040409 Notlfie* of organiiatlonal reetructur ing within Uater 
Reactor Dlv, Now Strategic Operation* DIv encoaipaiae* iteam 
generator lyi.natl* anglneir ing. plant margin Improvomant 
actlvitici fa man/machlne interface product line. 

ANDERSON. T.M. Uaitlnghouie Electric Corp. PAS-PTM-fiO-SSS 
80/08/37 Spp. 


8009050323 Forward* NEDO-24757* "Caorio Safety Relief Valve Dlecharge 
Teets Phaae II T*»t Rapt." nonppopr i ctaru vereton. 

NEDE-34737-Pa lubmltted on B00703, 

BUCCHOLZ.R H Oaneral Electric Co. HFN- 145-80 B0/08/39 Ip. 


— B0090S033B NEDC-247B7 

"Caorio Safety Relief Valve Di»charge Teite Phaie II Teet* 
Phan II Teet Rept. " 

» Oeneral Electric Co. SONEDOSA. 00/07/31 100pp. 


8009030363 Forward* "Dptrator Training Bve* Initructor Reqoallf Ication 
Program " 

JANECEK, DL. , DIETZ.C. H Oeneral Electric Co CRD 80036 80/07/31 

If. 


■0009030365 “Operator Training Bve* ln«tructor Requal If ication Program " 
a Oeneral Electric Co 90/07/31. 6pp 


8009100130 Summary of 000627 aeetlng w/Waetlnghouea In Bethtida>pfD r» 
NCAP-9SOO> "Ref Core Rapt 17*17 Optlmlred Fuel Aetembly. “ 

MUNDViVA. Core Performance Branch 80/03/13 4pp. 


8009100233 Forward* "Reiponie* to NRC Quaetloni on Topical Rept 
DAH-10133PiRevl«ion l.Mark C Fuel Aeeembly LOCA fa Balamtc 
Anatyeli.May 1979." Reeponee* withheld (ref lOCFRS 7901 
TAYLOR. J H Babcock fa Ullcoi Co. 80/09/03 ' tp 


B009100S32 Forward* CE-l-A, Revlelon 14 re OA program 
NAVOHTGNiU F Commonwealth Edleon Co 00/09/05 Ip 


—8009100348 CE-l-A R14 

OA program. Revielon 14 

e Commonwealth Ed lion Co BO/09/09. 69pp 


B009110333 Raapondt to FOIA requeet that epeciflc lletad documint* be 
placed in PDR 00 Eicenhut 760302 memo to K Ooller will bo 
placed in PDR 

FELTON, J.H Divlelon of Rule* and Record* 80/09/04 Ip. 


— 8009110347 Forward* topical rapt evaluation of N£DE-S11S6> "Buppl tnf» 
for Plant Mod to Eliminate Significant In-Coro Vibration. " 
EI8ENHUr,D 0 Division of Operating Reactor* 76/03/03 7pp. 


— 8009110331 Topical rept evaluation of NEDE-211S6< "Buppl Info for Plini 
Mod to Eliminate Significant In-Core Vibration " Mode are 
acceptable 

» Offlc* of Nuclear Reactor Regulation, Director. 76/03/28 
36pp 


EK>09110436 Forward* "Oenerlc Reload Fuai Application." Amend 8 for 
rovlew fa approval. Change* incorporated Include 12 new fuel 
bundle enrichment daelgne fa C-lettlca fuel bundle*. 

Proprietary Info withheld (ref lOCFRS. 790) 

ENOEL. R E General Electric Co. HFN~147-80 80/0B/36 Spp. 


— B009110443 Forward* Amend 8 to. "Oenerlc Reload Fuel Application" 
containing nuclear charactarletlce table* for 13 new fuel 
bundle declgne. Amend 8 fa affidavit withheld 
(ref 10CFR3 790). 

ENGEL. H E Oeneral Electric Co 80/00/23 Ip, 


0009120203 Buboilte review fa analyel* of 8AF8T0R holding partode.Coet 
dlffarancee between 30 fa AO-yr etoraga period* would not 
juetlfy coet of performing analyete, 

BMITHrR. 1. Smttelle Memorial Inetltute. Pacific Northwest 
Laboratory 80/06/18 Spp. 


8009120370 Confirm* 800904 talcon r* uca of BfaU TAFV code for fuel fa 
ECC8 enalyeie Traneitlon will begin from TAFY to TACOS for 
fuel fa ECC8 anal ytii. Current fa revleed LOCA limit* provlda'd. 
Raanalyeif will b* performed after NRC approval of TACOS. 

TAYLOR. J.H, Babcock fa Ullco* Co 80/09/03. Spp 


8009120360 Forward* oparattonal OA program description. Revltlon 4. 
Draft 3. 

RENSERGER. D. L, Hathlngton Public Pouar Supply System 
ELE-GCB-B0-36e. 80/09/02. Spp. 


—8009120363 WPPaB-OA-004 R4 

QA progrsfflrRevielon 4. Draft 2. 

e Uashlngton Public Power Supply System 80/09/02. 87pp. 


8009120586 "Analysl* Summary In Support of Early Reactor CoDja'nt Puep 
Trip. " 

» Babcock fa Ullcoi Co. 80/08/28. 81pp. 


6009120664 flaaPflrins NRC position on incorporating Leieont Learnsd 
Short-Term Requirement 2 1,3 b In TMI action plan, 
tnatrumentatlon fa guideline* for indication of inadequate 
reactor core cooling do not satisfy long-term requirement. 
ROSa.D. F Division of aystem* Integration. 80/09/09. 2pp. 


9009160193 Forward* NEDE-240H-P-A. App D App D withheld (ref 
10CFR2 790). 

ENGEL. B.E. Oeneral Electric Co MFN-156-B0. 80/09/00. Ip. 


8009160366 Addrea*#* requirement* of Reg Guide 1.92 pertaining to 
cloeely spaced mode* fa list* supporting ref *. Vendor will 
recommend BAR amend for plante under NRC review. 

GANO.M.G General Electric Co MFN-187-60. 80/09/08, Spp 


8009160424 Forwerde addl info on NEDD-242S9, "Oenerlc Info for Barrier 
Fuel Denone tratlon Bundle Ltcenelng. " in reeponte to NRC 
800828 requeet. Requeste NRC approval by 600930 so that 
hardware mfg can begin Oct 1980, 

ENOEUrR E. Oeneral Electric Co. MFN-18A-B0 80/09/11 33pp. 


NONDOCKETED ITEMS 


3S9 


—eoQ9i604aA oEAP-astta-a 

’DMonttratlon o# Pu«l R««l<tant to Pollot-Claddlng 
Intoroetlon Photo 2 - Socoritf aoitlonnual Ropt>Jul-Dtc 1979 " 

« Afflllatioti Unlcnoun ARHIHO> J B i RDSENBAUH.8 OtnoTol 
Eloctrlc Co W-7B ao/03/31 B7pp Avatlablo «t NTIS *4 00 


e<009ie0341 Forwardt corroctod WECAN tolutlon to NRC banchnark probUn 
(our Enel A dltcotttt dlfforoncot In tuo lolutlonttCncl B 
provldot tirmnarv rotvlti (i addl tolutton It givtn In Enel C 
Enel B & C bard eoplot In Central Fllot only 

ANCERBOMf T. M. Wtttlnghouto Eloctrle Corp N8--TMA-2300. 00/09/03 

2pp. 


e00919QlS7 Notlflot oP rovlow of util 800219 «< 0719 tubmlttalt ri 
organl latlo-nal changot within wator reactor dlvt tc product 
att-uranct dopt. Enel changat arc accoptabla tt thould ba 
Incorpgratad Into next ravlalon of WCAP-e370 
HAASBjW, P Quality Atturanco Branch 80/08/14 Bpp 


81009190449 Porwardt WCAP— 9704 It HCAP-97A9i proprlatary It nonpropr iatar y 
variton ofi "Docunantatlon op Mattlnghouta Cora Uncovarp 
Tattt 4i Saall Drtak Evaluation Modal Cora Hiitura Laval 
Modal," Proprlatary vertlon withhold (raP 10CFR2. 790) 

JUROCMSENtR M. American Electric Power Co t Inc. 00-40. 80/09/19. 

llpp. 


“8009190493 HCAP-9769 

Nonpropr latary vertlon of "Documentation of Wattinghouaa 
Cora (Jneovarg Tattt tt Small Break Evaluation Modal Cora 
Klktura Laval Modal. " 

ANOCRSONtT H Uattinghouta Electric Carp < Nuclear Energy Suatamt. 
80/07/31 29pp. 


8009190497 Forwardt proprietary it nonproprlatary vartlont of ratponaat 
le NRC raiiuaat for addl info on Addendum 1 to HCAP-8720 
Proprietary vartian withheld <raf 1DCFR2 790). 

ANDCRBONi T. N. Haetlnghouta Electric Corp. i PNR Syattmt Dlv. 
KS-TMA-2303. 80/09/09 28pp 


8009190978 Notification of 800911 naatlng w/C-E It Omaha Public Powtr 
in EathaadatHO to dlteutt guidallnaa for plant anargancy 
precadurat. 

BtCflON. B. Reactor Syttamt Branch. 80/09/09. 3pp. 


8009220139 Farwarda propriatary It nonproprlatary vertlon of. "Dow 6yt 
for Bolldlf leatlon of Low Laval Radwatta from Nuclear Powar 
Plante." rtvltlng 780331 rtpt te Include Amende 1 through 3. 

(MENtO. B. Dow Chemical Co 80/09/18. Ip 


B00932C279 Documantt commenti made at NRC BOOB27 meeting u/lnduetry 
rapraaantatlvae re NURE0-0377. NUREO-0977 doat not 
ditllngulth batwaan Integral It nonlntagral eupporte. 

Intagral eupporte have had more raetrlctivi raqulrtmente. 
ANDEReONiT.M Uaetlnghouea Electric Corp. NB-TMA-2304 SO/09/09. 

4P- 


8009220399 8NL-NUREQ-280A0 

"Beneltlvity of Rlek Paranetere to Human Errore for PMR. " 
SAMANTAfP. t HALLtR. E, Brookhavan National Laboratory. KERR.H 
Michigan. Unlv. of 80/09/11. IRpp. 


8009230308 Forwardt addl data to NEDO-24708. prepared by OE on behalf oP 
BUR owner e group. Rapuhllcatlon of NEDO-24708 anticipated 
Incorporating prapubllcatlon natl aubntttad tinea original 
publication. 

BUCHHOLZf R, H. Oanaral Electric Operating Plant Ownare Oraup. 
MFM-1A2-B0. 80/09/16. i39pp. 


8009230308 Forwarde addl data to NEDO-2470Bi praparad by OE on behalf of 
B4M ownare group Republication of NEDa-24708 anticipated 
incorporating prapubllcatlon matl aubmitted tinea original 
publication. 

BDCHHOLZ. R. H. Oanaral' Electric Co RHB-074-eO. 80/09/16. iOSpp. 


8009230430 Forward! nonproprlatary vertlon of NEDD-24790i "Mark II 
Centalnmant Program. Caor to Extended Ditcharga Taet Rapt. " on 
behalf of Hark li awnera group aa part of Tatk B-9 
BiiCHNOLZiR H Oanaral Electric Operating Plant Ownare Croup. 
MFH-t&a-80. 80/09/12. Ip. 


—8009230431 NEDO-24798 

Nenproprlotary vertlon of "Hark II Containment Prograaii 
Caurao Diachmrga Teat Rapt. " 

HOLANiJ. . HIMTZ.S I MUZZYtR. J Oanaral Electric Co. eONED28a. 
80/08/31 39pp. 


8009230472 Forwardt nonproprlatary varalon of NED0-24B11, "4T 
Candanaatlon Oacl nation <4TC0) Teat Program Final Tait 
Ropti" on behalf of Hark II ownare group at part of Tatk 
A-17, 

BUCHHDLZtR H Oanaral Electric Operating Plant Ownart Group. MFM 
tS3-M 80/09/03, tp. 


—8009S3047i N£l>l>-S49ti 

Nonproprlatary vertlon of "4T Condanaatton Otcll lotion 
<4TC0) Teat Progran Final Taet Rapt “ 

BYRD.P K . FITZSIMKDNS.O . ROOEftS. A E Oantral Electric Co 
eONEDDSr BO/07/31 lOOpp 


B009230S91 Advltii of ntw ownart group organlaad to addrtti generic 
eng Inttr Ing. 1 Ictnting 6 operational Ittuai & completion of 
pro.)«ctt begun under ownart group on poet-THI affortt KP 
Batkin of Southern CA Edlton wat alaettd chairman 
LIEDLER. 0 E C-E Optrating Plante Ownert Oroop 60/09/04 Ip. 


8009230672 Forwardt rtvitad pagat to QA program CE-l-A 
NAUOHTON. H. F. Commonwealth Edlion Co 80/09/18. ip 


—8009230684 CE-l-A R14 

Ravlitd Paget 1-31.1-41 I. 1-24 to QA program CE-l-A. Revia Ion 

14 

a Commonuaaltb Editon Co BO/09/09 3pp 


8009230689 Forwardt ratpontat to NRC 790729 quattloni on WCAP-9292 re 
fractura toughneae of ABHE natl Rtvlaw l> coni tdaratlon of 
rtpt b and Info in condonctlon w/eafety analytai rapt raft 
raquaitad 

ANDERSON. T.H ‘ Haettnghoui# Elactrlc Corp. Na-THA-23ia 80/09/18 
69pp. 


8009240920 Forwardt CENPD-ast-NP-A & CeNPD-234~P-A. nonpropr latary ti 
proprlttary vartlont of "Poet-LOCA Long-Ttrm Cooling 
Evaluation Modal " Affidavit rt proprlotar-y naturt of 
CENIPD-294-P-A and 

SCHERER. A. E. C-E Powtr Syetomt. LO-aQ-043 80/08/04. 9pp 


— 8009240927 CENPD-294-NP-A 

“Pott-LOCA Long-Term Cooling Evaluation Modal. “ 
nonproprlatary vertlon 
a C-E Powtr Syttamt. 80/06/30, 200pp. 


8009290462 Ack recti pt of 800324 b 0801 Itre urging Committlon to 
requlrt Inortlng of Mark I b Hark III contalnmante 
Cammiiilon will contldtr vltui In reaching dadtlan 
CHILK. 8. \1, Office of the Bacratary of the Committlon 80/08/29. 
ip 


— 8009290467 Requtett containntnt Inartlng at all Mark I b Mark It 
containfflente w/o delay 

JQROANiU.S . UEISe.E.R Sheldon. Harmon b Ualtt 80/08/01. 2pp. 


--8009250471 Raqueitt approval of NRC ttaff racommtndation to rtqulra 
iaMtadlate Inartlng of Hark 1 b Mark II contalnmante. 
vARDAN.U 8 . WEISS. E R. Sheldon. Harmon b Ualtt. 80/03/24 . 4pp 


8009260477 Forwardt nonpropr It tery Eaion Nuclear Co topical reptf 
XN-NF-79-S9tNPJi XM-NF-79-71 tNP>. Ravlalon li XN-NF-80-19(HP). 

Vol liXN-NF-BO-lYCWl, Vol 2Ai XN-NF-ao-l9<MP>. Vol 2B. 
Nonproprlatary varalon of three addl raptt to follow. 

0M8LEY. 0. F Exxon Nuclear Co . Inc, (tube, of Exxon Corp. ) 
OFO:I36:eo 80/09/19 Ip. 


--8009260482 XN-NF-79-89<NP) 

"Htthodology for Calculation of Prataura Drop In EUR Fuel 
Aiiambllet. " nonproprlatary variton. 

ADAMa.p. T. PATTEN. T U. Exxon Nuclear Co. , Inc (tube, of Exxon 
Corp. > 80/08/13. 99pp 


—0009260487 XN-NF-79-71 tNP 1 Rl 

"Exxon Nuclear Plant Trantlant Modal (or Jet Pump BURe. " 
Ravlalon t. nonpropr 1 atary vertlon 

KELLEY. R H. Exxon Nuclear Co . Inc Itubt of Exxon Corp ). 
80/08/14. 99pp. 


—8009260493 XN-NF-BO-I?(NP I VI 

"Exxon Nuclear Methodology for BURe: Neutron Ice Mtthodi for 
Datlgn b Analytli. " Vol 1. nonproprlatary vertlon 
a Exxon Nuclear Co. . Inc, (tube of Exxon Corp. )■ 60/08/07 

217pp. 


—8009260493 XN-NF-80-191NP 1 V2A 

"RELAX: RELAP4 Daetd Computar Code for Calculating Blowdown 
Phenomena. " Vol RA.nonpraprletary vtrtlon. 

KOLESAH.D C Exxon Nuclear Co , Inc (tube, of Exxon Corp.). 
80/07/31. Tlpp. 


—8009260904 XN-NF-B0-19<W I V2B 

"FLEX. Computer Code for Jet Pump BUR Refill b Reflood 
Analytlt. " Vol 2B. nonproprlatary vtrelon. 

BJORNARO. T. A . ZIMMERMAN. L. R. Exxon Nuclear Co . Inc (eubt of 
Exxon Carp. 1. 80/07/31. 98pp 
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NONDOCKETED ITEMS 


8009300038 Notification of 800919 mcoting’ ui/Btin ountr* group 
rapr*<ontatlvo>OE ti NRC In B«t(i«i(la>(1D to dlocuii propooad 
crltaria far plpnt-apaclf Ic mods ra acram dliebarga vol 
HANNQMi «J M Oparating Rtactora Branch Z 80/09/13 2pp 


8099300394 Raquafti raplg to 800221 fa 0£25 Itrt ra itatu* of tachnical 
raviaui o# topical rapt on Foi-Howlatt rabar couplan 
DEUSERT.J ft Foi Induitrlai 80/09/23 Ip 


8009300477 Foruirdt nod If lad App B of NEDD-10329. “LOCA fa ECCB Modal i 
for OE BWRi. " ra tachnical daacrlptlon of eomputar coda 
SAFEito suppl 800629 Itr 

CAMERON. C A Oantral Eltctrlc Co KFN~i8&-eo 80/09/23 Ip 


— 8009300483 NEDO- 10329 

Modiflad App B of ”L0CA fa ECCB Modala for OE BHfte " 
a Oinaral Elactrlc Co 80/09/23 48pp 


WA&TE MOT NUCLEAR HABTE HANAOEMENT 


8009090768 Foruardt "Environ Aiiaamant of Dawn Mining Co Balow-Orada 
Tallinga Mgt Plan. Ford. UA. * conforming to contants of Dapt 
of Social fa Health Svci 800326 Itr ra achtdula fa acopa 
SCARANO. ft A Uranium Racovtrg Llcantlng Branch. 00/08/29. Ip 


— 8009090769 "Environ Aaiiaamant of Oaun Hiring Go Propoaad Balou-Orada 
Tallinga Hgt Plan.FordiUA " 

• Uranium Rtcovarg Llctnilng Branch, 80/0B/31 lOOpp 


8009100135 Bunaarg of 800914 naatlng w/£NNL in 91 Ivor Spring. HD ra 
raqulrananti for raaadlal action program for Edganont.BO 
EADIE. O 0, Uranium ftacovarg Llcinalng Branch 8O/0B/t? Spp, 


8009100478 Forttarrff propoaad agandaa for 800902 fa 03 maatingi In 
Edganont fa Rapid Cltg.SD ra Edganont claanup action program 
SCAR AND. ft A Uranium ftacovarg Llcanaing Branch 80/08/21 Ip 


8009100491 Forwardi propotad agtndai for 800902 fa 03 maatingi In 
Edganont fa Rapid CltgiBD ra Edgamont claanup action program 
8CARAN0. R A Uranium Racovarg Llcanaing Branch 80/08/21 3pp 


9009100940 Btinnarg of BOOB19 maating u/Cgprua Ktnai Corp In Stiver 
Spring. HD ra tallinga mgt altarnatlvaa . 

TMOERi E A Uranium Racovarg Llcanaing Branch BD/08/22 6pp 


8009110550 Act racaipt of 800811 aubmittal of dttcuaaton paper fa 
raaaarch propoaal ra U mill tallinga aita at EdgamuntiBD 
Raiaarch propoiai unnacaiaarg dua to recant congraa a lonal 
action Supplamantal appropriation! fa raaciaeien bill and 
HILLER. H d Uranium Racovarg Llcanaing Branch. 80/08/27. 3pp 


8009110347 Forward! Invalca ra itar tabulation fa rapt. ""BaBadnal Hind 
Olatr Ibutlon bg PatquUl Btabllltg Claaaaa <61 
(Star Program )" 

a Commarca. Dipt. of. National Ocaanograph Ic fa Atmoapharlc 
Adminatratlon 17107 aO/Oa/13 19pp 


B009150535 Raaponda to 800401 rtqutft for ravlau of outline ra U mill 
tailing! ramadial act! on, QutUna mtati Council on Environ 
Oualitg raqulramanta Agraaa w/ElB 

HILLERiN J. Uranium Racovarg Llcanaing Branch 80/08/28 3pp 


8009160479 Foruardt plan davalopad for offsite ramadial action program 
at EdgamontiBO Orab working laval maaiuranenta ara 
conpatitla W/HU0/6D radiation lurvag protocol Raquaita 
concurrence bg 800902 

MARTIN. d B. Dlvltlon of Haiti Hanaganant 80/00/19 2pp 


— B009I60479 Bubmlfct ramadial action program for Edgamont. 80. Program 
conaiita of grab working laval naaiurananta. gamma radiation 
auaauramanta. lo-ng-'tarm radon progang aampl 1 ng. aol I aampLlng. 
angtnaarlng aaatiamant fa ramadial act 1 on/var If lea tlon 
EADIE. O 0. Uranium Racovarg Llcanaing Branch FIN B-2217 
SO/OB/12 llpp 


8009160486 Forwirdi application fur matli Ucansa Uola 1 fa 2 filed 
«/C0 Dapt of Htal thi Radiation it Haiardous Haiti Central Dlv 
on 800719. 

VINYCH. V, Dravo Corp. 17322. 80/07/28. 4I6pp 


8009160943 Forward! axanlnar rapt fa ‘propoaal for daciilon ra 
application bg Anaconda Coppir Ca for U aurfaca mining 
oparatlon permit. 

BLEVINSiC N Taiait State of 17043 , 80/07/17 19pp, 


0009170290 Bubmlti priori tg list of structures tchadulad for raaadlal 
action fa raildancet rtqulring further radiological 

asaaiimanti. 

EADIE. 0 0 I SCARANO. R. A Uranium Racovarg Licensing Branch FIN 
D-2217. 80/00/14. 2pp 


0009100321 Forwards Oeophvstcal Logs MW-70-2, H-70-2. M-7B-3 fa M~70-4, 
H/o ends 

HILQERT.R L Ptonaar Uravan. Inc 172S9. 80/00/21. Ip. 


0009100494 Forward! rapt of tallinga mgt evaluation of Oulf Hlniral 
Resources Co Taglor U mill project Completes NRC asalstanca 
as agreed In 800303 naatlng 

SCARANO, R. A Uranium Racovarg Ltcanslng Branch 00/09/16. 40pp. 


8009190762 Forwards info on 26 properties in area of processing aita 
under DOE consideration for datarmlnatlon ai ramadial action 
propartiae Identification fa evaluation of approx 100 addl 
propartlaa ongoing. U/o and 

MOTT. H E Enargg. Dapt of. 17120. 00/06/12, Ip 


0009220046 Forward! Info developed on 30 propartlaa In vlcinltg of 
Salt Laka Cltg site Properties mag be designated for 
remedial action dua to contamination w/raildual radloactlva 
natl darlvad from site Raquaita conmant. 

MOTTrW E Enirgg. Dipt of 17076 80/07/24. Ip 


0009220116 Forwards decision upholding 790427 affirmation of Forest 
8vc approval of operating plan of Homastaka Mining Co Pitch 
project 

PETERSON. R M Agriculture. Dapt of, Forest Barvlca 17106 
0D/O0/19 7pp. 


8009260089 Bumnarixas purpoie fa function of dlvaralon itructurae 
asBDclated w/talllnga disposal Diversion ditch will ba 
conatructad along north side of tailings Isolation area to 
pravant runoff from entering tranche! during excavation 
LAN0E.8 L Pioneer Nuclear, Inc 17209. 80/08/14 2pp. 


8009290499 "Tailings Dlspoial Fae 1 1 1 tg, Dawn Mining Co. Addl Info for 
DEHB, " Aug 1980, 

a Dawn Mining Co. 17299 BO/OB/31, 17pp. 


— 0009290901 "Addl Info for DSH8, " Sept 1980 

♦ Dawn Mining Co. 17299 80/09/30. 29pp. 


0009300232 Responds to raquaat for Info concerning cha'ractarlstlca of U 
mill tailings fa transportation to pit from mill at Rhods 
Ranch Includes daserlption of transportation to pit & 
radioaiatrlcs in tailings. Related data end 

DAVIS, 0 R Anaconda Co. > Anaconda (ioppar Co. Dlv 17229. 80/08/20. 

2pp. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8009020120 Provldai addl Info ra Q00730 Itr raquaatlng views on 
proposed amends to Edlow Inti export llcanaa, Federal Inst 
for Reactor Raaaarch, Sultxarland. Is proposad storaga 
facllltg for U hexafluoride matl. 

PETERSON, M R, Assistant Director for Export/Import fa International 
Bafaguardt 80/0B/22. Ip. 


8009020129 Forwards licensa application fa proposad licanis for axport 
of dsplatad U to Canada, par Commission 800728 decision re 
dalegattons of authorltg In export-related areas U/o ancl, 

PETERBON, M. R. Assistant Director for Export/Import fa International 
Safeguards. 80/08/22 Ip 


0009020162 Forwards Exxon Nuclear Co Inc B00729 addl end use info on 
export llcanie application U/o end 

DEVINE, J. 8 Assistant Dlractor for Export/Import fa International 
Bafeguardi. 00/08/13 Ip. 


0009020464 Llcansa for OE to export 4. 0<X> kg U-239, contained In 
140,000 kg U dioxide, to Taiwan. 

PETERBON, M R, Assistant Director for Export/Import fa International 
Safeguards. BDH 79201. 80/08/26, 2pp. 


8009020471 Amend 2 to Llcanaa for Traninudaar, Inc, extending axplratlen 
date from 001201 to 011201. 

PETERBON, M. R. Assistant Director for Export/Import fa International 
Safeguards MISC-241 78-073. 80/08/29. Ip 


B00902047B Amend 3 to llcansa for Wastlnghouia, extending expiration 
date from 000930 to 821231, 

PETERSON. M R, Assistant Director for Export/Import fa International 
Safeguards, PC-AEC-19, 80/08/29 tp. 



NONDOCKETED ITEMS 
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BOOVO'SO^SO Forward* application bg Trantnuc l«ar> Inc for licani* to 
• (port 11. OS kg U to Franca. 
nAraOKrV. trananuclaar. Inc SO/08/20 Ip 


— EKhOTOaOtBi Application bg Transnuc Itar> Inc for Ilcans* to aiport 
11 03 kg U.anrichad to «uii 2 S3B&% U-239. to Franc* 
rt\T80NiV Tran*ouel*ar, Inc. 00-173/01 TNP-3 00/00/20 tpp. 


@007030492 Forward* application bg Ua*tlnghausa for llcanta to 
• (port 312i 000 kg U to Taiwan 

HESSrR J. Haatingboua* Etactrlc Corp 1C8-0718 00/08/14 fp 


— 00(17020499 Application bg Ma«tinphau*a for lic*n*a to axport 312t000 kg 
tfr containing 12i4B0 kg U-239 > to Taiwan 

HESarfl. U. Utatinghowoo Elactrlc Corp IC8-07ia 00/08/14 2pp. 


0OO7O3O&97 Application bg Honagwall Dafanaa 8g* Dlv for llcana* to 
•(port rod and* i</ar acrap placa part* to Canada 
• Honagwalli Inc. 80/07/29 ip 


— @009030£9B Support* application for licanaa to aaport rod and* (</ar 
■crap placa parta to Canada 
SMRY.C.B Honagwall. Inc. 80/07/29 2pp 


S0090S0442 Forward* Cabot Corp application for licana* to aiport 
llrconlun tubing to Canada. 
rUPPER.K F Cabot Corp 80/08/00 Ip 


"3007090446 Application bg Cabot Corp for llcana* to axport ilrconlum 
Orad» S •■■•la** tubing to Canada. 

TllPPEfl.K Cabot Corp 1-9817(19-20012 00/00/00. ip 


S0070SO449 Raguffts Exacutlva Branch poaltlon ra OA Cg application for 
licanaa to axport raplacamant part* b compontnt* to U**t 
Otmang. 

OEVIFIErJ. B. Aislatant Dlractor for Eipor t/trport b Int«rnatlonal 
Safwffuard* 80/08/19. Ip 


B(X)90904&6 Llcana* for Canada Dapt of Supplg b 8vc* to axport O 0002 
Nlcrogran Pu-239 to Canada 

OEVlflEiJ B A(*l*tant Olractor for Export/Import b Intarnatlonal 
Safaguarda 23233-0-0314. 80/08/27 2pp 


8009090469 Submit* application to amand axport b Import licanta*. 
aitandlng axplratlon data*. 

RAiTSONiV. TrananucUar. Inc 80/00/18 Ip 


8009090513 R«qu««t* Exacutlva Branch position r* Edlow Inti Co 
application for licanaa to axport BNM to Taiwan 

OEVtNCiJ. B Aaslatant Olractor for Export/Iwport b Intarnatlonal 
Bafaguard*. 00/00/10. Ip, 


0OO9OSO279 Exacutlva Branch position ra Raactor Exparimantc. Inc 
application for llcansa to axport 0,033 mg Pu-239.0, 090 ng 
U-239 Ic O 1007 ng Np-237 to Saudi Arabia Licanaa should ba 
grantad. 

MOSENZa.L. V Stata. Dapt. of. Bupaau of Ocaans b Intarnatl Environ b 
3elanttflc Affairs 80/08/14 2pp 


B0090S0547 Exacutlva Branch position ra Transnuc laar. Inc application 
for llcana* to axport 10.093 kgs U-239i contained In 22 142 
lg« Ui to Japan. Llcansa should ba grantad, Ltr of asauranca 
»nc 1 . 

fl08£f4Z0f L. V. Stata. Dapt. off Buraau of Ocaans b Int*rnatl. Environ b 
aclantIFic Affair* 80/08/13 9pp. 


S309O90A69 Application hg CERAC. Inc for llcsnsa to export 20 kg thorium 
matml powder to Tha Natharland*. 

COCTDff.E Carac. Inc. 80/09/08, ip. 


B309O7D202 Forward* application bg Sandvlh Special H*tal* Corp for 
licanaa to axport xlrconlum tuba* to Japan 
IHIBOMSKV. E. Oaorga S. Bush b Co. 80/08/12. Ip. 


-—3007090208 Application bg Bandvlk Spaclal Metal* Corp for llcansa to 
■(part Zfi-4 catarpillar thlmbla tuba* to Japan. 

* Sandvlk Bpaclal Natal a Corp. 0392. 80/08/12, Ip. 


8009070213 Forward* application bg Bandvlk Bpaclal Natal* Corp for 
licanaa to export ilrconlum tuba* to Japan 
DUBOKBKYfE Oaorga 8. Bush b Co 80/00/12. Ip. 


— -8009070219 Application bg Bandvlk Spaclal Natal* Corp for llcansa to 
■ (port ilrconlum tubas to Japan. 

a Sandvlk Spaclal Natal* Corp 0391 SO/OB/ 11 2pp. 


8007090614 Fo-rwards application for licanaa* to export 399 71 g U. 
contained In U oxida fuel rod. to Hast O-arnang 
OLSEN. R N National Nuclear Corp. 80/07/31 Ip 


-“@009090619 Application bg N*tl Nuclear Corp for llcansa to export 
399 71 g U> contained In 0 oxide foal rod. to Mast Oarmang 
End uaa «tat*ni*nt and 

• National Nuclear Corp 30/07/02 3pp 


— 8009090630 Llcansa for Natl Nuclear Corp to export 7.99 g U-239. 
contatnad in 399 71 g Ur to Matt Oarmang 

OUHINi H A Assistant Director for Eiport/Inport b Intarnatl onal 
Safeguards 76/09/24 9pp 


— 3009090634 License for Natl Nuclear Corp to Import 399 A g Ur enriched 
to 2X in form of U ox Ida fuel rod. from Ha*t Oarmang 
OUHINi K A Aiilitant Dlrsctor for Eiport/lmpor t ic Intarnatlonal 
Bafaguard* 76/OB/ 20 Ip 


8009090659 Application bg Edlow Inti Co for lion** to export 9 ton* 
daplatad U tatraf luorlda for panatrators for non-nudaar 
and utai to United Kingdom. 

HARMON. D.W Edlow International Co 00/00/29. Ip. 


8009090663 Application bg Marubeni America Corp for llcansa to export 
SO kg spacer piece parta 

a Karubanl Amtrlc* Corp, (luba of Marubanl Corp ). INQY— 196B 
80/00/29 Ip 


8009100032 Bubmits application to amend licanaa to export addl 2 ig U 
dioxide In poudar form to Taiwan. 

(fILaOH. D. D. Osnaral Electric Co. DDM-B0096 00/00/11 ip. 


800910004S Submit* application to amend export llcansa changing 
conalgnae address b proposad axplratlon data. 

ROOI.J. P. Uastlnghoui* Electric Carp Tro/NRC-9162 80/09/13 


8009100096 Forward* application for licani* to axport four source*, 
totalling 904 mlerograms Cf-292. to Taiwan 

HiEOBfR J. Haatlnghou** Electric Carp IC8-0721 BO/08/14. Ip. 


—8009100101 Application bg Haitlnghousa for llcsnsa to export four 
• ouTcaa. totall Ing 904 mlerograms Cf-2S2i to Taiwan. 

HSes.R J Mastlnghouse EUctric Corp tC8-0721 80/08/14 2pp 


— 8009100119 Forward* application for llcansa to axport 240 mg Np-237. 
contalnad In 12 radiation survalllanc* capsule*. to Taiwan 
HESS.R J. Uiitlnghousa Else trie Carp. ICB-0722 00/08/14. Ip. 


— 8009100131 Application bg Usstlnghouaa for lictnsa to axport 240 mg 
Hp-237i contalnad In 12 radiation turvalllanc* capsulasrto 
Taiwan. 

HEBBiR. J. Mastlnghousa Electric Carp. IC8-0722. 00/OS/M. Bpp 


6009100155 Executive Branch position ra OA Ca application for Ilcans* 
to export low enTlchad U to Indonesia for us* In Martini 
Raaaarch Raactor, Llcant* ahould ba granted Ltr of aasuranca 
raq.ulT«d 

NOSENZO. L. V. State. Dsp t. of I Buraau of Oceana b Intarnatl, Environ b 
Scientific Affairs 00/08/26 19pp 


B00910019S Raquast* Exacutlva Branch poaltlon ra Naatlnghouaa 
application for llcanta to export radiation capsulas 
containing Np-237 b primarg neutron source* containing 
Cf-282 to Taiwan. 

PETERSDNi K. R. Assistant Director for Export/Import b International 
Bafaguard*. 80/08/29. tp. 


8009100493 Application bg Mastlnghousa for Ilcans* to export on* 
compansatad lonliatton chamber to Franca. 

FOCHAL.M. F. Mastlnghousa Else trie Corp. ZE-20293-9 80/00/08. Ip 


8009110028 Raspons* In opposition to Friend* of Korean People Aug 1980 
motion to amend patltlon to Intarvana b rsquast for hearing 
Intarast mag bs raprsssntad bg Ctr for Dsvalopmant Policy. If 
Intarvontton allowsd.Cartlflcat* of 8vc tnci 

COUAN.B Z . KENaiCKiJ.A. Uistlnghouaa Electric Corp. CONAN, 0 Z 
Eckert. Seaman*. Charln b Millott. 80/07/14, 4pp 


8009110294 Llcanss for Edlow Inti Co to export 347 kg U-239 for fual 
fabrication to Japan 

DEVINE. J.B Assistant Olractor for Export/Import b Intarnatlonal 
Safeguard*. SUM 13 80/07/02 2pp. 


8009110260 Llcanss for Nsstlnghous* to axport 5.849 kg U-233> contalnad 
In 329.022 kg U, to Taiwan. 

DEVINE. J.B Assistant Director for Export/Import b Intarnatlonal 
Safaguard* 108-7823. 00/06/29. 2pp. 
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BDO^llOSAA Bubifiitt 4p|hllc4tlen be Aniitid irpart lie •»•«> c hang lug 
can«tgn«» addrvsi li propOfsd Ucsnt* •iplpjitlan data 
RODI.J P UattlngAouie Elactrte Cdrp TFO/NRC-SUS 80/00/13 tp. 


8009110270 Subaitf application to anand aiport Heani* to inc 
quantity of good# froai 10 to SO plfcai of Modal 
88-06-0201-231 

EECKHDUT, A Rautar-Btokai, Ine 80/09/13 Ip 


8009110273 Bubrtltc application to anand export 1 1 caniai raf 1 acting 
changat in fern of Itcaniaa nama l< addraici delating five 
Intarinadiate conaignaaa tc changing addreaa of raaiatnlng 
tntar(nad la ta coniignaa, 

UIUSONfO 0 Oanaral Electric Co BOW B0099 80/09/13. Spp. 


8009110403 Bubmita application to anand Licanapa 18NH- 79010, X8NM-1959. 
XShJM-14B3 ti XT-B429i ir tending acptratlon dataa to 910901, 

811201, 810901 6 811201, raapactivaly 
MATSOM.V Trananuelaar, Inc 80/00/ IQ Ip 


Q00911040& Raquaata that ravlaw of application for lieanaa to axport 
utllliaiion facility to Taiwan ta axpidltad for loauanea 
prior to Hap 1991 

KE6S, R J. Waatinghouaa Electric Corp. ICS-0724 80/08/14 Ip 


0009110492 Forwarila application for llcanao to export 25,000 lb 
depleted U aolid natal to Canada 

SCHAEFFER, H. R AMI Co < RKl Titanium 00/03/23. Ip. 


—8009110587 Application by RHI Co for Itcanae to export 23,000 lb U 
eeltd natal to Canada 

SCHAEFFER, H R. RMl Co , RHI Titanlun 00/08/23. 2pp 


fll049A Reqiraata cancellation of Llconae XBNH-1397 
rCKHOUT, A Reutar-Stekaa, Ine 80/08/28 ip 


9110497 Foruarda application for lieanaa to axpert 7 309 kg 1/ to 
leat Oeraiany. 

lATaoN.V*. Trananuclaar, Inc 00-180/01 80/08/25 Ip. 


-80091IOS02 Application by Trananuclaar, Inc for lieanaa to aiport 
7.909 kg U, In form of U hexafluoride, to eoriaany 
a Trananoelear, Inc NUK-339 80-130. 80/08/23 2pp 


8009110559 Cartlflet that natl In Waatinghouaa 000612 application to 
oaport 3 7 kg U-23S to Italy will be aubj to 600723 AddI 
Agreenant for Cooperation 6 that ultimata conaignaa la 
authorlied to racelva U. poaafat natl. 

HARCHAtitf European Conmunltlaa, Comaiiaalon of. 80/08/28. Ip 


19110964 Cartlflaa that mitl in Natl Nuclear Corp 800702 application 
^ aiport 395.71 g U to Waat Otraany will be aubj to 600729 
dl Agrateant for Cooparatlon 4 that ultlnate conalgnae ta 
thertied to receive 6 potaaaa natl 

RCHAL, J European Ccnnunitlia, Comaitfalon of. 80/08/20. Ip. 


110380 Cartlfiaa that natl In Haatinghouae 900612 application to 
port 6,000 g U to Salglun will ta aubj to 600723 Addl 
raetnent for Cooperation (t that ultimata conaignaa la 
therlcad to racalva I, peifaia aiatl. 

nCHAL, ^ European Communltlae, Commlaalon of. 80/08/27, ip 


110886 Forwarda Eiacutiva Branch reaponaa on pending aiport 
eanea application requiring Conntaalon revlau. □#< ahould! 
itiata final raviiw of caia to facilitate early reaponaa 
forthcoming action paper. 

EArJ.R Office of International Program, Director. 80/08/21, 


110591 Raquaata Exteutiva Branch poattlon re Weatinghouae 
xllcation for amend to Llcenaa XR-0083, ex tending 
plratlon date to 201231, W/o and 

TER SON, M R, Aaalatant Director for Expor t/Inport tc International 
ifaguarda 80/08/27, Ip. 


9110392 Forwarda application for llcenaa to export 1 kg dtuterlum 
o flexleo 

DELSTEINrS Aldrich Chemical Co,, Inc. (auba. of Blgna-Aldrlch 
orp.l. 80/00/29 Ip. 


,009110596 Appltcetlon by Aldrich Chemical Co, Inc for lieanaa to export 
1 kg dauttrlun, contained In 9 kg dautartum oxide, to Naxieo 
EDECSTCIN, 8, Aldrich Chaalcal Co , Inc, iauta of Bigma-Aldrleh 
Corp ). 16/80. 00/08/21. Ip, 


8009110593 Adviifi that Commlaalon haa accaptad recommendation to a«and 
OA Co lieanaa to export addl nuclear componenta, including 
control rod alamenta, fiaalon & ion ehanbera << electronic 
ampl Iflera, to Talwen 

HOYLEtJ C Office of the Secretary of the Commlaalon 800-390 
80/09/03 tp 


8009110600 Application by Kitheaon Oaa Producta for licenae to expert 
300 Uteri deuterium to Auatralle 

WOOD.L D Matheaen Oaa Producta 101-96919 80/08/21. Ip 


0009110602 Applicetton by Hltaubtahl Inti Corp for tlcanae to export 
SOOmCl ancepaulated camant wire of Cf-232 to Japan 
KUOE.T Kltaublaht International Corp (luba ef Nitaubliht Corp.) 
64-7376-79, 00/08/22 Ip. 


0009110606 Forwardf Uaatlnghouae 800814 Itr re llcenaa to export tHO 
power reactors to Taiwan If license net Issued by Her 1981, 
bid will be disqualified W/o end 

PETERSON, H R. Aaalatant Dlractor for Export/Import It International 
Safaguardi 80/08/27 Ip 


0009110609 Amtnd 1 to llcenaa for Hoke, Ine increasing value of exported 
iteme tc extandlng expiration date to 830630 

PETERSON, H R, Aaalatant Director for Export/Import t. International 
Safaguarda, 1126-81, BO/oa/27, Ip. 


80091 10629 Submits epplieetlon to amend llcanat to export addl 
quantltiaa ef (J tc 0-235 

HAT60N,V Traninuclear, Inc 80/08/13. tp 


8009110632 Forwarde application to export 60,300 ft lirconlum oeaMlaet 
tubing to Canada. 

TUPPER.K.F, Cabot Corp 80/08/08 ip. 


—8009110633 Application by Cabot Carp for llcenaa to export xlrcanluM 
Orade 2 aaamlcaa tubing to Canada 

TUPPERtK Cabet Corp. 1-9816,9818,829 BO/OB/08. Ip 


8009110689 Forwarde RMI Co 800829 Itr confirming Iraq as ultimate 
deetlnation re export Hcenee application XU-8S0S. W/o and. 
DEVINE, J. 8 Assistant Dlractor for Export/Import Ic International 
Bafeguardi 80/09/03, Ip 


— 8009110214 Supple 800823 export llcenaa application for ahipmant ef 347 
kg U-23S to Ceneda, 

SCHAEFFER, H R. RMI Co., RMI Titanium 80/08/29. tp 


6009110693 Forwards UNC Recovary 8ya 800818 Itr re dleeentinuanee 
ef highly enriched IF operations, Ltr requests info re plant 
for matl being stored for NUKEM, 

HATSONrV. Trananudear, Inc NUK-273 80/08/23. Spp 


0009110700 Raqueata quantity of matls on 790124 export licenae 
epplieetlon E 790213 aaiand bt ehangad to 10 364 kg U 
containing 9 670 kg U-23S. 

MATSON/V. Trananuclaar, Ine, NUK-264. 00/08/23. Ip. 


8009110723 Llcanat for Wiatlnghouae to export 3 70 kg U aa U oxide for 
fabrication ef BWR fuel to Italy, , 

DEVINE, J 8 Aialatent Director for Export/Import 1, International 
eafoguarda ICB-0417. 80/09/03. 2pp. 


B009110741 Amend 1 to OA Co export Licenae XGOH-0300, Ine reef Ing value 
of Items to be exported 6 authorldng export of eddl 
eoiaponenti 

DEVINE, J B Aaalatent Director for Export/Import It International 
Safeguards I EL-1 106. 8O/09/03 tpp. 


8009110743 Bubmlta application to eaiend llcenaa to expert to Include 
1,144 kg U at U-308, containing 5 kg U-333. 

MATaON,V. Traninuclear, Inc 79-211/01, 80/09/02, Ip 


8009110753 Raqueata Executive Branch position re OE application for 
licenae to export eddl 2 0 kg Utenrlehed to 11 w/o max, for 
use In Taiwan. 

PETEReON, M R, Aealitant Dlractor for Export/Import E Internatienal 
Bafeguardi. 80/08/27. Ip 


80091 10830 Bubmlta application to emend llcenaa to axpert Increasing 
valua limitation from 4100,000 to 4230,000, 

UIL80N>B D General Elaetrlc Co., Nuclear Entrgg Product* Dlv. 
HDW-BOIOO 80/08/21, Ip. 


8009120036 Netlflaa of Edlew Inti Co 800819 raquaft for withdrawal of 
export licente appllcitlen XSNM-13as. 

DEVINE, J B Aeelatant Director for Export/Import ti International 
Safeguarda. 80/08/29. Ip, 
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e0O9]SOOi>2 Ltr c-f «««ur«nea rt Kanial Elaetric Power Co> Inc application 
for tlcanea to aiport 347 kg of U-a39j eontolnad In 13(090 
If V to Japan 

HIVASAYASHI.M Japan 80/0S/14 Ip 


SOOfiaOSTA Eubnltf application to anand licanta to export Zircalovt 
fuel ctiannala to ENEL BUR power etatlon located at Caareo( 

Italy. 

WZHIAKiO. R Carpenter Tachnologg Cerp a0/08/S& 3pp 


90091SfJ<03 Gubaitc application to anand liceneej Ineraailng export 
tralge lialtatlon t> extending expiration date 
BRI/aHiP. H Hoka> tne. aO/OS/20 Ip 


6009120607 Ltr of aaeuranca re expert lieenea application X9Nf1-i700 
‘M.UERjRE. , HtJFMAN(R. Bwltierland 60/08/11 Ip 


6009120624 Forwarda application to export 1 kg dautar lum. in 0 kg 
daateriaa) oxidoi to Chile 

EDCLBTEtNi B Aldrich Gheiaical Co. > Inc ieube, of 8lgaa-Al drlch 
Carp. >. 80/00/26 ip 


--B009180627 Application bg Aldrich Chemleal Co> Inc for licanxe to export 
I tg deutar luaii in 9 kg dauteriua oxldaito be ueed In lab 
ttuantltlaa for RID in deuterium nuclear magnetic 
raeonanca work* to Chile. 

EDELBTEtNtS Aldrich Chemical Co, i Inc (eube of 81gma~Aldrtch 
Corp. >. 17/80. 80/08/23 Ip, 


6009 IdOOS? Forward! Executive Brench reeponte on pending export lieenee 
Application X8fgi~lS42. Commleeion action paper will be 
foreaerded Rat.uoet! initiation of final ravlaw to faeilttata 
early reepenie. H/o end 

SHEAi J R Office of International Programa» Director. 80/00/26. 

Ip. 


6009190072 Informe that NRC has not eomplatad licensing action on 
•Tpart license application to export low enriched U to 
Taiwan Favoreble Executive Branch reviews rectived 790616 
FInat Commission action axpected shortlg 

SfCAiJ. ft Aisiatant Director for Export/Import it International 
EafciuarcTa. BO/00/14. Ip 


BC09l504t0 Forwards responsas to 800S27 questions re Info provided bg 
HRG -on 0OD9O1 concerning differences in role of NRC tc 
Executtva Branch in proeassing sxport reyuesti Supporting 
docuaantation and 

AHEARHErJ P. Coeimifslon. 80/08/22. tSpp. 


■8009190418 BECY-7B-216A 

Forxxards docunants ra proposed licanse for Transnud tar. Inc 
to aaport high-^enrichad U to Sweden. 

SHEAcJ, R, Office of International Programs/ Director. 78/09/11 

0pp. 


— B00919042S Submits condutions ra proposed licanta for Transnuelaar* Inc 
to tKport hlgh-'onrlched U to Suadan Llctnss istuanca would 
ba CQnalsbont u/Nudaar Nonprollf oration Act. 

ftOOftEiH, M Office of International Progratnii Director, 78/09/10. 

9pp, 


■8009150423 Provldte coawente on proposed license for Traninucleari Inc 
to eeport hlgh~enriched 0 to Sweden Supporting documentation 
and. 

TAfiNQFF, P. 8t«te< Dept. of. 78/03/03 Bpp 


— 8009190428 Forwards revised analgsle of Traninuclaar/ Inc application to 
O'Nport high-anrichad U to Sweden 

NOaENIOiL V. State/ Dipt of/ Bureau of Oceane t Intarnatl Environ 
ti Sclantific Affairs 78/09/08. 17pp 


~a0091BQ43a Application bg Transnuelaar/ Inc to export 21.093 kg U 
hormfluoridai enriched to max 93 90X U-239, to Sweden. End 
ulo etatemant and. 

MATBQfIrV. Transnudear/ Inc. 77/01/29, 2pp 


—8009180436 Forwards application for license to export 19.642 kg U-239/ 
contmlnoxf in 21 093 kg U as U hexafluoride enriched to 
93. SXrto Bwaden, H/o and Proposed license end. 

HATBON/V. • Transnudear/ Inc 77/01/29. 4pp 


— B009180442 Submits conclusions ra Edlow Inti Co application to export 
BNM to Sweden Ho euitl changed clrcumstaneee ra application 
from those axlstlng at time of iseuance of X8NN-1074 6 XBNM- 
1S4B, |.lcansa mag be issued. 

HOOREiN. Office of International Programs/ Diractori 79/09/06. 

tp. 


—8009190446 Advisis of no matl changed e Ircums taneex re application 
from those axitting at time of issuance of X9NN-193S Licanse 
mag be Issued. 

MOORE/ R H Office of Intsrnational Programs/ Director 80/02/28 
Ip. 


8009160191 Aatnd to license for OE/ Increasing value of items to be 
exported to 4290/ 000, 

PETERSON/ M. 6. Assistant Director for Export/ Import l> International 
8afeguarde. BDU-t02-7ai 8010 80/08/27 Ip 


8009160193 Licanse for Neetinghousa to export one unit propartional 
counter to Belgium, 

DEJIHE.J B. Aesiitant Director for Eiport/Import 6. International 
Safeguards. IE-*20391 80/08/27 Ip 


8009160194 Llcenst for Honagwell to axport 9S5,aOO kg depleted Ui in rod 
ends or scrap pieces/ to Canada 

DEVINE/ J B Assistant Director for Export/inport 1/ Intsrnational 
aafeguardi 80/08/27 2pp 


6009160233 License for Rautar-Stokesr Inc to aiport one unit Modal RB-Cl 
'2914-119 compensated ionitatlon chamber & two R8-C2-a910~ 

104 uncompensated iontxation chambers to Sweden 

PETERBON/h R' Assistant Director for Expor t/Import 6 International 
Safeguards. V-8627. 80/O9/0S ip 


8009160236 Forwards application for iicente for /ninor nuclear export 
Ltr of assurance raRUlred.U/o end 

DEVINE/ J.B Assistant Dlrsetor far Export/Impor t intarnatienal 
Safeguards 80/08/27 Ip 


8009160274 Amend 1 to Bandvlk Bptciai Metals Corp export license/ 
extending expiration date from 800901 to 801130. 

PETERSON/ M R. Aeel stent Director for Export/Imporb ti internatlanal 
Safeguards 9314 80/08/22 Ip. 


8009160276 ftaspanea in opposition to Ctr for Development Pol leg 800620 
petition to Intervane i reguest for hearing Environ impacts 
In Taiwan are bagond Commleeion authoritg Effects on global 
commons alreadg decided U/appearanca h Certlftcabe of Sve 
DAHKHEYER.T R Oantrel Electric Co SO/O9/0B I2pp 


8009160287 Application bg Uaetlnghouea for lleexii* to export two tncore 
neutron detac tort/ Mode 1 NL-S3469( each containing 0 023 g U/ 
contained in O 026 g tnrlched U-239/ to Bwitierland 
POCHAL/U F. Uaetlngheuee Electric Corp. ZE-10327. 80/08/20 Ip. 


8009160499 Submite application to amend license to export increasing 
amount to bo exported to 9.000 lb depleted U to China. 

Albania te Romania ae ehlelding in packag Ing, License 
currantlg limits U experts te 290 kg 

HUffRO/J j Teeh/Ops <Ttchnicel Operatlonxi Inc I 80/08/18 2pp 


8009170199 Notifiee of ravlaw of 8ECY-80-3B3 re Wastinghouse 
application for license to export components to 
Korea. Coirmlssion accepts rscoewsndatien to export spaelallg 
designed nuclear eguipnent to Korea 

HOYLE/ J.C Office of the Bfcretarg of the Commission B80-383 
80/09/09 Ip, 


8009180296 Executive Branch positlnn re OA Co application for lieenie 
to oxport low enriched U fuel to Indonesia Recommends 
Iseuance of lieenee Supporting documentation end 

N08ENZD/L V. State. Dept, of / Bureau of Oceans L Intarnatl Environ A 
Bctentlfle Affairs, 80/09/03 S7pp. 


8009180420 Rayueets Executive Branch position re Hesfcinghoufs 
application for license to export initial cores, epares It 
three reloads each for Taiwan Units 7 U B, 

PETER80N/K,R, Assistant Director for Expor t/Import A International 
Safaguardl. 80/08/27 Ip 


B009190126 Forwardt notice of receipt of applicetien bg Honegwall 
Dafenst 8gs to export 999.800 kg of depleted U to Canada. 

LAFLEUR/J D, Office of International Programe. Director 80/08/12. 

If. 


—6009190128 Notice of receipt of application bg Honegwell Oafanee 8gi to 
oxport 999/800 kg of depleted U to Canada 
LAFLEUR/J D Office, of International Programs. Director. 

80/08/12, 2pp 


8009190249 Htbhdrawa application for Ltcente X8NM-19BS on behalf of 
BAM. Reiiuasts adviseasnt of receipt of request for 
cance 1 lation of License I8NM-79019, 

EDLOW. J Edlow International Co 80/08/19 Ip 
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8009190239 Ltr of »*»urin«» r» Tr*n»r!uei#»r appHcaHon for licomo 
to Biport Ui094 tj Uipurlthitf to t 3!< 11-235 < to Franco 
MAflCHALiJ Eoropoan Communl t lot* Comml • t Ion of BO/OB/25 Ip 


0OO9I9OS71 Ltr of aituranct ro 11 coma to otport BUM to Japan Japan 
Nucltar Fual CorLtil hat boon appolntod airthorlitd ptrton, 
HIYABArASHliH Japan ai)/0B/2S Ip 


8009190407 Amanil to lictnit for OE & OE Tochnlcal Swc# Coi Inc, thanfl inp 
liconitt namo ti addritt, dtl otlnp com i gnoii, chang Ing 
Intormidlato contlgtiat addroio 4< delating other export 
par tlof 

DEVINE, JB Aiclitant Director for Export/ inport b International 
Bafeguardi BDH-79001 00/09/27 Ip 


8009190746 Rapueitt Executive Branch petition re RMJ CorExtrufion Plant 
application for licante to export 11,340 Kg dtplottd U lolld 
natat to Canada 

DEVINE, J 8 Aulitant Director for Eiport/Import & Internationol 
Bafeguardi BO/09/02 tp 


0009190752 Rtqutitt Eitcutlvt Branch poiition ro Traninucloor 
application for ilctttto to export BNM to Uost Otroong 
DEVINE, J B Aiilitant Dlroctor for Erport/rmport & Intornationo I 
Bafoguardt 80/00/29 ip 


8009190795 Advliit that Liconia XBNH-16B1 nag ha iituad tinea no eiotl 
clrcunitancei aioaclated u/appl Ication havt changed ilnce 
ittuonco of Llcenti XSNH-1674. 

HOOREiR. N Aaeiotant Director for Export/Ieiport li International 
Seloguordf. 80/00/89 Ip 


0009230119 Adytiei that Licani* X8NK-167B nag he looutd No /eatl 
changet occurred itnce Itiuanci of X8NM-1979 

M008E, R N Afilatant Director for Expor t/Iaiport 1< International 
Safaguardi BO/OB/29 ip 


0009230417 Llcenta for Reactor Experininte, Inc to export 0 190 mg U-239 
to Japan 

DEVINE>J, B Aftlitant Director for Expor t/tnpor t b International 
Bafoguardt JAP 80293 00/08/2? 2pp 


0009230420 Licento for Uattlnghouae to a Xpert on* unit companeated 
lonl cation chamb or. Model UL23944, to France 

DEVINE, J. 8 Aatietant Director for Export/ Import ic International 
Safeguardt ZE-20203-'5. 00/09/02. Ip 


6009230800 Amend 1 to Trantnt/e laar, Inc export licante, extending 
expiration date from 601201 to 811201, 

OEVINE, J 8 Aiitftant Dlrdctor for Export/Ioiport b International 
Bafoguardt TNP-297 7?-241/ 00/00/28 Ip. 


8009230601 Amtnd 2 to Trantnuc lear, Inc axport llcenta, axtendlnl 
expiration date from 000901 to B10901. 

DEVINE, J B AttitVent Director for Export/Import b Intarnetlanal 
Bafeguardi NUK 274 79-102. 80/08/29 Ip 


8009230803 Llconee for Sandvlk Special Netali Corp to export 3,319 
piieet ilrconium metal tubat to Japan. 

DEVINE, J B. Aftlitant Dirtetor for Export/Import b Intarnationel 
Bafoguardt, 0391 00/09/02 Ip 


6009240S69 8ECV“80~393 

Forwardi Executlvi Branch retponie on pending Trananuclaai 
Inc epplicatlon for llcenie to export hlghlg enriched U to 
Japan 

SHEArJ R afflcB of International Programi, Director 80/00/22 

Ip 


8009250009 Memorendum b order denying Ctr for Development Follcy b 
Frlendl of Korean People petition to Interveno. Appl Icatlon 
for export of two reactort to South Korea meett Atomic 
Energy Act criteria JF Ahaarna b JN Hendrle opinion end 
GNILKiB.J Office of the Secretary of the Commlttlon. CL1-0O-3V 
80/09/22. t6pp. 


8009250333 Forwardi Trentnucleer, Inc 800819 emend application to 
increaea quantity of mail authoriied for export. N/o end 
PETERSON, M, R. Aielftent Director for Export/Import b Internationa 
Saftguardi 80/08/22. Ip. 


8009260068 Conflrmi 800908 telcon re NRC review of llcenta to export 
tfeuterluoi oxide to Nett Otrmany b urgei action to effect 
fhlpmtnt under convenient weather condition! 

UERNER, N. Qiorge Uhe Co. , Inc. 00/09/08 Ip. 


B0D926D195 Ltr of aituranee re Netilnghoute application to export 5,744 
g LI to Bwedtn 

ALLOARDff, □ Sweden 80/09/04 Ip. 


800926D2IB Forward* application for llcenie to export 1,640 kg U, 
containing 0.016 kg U-S39, to Franco 

MATflDN.V. Trentnucleer, Inc 80-184/01, 80/09/03 Ip 


0009230425 Licinte for Cabot Corp to export 140,040 ft ilrconium Orade 
3 leanlttx tubing to Canada. 

DEVINE, J.B Atilxtent Director for Export/Import b Internationa 1 
Safeguerdt 1-9017(19-20012. 80/09/02 Ip 


0009230427 Lictnit for Bandvik Spadal Meta It Corp to export 925 piecee 
ilrconium nttal tubti to Japan. 

DEVINE, J B Atxlitant Director for Export/Import b International 
Bafiguarde 0392 00/09/02 ip. 


— 8009260224 Application by Trantnucloar, Inc for licante to export 1,840 
kg U, coTiteining 0.016 kg U-23S, to Franca. 

MATSON. V Tran »nud ear, Inc 80-164/01 00/09/03 Ip 


8009290061 Requeit* Executive Branch poiition re United Nuclear Carp 
application for llcenxe to export 7.926 kg U to Hett 
Oermany b other European euxtomere 

DEVINE, J.B. Aiilxtant Director for Export/Import b International 
Safeguerde. 80/09/12 Ip 


0009830420 Lictnit for Cabot Corp to export 60,500 ft xirconium Oradt 2 
ttamleet tubing to Canada 

DEVINE, J.B Aixiitant Director for Export/Import b Intarnationel 

Bafeguardi. 1-9016,9618,529. 80/09/02 ip. 


909230429 Amend 1 to lictnit for Tranenudear, Inc to Import 39,500 kg 
enriched U from France, extending axpiratton date fron 
000901 to 810701. 

DEVINE, J B. Axeiitant Director for Export/Import b International 
Safeguard! 00/00/20, tp. 


(009230754 Advlitt of Riutar-Stoliei withd'rauat of Llcenxe Application 
X8NM-1597 

DEVINE, J B. Aiilitant Director for Export/Import b International 
Safaguardi SO/09/OS ip. 


009230781 Forward* application for ixport licenti for minor nuclear 
export Ltr of aiiurenci required H/o encl. 

DEVINE, JB Aiilitant Director for Export/Import b International 
Saftguardt. 80/oa/29. Ip. 


1009230783 Application by Heitinghoute for llcen«t to export three 
NL-2344B incort radiation detecton to Japan. 

POCHALtU. F, Ueitinghoutt Electric Carp. ZE-A0191 00/08/26 9pp 


8009230799 Appllcatlori by Edloui Inti Co for licante to export 5 g U-OiO 
b 5 g U-019 to Japan 

HARMON, D U Edlou International Co 810 B<a-97-80» BO/OS/27 ip 


8009290130 Executive Branch potltion re (M Co application for lieente 
to export electronic control contola including 
Initrumentatlon b power level control coeiponontt to Belgium. 

Llcinee ihoutd be iteued, 

N08£NZO,L.V State.Dept of. Bureau of Ocaane b Internatl Environ b 
Bciintlflc Affalrl. 00/09/09 2pp, 


0009290136 Eitcutive Branch poiition re Tran*nuc leer, Inc application 
far llcenee to ixport 2 799Kg U-235 to Watt Oermany. Llcenie 
ahould be litutd, 

NOSENrOrL V. etatt. Dept of, Bureau of Oceana b Internatl, Environ b 
Scientific Affaire. 60/09/03. 4pp. 


8009290147 Requetta Exicutive Branch poeition re EdloW Inti Go 
application for licante to export 117,319 Kg U to W*tt 
Oermany. 

DEVINE, J.B. Aeiiitant Director for Export/Import b International 
Safaguardi. 80/09/11. ip 


8009290149 Llcenee for Wottlnghouie to axport three unit* In-ecre 
radiation detactore, Nodal WL -23 4 48, to Japan. 

DEVINE. J.B AifUtant Director for Export/Import b International 
Safeguard*. ZE-60191. 80/09/12 Ip. 


0009290151 Llcenie for Aldrich Chemical Co to export 1.0 kg deuterium, 
contained In 5.0 kg deuterium oxide, to Mexico 

DEVINE, J.B. Aiilitant Director for Export/Import b International 
Safaguardi, 16/80. 80/09/12. Ip. 


8009290153 Forwardi application for axport llcenee for minor nucleer 
export. Ltr of eiiurance required. , W/o end. 

DEVINE, J.B. Aiilttant Director for Export/Import b Intarnettonel 
Safeguard*. 00/09/11 tp 



NONDOCKETED ITEMS 


End ux ttAtomsnt fgr azpart of doplotod U to Orvat Britain. 
KARKDNtD M Edlow Xntarnatlonal Co BOi'09/08 Ip 


&0093f0359 Application bg Hltoubtihi Corp for llctnco to aiport 300 nCi 
■ ncapoulatod coraot tilro to Japan 

KU<i£> T Hlttublthl Intornattonal Corp (tubt of Mlttublihl Corp >. 
I>4-7**2-HO BO/09/03 Ip 


M0929039S Llconto for Hathooon Oaa Product* to ozport 90g dautarium to 
Auttralla. 

DCVlf^Er J S Axlstant Dlractor for Eiport/I/nport & Intornatlonal 
eafogtiardo. 101-96919 80/09/11. Ip 


800929C403 eECV-ao-40Q 

InforMt Coaniotlon of Eiocutlvo Brancb rooponto on ponding 
•Xpert application XBNM-1666 for Kartinl Rotoarch Roactor 
Ceploo of original application ti Itro of aaouranco oncl 

R. Off ICO of Intornatlonal Progranoi Diroctor 80/09/04 

23pp. 


8009290476 Llconoo for CERAC< Inc to aiport 20,0 tg thorium motal 
p aaida r to Hott Oaraang. 

P£TERSOf{< M R Aiolotant Dlractor for Eiport/Import ti Intornatlonal 
Safaguarda. BO/09/17. 2pp 


8009290483 Application bg Sigma Chomlcal Go for llconio to azport 
•g^valont of 10 tg dautorlum oxldo to Braill 

SIERNiM. C. Blgna Chomlcal Co. {tubs of Blgma-Al dr ich Corp ) D-93. 

80/09/12. Ip 


BC092904BB Application bg Blgma Chomlcal Co for llconio to aiport 
• '^ulvmlant of 10 kg dautorlum to Blngapora. 

BTENNiW, Sigma Chomlcal Co. louba of Blgna-Aldr Ich Corp }. 0-92 

aO/09/12. tp. 


8009290981 Application bg Sigma Chamlcal Co for llconio to aiport 
agulvalant of 10 kg dautorlum oildo to India, 

BTERNiM. C. Blgma Chamlcal Co, (lubt of Blgma-Aldr Ich Corp. >. D-91 

80/09/12. Ip. 


8009300024 Application bg Blgma Chamlcal Co for liconto to aiport 
• <|UlvaLant 10 kg dautorlum oilda to Now Zaaland 

BTERHrH. C. Blgma Chamlcal Co (lubi. of Blgma-Aldr Ich Corp I. D-SO 
80/09/12, Ip. 


8009300026 Llcania for Uaitlnghouia to aiport 146 kg U-235i cental nod 
in 9. 746 tg U> to Bwadan. 

PEIERBON* H. R. Aiilitant Dlractor for Eiport/Impor t (< Intarnatl anal 
Bafiguarili. ICe-0292. S0/09/17. 2pp. 


8009300032 Llconaa for DOE to Import 249 kg U. onrlchad to 2. 99X U-239. 
from Canada. 

D^IHEi J. 8. Aailitant Dlractor for Eiport/lmport t< Intarnational 
Bafaguardi. 80/09/17. Ip 


8009300039 Raiiuaitfl Eiacutlva Branch petition ro Konianto Roiaarch Corp 
application for amend to liconia to aiport Cf-292 ti Cn-242 li 
244 to Now Zealand. 

DCVIiNEtJ. B. Aaslatant Director for Export/Import ti International 
Safaguardi. 80/09/17 Ip 


— 8009300084 Application bg Traninuclaarr Inc for licanta to iiport 
4 371 kg anrichtd U to Auitrla 

MATSON, V. Traninuelaar, Inc NWH,-349 aO-108 80/09/08 3pp 


8009300088 Application bg OA Co for llconio to aiport componanti & 
raplaciffltnt parti to Italg 

M0URV,H. fl Danaral Atomic Co Ciubt of Oulf Oil Corp ) IEL-S012 
00/09/08 3p p 


8009300690 Exocutiv« Branch poiltlon ra Coordination Council for North 
American Affalri application for llcenio to export 4,000 kg 
of haavg uatir to Taiwan Llcinia ihould bt granted Ltr of 
aiiurance end, 

NQSENZO.L V. State, Oapt of 30/09/09 3pp 


6009300692 Llcentt lor D1<U to eiport reactor veiiil 0 ring gatketi, 
gaaket retaining dlpi tc clip icrawi, all tpeclallg daiigned 
for uie in nuclear reactor, to South Korea 

DEVINE, J 8 Aiiiitant Director for Eiport/Import & International 
Bafaguardi 768-988092-91 80/09/09 Ip 


8009300699 Ritual ti Eiecutlvo Branch poiltlon re Traninuc 1 ear , Inc 
requeit for amend to 1 leone* to export addl 1,144 kg of 
normal U oxlda, *e U oxide, to Ifiit Oermang 

DEVINE, J.B Aeeletant Diroctor for Export/Import ti International 
Bafaguardi 80/09/ OS tp. 


8009300697 Anaod 1 to llcinaa for Rautar-Btokai, Inc to iiport 10 addl 
radiation datactora, Modeli RS-C6-0201-231, to South Kona 
DEVINE, J, B. Aiilitant Diroctor for Export/Import it International 
Bafaguardi. aE-e029, V-a636. 80/09/09 Ip 


8009300660 Executive Branch petition ra Oaorga Uht Co, Inc application 
for licenia to eiport 2,290 Ibi of beavg water for ui* In 
nuclear reionance ipactroicopg to Ueit Oermang Llceni* 
thould be granted. 

NOSENZO.L V Btata, Dapt of. BO/09/09. 2pp 


8009300662 Llcantt for Dept of Navg to aeport 8,076 Kg depleted Urae 
component of 74,400 round! of ammunl tlon, to Singapore 
DEVINE, J 8 Aiilitant Director for Export/Import & Intornatlonal 
Bafaguardi 8ER 63/779123 a0/09/0S Ip 


8009300664 Eiecutivt Branch poiltlon ro Dipt of Navg application for 
Ilcanie to oxport 9,076 kg deplatad U to Blngapora. Propoead 
export mag be made w/o being eubj to tarmi of Agreement for 
Cooperation, Llcenia thould be granted 
NOSENZO.L V State, Oopt of. BO/09/03. 2pp 


8009300666 Llcenee for Hlteui t< Co to export 0 329 g 0-239, contained 
In 30 g U, to Japan 

DEVINE, J. 8 Aeilitant Director for Eiport/tmpor t C, Intarnational 
Bafaguardo, 80/09/08. 2pp. 


8009300668 Application by Edlou Intl Co for llcania to export 117,319 
tg U, contained In 138,348 kg U-308, to Ueit Oermang. 

HARMON, D.H. Edlou Intarnational Co NOEX-1 80/09/02 Ipp 


B009300670 Application bg Hathecon Oai Producta for llcania to export 
900 Uteri dautorlum in Blio 3 cylinder to Vanezuala 
JAROD, L. Matheion Oai Product!. lOl-94099-A. 80/03/28 Ipp 


8099300062 Porwardt application to amend llcania to export Pu-238 
eealid radiation lourcai, adding Naw Zealand to liat of 
countr laa. 

TAYLOR, R R. Monianto Co. 80/09/08. 3pp 


—8009300064 Application bg Monianto Roiaarch Corp to amind llcania, 
adding New Zaaland to llit of countrlai 
TAYLOR, R.R. Monianto Co. 80/09/08. 4pp. 


8009300071 Ragwaate Exacutlvo Branch poiltlon ra Edlou Inti Co 
application for llcania to export 9,000 kg depleted IIF4 to 
Oreat Britain. 

DCVINEj J. B. Aiilitant Dlractor for Export/Import & Intarnational 
Safaguardo. 80/09/16. Ip. 


9009300074 Eiacutiva Branch poaltlon ra DtiN application to akport 
430 kg d'epletad U to Japan. Llcania ihhould be liiuod Ltr of 
aiiurancm and. 

N08ENZ0,L.V. Btata, Dapt. of , 80/09/08 3pp. 


9009300078 Application bg Traninuclaar, Inc for Itcanoo to import 
1910 kg U from Meet Oermang. 

KATBON, V. Traninuclaar, Inc. 80-178/02. 80/09/09. 2pp, 


9009300079 Poruardi application bg Traninuclaar, Inc for llcenie to 
expert 4.371 kg U to Auitrla Related end uit itataoient 6 
raacter chackllotl end. 

I1AT80H,V TTaninudaar, Inc 80/09/08 Ip. 
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BRUNNER, E. J 

00-302 

Q 

BRUNNER.E J 

90-300 

0 

BRUNNER. J E. 

00-320 

H 

BRUNNER. E. J 

00-389 

T 

BRUSH. P N. 

00-289 

T 

BRYANT, H M 

00-289 

T 

BRYANT. U H 

90-046 

0 

BRYAN. J. K. 

00-320 

K 

BRYANT. J. C 

70-1167 


BRYAN, J K. 

FOIA 


BRYAN, J K. 

00-133 

R 

BRYAN, J K. 

90-298 

a 

BRYAN, J K 

30-298 

Q 

BRYAN. 8. E 

40-6699 


BUCCHOLI.R H 

0A997 


BUCKHOLZ.R H 

90-133 

R 

BUCHHOLI, R. H 

27-39 


BUCHHOLZ, R. H 

40-3403 


BUCHHOLZ.R. H. 

40-3403 


BUCHOLZ.J A 

QA999 


BUCHOUZ, J. A 

00-413 

Q 

BUCNITZ.R J 


ACCESSION 

HUMBER 


B00903067i 

8009100209* 

B009IA0209 

8009ta0093» 

8009180203* 

B0090S0214* 

8009190304* 

8009030337* 

8009190629 

8009180027 

8009180089 

8009180193 

8009100033* 

8009180081* 

8009180073 

e009240739* 

8009340731 

8009170317* 

8009080473 

8009180064* 

8009160468* 

8009020236 

8009020399 

8009020416 

8009200067 

9009120444 
8009160276* 
8009100590 
80091 10019 
B009 110019 

8009100444 

8009190404 

8009130404 

8009220406 

8009190939 

8009230616 

6009230616 

6009240963 

6009040406 

6009040416 


SUBJECT 

CATEOBRY 


PR 

40-6699 

PRM 

40-8594 

40-1163 

71-9508 
90-438 0 

90-327 0 

FOIA 
40-3899 

40-0994 

40-1163 

40-2299 

40-8453 

40-B4S3 

40-299 
40-299 
90-320 iP 
40-3493 
0A999 

CONTRACT 
50-404 0 

90-404 0 

50-404 0 

50-404 8 

50-206 H 
50-254 H 
PR 

50-275 0 

50-275 0 

en 

90-279 0 

90-273 0 

50-275 O 
PR 

90-273 0 

30-275 0 

PR 

30-186 B 
90-186 8 



ACCEBBION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

BUDNITZ.R J 

8009190200* 

HI8C 


BUDNITZ.R J 

8009040459 

BECY 


BUDNITZ.R J 

8009100943 

RES 


BULLI NOTON, R L 

8009120663* 

CONTRACT 


BURCHETTE.M H 

8009170361 

90-443 

0 

BURCHETTE.U H 

8009170233* 

50-445 

M 

BURCHETTE.M H 

8009170364* 

90-443 

M 

DURDETTE. T E 

8009110427* 

90-413 

0 

DUROEN, R. E 

8009290039* 

FOIA 


BURGER, A C 

8009150393* 

90-320 

H 

BUR0EB6.B L 

8009360271* 

30-382 

0 

BURGER. F J 

8009160301* 

90-371 

R 

BURKE. B. U 

8009340713* 

90-280 

Q 

BURKE. D. J 

8009020220* 

30-280 

Q 

BURKHARDT. M 

9009100232 

70-1257 


DURMASTER.H 

8009330004* 

30-409 

0 

BURNETT. R. F 

8009120170 

70-33 


BURNETT. R F 

8009130334 

70-364 


SimNB.B 0 

8009030134 

30-409 

0 

BURNS. 8 G 

6009110017 

50-259 

0 

BURRELL. A 

B009S60646* 

50-201 

0 

BURRIS. L 

8009300940 

50-201 

O 

BURSTEIN. 8 

8009020497 

50-266 

P 

BURSTEIN. 8 

8009030343 

50-266 

F 

BtmsTEIN. 8 

8009160442 

50-266 

P 

BURSTEIN. a 

6009300305 

50-266 

0 

BURSTEIN. 8 

8009230249 

50-266 

P 

BURSTEIN. 8 

8009290177 

50-266 

F 

BURSTEIN. 8 

8009290341 

80-266 

P 

BURTSAVAOe.E H 

8009190732 

REOOD 


BURWELL. 8. B 

6009100004 

30-448 

A 

BUSCH. R H. 

6009180528 

50-322 

0 

BU8H.L L 

B009300190 

M.E 


BUTLER. U A 

0009240070* 

FOIA 


BYINOTQH. J H 

8009230699 

50-413 

I 

BYRD.P K 

6009330475* 

TOPREP 


CADENA. 0 0 

6009150174 

REOOD 


CADWELL. J 

8009110416 

RES 


CADWELL. J. J 

8009090770 

RES 


CAHN.A L. 

8009190672 

HUREO 



8009190594 

71-9099 


CAIN. C L 

8009100199* 

40-6659 

8009230906 

90-186 

P 

CAIN.C L 

BOG908O4B7* 

40-3433 

8009100392* 

90-334 

0 

CALDWELL. R A 

8009170176* 

50-313 

6009110301* 

90-333 

Q 

CALDWELL. fl A 

8009170183* 

50-382 

8009 190070* 

90-293 

0 

CALDWELL. H A 

8009110397 

90-327 

8009090244* 

90-289 

0 

CALHOUN. J R 

8009030367 

90-327 

8009130199 

90-247 

Q 

CALHOUN. J R 

8009030917 

90-327 

B0091900B3 

90-249 

O 

CALHOUN. J R 

8009030488 

90-259 

6009190137* 

90-271 

0 

CALHOUN, J R 

B009030997 

90-296 

8009160229* 

30-277 

8 

CALHOUN. J R 

8009090947 

50-327 

B009100B47 

90-247 

0 

CALHOUN. J R. 

9009080394 

90-327 

0009180001 

90-334 

a 

CALHOUN. J R 

8009080360 

50-327 

6009100874 

30-293 

Q 

CALHOUN. J. R 

6009080373 

90-327 

B009I90159 

90-323 

0 

CALHOUN. J R 

8009090467 

90-260 

8009190160 

30-277 

0 

CALHOUN. J R 

8009030538 

30-339 

8009110663 

30-273 

3 

CALHOUN. J R 

8009080382 

50-327 

8009100897 

50-277 

0 

CALHOUN. J R. 

6009090327 

30-327 

8009110047 

90-334 

0 

CALHOUN. J R 

6009090331 

30-327 

8009110509 

90-219 

a 

CALHOUN. J R 

8009090314 

30-296 

8009090237 

50-289 

0 

CALHOUN. J R 

8009090443 

50-260 

8009 100384 

50-334 

0 

CALHOUN. J. R. 

8009090397 

30-239 

8009190430 

SD-334 

0 

CALHOUN. J R. 

8009 120411 

50-327 

8009190073 

30-293 

Q 

CALHOUN. J R 

8009120412 

90-327 

8009020501 

50-277 

a 

CALHOUN. J R 

8009160329 

90-327 

8009190573 

50-271 

8 

CALHOUN. J. R 

8009160373 

90-327 

8009 190420 

50-329 

0 

CALHOIAI. J. R 

8009090332 

90-296 

6009300600 

30-309 

a 

CALHOUN. J R 

8009090490 

90-260 

0009120603 

XPORTLIC 

CALHOUN. J. R 

8009160416 

90-296 

8009120413* 

30-220 

V 

CALHOUN, J fl 

8007160421 

30-327 

6009120417* 

90-220 

V 

CALHOUN. J R 

8009160432 

50-260 

0009100080* 

90-403 

8 

CALHOUN. J. R 

8009160434 

50-260 

0009180439* 

90-400 

0 

CALHOUN. J A. 

8009160390 

90-327 

8009090946 

90-483 

B 

CALHOUN. J A 

8009160406 

90-327 

8009230691 

30-483 

8 

CALHOUN. J R. 

8009160463 

90-327 

6009230662 

90-483 

K 

CALHOUN. J A 

8009190471 

50-327 

8009300447 

NUREO 


CALHOUN. J. R 

BO09190440 

50-260 

8009260260 

30-299 

o 

CALHOUN. J A 

8009190469 

30-259 

8009090329 

TOPREP 


CALHOUN. J. R 

8009190467 

50-259 

BOO 9230 472 

TOPREP 


CALHOUN. J. R 

8009190540 

50-327 

6009230430 

TOPREP 


CALHOUN. J R. 

8009230706 

50-259 

6009230308 

TOPREP 


CALHOUN, J R 

9009330716 

50-239 

8009230308 

TOPREP 


CALHOUN. J R 

9009230387 

90-327 

8009110372 

HUREO 


CALHOUN. J. R 

8009230674 

50-296 

8009160203 

HUREO 


CALHOUN. J. R 

8009230669 

90-296 

8009040461 

SECY 


CALHOUN, J P. 

0009230730 

50-327 


0 

Q 

H 

S 

B 

8 

8 

B 

8 

8 

8 

8 

8 

S 

9 

9 

8 

8 

8 

8 

8 

3 

8 

a 

B 

8 

8 

8 

8 

8 

8 

a 

8 

e 

8 

8 

8 

8 

8 

8 

8 

8 

B 


370 PERSONAL AUTHOR INDEX 


AUTHOa 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

CALHOUN. J R 

8009270345 

90-299 

S 

CALHOUN. J R 

B00930DS£2 

50-299 

B 

CALHOUN. J R 

8009300567* 

30-259 

9 

CALHOUN. J R 

8009300451 

50-327 

a 

CALHOUW. J R 

8009300516 

50-299 

9 

CALHOUN. J R 

8009300544 

90-296 

s 

CALHOUN. J R 

8009300548 

90-260 

s 

CALKINS. 0 D 
CALLAN.L J 

80091 10639 
8007180481* 

NUREO 

50-313 

0 

CAMERON, C A 

CAMPBELL, M 
CAMPBELL, J E 
CAMPBELL, D 0 

8009300477 

8009290064* 
8009020349 
80090 200B0* 

TOPREP 

FOIA 

NUREO 

90-320 

p 

CAMPBELL. D 0 

8009030S34* 

90-320 

p 

CANAOV.K a 

8009050087* 

90-369 

0 

CANNON. J M 
CANNON. U M 
CANTER. H L 

8009090331 

8009090331 

8007170344* 

27-39 

27-39 

90-312 

p 

CAJfrER. H L 

8009 120490* 

90-312 

o 

CANTRELL. F B 

8009030040* 

90-390 

0 

CANTRELL. F S 

8009090259* 

90-993 

3 

CANTRELL, F 8 

8009110177* 

90-9 IB 

3 

CANTRELL, F 8 

8009290114* 

90-966 

O 

CAPAHANA, 8 
CAPHTON. D L 

6009290449 

6009190081* 

FOIA 

90-293 

0 

CAPH70N, D L 

8009150184* 

50-277 

Q 

CAPHTON, D. L 

8009100861* 

90-277 

a 

CAPHTON. 0 L 

8009110518* 

90-219 

0 

CAPPUCCI.A J 

8009190018* 

50-433 

A 

CARDONA, T H 

80091BOS64 

90-376 

e 

CAREY. U. J 

8009090412* 

90-334 

p 

CARLSON. R T 

8009190100* 

90-443 

Q 

CARLSON, R. T 

8009190277* 

90-387 

0 

CARLSON. R T 

80091902S4* 

90-387 

0 

CARLSON. R, T 

8009090229* 

90-392 

0 

CARLSON. H T 

8009090058* 

90-293 

0 

CARLSON. R T 

S009190214* 

90-394 

0 

CARLSON, R T 

B00910002S* 

90-392 

a 

CARLSON. R T 

8009090482 

50-410 

0 

CARLSON. R T 

8009290299 

90-387 

a 

CARLSON. R T 

B0091 90231 

50-337 

Q 

CARLSON, J D 

8009020240* 

90-397 

0 

CARLSON, R r 

8009190092 

90-410 

0 

CARLSON. R T 

80091008B1 

90-392 

Q 

CARLSON, R. T 

800910088? 

S0-3B7 

3 

CARLSON. R T 

B009100899 

50-289 

Q 

CARLSON. fl.T 

8009240259 

50-317 

0 

CARLSON, R T 

8009100865 

50-412 

3 

CARLSON. R T 

8007150187 

50-394 

3 

CARLSON, R T 

8009090041 

50-293 

3 

CARLSON, R. T 

8009090650 

90-387 

3 

CARLSON, R T 

8009110401 

90-387 

a 

CARLSON, R, T 

8009120120 

90-322 

8 

CARLQDN.R T 

8009120128 

50-387 

B 

CARLSON. R r 

8009120711 

90-337 

S 

CARLSON, R T 

8009190247 

90-387 

3 

CARLSON, R T 

8007120704 

30-387 

B 

CARLSON, R T 

B009090222 

90-352 

O 

CARLSON, R T 

8009100022 

50-352 

0 

CARLSON, S T 

8009150193 

90-492 

6 

CARLBCJN.R T 

8009190203 

90-354 

0 

CARL&C3N, R. T. 

8009190264 

50-387 

0 

CARLSON, R. r 

8009190089 

90-443 

0 

CARLSON, R T 

8009090839 

90-410 

8 

CARLSON, R. T. 

8009090844 

90-410 

8 

CARLSON, R T 

8009190037 

50-354 

S 

CARLSON, R.T. 

8009220329 

50-423 

s 

CARPENTER, K 

8009020178* 

90-320 

H 

CARPENTER, K 
CARPENTER, T 0 

CAflft.il. C 

CARR.E U 

CARROLL. D 

800915O164* 

8009230771* 

8009300136* 
8009 110500 
8009180370 

40-B743 

CONTRACT 

FOIA 

NUREO 

50-289 

I 

CARTER, R B. 

8009100504 

90-184 

F 

CARTtmtSHT.M R 

8009030399 

90-338 

8 

CARTWRIOHT.U R. 

8009030961* 

90-339 

8 

CARTURI«HT>W.R 

8009030967 

90-339 

a 

CARTWRIOHT.U R 

8009030971* 

50-339 

a 

CARTWRtOKT.H R 

8009030976 

90-339 

a 

CARTWRIOHT.U R. 

8009030586* 

90-339 

a 

CARTWRIOHT.U R. 

8009030593 

90-339 

8 

CARTURIOHT.H R 

8009030606 

90-338 

6 

CARTURIOHT.H.R 

8009030609* 

90-339 

s 

' ARTUR lOHT.U R 

S009030614* 

90-338 

a 

ARTUR lOHT.U R 

8009030615 

80-339 

8 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

CARTWRIOHT.U R 

8009030619* 

90-339 

8 

CARTWRIOHT.U R 

0009030629 

30-338 

8 

CARTWRIOHT.U R 

800903063 2* 

90-338 

8 

CAHTWRJOHT.U R 

S009030642 

90-333 

8 

CARTURIOHT.U R 

8007030649* 

90-338 

8 

CARTWRIOHT.U R 

8009030693 

90-338 

S 

CARTWRIOHT.U R 

8009030699* 

90-330 

8 

CARTWRIOHT.U R 

8009030612 

90-338 

B 

CARTWRIOHT.U R 

8009030623* 

90-338 

8 

CARTWRIOHT.U R 

8009090335* 

90-339 

R 

CARTWRIOHT.U R 

8009090499 

50-338 

8 

CARTWRIOHT.U R 

8009090512* 

90-338 

a 

CARTURIOHT.U R 

8009090538 

30-339 

8 

CARTHR lOHT.U R 

8009090941 

90-338 

S 

CARTUROOHT.H fl 

8009090984* 

90-339 

S 

CARTURIOHT. U. R 

8009090986* 

90-338 

8 

CARTURIOHT.U R 

8009180412 

90-339 

8 

CARTURIOHT.U R 

8009180417* 

30-339 

8 

CARTWRIOHT.U R 

8009220239 

50-339 

8 

CARTURIOHT.U R 

8009220241 

90-339 

a 

CARTURIOHT.U R 

B009220243 

90-338 

e 

CARTURIOHT.U R 

8009220291 

90-338 

a 

CARTURIOHT.U R 

8009220306* 

90-330 

8 

CARTURIOHT.U R. 

8009220319* 

90-339 

a 

CARTWRIOHT.U R. 

8009220324* 

90-338 

8 

CARTURIOHT.U R 

8009220399 

90-339 

B 

CARTURIOHT.U R 

8009220360* 

90-339 

B 

CARTURIOHT.U R 

8009220369 

90-338 

B 

CARTURIOHT.U R 

8009220373* 

90-338 

B 

CARTURIOHT.U R 

S009330SB9 

50-339 

8 

CARTURIOHT.U R 

8009230600* 

90-339 

8 

CARTWRIOHT, U. R. 

8009230594 

90-339 

8 

CARTURIOHT.U R 

8009230977* 

90-339 

8 

CARTURIOHT.U R. 

6009230609 

30-338 

8 

CARTURIOHT.U R 

8009230619* 

90-338 

8 

CARTURIOHT.U R 

8009230622 

90-338 

8 

CARTURIOHT.H.R. 

8009230636* 

90-338 

S 

CARY.C.N 

6009160198 

NUREO 


CA8E.E 0 

8009030901* 

90-266 

P 

CASE.E, 0 

8009040299 

90-266 

P 

CASEV. 8. 8. 

8009190093 

90-361 

0 

CABEY.a 8 

8009190083 

90-361 

0 

CABHMELL.R J. 

8009040397 

90-196 

8 

CATCHPOLE.O J 

8009090362 

40-8749 


CATCHPOLErO J 

8009190992 

40-8749 


CATCKPtX.E. 0 J 

6009300202 

40-8749 


CATCHPOLE.O J 

8009030476 

40-8749 


CATCHPOLE.O J 

8009030439 

40-8693 


CATCHPOLE. 0 J. 

6009030389 

40-8749 


CATCHPOLE, 0 J. 

ao091603B3 

40-8745 


CATCHPOLE.O J 

B009I60462 

40-8745 


CATCHPOLE.O J 

8009160386 

40-8745 


CATCHPOLE.O J. 

8009160330 

40-8749 


CATCHPOLE. 0 J 

8009160331* 

40-8749 


CATCHPOLE. 0. J. 

8009160333* 

40-0749 


CATCHPOLE, 0. J 

8009160334* 

40-8745 


CATCHPOLE.O J 

8009160336* 

40-8749 


CATCHPOLE.O J 

8009160343* 

40-8749 


CATCHPOLE, 0 J 

8007160348* 

40-8745 


CATCHPOLE. 0 J 

8009160390* 

40-8749 


CATCHPOLE, O J. 

8009160354* 

40-8749 


CATCHPOLE, O J. 

8009160356* 

40-8749 


CATCHPOLE. 0 J. 

8009160357* 

40-8749 


CATCHPOLE, 0 J 

0009190389 

40-8749 


CATCHPOLE. 0. J. 

8009190392 

40-8749 


CATCHPOLE. 0. J 

8009220332 

40-0749 


CATCHPOLE.O J. 

8009300457 

40-8749 


CATION. I. 

8009230113 

ACR8 


CATION, I. 

8009260028 

NUREO 


CAVANAUOH. U 

0009170241 

90-313 

V 

CAUANAUOH. U 

3009150287 

90-368 

P 

CAVANAUOH, U 

8009090482 

90-313 

P 

CAVANAUOH. W 

8009180424 

90-368 

P 

CAVANAUOH. U 

8009260453 

SO-368 

P 

CAVANAUOH. W. 

8009300242 

50-368 

P 

CAVE.L 

8009240609 

NUREO 


CAYOT.R F. 

8009080339* 

90-133 

R 

CAYOT.fl F 

8009080336* 

90-133 

R 

CERNE.A C 

8009190106* 

90-443 

a 

CHADUELL, H, M 

8009090908* 

90-319 

8 

CHADWELL, H. M 

6009110348* 

90-319 

8 

CHADUELL, H M 

6009190328* 

90-319 

8 

CHAFFEE, A E, 

6009120476* 

90-326 

a 

CHAN.C K 

6009260026 

NUREO 


CHANANIA.F D 

8009020439 

90-399 

K 



ACCESS I ON 

SUBJECT 


AUTHOR 

NUMBER 

CATEOORY 

CHANANIA.F D 

8009030721 

90-443 


CHANANIA.F D 

8009040289 

90-443 

n 

CHANANIA.F D 

8009170232* 

30-443 

K 

CHANANIA.F 0 

8009170239* 

90-443 

H 

CHANANIA.F D 

8009170364* 

90-445 

H 

CHANANIA.F D 

8009170229 

50-445 

H 

CHANANIA.F D 

8009160160* 

90-445 

K 

CHANDLER. L J 

8009090774 

30-361 

0 

CHANDLER, L J 

8009100448 

30-361 

H 

CHAPLIN. 8 D 

8009020387* 

30-320 

B 

CHAPLIN. B.D 

B009030361* 

90-320 

B 

CHAPLIN, 8 D 

8009120406* 

90-320 

B 

CHAPLIN, a D 

8009180426* 

90-320 

a 

CHAPLIN. 3 B 

8009120492* 

90-320 

a 

CHAPLIN. 8 D 

8009180408* 

90-320 

a 

CHAPMAN. K R 

8009230141* 

FOIA 


CHAPMAN. K R 

6009230170* 

FOIA 


CHAPMAN. K R 

8009230193* 

FOIA 


CHAPMAN, K R. 

8009230272* 

FOIA 


CHAPMAN, K. R 

8009230283* 

FOIA 


CHAPMAN, R H 

8009090409 

RES 


CHAPMKAN. L. 0 

8009020361 

NUREO 


CHAPMAN.L 0. 

8009090132 

RES 


CHAPMAN. R H 

8009100994 

NUREO 


CHAHNQFF, 0 

8009300970 

90-483 

9 

CHARNOFF, 0 

8009300870 

90-483 

9 

CHASE. J. U 

8009300081* 

50-299 

0 

CHASE. O 

8009190167 

REOOD 


CKAUDHARV.8 K. 

8009090232* 

50-392 

0 

CHAUDHARY, 8 

0009100899* 

30-209 

0 

CHAU0HARY.8 K 

8009090S33* 

50-490 

« 

CHECK. P 8 

8009090029 

50-290 

p 

CHECK. P 5 

8009090032 

50-293 

p 

CHECK, P 8 

8009050033 

30-29 

p 

CHECK. P . a 

8009090343 

50-269 

p 

CHECK. P 8. 

8009050026 

30-33Q 

a 

CHERBA.R B. 

8009030627* 

50-233 

0 

CKERN.W 8 

8009120733 

RE8 


CHESTER. R 0 

B009U0498 

RES 


CHIANOI.N J 

B00910O46S 

50-400 

8 

CHIANOt.N. J 

8009080254 

30-400 

8 

CHILDS. H. V. 

80090304 M* 

50-333 

3 

CHILDS. U V 

8009030423* 

90-333 

B 

CHILOa.U V. 

8009020359* 

30-333 

9 

CHILDS. U V 

8009020403* 

50-333 

S 

CHILDS. U V 

8009020422* 

30-333 

a 

CHILDS. H. V. 

8009090361* 

30-333 

8 

CHILDS. U. V. 

8009120419* 

30-333 

S 

CHILDS. U V 

8009120369* 

50-333 

s 

CHILDS. U V 

8009160449* 

30^333 

Q- 

CHILDS, W V. 

8009160476* 

50-333 

8 

CHILES. L, 

8009020373* 

CONtUBBIOM 

CHILK.S, J 

8009190326* 

FOIA 


CHILKrS. J. 

8009230196* 

FOIA 


CHILK.S J 

B009230199* 

FOIA 


CHILK. 8 J 

8009230164* 

FOIA 


CHILK. 8 J. 

B009190470* 

FOIA 


CHILK. 8. J. 

BO0919OS97* 

pniA 


CHILK. B, J, 

8009180264* 

lOCFR 


CHILK.S J 

8009030130* 

50-409 

0 

CHILK, 8. J 

9009030079* 

tOCFR 


CHILK. a. J 

8009030074 

lOCFH 


CHILK. 8. J. 

8009030082 

ORO 


CHILK.S J. 

8009030093 

lOCFH 


CHILK. 8. J. 

8009100632 

MI SC 


CHILK. S. J. 

8009190261 

ACR8 


CHILK, 8. J 

BO 09190443 

ACfia 


CHILK, 8. J. 

8009160303 

ACRS 


CHILK. 8. J. 

8009100917 

ACRB 


CHILK. S. J. 

8009080040* 

PR 


CHILK. 8. J. 

8009080036 

PR 


CHILK, 8. J. 

8009020329 

REOOD 


CHILK. 8. J. 

8009020344 

PR 


CHILK. 8. J. 

8009030032 

NUREO 


CHILK, 8. J. 

8009030061 

REOOD 


CHILK, 8. J. 

8009030667 

NUREO 


CHILK, 8. J 

8009240364* 

80-327 

P 

CHILK. a. J. 

8009030648 

ACRQ 


CHILK, 8 . J 

8009290462 

TOPREP 


CHILK, 8. J. 

8009020417 

90-309 

a 

CHILK. a. J 

8009040263 

90-344 

a 

CHILK, 8. J 

8009040339 

90-309 

Q 

CHILK, S, J 

8009090406 

90-490 

c 

CHILK, 8. J. 

8009160347* 

90-369 

Q 

CHILK, 8. J, 

8009120244 

90-344 

O 
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ACCESSION SUBJECT 
AUTIIDR NUMBCfl CATEODRy 


ciiiLKiS J Qooyiaoa'M so-a o 

CHtLK.a J 0009120390 30-4 A3 0 
CIULKiB J. 8009160142 30-399 0 
CIULK.S J 8009160322 30-409 0 
CHlLK.e J 8009100346 30-309 0 


ACCESSION SUBJECT 
AUTHOR NUMBER CATEOQSy 


CLAYTON. F L 0009110238 30-34B Q 

CLAYTON. E. 0 0009100413 NUREO 

CLAYTON. F L 80090S0032 30-340 0 

CLAYTON. F L 0009020291 30-348 Q 

CLAYTON. F L 0OO919OSaa« 30-340 0 


ACCESSION SUBJECT 
AUTHOR NUMBER CATEOORV 


COHN.D D 8009030149 30-367 0 

COHN. 0 H B00903O152* 30-367 0 

COLE.R F 8009300439 30-376 0 

COLEMAN. R fi 009 100403 CONTRACT 

COLEMAN. R 8009230230 CONTRACT 


CHILK. a. J 

CM ILK. 3 J 

8009220427 

8009250009 

30-327 

XPORTLIC 

0 

CHILK. a J. 

8009230010 

30-336 

0 

CHILK. 8 J. 

8009230020 

30-443 

H 

CHltK. 8. J 

0009230039 

SO-458 

0 

<lltLK.a J 

8009230042 

30-490 

0 

CHILK. a. J 

CHILK. 8 J 

8009230043 

8009230033 

30-490 

70-143 

0 

ciiiiK. a. J 

0009260467 

30-346 

0 

CHILK, a J. 

6009260639 

50-336 

0 

CHILK. B J 

8009260639 

30-336 

0 

CHILK. a. J. 

CHILK. a. J 

8009260463 

8009300019 

30-309 

27-39 

0 

CHILK. a J. 

8009300037 

30-443 

0 

CHILK, 8 J. 

0009300320 

30-3 

0 

CHILK, a. J. 

6009300360 

30-393 

M 

CHtteON.V. T. 

00091702014 

30-230 

R 

CHCITON.A D 

0009130436 

30-336 

R 

CIUH.N. Y. 

CiHONO.L K 

0009110320 

0009170039 

30-320 

FOIA 

P 

CH0ULE8.N C 

0009160616* 

30-303 

0 

CHOULEa. N. G 

0009290118* 

30-233 

0 

CIION.C T. 

00092901 10* 

30-283 

0 

CHRISTIANSON. F. 

0009100161* 

30-331 

Q 

CHRISTENSURV.E 

0009110603 

50-452 

0 

CHRISTOFFER. 0. 

8009030133* 

30-293 

0 

ClfftlSTENSEN. J K 

8009260417* 

50-209 

T 

CHURCH. F. 
CHURCHILL, n L 
CHimCHlLL, R. L 

8009110413# 

0009130078 

0009110702 

COMM ISO ION 
70-33 

70-33 

ClESIKIEHIGZ.a 

0009020300# 

30-237 

8 

CtEaZKTEHICZ. a 

8009230720# 

30-10 

R 

CtHQUEHANI.n K 
CIPOLLA. A J 

0009040404 

D009300241 

30-3 

40-3392 

H 

CLARDY. L. 

CLARK. A T 

0009100161* 

0009120343 

30-331 

70-1300 

Q 

CLARK. R A 

0009110610 

80-330 

P 

CLARK. R. A 

0009170264 

30-309 

P 

CLARK. R. A 

0009170267* 

30-309 

P 

CLARK. R A 

0009020336 

30-317 

P 

CLARK. R. A 

0009120107 

30-203 

F 

CLARK. R A 

0009130418 

30-317 

P 

CLARK. R. A 

0009100213 

30-336 

P 

CLARK. R A 

0009030040 

30-336 

P 

CLMIK.R A. 

0009130330 

30-317 

P 

CLARK. A T 

0009000409 

30-201 

U 

CLARK. L 

0009030563 

30-20 

R 

CLARK, R. A 

0009170002 

30-202 

P 

CLARK. R. A 

00091 70000* 

30-202 

P 

CLARK. L 

0009000190 

30-20 

F 

CLARK. R A 

000919001 1 

30-3 IB 

P 

CLARK. R A 

0009190173 

30-203 

P 

CLARK. R. A 

0009190179# 

30-283 

P 

CLARK. R. A 

0009190103# 

30-203 

P 

CLARK. R. A. 

0009190293 

30-202 

0 

CLARK. R A 

0009190297 

30-335 

0 

CLARK. R A 

0009190300 

50-344 

0 

CLARK. R. A. 

0009190322 

30-336 

0 

CLARK. fl. A. 

0009170336 

30-203 

0 

CLARK. R A 

0009190352 

30-266 

0 

CLARK. A. A 

0009260320 

30-317 

0 

CLARK. H A. 

0009260333 

30-360 

0 

CLARK. R A 

8009260602 

30-309 

0 

CLARK. R A. 

0009260613 

30-330 

0 

CLARK. R A. 

0009120373 

30-266 

p 

CLARK. R. A 

0009260032 

30-344 

p 

CLARK. R A 

8009260197 

30-309 

■ p 

CLARK, n. A. 

B00929042I 

30-202 

p 

CLARK. R L. 

0009290467 

30-283 

p 

CLARK. R. A 

0009300077 

30-317 

p 

CLARK. R. A 

0009300000* 

30-317 

p 

CLARK. R. A, 

0009300003# 

30-317 

p 

CLARK, a 

0009220207* 

30-293 

0 

CLARK. R A. 

0009250126 

30-360 

p 

CLARK. R. A 

0009230130* 

30-368 

p 

CLARKrR A 

8009230137* 

80-360 

p 

CLARK. P. R 

0009260394* 

30-289 

T 

CLAUSEN. 0 H 

00091003604 

30-320 

H 

aAV.R V. 
CLAY,E.L. 

8009170204* 

0009100793* 

50-320 

70-27 

H 


CLAYTON. F L 

8009020301 

50-364 

Q 

CLAYTON, F L 

0009100324 

30-364 

F 

CLAYTON. F L 

8009020030 

30-364 

A 

CLAYTON. F L 

0009020043 

30-364 

A 

CLAYTON. F L 

0009100363 

50-364 

S 

CLAYTON. F L 

0009020030 

80-364 

A 

CLAYTON, F L 

0009 020062 

30-340 

B 

CLAYTON, F L 

0009100237 

30-364 

0 

CLAYTON, F L 

0009030427 

30-340 

8 

CLAYTON, r L 

000903049 1 

30-348 

R 

CLAYTON, F L 

8009030492 

30-364 

A 

CLAYTON, F L 

0009000387 

30-340 

P 

CLAYTON, F L 

0009 1 10687 

30-348 

0 

CLAYTON. F L 

8009040246 

30-364 

A 

CLAYTON, F L 

8009040396 

50-364 

A 

CLAYTON, r L 

0009080293 

30-364 

A 

CLAYTON, F.L 

8009090566 

30-340 

P 

CLAYTON, F L 

8009090583 

50-340 

F 

CLAYTON, F L 

0009120423 

50-348 

P 

CLAYTON, F L 

0009100318 

50-340 

V 


COLEMAN, L R 

0OO91OOS9O 

PR 


COLEMAN, L R 

8009190529 

PR 


CPLEV, J L 

00092403134 

30-413 

a 

COLLINS, 8 J 

00091301374 

50-271 

a 

COLLINS. E D 

8009020000* 

30-320 

p 

COLLINS, E D 

8009030334* 

30-320 

p 

COLLINS, J T 

0009090603 

30-320 

p 

COLLINS. J T 

8009110670 

50-320 

p 

COLLINS. J T 

0009020135 

50-320 

R 

COLLINS, R E 

8009300202* 

30-267 

a 

COLLINS. F 

8009190703 

REOOD 


COLLINS. P F 

8009080405 

MI8C 


COLLINS, J T 

8009090796 

50-209 

R 

COLLINS, J T 

B009 120677 

50-320 

P 

COLLINS, J T 

8009100375 

30-320 

R 

COLLINS. J T 

8009150539 

30-320 

R 

COLLINS. P F 

8009190745 

50-202 

P 

COLLINS, P F. 

8009130447 

HI8C 


COLLINS, J T 

80091 50S32 

50-320 

R 

COLLIER, R P 

5009100043 

NUREO 



CLAYTON, F L 

0009130484 

30-364 

A 

CLAYTON. F L 

6009160320 

30-348 

a 

CLAYTON. F L 

8009160413 

50-364 

A 

CLAYTON. F L 

6009160338 

50-348 

P 

CLAYTON, F L 

0009160260 

30-349 

R 

CLAYTON. F L 

8009160307 

50-348 

8 

CLAYTON, F L 

0009170333 

30-364 

A 

CLAYTON. F L 

0009150259 

30-348 

K 

CLAYTON, F L 

0009130260* 

50-340 

K 

CLAYTON. F L 

0009170214 

50-364 

A 

CLAYTON, F L 

8009230465 

90-364 

A 

CLAYTON, F U 

8009230366 

30-340 

R 

CLAYTON, F. L 

6009230440 

30-364 

A 

CLAYTON. F L 

0009230722 

30-348 

B 

CLAYTON, F L 

0009230710 

30-348 

B 

CLAYTON. F L 

0009290329 

50-364 

A 

CLAYTON, F L 

8009300301 

30-348 

P 

CLAYTON, F L 

0009300334 

30-340 

0 

CLAYTON, r L 

0007300433 

30-340 

II 

CLAYTON. F L 

8009290391 

30-364 

A 


COLLIER. R P 

B009300164 

NUREO 


COLLINS, P F 

0009110317 

30-166 

V 

C0LLIN8, J T 

a0091G0204 

50-289 

R 

COLLIER, L B 

8009240537* 

50-393 

0 

COLLINB. J. T 

8009230126 

90-320 

H 

COLLINS, J T 

8009230440 

SO-320 

P 

COLLINS, J T 

8009290481 

50-320 

R 

COLLINS, M 

B0091B0441 

50-296 

S 

COLOMBO. R U 

8009150272* 

50-312 

s 

COLOMBO, n H 

8009160277* 

50-312 

R 

COLOMBO. R W 

B009260476* 

90-312 

0 

COLTON. E 

6009090663 

XPORTLIC 


COMSa. C 

8009180191* 

CONTRACT 


COMER, F M 

7912040136* 

PT9 


COMER, F M 

0005160029 

Doc 1(6 30 

COMPTON. R M 

8009180162* 

90-280 

a 

CONKLIN. J C 

8009100933 

NUREO 


CONLON, T. E 

S009 100149* 

90-389 

0 

CONLON, T E 

00091205394 

90-250 

a 

CONLON, T E 

80091201414 

50-416 

a 


CLAYTON. F L 
CLAYTON. F L 
CLAYTON. F L 
CLAYTON. F L 
CLAYTON. F L 

CLAYTON, F L 
CLEMONS, P 
CLEVELAND, C J 
CLEVELAND. C J 
CLEVELAND. C 0 

CLCVELANB.C J 
CLEVELAND, J C 
CLOUD, R L 
COOD.A 0 
COCHRAN, T D 

COCHRAN. R 0, 
COCHRAN, T 
COCHRAN, T B 
COCKRELL. R. 0 
COCKRELL, R 0 

COOOtN.C L 
CQOOIN.C.L 
COOOtN.C L 
COOOIN.C L 
CQOOIN.C L 

COOOIN.C L 
COOOIN.C L 
COHEN, W. 0 
COHEN. 0. 
COHEN. I 

COHEM, E. 
COHEN. P 
COHN.D B 
COHN.D 0 
COHN. D. B 

COHN, D. B 
COHN. D. B. 
COHN. D D. 
COHN.D B 
COHN.D H 


8009300430 

0009300372 

0009300463 

0009300523 

0009300424 

000930051 1 

00092900600 

0009120379 

0009120639 

0009260110 

8009260368 
0009100933 
00090 20096» 
80091000034 
8009030179 

000903086 D 
8009160046 
8009300004 
8009020332 
80090203 96<« 

8009030 4 614 
8009030447# 
80090203674 
80090204144 
80090904384 

80091902904 
00091302944 
00090203324 
0009150149* 
8009 130380* 

0009120183 

0009030350 

6009070633* 

60090706334 

3009090627* 

0009090633* 

8009090627* 

8009090633* 

8009030149 

8009030152* 


30-364 V 
30-340 8 

30-364 V 
30-340 B 
30-340 P 

30-348 8 

FOIA 

30-263 P 
30-313 P 
30-263 P 

30-315 P 
NUREO 
50-206 P 
CONTRACT 
70-143 

30-89 n 
PR 

30-367 0 

30-297 » 

50-297 R 

50-366 a 
30-366 a 
30-366 a 
30-321 a 
30-366 6 

80-321 8 

30-321 B 
80-320 H 
CONTRACT 
70-133 

50-361 H 
30-206 H 
30-367 0 

30-367 0 

30-367 0 

50-367 0 

30-367 0 

SO-367 0 

50-367 0 

30-367 O 


CONLON. T E 
CGNLON.T E 
CONLON, T E 
CONLON, T E 
CONLON. T E 

CONLON. T E 
CONLON. T E 
CONLON. T. E 
CONNER, T B 
CONNER, r 0 

CONNELL. C 
CONNER, T B 
CONNER. T B 
CONNER, T B 
CONNER. T D 

CONNOR. L 
CONSTABLE, 0 L 
CONVEY, N H 
CONllAV, N F 
CONWAY, H F 

COOK. L. 

COOK, J. M 
COOK. R. J 
COOK.J N 
COOK, J N 

COOK.J U 
COOK, J U 
COOK. J. « 
COOK.J M 
COOK.J U 

COOK.J H 
COOK.J W 
COOK.J W 
COQKiJ H. 
COOK.J U 

COOK.J M 
COOK. J. V 
COOK.J U 
COOK.J H 
COOKE. W 0 


8009130370* 

8009110427* 

0009240276* 

0009100307* 

8009020337* 

8009050 I 76* 

0009100230# 

0009250343* 

0009050272 

0009030272 

0009190451* 

0009230027 

0009230027 

0009300016 

0009300016 

6009110339 

0009170172* 

0009180305 

0009160291 

8009240207 

8009160647* 

0000080297 

00091002404 

B 0081 90605 
8Q0923D1 10 

aa0904029S 

80092904734 

9009090397 

80090902904 

B009230275 

8009170239 

B00929036S 

8009220230 

0009230330 

6009190218 

8009250260 

6009250204 

8009290360 

0009300507 

0009230643 


30-321 a 
30-413 a 
30-370 a 
30-364 a 
50-327 a 

70-1151 
90-400 Q 
30-413 Q 
30-350 0 

30-330 0 

30-286 R 
50-395 O 
50-395 0 

30-330 0 

30-330 0 

FOIA 

50-382 Q 
50-369 H 
50-271 R 
SO-27 1 P 

COHMISBION 
50-32? F 
50-32? Q 
30-329 8 

50-329 0 

50-329 R 
30-329 0 

50-329 A 
30-293 R 
30-329 S 

30-329 A 
50-329 A 
50-329 A 
50-329 A 
50-329 K 

50-329 a 
30-329 a 
50-329 S 
30-329 A 
50-137 P 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

COOLCV. U 0 
CDOLer. H J 
COOLEV'. H J 
COQLEy, H J 
COONEV. H J 

8009020261* 

8009020239* 

8009040596 

8009160561 

8009250274 

70-734 

70-904 

70-734 

70-734 

50-171 

F 

C0DNE7. H J 

8009030635 

30-277 

8 

COONEy. M J 

8009120330 

50-270 

8 

COONeV, H J 

8009120369 

30-278 

S 

COONGy, H J 

8009160439 

50-278 

S 

COONEy, M J 

8009160441 

50-278 

B 

CaONEY, H J 

8009260621 

30-278 

S 

COONEY, H J 

8009160294 

50-277 

R 

COONEY, M J 

8009180439 

50-277 

R 

COONEY, M J 

8009190482 

50-278 

8 

COONGY, M J 

8009260616 

50-278 

0 

COOPER. J 
COPELAND. R L 

8009110831* 

8009020014 

40-4826 

50-537 

A 

COPELAND. U 0 

800904027 1 

50-466 

0 

COPELAND. U 0 

8009040271 

50-466 

0 

COPELAND. R L 

8009020002 

50-537 

8 

COPELAND. R L 

8009090549 

50-537 

8 

COPELAND. R L 

8009090575 

30-537 

B 

COPELAND. J 0 

8009180475 

50-466 

0 

COPELAND. J 0 

B00918047S 

50-466 

0 

COPELAND. .J 0 

6009160201 

50-466 

0 

COPELAND. J 0 

8009160201 

50-466 

0 

COPELAND. J 0 

8009160157 

S0-44S 

H 

COPELAND. J. 0 

8009160157 

50-445 

H 

COPELAND. J 0 

8009300469 

50-466 

0 

COPELAND. J 0 

8009300469 

50-466 

Q 

CORBETT, J 8 
CORCORAN, T 

8009220172 

8009020217* 

71-9080 

COHNISSION 

GOROANI.R A 
COROAN I. R A 
CORDERO. Z C 

8009030001 

8009110767 

8009150602* 

70-27 

70-27 

50-546 

0 

CORE.M R 

8009090536* 

50-285 

B 

CORREA, vl H 

8009260400* 

50-289 

T 

CORREA, n A 

8009260460 

30-3 U 

J 

CORUIN. J M 
CORYELL. 0 P 

8009050429 

8009080238* 

PR 

50-332 

0 

CORYELL, 0 P 
C0STAL0PE3, Y 

80091 S060S* 
8009230021* 

70-1113 

50-142 

0 

COSTELLO, F K 
COSTELLO. F 
CQTTLE.H 

8009290041* 

8009100372 

8009040330* 

FOIA 

ILE 

30-327 

0 

C0UM8IL. U 0 

8009120197 

30-24S 

0 

CQUNSIL.U 0 

8009120247 

50-213 

Q 

C0UN8IL. U. 0 

8009220330* 

50-423 

8 

C0UN8IL. U 0 

8009230749 

50-243 

0 

C0UN3IL. M. 0 

0009110482 

50-336 

Q 

COUNSIL. W 0 

8009110474 

50-213 

0 

CaVNSIL.M 0 

8009100113 

50-423 

0 

COUN8IL. U 0 

8009090017 

50-245 

0 

COONSIL. U 0 

8009100109 

50-336 

Q 

COUNSIL. U 0 

8009020231 

50-213 

P 

COUNSIL.W 0 

B0090202B6 

30-245 

P 

CDUN3IL.H 0 

8009050195 

50-336 

P 

CQUNSIL.U 0 

3009030641 

30-213 

P 

CQUNSIL.U 0 

8009030532 

50-213 

P 

COUN9IL.U 0. 

80091 S0247 

50-336 

P 

CQUNSIL.U 0 

8009030378 

50-213 

P 

CQUNSIL.U 0 

8009030378 

50-213 

P 

COUNSIL.W 0 

8009050103 

50-336 

P 

CQUNSIL.U 0 

80091 1024S 

50-245 

P 

CQUNSIL.U 0 

8009190434 

50-245 

P 

CQUNSIL.U. 0 

8009120257 

50-213 

P 

COUNSIL. U.O 

8009090636 

50-245 

P 

CQUNSIL.U. fl 

8009300297 

50-243 

P 

COUNSIL, U 0 

8009180445 

30-336 

P 

COUNSIL, U. O 

8009240571 

50-243 

P 

COUNSIL, H 0 

8009190427 

50-243 

P 

CQUNSIL.U D 

8O09IB0357 

50-213 

P 

CQUNSIL.U 0 

8009230621 

50-213 

P 

COUNSIL, W.O 

8009180357 

50-213 

P 

COUNSIL, U.O 

B0092903S1 

50-213 

P 

CQUNSIL.U 0 

8009290351 

50-213 

P 

CQUNSIL.U 0 

8009300239 

50-245 

P 

CQUNSIL.U 0 

8009300179 

30-336 

P 

COUNSIL, U 0 

8009300239 

50-245 

P 

COUNSIL, U D 

8009300403 

50-423 

A 

C0W3IL, H, 0 

0009300291 

50-336 

P 

COUNSIL, M.O 
CONAN, 8 Z 

CONAN. 8 Z 
COMOILL. C J 

8009300443 

8009110028 

8009110028 

8009160229* 

NURED 

XPOBTLIC 

XPORTLIC 

50-277 

0 
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ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEOORY 

COMHEY, J 

6009170263* 

50-299 

H 

COX.E L 

8009290296 

NUREO 


COX, F T 

8009090633* 

COMMISSION 

COX.F T 

SO 09090662* 

COHHISBION 

COX.F T 

8009090651* 

COMMISSION 

CRACRAFT, T M 

8009150176* 

CONTRACT 

CRAtO, L L 

8009040099* 

40-2061 


CRANE. P A 

8009050082 

50-133 

a 

CRANE, P. A 

B0O91 10736 

71-9096 


CRANE, P. A 

6009050321 

50-133 

V 

CRANE. P A 

8007020263 

50-275 

A 

CRANE. P A 

8009030699 

50-275 

0 

CRANE, P A 

8009090514 

30-275 

K 

CRANE, P A 

8009090544 

50-275 

A 

CRANE, P A 

8009080333 

30-133 

R 

CRANE, P A 

8009120349 

30-133 

S 

CRANE, P A 

8009 2305 31 

50-133 

R 

CRANE, P A 

80091 804 B6 

50-275 

A 

CRANE, P A 

80092S02B8 

50-273 

A 

CREWS. U L 

8009100151* 

50-320 

P 

CREUS, J L 

8009120474* 

50-326 

a 

CREUS.J L 

0009020233 

50-397 

0 

CREWS. J L 

8009020244 

50-344 

0 

CREUS. J. L 

8009120470* 

50-326 

Q 

CREUS. J L 

8009120475 

50-361 

0 

CREWS. O L 

8009230212 

50-275 

Q 

CREWS. J L 

8009120487 

50-312 

0 

CREWS, U L 

8009170243 

50-312 

P 

CREUS, U L 

8009120459 

50-326 

Q 

CRHICH. J 

8009290396* 

50-382 

3 

CROCKER. H U 

8009230150* 

70-1417 


CROCKER, H U 

6009250336* 

70-820 


CROCKER, H M 

8009110294 

70-820 


CRONENEERO, A 

80091 50S96 

NUREO 


CROSBY. P J 

8009300528* 

30-219 

8 

CROBSHAN. U A 

8009150066* 

30-443 

0 

CROSSHAM. U A 

8009150071* 

50-443 

0 

CRQSSMAM. U A 

80091 50077* 

30-445 

0 

CROSSHAN. U A 

80091 50080* 

50-445 

0 

GROSSMAN, W A 

8009150083* 

50-445 

0 

CROSSHAN. U A 

8009130007* 

50-445 

0 

CROSSHAN. U A 

8009130093* 

50-445 

0 

CROSSHAN, U A 

80091 S0103* 

30-445 

0 

CROSSHAN, U A 

6009170383* 

50-498 

a 

CROSSHAN, U A 

800917O3B7* 

30-482 

Q 

CROBSHAN. H A 

B009090649* 

50-482 

0 

CROBSHAN. W A 

B009IS0367* 

50-443 

Q 

CROSSHAN. H A 

8009130348* 

50-482 

0 

CROSSHAN. U A 

8009250398* 

50-458 

0 

CROSSHAN, U A 

8009230405* 

50-498 

0 

CROSSHAN. W A 

8009300102* 

50-498 

3 

CROSSHAN. U A 

BOO? 190340* 

50-3B2 

Q 

CROSSHAN. U A 

8009300096* 

30-382 

Q 

CROSS, J L. 

8009030631 

50-296 

P 

CROSS. J L. 

8007050257 

30-327 

P 

CROSS, U. L 

8009090367 

30-259 

P 

CROSS, J. L 

8009090533 

50-259 

P 

CROSS, J L. 

8009080259 

30-327 

P 

CROSS, J. L 

8009090370 

50-327 

P 

CROSS, U L 

8009090322 

50-438 

A 

CROSS. J L 

8009090543 

50-259 

I 

CROSS. J. L. 

8009120243 

50-296 

P 

CROSS. J L 

8009120261 

50-327 

V 

CROSS. U L 

8009120389 

50-327 

P 

CROSS. J. L. 

8009250480 

30-327 

0 

CROUSE, R P 

8009030012 

NUREO 


CROUSE. R P 

6009150067 

50-346 

0 

CROUSE. R P 

8009220176 

50-346 

Q 

CROUSE. R P 

8009 11 0504 

50-346 

Q 

CROUSE. R. P 

8009260097 

30-346 

0 

CROUSE. R P 

8009120430 

30-346 

F 

CROUSE.R P 

8009100172 

50-346 

P 

GROUSE. R P 

8009220297 

50-346 

P 

CROUSE.R P 

8009220301* 

50-346 

P 

CROW. W T. 

8009170084 

70-33 


CRGU, U. T 

8009230478* 

70-1237 


CROU.M T. 

8009160132 

40-2061 


CROU, H. T, 

8009170001 

70-820 


CROW, W T. 

0009240339* 

70-33 


CROU. U. T. 

8009150183* 

70-258 


cnow.w T. 

8009250470* 

70-1151 


CROWE, A 

8009120336 

NUREO 


CROWLEY, J. L 

9009080409 

RES 


CROWLEY, B. R 

8009030421* 

50-364 

a 

CROWLEY, B. R 

0009300041* 

50-416 

Q 


AUTHOR 

ACCESSION 

NUMBER 
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CATEQORV 

CRUTCHFIELD. 0 

8009110612 

30-409 

P 

CRUTCHFIELD, 0 

8009110573 

50-253 

P 

CRUTCHFIELD, D 

8009110381* 

50-233 

P 

CRUTCHFIELD, D 

0009110394* 

50-251 

P 

CRUTCHFIELD, D 

8009020456 

50-10 

P 

CRUTCHFIELD, D 

8009040083 

30-151 

P 

CRUTCHFIELD, D 

8009030497 

50-29 

P 

CRUTCHFIELD. D 

8009120279 

30-237 

P 

CRUTCHFIELD. D 

8009120281 

50-237 

P 

CRUTCHFIELD. D 

8009180060 

50-237 

P 

CRUTCHFIELD. D 

8009180312 

50-237 

P 

CRUTCHFIELD. 0 

8009180429 

50-10 

P 

CRUTCHFIELD. D 

8009240593 

50-319 

P 

CRUTCHFIELD. D 

8009240596 

50-245 

P 

CRUTCHFIELD. D 

8009120284 

50-29 

P 

CRUTCHFIELD. D 

8009230737 

50-344 

P 

CRUTCHFIELD. 0 

8009190635 

30-244 

F 

CRUTCHFIELD. D 

8009300247 

SO-244 

0 

CRUTCHFIELD. D 

8009300253 

50-206 

0 

CRUTCHFIELD. D 

8009300263 

50-319 

0 

CRUTCHFIELD. D 

8009300651 

50-39 

9 

CULP, R. H 

8009160201 

50-466 

9 

CULP.R.H 

8009160201 

30-466 

9 

CULP.R H 

Q009240365 

50-466 

9 

CULP R H 

8009230691 

50-466 

9 

CULVER, M U 
CUNNINOHAM.O E. 
CUNNINOHAM.O E 
CUNNINOHAM.O E 
CUNNINGHAM, 0. E 

CUNNINOHAM.O E 
CUNNINOHAH.R E 

8009220365* 
8009190751 
BOO? 1 5000 1 
B0091 10225 
B007 180309 

8009110227 

8009160136 

50-302 

70- 784 

71- 8900 
70-734 
70-1007 

70-734 

70-1100 

ft 

CUNNINOKAM, A L 
CUNNINOKAM, R E 
CUNNINOHAM.O E 

CUNNINOHAM.O E 
CUNNIONHAM.O E 
CUNNINOHAM.O E 
CUNNINOHAM.O E. 
CUNNINOHAM.O E 

8009120271* 

8009100681 

8009300227 

8009240703 

8009260051 

8009260106 

8009260391 

8009260381 

50-370 

70- 1 IBJ 

71- 6400 

71-3926 

71-8990 

71-8971 

71-9044 

71-9049 

0 

CUNNINOHAH.J D. 

8009040278 

50-289 

0 

CUNNINOKAM, vl 0 

B009040278 

50-289 

0 

CUNNINOKAM, J D 

0009180436 

30-289 

9 

CUNNINOHAM.J D 

8009180571 

50-289 

9 

CURRAN, J. M 

8009020003* 

50-206 

B 

CURRAN. J M 

8009090265 

50 206 

R 

CURRAN. J. H 

8009260313* 

50-206 

a 

CURTIS, N. U 

8009090654* 

50-387 

Q 

CURTIS. J R 

8009240333* 

50-147 

Q 

CURTia.N W 

CURTIS, N U 

0009110414* 

8009030006 

50-387 

NUREO 

a 

CURTIS, H. U 

0009120143 

50-387 

o 

CURTIS, N H 

8009190936 

50-387 

Q 

CURTia.N W 

CURTIS, N U 

8009090616 

8009130309 

50-307 

REOOO 

0 

CURTIS, N H 

8009090036 

50-387 

0 

CURTIS, N. U 

8009120660* 

50-307 

A 

CURTIS, N W 

8009080364 

50-307 

A 

CURTIS, N U 

8009090473 

80-307 

Q 

CURTIS, N U 

8009130470 

50-307 

A 

CURTIS, N U 

8009160310 

50-307 

A 

CURTIS, N W 

8009170290 

50-307 

A 

CURTISS, J R 

8009220435 

50-369 

0 

COTCHIN, J M 

8009110787 

50-307 

« 

CUTCHIN.J M 

8009110016 

50-307 

0 

CUTCHIN, J. H 

8009180131 

50-209 

« 

CUTCHIN. J M 

8009170346 

30-209 

T 

CYR.K. D. 

8009030134 

50-409 

0 

CYR.K D 

D'AMORE.M 

DABBS, R D 

8009230253 

8009110133* 

8009100944 

50-266 

70-1151 

NUREO 

« 

DAIL, L, C 

800902021 1 

50-400 

o 

DAIL.L C 

8009020139 

50-400 

0 

DAIL.L. C 

8009120576 

50-488 

0 

DAIL.L C 

9009120212 

50-488 

a 

DAILY, L 

8009020317* 

30-320 

H 

DALE, L. F. 

8009230642* 

BO-416 

8 

DALE.L F 

8009020218 

50-416 

O 

DALE, L. F. 

8009080292 

30-4 16 

O 

DALE, L F 

8009230092 

50-416 

<1 

DALE.L F 

8009110661 

30-416 

a 

DALE, L. F. 

8009050352 

50-416 

A 

DALE.L F 

80091S04S9 

50-416 

H 

DALE.L F. 
OALLINOER.J F 

3009300437 

6009170136 

50-416 

71-6717 

A 
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AUTHOR 

ACCESS I ON 
NUMBER 

SUBJECT 

CATEOORV 

author 

ACCEsaiON 

HUH0ER 

SUBJECT 

CATEOORV 

OALQUOH.R C. 
DALTOH.U M 
PALTROFF.a. L. 
DALTfiOFF.a L 
DALTflOFF. a L 

00090402 B7 

8009090333* 

8009220376 

0009080533 

8009190902 

90-449 M 
90-339 P 
30-277 a 
90-277 Q 
90-277 0 

DE SANTia.N 

DEALE. V B 
DEARDORFF.P E 
DECHER.U 

DEEQB, U 

8004110323 

8009240129* 

0009020111* 

0009100490 

8009030671 

Docket 30 
50-263 0 

50-237 P 
50-9 H 

NUREO 

DALIROFF. S. L 
OALTRDFF, a L. 
DALTKOFF.a L 
DALTROFF, a L 
DANCE. R. C 

8009100121 

8009090015 

8009100090 

0009110291 

0009030281* 

90-277 a 
90-278 0 
90-277 Q 
50-277 a 
90-390 a 

DEL OEOROE, L 0 
DELAPORTE.C T 
DELOEOROE.L 0 
DELOEOROE.L 0. 
DELOEOROE.L 0 

8009160585 

0009030314* 

8009120446 

8009240955 

8009160406 

50-373 A 
80-387 A 
50-454 F 
50-10 P 
50-373 A 

DANCE. H. C. 

OAMCE.H. C. 

DANCE. H. C 
DANIELSON. L. U 
DANIELeON.D M 

8009300081* 

8009220341* 

0009020225* 

8009170376* 

0009100126* 

90-259 a 
90-321 0 
90-259 a 
40-299 

30-440 a 

DELOeOROE. L 0 
DELOEOROE.L 0 
DELONO.S D 
DELVIN.J H 

DELVIN, J 

8009290399 
B009260S1 1 
0009300917* 
8009160242* 
8009160246* 

50-373 8 
80-373 A 
50-319 S 
50-220 a 
50-334 a 

DANIELSON, D. H 
DATl(EL8DK.» H 
DANlELSQNiL J. 
DAUIELSOH. D IL 
DANICLa.F. T. 

0009150203* 
0009110627* 
8009020200* 
00091 50908* 
8009160914* 

50-329 0 
50-282 a 
40-4492 

30-346 0 
90-398 a 

DEMMIE.P N 
OENECQUR, C. 

DENTON, K R 

DENTON, H R. 

DENTON, K R 

8009260543 
8009120439 
0009050 131* 
8009180448 
8009030289 

RES 

50-361 H 

FOIA 

ao-3 H 

50-307 A 

DANIELSON, D N. 
DANHelBON, 0. M 
DAMIELBON. D H 
OANIELDOH. D.tl 
OAHIELSON. D. H 

8009180021* 

0009260286* 

8009290101* 

8009290114* 

0009160249* 

30-293 Q 
90-461 0 
90-346 a 
90-946 0 
90-329 a 

DENTON, H R 

DENTON. H R 

DENTON. K R. 
DENTON, H R. 
DENTON, H R 

8009300246 

8009150070 

8009150413 

6009080331 

8009090999 

50-320 H 
SO-269 P 

SO -320 H 
50-320 H 
COHHI8B10N 

DANIELSON. D M 
OANHHEVER. t. r 
CANTZLER.H U. 
DARHITZEL.R.U. 
DARHITZEL.R.U 

8009180034* 

8009160270 

8009290142* 

8009030639 

B00904O259 

90-373 0 

XPORTLIC 

CONTRACT 

90-70 P 

90-70 P 

DENTON. H R 

DENTON, H R 

DENTON. H R 

DENTON. H R 

DENTON. H R 

8009090783 
8009020108 
8009180509 
0009190084 
80091 900B9* 

50-320 P 
50-445 H 
50-224 P 
90-2SO 0 
50-250 0 

DARKITZEL.R.U 
DARNITZEL.n, U 
DAVIDSON. D n. 
OAVIDSOK.D. R 
DAVIDSON. D. ft. 

8009180474 

8009250249 

8009100112* 

8009160636 

8009020067 

90-70 P 

90-70 P 
90-440 0 
50-440 0 
90-440 8 

DENTON. H R 

DENTON. H. R 

DENTON. H. R 

DENTON. H R 

DENTON. H R 

0009220129 

0009120736 

8009180948 

0009110332 

8009160657* 

ruse 

90-320 H 
50-320 H 
30-327 P 
90-339 P 

DAVIDSON. D ft 
DAVIDOFF. D a. 
OAVIDSON. D. ft. 
DAVIDBON.D. ft. 
DAVIES. 0 L 

0009120297 

8009090361 

9009190133 

8009190431 

8009100329* 

90-440 8 

8t*t* Prog 
90-440 K 
90-440 A 
CONTRACT 

DENTON. H. R 

DENTON. H R 

DENTON, H R 

DENTON. H R 
DENTON. H. R 

8009190106 
80091 90109* 
8009090621 
8009100149 
8009130316 

50-311 P 

90-311 P 
90-367 « 

50-320 P 
50-392 H 

DAVI8. D. 

□AVIS. J. 8 

DAVIS. A D 

DAVIS. J. 

OAVIB, A. B 

0009100671 
8009290092* 
791 1090069 
8009290087* 
7912040149 

40-0302 

FOIA 

PT9 

FOIA 

PT9 

DENTON. H R 

DENTON. H R 
DENTON, H R 

DENTON. H R 
DENTON, H R 

8009240962 

8009030142* 

8009190409 

8009240106 

8009240560 

PR 

50-409 0 
SO-364 A 
90-313 8 
50-327 P 

DAVIB.A. B. 
0AVI8.A ». 

DAVIS. A. B. 
DAVIB.A a 

DAVIS. A. a. 

8009290046* 

8001290275 

0009290116* 

8009290102* 

0009300691 

FOIA 

PT9 

FOIA 

FOIA 

PT9 

DENTON. H R 
DENTON, M R 
DENTON, H R 
DENTON. H H. 
DENTON, K R 

8009180226 

8009180232* 

8009100242* 

0009110349 

8009090436 

90-946 0 
50-946 0 
50-946 0 
90-327 P 
50-280 H 

DAVIS. A B. 

DAVIS. J. H 
DAVIB.P, S 
DAVIB.A B. 

DAVID, A. a. 

0006120881 

0009240646* 

B0090904BO 

8009190121* 

8009030323 

PT9 

70-143 

70-143 

40-2061 

50-309 a 

DENTON, H R 
DENTON. H R. 
DENTON, H. R 
DENTON, H R. 
DENTON, H R 

8009290057* 

8009290220 

8009290239 

8009290032* 

8009190969 

90-275 H 
50-443 H 
90-320 P 
lOCFfl 

COMHIBBIDN 

DAVIS, A. B 

DAVIS, A. B. 

DAVIS, A. B 

DAVIB. D. 

DAVia.A B. 

8009100085 

0009190166 

8009120906 

0009190199* 

0009020227 

90-87 0 

70-36 

90-199 Q 
QA999 

90-319 0 

DENTON, H. fl 
DENTON. H R 
DENTON. H fl. 
OENTON.H R 
DENTON, H R 

8009290081 

8009290386 

8009300294 

8009290030* 

8009300159 

COMNiaSION 
90-289 H 
50-327 P 
90-327 T 
SO-289 H 

DAVIS, ft. J 

DAVie. A, B. 
DAVIB.A B. 
OAVIS.A B. 
DAVIBiO R 

0009190313 

0009290090 

8009290123 

0009290017 

8009300232 

FOIA 

70-1308 

90-294 Q 
90-266 0 

HASTE MOT 

DERRICK, S 
DERRICK, B 
DESANTIS. N 
DE8ANTIS. N 
DESANTIS. N. 

0009020217* 

8009090570 

8009290127* 

8009290122* 

8003260087 

COMM IBS I ON 
SO-320 U 
FOIA 

FOIA 

Dae let 30 

DAVIB.A B 

DAVIS. A a 
OAVIS.A. B. 

DAVIS. L □ 

DAVIS. S. K 

8009190118 

8009260699 

8009260628 

8009160339 

8009030949* 

40-2061 

90-346 0 
90-319 Q 
90-361 0 
90-318 8 

DESSEL.a. 

DES8EL. a 

DE8BEL, 9 

DEB9EL, 8 

DESSEL. B 

7912190067* 

7912190047* 

7912190023* 

0003050232* 

9003090219* 

PT9 

PT9 

pr9 

PT9 

PT9 

OAVIS.A. B. 

DAVIS, a. M. 

DAVIS. L. D. 

DAVia. J. F. 

DAVIS. L. D, 

8009300606 

8009180499* 

8009160341 

8009170339 

8009190036 

70-1377 

90-317 8 
90-361 0 
90-312 P 
90-279 0 

DEUBERT. d R 
DEVINCENTI8, J 
DEVINCENTia. d 

DEVINE, d B 
DEVINE, d B 

8009300394 
8009190094* 
8009110478 
BOO 90201 62 
8009050913 

TDPREP 
30-443 a 
50-443 a 
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KLIMOER, 0 
KNAPP, P J 
KNAPP, p J 

KMAU8NAN, E 
KlfflP.H C 
knop.r C 
KNOP.R C 

knop.r c 


accession 

NUMBER 


80092A0656 

6009300215 

9009190377* 

6009080462* 

8009080459 

B00905019I 

0009150457 

8009110579 

8009260204 

8009220399 

8009230655 

8009020335 

8009120551 

6009110725 

8009180306 

8009120SQB 

B0091B0534 

8009160595 

8009240063* 

8009100103 

8009090241 

8009120252 

8009160343 

8007160360 

8009020273 

8009170291 

8009090124 

B009240339* 

8009180021* 

8009230746 

8009300004 

6009300121* 

8009020080* 

8009030534* 

8009250293 

80091 20542* 

8009250336* 

8009130380* 

8009230142 

9009240712 

8009120201 
6009190364 
8009240044 
6009100647* 
8009100634 

6009 110294 
8009220043 
6009110541 
6009230767 
S00930009I 

8009300288 
6009110633 
8009240333 
6009240660 
8009170366 

8009080367* 
8009090583* 
6009120440* 
8009160412* 
6O0923OS94* 

8009230734* 
8009030434 
B009I20089 
80091 10279 
8009080402 

8009120210* 
8009100833* 
8009150161* 
6009160223* 
8009170052 

8009030438* 
8009300633 
8009240313* 
B009240421* 
8009230161* 

0009110395 
8009040250 
8009190765 
8009100044* 
8009240205* 

6009220207* 
8009250352* 
8009110661* 
6009180061* 
8009180240* 


subject 

category 


50-295 0 

30-434 a 
FOIA 

S6«tt Prog 
Slot* Prog 

8t4te Prog 
Ststf Prog 
27-10 
&i*t« Prog 
TOPREP 

ILE 

50-528 A 
30-528 A 
50-311 P 
30-272 V 

90-528 A 
50-528 A 
50-528 A 
FOIA 

50-369 H 

50-369 0 

90-367 0 

90-369 0 

90-275 0 

50-289 0 

50-289 0 

70-27 
70-33 
50-295 0 

90-369 H 

90-367 0 

contract 

90-320 P 
50-320 P 
40-4348 

70-343 
70-820 
40-8113 
70-1417 
70-2554 

40-2940 
40-8113 
70-710 
70-312 
70-312 

70-820 
30-341 I 
50-364 A 
50-364 A 
50-364 A 

50-364 A 
50-410 A 
50-410 A 
70-371 
50-201 0 

50-327 S 
50-327 6 

90-327 8 

50-327 8 

30-327 8 

50-327 8 

70-2786 

70-794 

70-754 

NUflEO 

50-247 0 

90-247 0 

50-322 0 

50-244 0 

FOIA 

30-327 P 
90-272 8 

90-413 0 

90-518 0 

CONTRACT 

90-361 H 
50-94 0 

50-259 S 
50-219 0 

90-244 0 

50-289 H 
50-461 0 

50-338 Q 
50-461 0 

50-329 0 


AUTHOR 


KNOTTS.J B 
KNOTTS, J B 
KNOTTS. J 8 
KNOTTS, J 8 
KNOTTS. J B 

KNOTTS, J B 
KNOTTS, J B 
KNOUFF, O 
KO, H 
KOCH.L J 

KOCH, L J 
KOCH, L J 
KOCH.L J 
KOCH. L J 
KOCH.L J 

KOCH.L J 
KOCHER.C R 
KOESTER.O L 
KDESTER.O L 
KOESTER.O L 

KOESTER.O L 
KOESTEL, A 
KOESTEL, A 
KOFFLEH.H 
KOHLER, J E 

KOLESAR, D C 
KOLTAV, P 8 
ROLTAY, P 8 
KONKLIN, J E 
KOOl.M 

KtJPACZ, J 
KORCHYNSKY, H 
K0RCHYM3KY, H 
KOTTAN, J J 
K0UT8.K J C 

KRAUSKOPF.K B 
KROUT.K 0 
KRUKPDS. P J 
KUOE, T. 

KOOE. T 

KURTZ, n J 
KUSHNER.M L 
LACEY. M S 
LACEY, W S 
LACEY, H S 

LACEY. H S 
LACEY. N a 
LACEY. W S 
LACEY, W E 
LACEVrH 8 

LACEY, W 3 
LACEY. H S 
LACEY, H S 
LAFLEUR.J 0 
LAFLEUR, J D 

LAOATTA. D P 
LAOIEHSKI.U 
LAOIEUSKI.J B 
LAOIEUSKI.J 8 
LAOIEUSKI.J 6 

LAHTI, 0 P 
LAHBHEHOMT, E N 
LAKKIN, 8 E 
LANCASTER, K F 
LANCASTER, K F 

LANDSMAN. R M 
LANDSMAN. R M 
LANE . J R 
LANEBE, L. C 
LANOE, S L. 

LAfff>HER, L.C 
LANPHER.L C 
LANPHER, L C 
LANPHER.L C 
LANPHER.L C 

LANPHER, L C 
LAROCCA, J L 
LAfiOCCA. J L 
LAUD 10, B 
LAUTZENHEISER 

LAUTZEMHEI8ER 
LAUTZENHEISER 
LAVERTY, j. M 
LAVERTY, J H 
LAWRENCE, C I 


ACCESSION SUBJECT 

NUMOER CATEGORY 


ACCESSION SUBJECT 
AUTHOR NUMBER CATeOOAY 


8009170369* 90-445 H 
8007170359 50-445 H 
B009I 70369* 90-445 M 
8009300009 50-399 0 
8009300002 90-395 H 


LAMTON.H D 
LAWTON. R R 
LAZARUS.M J 
LAZO, R M 
LAZO.R M 


8009300520 
0009230991 » 
B009300AOO 
8009080514 
8009110007 


40-8084 
50-309 P 
50-309 a 
90-520 0 

90-219 0 


8009300009 

8009300009 

8009180391 

8009080299* 

8009250208* 


50-395 0 
90-399 0 
90-320 P 
90-34B P 
90-461 0 


LAZO.R M 
LAZO, R M 
LAZO.R H 
LEACH. L 0 
LEA0IEU8KI.J S 


0009180542 

0009230625 

8009250034 

8009160450 

8009230536* 


50-464 e 
S0~3a<2 0 

BO-329 0 

NUREO 
90-317 B 


8009220130 

0009080193 

8009090202 

0009090254 

8009080347 


50-461 A 
90-461 A 
90-461 C 
50-461 K 
50-461 H 


LEAR. O 
LEBO, C 0 
LE80. C. D 
LEDBETTER, L 
LEE, 8 


8009020173 
8009120669 
80091801 59 
8009120079* 
8009260469 


90-329 A 
CONTRACT 
CONTRACT 
CONTRACT 
50-237 P 


8009290339 
8009190063 
60091 5038 1* 
8009150014 
6009290216 

8009300612* 

8009020161 

8009150599 

B009I0065I* 

8009290436* 

B009260498* 

8009090066* 

8009250302* 

8009110675* 

8009220271* 


8009150185 
0009030375* 
8009090388* 
80091 10602 
8009290259 


50-461 S 
50-361 0 

50-482 0 

50-402 a 
50-462 8 

50-482 0 

NUREO 
NUREO 
70-312 
50-295 Q 

TOPREP 
50-293 a 
50-387 a 
30-454 a 
50-265 B 

S 
8 
8 
Q 


PR 

50-320 H 
50-262 8 

XPORTLIC 
XPORTLIC 


8009120399* 50-254 
0009300473* 50-237 
8009300478* 50-237 
8009150124* 50-219 
6009110321 NUREO 


LEE, E M K 
LEE. E W K 
LEE.E U K 
LEE, 0 R 
LEE.O R 

LEE, V. W 
LEE, V U 
LEFEBRE.N T 
LEFEBRE.N T 
LEHR, J. C 

LEMBKE. B 
LEMP0E8, T E 
LEHPCEB, T E 
LEMPOEB, T. E 
LEMP0E8, T E 

LEMPOES. T E. 
LEMPOEB. T E. 
LEMPOES. T E 
LEMPOES, T E. 
LEMPOEB, T E 


8009100126* 

8009150203* 

8009260286* 

8009170189* 

8009100841* 

8009090672* 
8009090664* 
BOD 9050 408 
8009100412 
8009300340* 

8009120863* 
00092201 88 
0009090668 
0009120263 
0009160809 

8009160013 

8009090201 

0009300622 

8009090264 

8009160460 


50-440 0 

50-329 O 
80-461 Q 
50-367 Q 
50-267 a 

80-278 r 
50-378 r 
REB 
REB 

50-203 P 

40-1341 
50-220 a 
50-230 0 

50-220 0 

00-220 0 

50-220 0 

50-320 O 
50-320 0 

50-230 0 

50-220 Q 


LEMPOES, T E 
LEMPOEB, T. E 
LEMPOES, T E 
LEMPOES, T E 
LENNON, T J, 


8009150260 
8009160297 
BOO 9250331 
8009300491 
8009150164* 


50-230 a 

50-230 R 
80-220 A 
60-320 a 
40-0743 


8009110281* 

80090S02S4* 

8009120386* 

8009160311* 

8009160313* 
8009160451* 
8009160472* 
800916041 1* 
8009240456* 

eoo?2404sa* 

8009240461* 

0009290257* 

0009190126 

0009190128* 


RES 
70-135 
50-334 8 

50-334 S 
50-334 a 

50-334 a 
50-334 B 
50-334 8 

50-334 S 
50-334 8 

50-334 B 
50-334 8 

50-334 S 
XPORTLIC 
XPORTLIC 


LEPPKE.D M. 
LE8H, L 
LESSOR, L C 
LESSOR, L. C 
LESSOR, L C. 

LESSOR, L C. 
LESSOR, L C 
LESSOR, L C. 
LESSOR, L. C 
LESSY.R P 

LESSY.R P 
LEVINE, S 
LEVINE. H R 
LEVIN, H. A. 
LEVINE, a H 


8009190057* 

8009030522* 

8009120378* 

8009230527* 

0009300470* 


CONTRACT 
50-317 8 

50-317 S 
50-318 e 
50-317 8 


LEWALD.O H. 
LEWALD.O H 
LEWIS. R C 
LEWIS. R C 
LEWIS, R C 


8009030440* 
6009220233 
8009020161 
8009030462* 
00091 50282* 

8009190091 

8009190091 

6009100654 

6009260412* 

0009260085 

8009110019 

8009150404 

8009150404 

6009220406 

8009230616 

8009230616 
B009 110692* 
8009120549* 
B0092500S7 
8009110297 

8009110299* 

8009110304* 

8009180469 

8009230747 

8009050203* 


50-295 P 
RH 

NUREO 
50-302 8 

50-302 3 

50-335 M 
50-335 M 
40-4492 
50-209 T 
WASTE MOT 

50-275 0 

50-275 0 

50-275 0 

50-275 0 

50-275 0 


LEWIS, R G. 
LEWIS, R C 
LEWIS. R C 
LEWIS. M I 
LEWIS, R C 

LEWIS, R. C 
LEWIS, R C. 
LEWIS, R C 
LEWIS, R.G 
LEWIS. R C. 

LEWIS, R C 
LEWIS, H C. 
LEWIS, R. C 
LEWIS, R C 
LEWIS, R. C 


50-275 0 
50-201 0 
50-201 P 
30-367 0 
30-293 a 

50-293 0 
30-293 0 
50-142 0 
30-142 0 
50-296 8 


LEWIS. R C 
LEWIS, R. C. 
LEWIS. R. C. 
LEWIS, R 0. 
LEWIS, W L 

LEWIS, R C. 
LEWIS, M. I. 
LEWIS, R. C. 
LEWIS, R C 
LEWIS, R. C. 


0009300398 

0009320211* 

0009030360 

0009030326 

0009050252 

0009030187 

0009030204 

0009030199 

0009160262 

S009350002 

0009290034 
0009090799 
80090201 12* 
0009110746 
0009 03060 1 

8009250049 
0009230049 
0009030270* 
80091008 U« 
8009030264* 

0009160637* 

0009240706* 

0009130143 

0009130320 

0009150329 

8009300072* 

0009240669* 

0009150104 

0OO922O26S 

0009220337* 

0009030183* 

0009050347* 

0009110102 

0009300630* 

0009030237 

0009020209 

8009120045 

0009300061 

0009300069 

0009030137 

0009 I 00801 
0009050425 
0009160631 
0009240652 
8009240693 


NUREO 
50-289 II 
50-398 B 
30-290 8 

50-290 0 

30-29H B 
50-290 8 

50-290 0 

50-290 R 
27*39 

50-403 0 

0ECY 

50-448 M 
50-10 P 
50-5 F 

50-471 0 

30-471 0 

30-390 0 

30-369 0 

50-390 Q 

50-395 0 

50-280 0 

80-416 0 

REOOD 
50-324 Q 

60-259 Q 
50-281 0 

50-302 Q 
30-321 Q 
50-321 0 

50-369 0 

50-369 a 
50-340 0 

50-269 Q 
50-390 0 

50-200 » 

50-340 4 

50-261 0 

50-261 0 

50-273 0 

50-269 Q 
60-289 0 

50-398 0 

50-201 0 

50-280 Q 



PERSONAL AUTHOR INDEX 


383 


AUTMOH 

ACCESSION 

NUMREH 

SUBJECT 

CATEGORY 

LtHia.K I 

LCUIS.R C 

80071401 <>1 

B 0093 00060 

PR 

50-259 

Q 

4.rHI3.R C 

8007300616 

50-269 

0 

tl.C V 

8007150034 

50-317 

P 

LIVRIZZI^F P 

8007030583 

50-311 

8 

LIGRtlZI^F P 

8009030613 

50-311 

8 

LlnniZZi^F P. 

8007090447 

50-311 

6 

LlfRtZZC^F e 

8009090342 

30-311 

8 

LIfRIZZC.F P 

8009090534 

30-311 

8 

LlfRtZZI^F P 

8009090593 

50-272 

8 

LURIZZI^F P 

8009050290 

50-272 

R 

LlIiRtZZI^F P 

0009090578 

50-272 

8 

LISHtZZt^F P 

8009090437 

50-311 

8 

LUntZZI^F. P 

8009090587 

30-272 

8 

LI»ntZZI.F P 

8009120357 

50-272 

a 

LIEiRIZZI.F P. 

8009120375 

30-272 

S 

LIBRIlZt.F P 

8009120424 

30-272 

S 

LIBHtZZt.F P 

8009150264 

30-311 

8 

L1«RtZZI.F P 

8009160401 

30-272 

P 

LIBnilZI. F P 

0009160393 

90-311 

V 

LJiRIZZIiF P 

0009230368 

50-272 

V 

LIBRIZZI.F P 

8009160478 

50-311 

a 

L19RIZZI.F P 

8009230678 

30-311 

8 

L1SRIZZI.F P 

8009250260 

90-272 

P 

Ll»RtZZI.F P 

8009300513 

50-311 

P 

LllRIZZt.F P 

8009300503 

50-272 

P 

LlIRtZZI.F P 

8009300512 

50-272 

P 

tJCHFFHaEROER 
i.tCHT£KGER&ER 
L1D1AK. E 0 

LICBLER.O. E 
LINARES, F 

LINtCRrF 

8009 1 50028 
80091 10706 
9009120590 

9009230581 

9009090147 

8009030237 

70-1100 

70-1100 

RES 

TOPREP 

REOOD 

30-409 

P 

LINDCRrF 

8009090008 

30-409 

8 

LlKDERf F 

B009090010 

50-409 

0 

L1NC€R<F 

8009030454 

30-409 

S 

LJWDEft^F 

8009260137 

50-409 

Q 

LINtlER/ F. 

0009090329 

30-409 

P 

LINDER^ F 

0009160250 

50-409 

R 

LINDER^ F, 

8009220143 

50-409 

P 

LJKOER-F 

0009230648 

30-409 

8 

LlNDERf F, 

8009240343 

50-409 

P 

LINDER/ F, 

8009260630 

30-409 

8 

LtNEMATV. J. J 
LINEMAH, J. J 

LINENBEROER/O 

D0O9O2O173 

0009050390 

8009190229 

40-4492 

40-299 

30-466 

0 

LINEMEEHOER.O. 

0009250058 

50-466 

0 

LINENBEHCZER. 0. A 

8009300436 

30-466 

0 

LZNVtLLE, J C 

8009150161* 

30-322 

0 

LZTFtH.K 

0009050339 

50-206 

H 

LIlfLEFIELD, J 
LtTXLE.M a 

8009180495* 

0009100161* 

0A999 

50-331 

0 

LITTLE. IZ. a 

8009260271* 

30-282 

0 

LITTLEFIELD. U 
LITTLE. H 

0009180490* 
80091 30420 

0A999 

30-206 

P 

LITTLE. M 

8009240052 

50-206 

p 

LITTLE. L M 

80091 10803 

30-310 

0 

LITTLE. L. M 

80091 10013 

30-237 

0 

LLOVD.D B 

LO.R 

8009110374 

7910110018 

RES 

50-10 

p 

iOCEFF.F 

BO09 1 70296* 

50-244 

p 

LOCEFF.F 

8009170301* 

30-244 

p 

LOCEFF.F 

B009170314* 

50-244 

p 

tOCtlQTET. M A, 
LOCPtBTET/W, A. 

8009180322 

8009160190 

PR 

50-320 

0 

LOCFFLEft/ T. 

Q00917O26B 

50-466 

U 

LOEMNS. .Z D 

0009130468* 

30-438 

A 

LOFV. R A 

0009040470* 

CONTRACT 

LOTTO. F J 

8009240273 

50-324 

0 

LDNO. F. J 

8009240284* 

50-324 

0 

LOMOiF j 

8009190300 

50-438 

a 

lomo.f j 

8009190304* 

50-438 

Q 

LOW. J. 

8009190445* 

50-320 

H 

LOOaiS. J B 

LORENZ. R. H 

0009180443 

8009080335* 

NUREO 

50-133 

R 

LORENZ. R.U 

8009080336* 

50-133 

R 

LOVAAS.A 
COWHDALC. P C 

8009190717 

8009290131* 

REOOD 

30-254 

Q 

LCWEHOALE. P. C 

8009030695* 

90-263 

F 

LOUEHBEROrH 

LOHEMBERO. H 
LOUEKBERO. H 
LU»EHAU/i. 0 

LUCO. iJ E. 

8009230291* 

8009230183* 
8009230297* 
8009 1 10578 
8009190424* 

FOIA 

FOIA 

FOTA 

27-10 

30-206 

P 

LOCO/E 

8009090779 

50-275 

T 



ACCESSION 

SUBJECT 



AUTHOR 

NUMBER 

CATEGORY 


LUKZ.F J 

8009100041* 

CONTRACT 



LUKZ.F J 

0009190738* 

CONTRACT 



LUKZ.F J 

8009180217* 

CONTRACT 



LUNDVALL.A E 

8007020034 

go-317 

R 


UUNDVALL.A E 

0009020020 

30-317 

P 


LUNDVALL, A. E 

8009040301 

50-317 

P 


LUNDVALL.A E 

8009150250 

30-317 

P 


LUNDVALL.A E 

8009230634 

50-317 

P 


LUNDVALL.A E 

8009300393 

30-317 

F 


LUNSFORD. J L 

8009100036 

NUREO 



LUSTY. E D 

8009160481 

NUREO 



LUTKEN, D C 

8009190423 

30-416 

A 


LUTKEM. 0 C 

80091 50453 

50-416 

A 


LYNCH, M D 

8009030121 

50-397 

A 


LYONS, K D 

8009290314* 

QA999 



MAC ARTHUR. T C 

8009110208* 

27-39 



MACARTOR. J. D 

8009100446 

PR 



MACDONALD. C E 

8009020114 

71-5450 



MACDONALD. C E 

8009020116 

71-9108 



MACDONALD, C E 

0009020119 

71-9108 



MACDONALD. C E 

0009020121 

71-9094 



MACDONALD, C E 

8009020125 

71-9027 



MACDONALD, C E 

8009110570 

71-5957 



HACOOUOALL.E A 

8009250247* 

30-327 

P 


MACDONALD, C. E 

0009080454 

71-9039 



MACDONALD. C E 

8009080457* 

71-9039 



MACDONALD. C E 

80091 1059 5 

71-109 



MACDONALD, C E 

00091 10597* 

71-109 



MACDONALD, C E 

B0091 50405 

71-394 



MACDONALD, C £ 

0009150407 

71-370 



MACDONALD. C E 

8009230756 

71-9001 



MACDONALD, C E 

0009230761* 

71-9001 



MACDONALD. C E 

0009090624 

71-9096 



MACDONALD, C E 

0009090626* 

71-9096 



MACDONALD. C E 

8009180133 

71-6400 



MACDONALD. C. E 

0009230753 

71-35 



MACDONALD, C E 

0009230738 

71-392 



MACDONALD, C E 

8009230766 

71-9136 



MACDONALD. C E 

8009230785 

71-17 



MACDONALD. C E 

8009230707* 

71-17 



MACDONALD. C E 

0009190692 

71-244 



MACDONALD. C E 

8009230732 

71-138 



MACDONALD, C E 

8009240127 

71-4906 



MACDONALD. C. £ 

8009240132* 

71-4986 



MACDONALD. C E 

80091 10730 

71-9009 



MACDONALD. C E 

8009110739* 

71-9009 



MACDONALD, C E. 

8009150542 

71-ia 



MACDONALD. C E 

8009190344 

71-6337 



MACDONALD. C E 

8009190348 

71-9039 



MACDONALD.' E C 

8009190352 

71-6450 



MACDONALD, C.E. 

9009190355 

71-9108 



MACDONALD. C E. 

0009190361 

71-9081 



MACDONALD, C. E. 

0009250496 

71-108 



MACDONALD, C E. 

9009250498* 

71-lOB 



MACDONALD, C E 

8009250300 

71-198 



MACDONALD. C E 

0009250502* 

71-192 



MACDONALD. C. E 

0009260321 

71-3740 



MACDONALD, C E 

0009290239 

71-198 



MACDONALD, C E 

0009300122 

71-59B0 



MACDONALD, C E 

0009300123* 

71-5980 



MACDONALD. C. E 

0009300127 

71-9037 



MACDONALD. C E 

0009300130* 

71-9037 



MACDONALD, C E 

0009300139 

71-9034 



MACDONALD. C E. 

B009300137* 

71-9034 



MACHQN, R D. 

8009030611 

50-293 


8 

HACHON, R. D 

8009090422 

50-293 


s 

KACHON.R 0. 

B009090430 

50-293 


8 

MACHQN. R. 0 

8009090369 

50-893 


8 

HACHON. R D 

8009160452 

50-893 


8 

HACHON. R D 

8009160267 

50-293 


R 

HACHON. R D 

8009160404 

50-293 


8 

KACHONfR. [> 

B009I60447 

50-293 


9 

HACHON. R D 

8009290ZB4 

50-293 


3 

HACHON. R D 

8009230732 

50-293 


0 

MACHOM.R 0 

8009240462 

80-293 


a 

HACHON. R. D 

8009240467 

50-293 


s 

KACHON.R D 

8009260470 

50-293 


8 

HACHON. R D 

8009260481 

50-293 


5 

KACHON.R D 

8009260480 

30-293 


a 

HACHON. R. D 

BOO93OOS0O 

50-293 


B 

KACHON.R. D 

0009290283 

50-293 


8 

HACHON. R D. 

8009300331 

50-293 


8 

HACVi J. H 

8009080399 

Frog 

HADDEN. U 

8009100652* 

70-371 



HADDEN. J J. 

9009020279* 

50-304 


8 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HADEDA, T J 

MADIA. H J 

HASNI. I K 

8009030133* 

0009150597 

8009100947 

50-295 

NUREO 

NUREO 

0 

MADSEN, 0 L 

0009150053* 

50-445 

0 

HADSEN. 0 L 

6009150060* 

50-445 

0 

MADSEN. 0 L 

S 0091 50066* 

50-445 

0 

MADSEN, 0 L 

6009150071* 

50-445 

0 

MADSEN. 0 L 

8009150075* 

50-445 

0 

HADSEN. 0 L 

8009150116* 

50-445 

0 

MADSEN. 0 L 

6009150120* 

50-445 

0 

HADSEN. 0 L 

6 009050 4 6S 

50-267 

a 

HADSEN. 0 L 

6009100033 

50-267 

0 

HADSEN. 0 L 

6009170160 

50-302 

a 

HADSEN. 0 L 

0009160470 

50-313 

0 

HADSEN. 0 L 

8009040039 

50-313 

a 

HADSEN. 0 L 

8009100043 

50-298 

a 

HADSEN. 0 L 

6009300274 

50-267 

Q 

HADSEN. 0 L 

8009100636 

50-267 

0 

HADSEN. 0 L 

6009160557 

50-313 

0 

HADSEN. O L 

6009170185 

50-267 

0 

MADSEN . O L 

0009180149 

50-366 

S 

HADSEN. 0 L 

0009190590 

50-368 

s 

mOSEN.O L 

HAOEE. U 

8009190400 

0009030098* 

50-313 

lOCFR 

8 

MAKEPEACE, J M 

0009120301* 

50-247 

a 

MAKEPEACE. J H 

8 0091 60369* 

50-247 

8 

MALMROS, M H 

0009020251* 

50-344 

a 

MALONEY. 0 P 

80091 10310 

50-315 

R 

MALONEY. 0 P 

8009260094 

50-315 

0 

MAL8CH.M 0 

8009290452 

30-344 

0 

MALTESE. M J 
MANAKTALA.H K 
MANCINt. A J 
HANDEL. M 

MANOUSI. J 

MANOUSI, J 

MANN.M M 

0009020252 
0009190401 
00091 50533 
8009120611 
0009160912 

8009 110240 
0009190682* 

50-286 

RES 

40-0745 

70-258 

70-2478 

70-2470 

FOIA 

F 

KANHY.M. 

0009050391 

50-321 

V 

HANRY, M 

8009030451 

50-366 

a 

MANRY. M 

0009020369 

50-366 

S 

HANRY, M 

0009020400 

50-366 

B 

MANRY. H 

B0Q9O20436 

30-321 

a 

KAHRY. H 

0009020439 

50-321 

8 

HANRY, H 

0009030442 

30-366 

a 

HANRY. M 

8009020461 

50-321 

B 

MANRY. H 

8009020362 

50-366 

6 

HANRY, H 

B009020404 

50-321 

8 

HANRY, H 

8009020419 

50-366 

8 

KANHY.M 

00090304 IS 

50-321 

R 

HANRY. M 

8009090469 

50-321 

8 

HANRY. H 

6009090428 

50-366 

S 

HANRY. M 

8009090443 

50-321 

B 

HANRY. M. 

S0090904B4 

30-366 

S 

HANRY, M. 

8009150295 

50-321 

8 

MAKRY. M 

0009150281 

50-321 

S 

MANRY. H 

eOO.9 150291 

50-321 

a 

HANRY. H 

000915033 1 

30-366 

a 

HANRY. M. 

0009150382 

30-321 

3 

HANRY. H 

6009150364 

30-321 

a 

MANRY. M 

8009160199 

30-321 

n 

HANRY. M 

8009180499 

50-366 

R 

HANRY. M 

8009160285 

50-366 

8 

HANRY. H 

8009230316 

50-366 

8 

HANRY. K 

8009290278 

50-366 

8 

HANRY. H 

6009300497 

50-321 

8 

MANRY. M 

MANSER. M C 
MANSER. H C. 
MANSER, M C 
HANSER.N C 

MANSER. U C 
MANSER. M C 

0009300519 

80D9100906* 

0009240631* 

S009120126* 

0009120147 

8009090465 

8009110392 

50-366 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

B 

MARCHAL. J. 

3009190258 

XPORTLIC 

HARCHAU. J 

8009110380 

XPORTLIC 

KARCHAL, J. 

8009110559 

XPORTLIC 

MARCHAL, J 

8009110564 

XPORTLIC 

HARIS 1. A V 
MARKER, J L 

8009170329 

8009110642 

30-293 

FOIA 

F 

HARRACK. D 

8009090451 

50-466 

0 

MARRACK. D 

0009180416 

30-466 

D 

HARRACK. D 

0009260007 

30-466 

O 

HARRIOTT. D 

8009020217* 

CDHMtBSIQN 

HAREM. R. J 

8009240284* 

50-324 

U 

MARSHALL, H H 

6009050423 

50-329 

0 

MAR SOLA 1 Si L D 

60091 10467 

50-271 

Q 



PERSOIMAL AUTHOR INDEX 
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AUTHOn 

ACCESSION 

NUMBER 

BUBUECT 

CATEOOnV 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

ACCESSION 

NUMBER 

0U3JECT 

CAieeoR’r 

HARSOLAIdiL D 

80092A04Sa 

50-871 

P 

MATTHEWS. E R 

3009240495 

50-309 

a 

HCCLINTOCK.R 0 

0006240937 

D4<t(l 30 

HARTIMrU 0 

B009l0064i* 

70-371 


MATTIA. J e. 

6009100030# 

90-393 

Q 

MCCLUNO. R U 

BCD 90306 71 

NUREO 


MARTIN. J & 

800902011 I* 

30-837 

P 

HATTIMOE. U U 

8009030189 

50-312 

0 

HCCOLL. A. C 

0009100435 

90-445 


MARTIN. R Jl> 

B009I008IA* 

50-869 

0 

NATTIA. J C 

8009100084* 

90-392 

a 

NCCOLL.A C 

8009260005 

90-445 

4 

MARTIN. T T 

90091 0-0030 • 

80-893 

0 

KATTIA.N J 

8009110085* 

CONTRACT 


HCCOLL. A 

8009260008 

50-I4J 

« 

MARTIN.U 0 

80092S0369« 

50-201 

0 

MATTIA.M. J 

BD09 110822* 

CONTRACT 


MCCONNELL. J H 

80091 609B8 

90-399 

f 

MARTIN. H 0 

8009110274* 

70-135 


MATTIA.M J 

00092602 42* 

CONTRACT 


NCCOOL.U 0 

8009190701* 

FOIA 


MARTIN. U 0 

80091 102*9» 

70-133 


HATTIMOE, U J 

0009160628 

90-312 

a 

MCC08L. U 8 

8009240047* 

FOIA 


MARTIN.U 0 

e009|B049l« 

70-33 


MATTIMOE. a J 

8009050340 

90-312 

p 

NCCOOL.U B 

8009340034* 

FOIA 


MARTIN. W 0 

8009160179 

70-133 


MATT 1 HOE. J J 

BOO 9050339 

50-312 

R 

MCCOOL. W 0 

8009340031* 

FOIA 


MARTIN. W 9 

80091201 »0 

70-371 


MATTIA. M 

8009030039* 

CONTRACT 


MCCDOL, U B 

8009 190693* 

FOIA 


MARTIN. T T 

000 9 1000 7 7* 

90-293 

0 

MATTIA.M U 

8009100409* 

CONTRACT 


MCCOOL, U.B 

8009340079* 

FOIA 


MARTIN. T J 

6009190210* 

SO-354 

0 

MATTIA.M U 

8009120668* 

CONTRACT 


NCCOOL.U B 

8009240092# 

FOIA 


MARTIN. L C 

6009120070 

CONTRACT 


MATTIA. H J 

BO 091801 SO* 

CONTRACT 


MCCOOL, u. a 

0009240113* 

FOIA 


MARTIN. U 0 

3009 160240 

90-220 

Q 

MATTIA.M J 

8009190190* 

CONTRACT 


MCCOOL, W. B 

BO09 190634* 

FOIA 


MARTIN.U 0 

0009160844 

90-334 

a 

MATTIA. M U 

6009850263* 

CONTRACT 


MCCORMACK. M. 

0009020217* 

CDMMISSttN 

MARTIN.U O 

00091 S 0347 

70-135 


MATTIMOE, J. J 

6009150869 

S0-31S 

6 

MCCORKLE.O U 

8009 120646 

70-734 


MARTIN. L e 

00091 8034S* 

90-488 

Q 

MATTIA.M J 

6009300121* 

CONTRACT 


MCCORKLE.O U 

8009090979 

90-319 

T 

MARTIN. R P 

8009110208* 

50-348 

a 

MATTIA.M J 

0009300097* 

CONTRACT 


MCCORKLE, 0 U 

8009090880 

50-306 

t 

MARTIN. H P 

80090S0S50* 

90-369 

0 

MATTIMOE, J J 

6009150540 

50-312 

P 

HCCORKLE, 0. U 

5009 190049 

90-369 

t 

HARTIN.R B 

8009300640* 

50-869 

0 

MATTIA.M 3 

0009100165* 

CONTRACT 


MCCORKLE.O U 

6009120129 

70-33SS 


MARTIN, r J 

8009110478 

S0-3S4 

a 

MATTIA.M J. 

8009100329* 

CONTRACT 


MCCORKLE.O U 

6009130132 

40-2940 


MARTIN.U e 

8009100279* 

90-449 

0 

MATTIA, M J 

8009300190* 

CONTRACT 


MCCORKLE.O H 

8009130136 

70-3470 


MARTIN, a S 

8009130144* 

27-43 


MATTIMOE. J J 

8009160308 

90-312 

P 

MCCORKLE, 0. M 

60091S0139 

70-687 


MARTIN. U <J 

8009110862 

70-133 


MATTIA.M J 

8009IBOI91# 

CONTRACT 


MCCORKLE.O U 

8009120149 

70-751 


MARTIN.U 0 

8009180487 

70-33 


MATTIA. M J 

0009300209* 

CONTRACT 


MCCORKLE.O U 

0009180691 

70-0 


MARTIN. M 0 

8009830396 

90-801 

0 

MAVRA. F 

0009190039* 

90-373 

0 

MCCORKLE.O H. 

0009230731 

90-267 

e 

MARTIN.! J 

8009130043* 

S 0-394 

8 

MAVRIN. L V 

6009300100 

90-383 

0 

MCCORKLE.O U 

0009180197 

70-27 


MARTIN.! J 

8009180218 

90-394 

8 

KAVRIN.L V 

8009830437 

30-383 

A 

MCCORKLE.O U. 

8009190392 

70-2633 


MARTIN. W 0 

8009109642 

70-371 


MAXWELL, J C. 

80C923D11I 

ACR8 


MCCORKLE.O W 

8009120192 

70-3786 


MARTIN.U ff 

8009160619 

90-277 

0 

MAXWELL,® F 

80091 B045 9* 

90-400 

0 

MCCORKLE.O U. 

8009190403 

70-135 


MARTIM.fi A 

&0091 60492 

RES 


HAVER, P, 

8009220081* 

50-393 

H 

MCCORKLE.O U 

B00918016I 

70-39 


MARTIN. S E. 

800903 0627* 

90-299 

0 

MAVER.L 0 

0006200292 

90-303 

F 

MCCORKLE.O U 

0009120043 

70-600 


MARTIN.U 0. 

80091 10263 

70-139 


MAYER. L 0 

9009030381 

50-863 

F 

MCCORMACK. H 

8009180494* 

COMMISSIIM 

MARTIN. J e 

8009160475 

WASTE MOT 

MAVER.L a 

0006260337 

90-363 

F 

MCCORKLE.O U 

6009180199 

70-820 


MARTIN, r J 

8009090359 

90-354 

0 

MAyER.L a 

B009030524 

90-863 

F 

MCCORKLE.O U 

8009260927 

90-369 

f 

MARTINer.P R 

SD091 10390 

90-806 

M 

MAVER.L 0 

8009020055 

90-363 

F 

MCCORKLE.O W. 

8009110440 

70-364 


MARTIN, r J 

8009160650 

50-394 

8 

MAVER.L 0 

BOO902O072 

90-203 

F 

MCCORKLE.O U 

0009190206 

90-391 

f 

MARTIN. P K 

8009100595 

90-398 

0 

HAVER. L. 0 

6009080007 

90-363 

F 

MCCORKLE, 0 W. 

8009120096 

70-143 


MARTIN. T T 

8009190S75 

90-271 

B 

MAVER.L 0 

6009030380 

90-363 

a 

MCCORMACK. M 

8009260692* 

90-301 

4 

MARTIN. H 

8009300633 

50-872 

8 

MAVER.L 0 

0009090297 

90-383 

R 

MCOAVITT, D. F 

8009020299 

70-33 


MARTIN. H. 

8009300334 

50-282 

P 

MAVER.L 0 

B009090375 

50-363 

P 

MC DEOWN, U. M 

8009290363* 

90-201 

9 

MARTIN. M 

0009830637 

90-361 

H 

HAVER, L 0 

8009090340 

90-363 

R 

MCDONALD. M E 

B003840038 

PT9 


MARTIN. T, T 

8009300600 

90-309 

8 

HAVER. U. 0. 

0009080395 

50-306 

8 

MCDONALD. R. J. 

0009890497* 

CDNTRACI 

MARTORE. J. A 

80091 IOS43 

90-416 

A 

MAVER.L 0 

0009100500 

90-302 

a 

MCDOWELL-BDYER 

8009260950 

RES 


MAR70RE, J A 

8009830235 

50-416 

A 

MAVER.L a 

8009090282 

90-363 

R 

MCDUFFIE, H A 

8009020203 

90-400 

4 

MARTPRE. J A 

S009I80002 

90-416 

F 

MAVER.L 0 

8009090356 

90-363 

a 

MCDUFFie.M A. 

8009230067 

90-400 

9 

MASON, E A 

8009830197* 

FOIA 


MAVER.L 0 

6009160279 

50-382 

R 

MCDUFFIB.M A. 

B009180S-93 

90-400 

9 

MASON, e A 

8009830801* 

FOIA 


MAVER.L 0 

8009170341 

90-362 

P 

MCDUFFIE.M A 

8009300901 

90-400 

a 

MASON. E A 

0009830854* 

FOIA 


MAVER.L 0 

0009190475 

90-263 

F 

HCDUFFie, M, A 

0009360497 

50-'400 

a 

MA63IE.W A 

BQ09 170396* 

90-244 

P 

MAYER, L. 0 

8009 1904 01 

90-2B2 

P 

MCOARRV, J H 

8009050066 

90-369 

0 

MASSIE.N A 

8009170301* 

90-244 

P 

MAVER.L 0 

0009190406 

90-363 

P 

MCOARRY, J K 

8009050086 

90-369 

« 

MASSIE.W A 

8009170314* 

80-244 

P 

MAVER.L 0 

6009230638 

90-263 

B 

NCOARRV. J M 

8009260010 

90-369 

e 

MASTER. U 

S009030838 

40-0749 


MAYER, L. 0. 

8009230738 

50-3S3 

a 

MCOARRV, J. H 

0009860010 

90-369 

9 

MATHEUS.E R 

8009130464# 

90-309 

0 

MAVER.L 0. 

8009230620 

90-863 

B 

MCOARRY, J M. 

0009360366 

90-369 

9 

MATHEUS.E R 

80Q903'0306 

50-309 

B 

MAVER.L Ov 

0009830743 

90-203 

8 

MCOARRY, J M. 

6009860373 

90-369 

« 

MATHEug. E. R 

0009090353 ■ 

90-309 

F 

MAVER.L 0 

8009290844 

90-203 

P 

MCOARRY. J M. 

8009360366 

90-369 

9 

MATHEWS, E. R 

8009260061 

90-309 

0 

MAVER.L 0 

6009260636 

90-863 

8 

MCOARRV, J M. 

8009260873 

90-369 

9 

MATHEUS. E R 

0009860001 

30-309 

0 

MAVER.L a 

B00930053t 

50-283 

a 

MCOARRV, J. M 

0009290026 

90-483 

t 

MATHEUS.E R 

8009090873 

50-308 

fi 

MCBREARTY.R A 

8009190299* 

90-387 

0 

MCOARRY. J. H 

6009290028 

90-400 

i 

MATHEUS.E R 

80091 10370 

50-305 

F 

HCBREARTV.R A, 

G009050486* 

90-410 

Q 

MCOAUOHV, R M 

0009190106* 

50-443 

6 

HATI^NY. 0 

8009290370* 

50-346 

S 

MCBREARTV, R 

BO09I00B99* 

50-389 

0 

HCOAUOHV, R. W 

0009100030* 

90-352 

0 

MATHEWS. E R 

B009290173 

50-305 

F 

MCCABE, E.C 

8009160239* 

90-277 

a 

MCOAUOHV, R U 

8009190823* 

SO-354 

0 

MATHEWS. E R 

8009300485 

SO-30S 

R 

MCCABE, E C 

000911 0O90* 

90-334 

a 

MCOAUOHV, J. F 

0009100566 

90-416 

s 

MATHIS. C J 

0009030607* 

50-293 

8 

MCCALLI0TER. P 

9009030179* 

90-329 

A 

MCOAUOHV, J P 

8006870304 

90-416 

e 

MATHIS. C J 

8009090433* 

50-293 

8 

HCCARTEN.J 8 

0009190171* 

90-394 

0 

MCOAUOHV, J P 

8009100339 

90-416 

9 

MATHIS. C J 

8009280230 

90-293 

V 

MCCAfiDELL.fi K 

8009100412 

RES 


MCOAUOHV, J. P. 

0009100436 

90-416 

a 

MATHIS, C.J 

8009260405* 

50-293 

s 

MC CARREL. B, F 

0009110011 

50-344 

0 

MCOAUOHV, J P. 

0009100550 

90-416 

3 

MATSON, V 

8009IS0433* 

COMMISSION 

MCCAULEY. E U 

8009110900 

NUREO 


MCOAUOHV, 0. P. 

0OO9ICOS19 

90-416 

8 

MATSON, V 

8009 ISO 4 38* 

COMMISSION 

MCCLAIN. C. M 

6009230564* 

90-319 

R 

MCOAUOKV.R H 

8009190241* 

90-307 

0 

MATSON. E. 

0009290079* 

FOIA 


HCCLINTOCK.R 0 

8009290068* 

FOIA 


MCOAUOHV, R U 

0009100804* 

90-392 

9 

MATSON, V 

B0C9I 10629 

XPORTLIC 


HCCLINTOCK.R 0, 

7906010088* 

PT9 


MCOAUOHV. R. U. 

0009100093* 

90-387 

Q 

MATSON. V. 

80090S0469 

XPORTUIO 


MCCLlNTaCK, R. 0. 

79060100S4 

FT*? 


MCOAUOHV, R U. 

B0091 90097* 

90-410 

0 

MATSON. V 

S0091 10403 

XFORTLIC 


HCCLINTOCK.R 0 

8009290099* 

FOIA 


MCOAUOHV. J. P 

8009100592 

90-416 

3 

MATSON, V 

8009080480 

XPORTLIC 


HCCLINTOCK.R 0 

0009290064# 

FOIA 


MCOAUOHV, vl P 

8009040489 

90-416 

B 

MATSON. V 

0009020406* 

XPORTLIC 


MCCLINTOCK. R, 0. 

8001020105* 

PT9 


MCOAUOH. J. L. 

0009120471* 

90-326 

0 

MATSON. V 

0009110497 

XPORTLIC 


MCCLINTOCK.fi: 0 

7912180310 

PT9 ' 


MCOAUOHV, R. U 

8009190190* 

90-394 

0 

MATSON, V. 

8009110695 

XPORTLIC 


HCCLINTOCK.R 0 

0009290092* 

FOIA 


MCOAUOHV. R. U 

8009100070* 

90-413 

9 

MATSON. W 

0009110700 

XPORTLIC 


HCCLINTOCK.R. 0 

&OO1O3OO70* 

PT9 


MCOAUOHV, J P 

000924 0'331* 

90-416 

Q 

MAIBOM, W. 

8009110743 

XPORTLIC 


HCCLINTOCK.R 0 

0009120333* 

40-3940 
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8009260672 

8009260677* 

FOIA 

FOIA 

FOIA 

FOIA 

FQIA 

MORTENSEN, H 
HORTON, K V 
MORTON, K V. 
HORTON, K V 
MORTON, K V 

8009240680 
8009230359* 
8009 100071 
0009100077* 
8009030253* 

FQIA 

FOIA 

FOIA 

FOIA 

FOIA 

MORTON, K V 
HORTON. K V 
HORTON, K V 
MORTON. K V 
HORTON. K V 

8009040470* 
8009240079* 
80091 10002* 
8009110003* 
8009110004* 

PR 

REOOD 

TOPREP 

50-458 A 
50-275 H 

MORTQN.K V 
MORTON, K V 
MORTON, K V. 
HORTON, K V. 
MORTON. K. V 

8009120017 
8009120019* 
800911 0003* 
8009100035 
8009100041* 

CONTRACT 

50-289 8 

50-289 R 

50-31 1 F 
50-311 P 

MORTON, K V 
MORTON. K V 
MORTON, K. V 
MORTON. K V 
MORTON. K V 

8009340069* 

8009030216* 

8009120014* 

.^009020481* 

8009100061* 

50-311 ft 

50-31 1 P 
50-311 P 

50-311 F 
50-311 p 

MORTQN.K V 
MORTON. K V. 
MORTQN.K. V 
MORTON. K V 
MORTON, K V 

8009110253 

8009110236* 

8009100003* 

8009110350* 

8009150170* 

50-31 1 P 

50-31 1 Q 

50-311 P 

50-31 1 p 

00-311 P 

MORTQN.K V 
MORTON. K. V 
HORTON, K V. 
MORTON. K. V 
MORTON, K V 

8009160488* 

8009110331 

8009110338* 

0009110410* 

8009230372* 

50-311 p 

50-31 I p 

50-31 1 Q 

50-311 P 

50-31 1 P 

MORTON, K. V 
MORTON. K V. 
MORTQN.K V 
HORTOM.K V 
MORTQN.K V. 

8009120012* 

8009230783* 

8009230771* 

8009120033* 

8009190713* 


8009190727 

8009190738* 

8009330777* 

8009120007* 

8009120075* 


CONTRACT 

CONTRACT 

CONTRACT 

70-2313 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


mullholland , j 

MUNDY.J A 
HUNRO. v/ J 
MUNRO.J J 
MUNHOrJ J 


50-289 

T 

MUNTB.M. L 

30-209 

0 

MUNTZ I NO. L 

90-352 

B 

MUNTZ IMO.L 

50-293 

R 

MURFIN, H B 

50-293 

P 

MURPHY. C E 

50-293 

P 

MURPHY. C E 

FOIA 


MURPHY.C E 

30-395 

M 

MURPHY.C E 

70-2560 

MURPHY.C E 

40-8902 


MURPHY.C E 

NUREO 


MURPHY.C E 

50-409 

0 

MURPHY, C.E 

50-409 

0 

MURPHY.C E 

80-409 

0 

MURPHY.C. E 

30-409 

0 

MURPHY. C. E 

70-2786 


MURPHY. C.E 

CONTRACT 


MURPHY.C E 

CONTRACT 


HURPHY, C.E 

CONTRACT 


MURPHY.C E 

SECY 


MURPHY.C E 

CONTRACT 


MURPHY.C E 

CONTRACT 


MURPHY.C E 

CONTRACT 


MURPHY, C. E 

CONTRACT 


MURPHY.C E 

CONTRACT 


MURPHY.C E 

CONTRACT 


MURPHY.C E 

CONTRACT 


MURPHY. C.E, 

CONTRACT 


MURPHY.C E 

CONTRACT 


MURPHY. C.E 

CONTRACT 


MURPHY.C E 


MURPHY, C C 
MURPHY, C, E 
MURPHY, C E 
murphy, C E 
MURPHY. C E 

MURPHY, C E 
MURPHY, C E. 
HUflPHY, C E. 
MURPHY, C E. 
murphy, C E 

murphy, c E 

MURPHY, C. E 
MURPHY, C E 
HURPHY, C E 
MURPHY, J. R 

MURPHY, W P. 
MURPHY, U p 
MURPHY, C. E. 
MURPHY.C E 
HURPHY. C E 

MURPHY.C E 
MURPHY. P. M 
murphy, C E 
MURPHY.C E. 
MURPHY.M j 


0009110410* 

8009100190 

8009160204 

0009020913 

B009I60439 

8009240490 

8009190032* 


8007190009* 

90-293 

800 9 ISO 902 

90-3 

8007240228* 

50-367 

8007160337* 

90-369 

0009240363* 

90-334 

8009100130 

90-309 

8009240302* 

90-4 13 

0009120926* 

90-240 

8009120493* 

80-890 

0009160939* 

50-267 

0009030032 

90-370 

0009030130 

90-395 

8009190372* 

90-370 

0009090293 

90-553 

8009120139 

90-416 

80071 10429* 

90-413 

0009190332 

90-321 

0007190588* 

90-348 

0000280106 

00-400 

00090904 1 9 

90-364 

000924026 6<1 

90-370 

8009240307* 

30-413 

0009110111 

90-910 


8009240390* 
00091 10107 
0009100300* 
0009250109 
8009100148 

8009240066 

8009300031* 

8007170161 

0007030173 

0007240294* 

0007100290* 

0007180454* 

8009100366 

8007110824 

8007120486 

8009120819 

8009290341* 

6009240201 

8009240236 

8009020483 

8009030318 

8009030322* 

0009240282 

8009240292 

0OO924O3QO 

0009240593 

0009090446 

6009190376 

8009240327 

8007090441* 


COHIRACI 

TOPfiEP 

PHM 

71-9039 

XPORTLIC 

30-266 U 
CQHMtaaiGN 
U 
P 
0 

0 
a 
o 
o 
0 

0 
0 
0 
0 
0 

0 
0 
a 
a 
a 

ft 
a 

ft 
0 
ft 

Q 

0 
ft 
ft 
ft 

ft 
0 
a 


50-518 

50-395 

50-344 

00-566 

50-200 

SO-335 

90-416 

50-338 

70-1151 

30-413 

90-400 

50-400 

50-370 

30-321 

50-250 

50-250 

50-413 

50-367 

50-370 

NUREO 

90-271 

50-271 

80-413 

50-413 

80-318 

30-566 

30-255 

50-348 

30-324 

50-311 



PERSONAL AUTHOR INDEX 


387 


AUTHOR 

ACCESSION 

NUHDER 

SUBdECT 

CATEOORV 

«URPHV*H J 

Ba091S0372« 

30-272 

S 

HOfiPHV.M J 

e0091S038S« 

30-272 

8 

PWRPHV.M J 

800912O42a» 

50-272 

8 

MUBPHV^C E 

8009160333 

30-269 

a 

IWRPHV^H J 

B009130267* 

50-311 

s 

hSURPHYrC E 

G009230347 

30-400 

a 

IWRPHYtM 0 

80091604B2* 

50-311 

8 

m/RPHYi C. E 

8009300026 

30-416 

Q 

MURPHY. J 

8009190236* 

50-440 

K 

PWRftAY. T. D 

B009080317 

50-346 

n 

MURRAY. T. 0. 

B009020333 

50-346 

8 

HURRAY. H J 

B00902004B 

50-367 

0 

HURRAY. H J 

B0090200B4 

50-367 

0 

hurray. T D 

HURRAY. t1 J 

B009020037 

8009160281 

50-346 

PR 

B 

MURRAY.! D. 

8009130276 

50-346 

R 

MURRAY.! 0 

B009 160391 

50-346 

S 

MURRAY. J P. 

8009290002 

50-266 

U 

HURRAY. J P 

8009290004* 

50-266 

U 

MURRAY, J P, 

B009290DOS* 

50-266 

U 

HURRAY. T 0 

8009120331 

90-346 

S 

HURRAY. H J 

8009220177 

30-367 

0 

MURRAY, T D 

8009230682 

30-346 

8 

HURRAY, T. » 

8009230686* 

30-346 

8 

MURRAY, T B 

8009230690 

30-346 

B 

MJRNAYrK J 

8009220173 

30-367 

0 

MURHAVrT 0 

8009230671 

30-346 

8 

MUflRAYr J. P 

8009230447 

30-266 

0 

HURRAY,! D 
P«LI3TA[M.H d 

MUZZY.R J 

8009290363 

B009240729* 

8009230431* 

50-346 

40-299 

TOPREP 

s 

MYERa. J A 

MVMATT, F R. 
MVKATT. P R 

8009090380 

8009130311 

8009120367 

50-320 

RES 

RE8 

H 

KAII3U,K R 

8009110324* 

50-454 

Q 

flAIDU. K R 

8009170221* 

50-436 

0 

fCAIDU.K R 

8009110673* 

50-434 

0 

MAPUOA. 0 

8009090230* 

30-289 

0 

KAPUDA. 0 

80091B0008* 

30-334 

a 

MAR BUT. P.P 

8009120300* 

50-320 

a 

HARBUT. P.P. 

8009300034* 

50-312 

a 

NARAOH. L 

8009100070* 

30-412 

Q 

KAUOHTON. U. E 

80092S0344* 

30-293 

a 

NAUOHTON. U F 

8009020109 

50-10 

0 

HAUCHTON. U F 

8009030439 

30-293 

p 

NAWtHTON. U F 

8009080333 

50-293 

p 

NAtlOHTONiH E 
NAUOKroN, H E 

8009110300 

8009100332 

30-295 

!0PREP 

p 

HAUOHTON.H F 

8009190460 

50-293 

p 

HAUOliTON. U F 

8009190403 

30-293 

p 

«AOPHTON.H F 
KAUOHTON.H F 

8009300287 

8009230672 

30-10 

TOPREP 

V 

WAUOHTON. H. F. 

8009260213 

30-293 

p 

NAUOHTON.H F. 

8009300267 

50-295 

p 

KAU^HTDN.H F 

8009300433 

30-454 

A 

NAVARRO. J. P. 

8009120123* 

50-322 

8 

MEAUE. J B 
n££i.. J N 

800916030S* 

8009120136* 

50-304 

27-48 

8 

MEfOHBORa. U, D 

8009100643* 

30-247 

P 

NCIOHaORB.J D 

8009130248* 

50-334 

P 

NCICHBORB. J. D 

8009100122* 

30-261 

P 

NEI»HBaRa.d. D 

8009100332* 

50-280 

P 

NEXCHRORS. J. D. 

8009240097# 

50-315 

P 

NCieCEH. J 

8009230332* 

50-461 

Q 

NEieLER.d. H. 

8009180280* 

30-373 

0 

NeiBLER, vl K. 

8009290465* 

50-373 

Q 

NELSON, P R. 

8009130110* 

50-201 

U 

NELSON. P R. 

8009150121* 

30-201 

U 

NELSON. P. R 

8009150138* 

50-201 

U 

NELSON. C C. 

80090S04B9 

50-70 

P 

NELSON. P. R 
NELSON. P R 

80090200 12 
8009300207 

50-22S 

71-396 

F 

NEMETH. K. J 

8009030104* 

Stat* Prog 

NEUFER. A. 0 

8009230360* 

50-338 

R 

MEUFER. A 0 

iHEUKANN, N R 
NEUMANN, M R 
NEUMANN, M. R, 
NEUMANN, M R, 

8009290321* 

8008110042 

8009260133 

8009260024 

8009170237 

50-338 

40-8721 

40-8380 

40-8380 

40-8380 

R 

NEUSCHAEFER. E 

8009030609* 

30-302 

9 

t^UaCHAEFER. E 

8009110342* 

50-302 

8 

NEWMAN. R. d. 

8009030591* 

50-311 

S 

NEWMAN. R. d. 

8009030620* 

30-311 

s 

NEWMAN. R d. 

0009090453* 

50-311 

s 

HEWKAN. R d. 

0009090530* 

30-311 

8 


AUTHOR 


ACCESSION 

NUMBER 

BUSdECT 

CATeOORV 

NEUMAN. R J 


8009090558* 

50-311 

6 

NEWMAN. ft J 


0009090395* 

30-272 

8 

NEWMAN, J R 


0009 100475 

90-466 

0 

NEWMAN. d R 


0009180473 

30-466 

0 

NEWMAN, d R 


0009150253 

50-466 

0 

NEUMAN, d R 


0009170169 

50-982 

0 

NEUMAN, d R 


0009170169 

S0-SD2 

0 

NEUMAN, d R 


B009170171* 

50-502 

0 

NEUMAN, d R 


0009300027 

30-466 

0 

NEWMAN, d R. 


B009300027 

50-466 

0 

NEUMAN, d R. 


8009300469 

30-466 

0 

NEUMAN, d H. 


8009300469 

50-466 

0 

NS.C 


0009170296* 

50-244 

p 

NO.C 


0009170314* 

30-244 

p 

NICHOLS. D L 


8009040269* 

50-159 

0 

NICHOLSON, N < 

A 

S009190121* 

40-2061 


NICHOLS. T C 


0009160634* 

50-393 

0 

NICHOLS. T C 


0009100427 

50-393 

8 

NICHOLS. T C 


0009100311 

30-393 

Q 

NICHOLS. T C. 


8009020031 

30-393 

0 

NICHOLS. T C 


8009020063 

30-395 

M 

NICHOLS. T C. 


SO 092 50072 

30-393 

Q 

NICHOLS. T C. 


0009030460 

30-393 

0 

NICHOLS. T C 


8009030493 

50-395 

A 

NICHOLS. T, C 


0009110719 

50-395 

0 

NICHOLS. T C 


0009030621 

50-393 

S 

NICHOLS. T C 


8009080337 

50-393 

8 

NICHOLS. T C. 


8009100129 

50-393 

0 

NICHOLB.T C. 


8009100320 

50-395 

A 

NICHOLS.! C 


8009110211 

30-373 

A 

NICHOLB.T C 


8009120347 

30-393 

A 

NICHOLS. T C. 


8009300590 

30-395 

Q 

NICHOLS. T C 


8009150314 

90-093 

K 

NICHOLS, r C 


8009170294 

30-393 

A 

NICHOLS, r. C 


8009230282 

50-399 

F 

NICHOLS. T C 


0009230296 

50-393 

A 

NICHOLS. T C. 


S009240332 

30-393 

0 

NICHOLS. T C 


8009290337 

90-393 

A 

NICHOLS, T C 


0009300168 

30-393 

A 

NICHOLS, T. C 


8009260316 

30-395 

A 

NICOLOSI.3 L 
NIEHAUS, P W 


B009 190401 
B009 150062 

RES 

30-353 

a 

NIERQDE.C F. 


6009260640* 

90-263 

S 

NIHITZ.R. L 


0009090189* 

50-217 

a 

NIMITZ.R L 


B009100044* 

50-219 

a 

NISHITA.H 
NIX.R T 


8009190403 

8009020374* 

NUREO 

30-366 

S 

NIX.R T 


8009020403* 

90-366 

8 

NlX.R ! 


0009020444* 

50-321 

B 

NIX.R T 


6009020446* 

30-321 

8 

NIX.R T 


8009020433* 

30-366 

S 

NIX.R T. 


SO 09090480* 

30-321 

B 

NIX.R T, 


6009090495* 

30-366 

B 

NIX.R T 


S009 180333* 

90-366 

6 

NIX.R. T 


8009180383* 

30-321 

B 

NIX.R T 


8009150386* 

30-321 

a 

NIX.R. T 


8009160306* 

50-366 

8 

NIX.R T 


8009290281* 

90-366 

8 

NIX.R T. 


8009300502* 

50-321 

8 

NIX.R T 


B009300S26* 

50-366 

8 

NIXON. M A 
NOELL.P H 


8009180440 

8009020148* 

40-2061 

50-331 

P 

NOELL. P. N 


8009020463* 

50-10 

P 

MOELL. P. M 


SO 09020467* 

30-10 

P 

NOELL.P N 


8009020470* 

50-10 

P 

NOELL.P N 


8009020473* 

50-10 

P 

NOELL.P N 


8009020474* 

50-10 

P 

NOELLi P N 


8009040103* 

50- 1 35 

P 

NOELL.P N. 


B009040129* 

50-263 

P 

NOELL.P N 


B009040315* 

50-324 

P 

NOELL.P N 


8009040544* 

50-271 

P 

NOELL.P N 


8009030456* 

50-293 

P 

NOELL.P N 


B0090S0501* 

90-29 

P 

NOELL. P, N 


0009150426* 

50-317 

P 

NOELL. P. M 


0009170260* 

30-333 

P 

NOELL, P, N, 


0009170402* 

50-220 

P 

MOELL, P. N 


8009180217* 

50-336 

P 

NOLAN. F, 


8009190763 

30-259 

8 

NOON. F 


8009170295 

30-244 

P 

NOON. F 


0OO917O29B 

50-244 

P 

NOON, F 


8009170312 

30-244 

P 

NORCERHAUO.L 

R 

0009170212 

70-734 


NORDERHAUO. L. R 

3009050168 

70-29 


NORDERHAUa, L 

R 

8009150310 

50-312 

0 

NOROERHAUO, L 

R. 

0009150545 

70-1739 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATBOOflV 

NORDERMAUO.L R 

8009170209 

70-734 


NORDERHAUO.L H 

8009100289 

70-734 


NORDLINOER.H 8 

0009020071 

50-275 

0 

NORDLINOER.M S 

0009090779 

30-275 

T 

NORDLINOER.H 8 

B009090632 

30-273 

T 

NORELIUB, C E 

8009190171* 

50-254 

0 

NORELIUB.C E 

0009260415* 

30-329 

0 

NORTON. B 

8009220213 

30-323 

0 

NORTON. B 

0009030689 

50-273 

0 

NORTON. B 

8009030689 

50-273 

0 

MORTON, B 

8009030699 

50-273 

o 

NORTON. a 

8009030699 

50-273 

0 

NOSENZO. L V 

8009150428* 

COMMISSION 

NOSENZO, L V 

0009080947 

KPOftTLIC 


NOSENZO. L V 

8009080279 

XPORTLIC 


NOSENZO. L V 

8009100153 

XPOftTHC 


NOSENZO, L V 

8009300664 

XPORTLIC 


NOSENZO. L V 

8009100296 

XPORTLIC 


NOSENZO. L V. 

8009290136 

XPORTLIC 


NOSENZO, L W 

8009300650 

XPORTLIC 


N03ENZ0.L V 

8009300660 

XPORTLIC 


NOSENZO. L V 

0009300074 

XPORTLIC 


NOSENZO, L. V 

8009290130 

XPORTLIC 


MOVAH.T M 

80091 10S63 

50-320 

p 

NOVAK. T M 

8009090794 

50-206 

p 

NQVAH.T M 

80091 10933 

50-336 

p 

NOVAK. T. H 

9009030201 

50-289 

1 

NOVAK. T M 

9009040076 

30-285 

F 

NOVAK.! M 

0009040055 

50-269 

P 

MOVAH.T H 

80090401 1 4 

50-293 

P 

NOVAK. T H 

8009020330 

50-312 

F 

MOVAH.T M 

8009030344 

50-312 

P 

NOVAK. T M 

8009100170 

50-293 

P 

MOVAH.T M 

8009190794 

50-3 

P 

NOVAK. T. M 

8009IS0429 

SO-250 

P 

MOVAH.T H 

800922006/ 

50-309 

H 

MOVAH.T H 

8009100549 

50-321 

P 

MOVAH.T M 

9009240093 

50-309 

II 

MOVAH.T M 

80093005 75 

50-271 

P 

MOVAH. r M 

8009260529 

S0-33B 

P 

MOVAH. r M 

0009170256* 

50-239 

0 

NOVARRO, d P 

9009120254 

50-322 

0 

MOVARHO, J P 

8009030433 

50-322 

a 

NOVARRO. d P. 

8009020425 

30-322 

A 

NOVARRO, J P 

8009030437 

50-322 

A 

NOVARRO. d P 

8009230590 

50-322 

A 

NOHICKt.8 d 

8009020449 

50-206 

a 

NOHICK I. 8 d 

9009100009 

50-206 

p 

NOMICKI.S d 

8009120547 

30-206 

p 

NUOENT.E L 

8009260045 

40-2259 


NUOENT.E L 

8009030310 

40-2259 


MUSENT.E L 

8009110402 

40-2259 


NUOENT.E L 

9009160349 

40-2259 


NUOENT.E L 

0009190393 

40-2259 


NUNNERY. H d 

8009110411 

50-266 

M 

NVOOARO.O R 

8009230001 

50-409 

0 

□ 'BHIEN. d P 

9009120490* 

50-312 

a 

0 'HANLON, d P 

8009050330 

50-313 

V 

□ 'HANLON. J P 

8009020458* 

50-360 

s 

O'NEILL. B 

8009290060* 

FOIA 


O'NEILL. B 

8009290099* 

FOIA 


O'HElL.ft. A 

8009040196 

30-445 

H 

O'NEIL, R A 

8009040176 

50-445 

n 

O'NEIL, ft A 

8009300496* 

50-445 

H 

O'NEIL, ft A 

9009300033 

50-445 

M 

O'NEIL, ft A 

8009300480 

50-445 

ri 

□ 'NEIL, ft A 

8009300496* 

S0-44S 

H 

O'NEIL. R. A 

8009300035 

50-445 
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PILANT. J H 

PENCE. M B 

8009230946* 

90-317 

8 

PILANT^ -J, M 

PENCE. U B 

8009230592* 

50-317 

8 

PILANT.J H. 

PENCE. U.R 

8009300470* 

90-317 

8 

PILANT. J K 

PENDEBORAFT. R. 

8009030946* 

50-368 

8 

PISH. H 0 

PENDEROBAFT. R 

8009030417* 

90-369 

S 

PLATO, P 

PENDEROBAFT. R. 

8009190271* 

90-369 

8 

PLAYTOM. 9 J 

PENDERORAFT. R. 

8009190275* 

90-368 

8 

PLESSET. M. 8 

PENDERORAFT, R 

8009230410* 

90-368 

R 

PLE8BET. H 8 


ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 


NUHBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEOORV 

8009230748* 

50-360 

B 

PLESSET. H 3 

8009150238 

50-327 

O 

8009180261 

70-2609 


PLESSET. H 3 

0009130245 

ACR3 


8009110217 

70-2609 


PLESSET. M S 

0009150249 

ACRS 


8009020294 

NUREO 


POCHAL. U F 

8009100493 

XPORTLIC 


8009170230 

50-237 

a 

POCHAL. U F 

8009160287 

XPORTLIC 


8009150059* 

50-445 

0 

POCHAL. U F 

8009230733 

XPORTLIC 


8009020395 

NUREO 


POOALtES.J K 

0009100406 

S 0-361 

0 

8009120413* 

50-220 

V 

P00ALIE3.J K 

8009100406 

50-361 

9 

0009120417* 

50-220 

V 

PGOOIO. A 

8009160478 

RES 


8009090243 

50-320 

a 

POIRIER. L J 

8009030352* 

50-317 

F 

8009300010 

50-289 

0 

POIRIER.H R 

0009090453 

30-498 

M 

8009120914* 

50-206 

p 

POIRIER. K R 

8009150417 

30-445 

M 

9009120037* 

CONTRACT 


POIRIER.H R 

0009150417 

50-445 

M 

8009120115* 

CONTRACT 


POIRIER.H R 

8009160275 

50-445 

H 

0009190414* 

CONTRACT 


POIRIER.H R 

0009160275 

30-445 

K 

8009150424* 

50-206 

p 

POIRIER.H R 

□009160182 

SO-445 

M 

8009240057* 

50-206 

P 

POIRIER.H R 

9009160192 

30-445 

K 

8009300276* 

CONTRACT 


POIRIER.H R 

8009260313 

50-445 

M 

8009250439* 

70-143 


POIRIER.H R 

8009260318 

50-445 

M 

8009110403 

REB 


POLANSKI. X 

8009160426* 

30-295 

S 

8009220184* 

50-335 

0 

POLK.P J 

0009190770 

50-220 

P 

8009100467* 

50-344 

s 

POLLACK. 8 

8009120433 

50-361 

H 

8009260910* 

50-344 

a 

POLLARD. R 0 

3009230011 

50-289 

T 

8009160583 

50-227 

p 

POLLARD. R D 

B009300420* 

50-289 

O 

8009220116 

MA8TE HOT 

POLLARD. R 0 

B009300422* 

50-289 

0 

8009020120 

XPORTLIC 


POLLEIT. R 

8009120442 

30-361 

M 

□009020129 

XPORTLIC 


POND.O D 

3009260478 

50-213 

P 

8009 160274 

XPORTLIC 


POOLE, D. 

0009030206* 

50-302 

R 

8009250333 

XPORTLIC 


PORTER, a H 

8009300399 

50-289 

R 

8009020471 

XPORTLIC 


PORTER. U L 

8009260010 

50-369 

0 

8009020478 

XPDRTL IC 


POSTER. H L 

8009260266 

50-369 

0 

0009100190 

XPORTLIC 


PORTER, M L 

B009260273 

50-369 

0 

8009020464 

XPORTLIC 


PORTER, U L 

8009290023 

50-408 

0 

8009110591 

XPORTLIC 


poTAf ova. U 

8009150207* 

OA999 


8009110606 

XPORTLIC 


POTAPOVa.O 

8009150229* 

OA997 


8009110609 

XPORTLIC 


P0TAP0V3. U 

8009180500* 

OA999 


8009110795 

XPORTLIC 


POTAPQVa. U 

8009150200* 

0A999 


8009160191 

XPORTLIC 


POTAPOVa.U 

8009150227* 

06999 


8009180420 

XPORTLIC 


POTAPOVa. u 

8009190031* 

0A999 


8009160233 

XPORTLIC 


POTAPOVS, U 

8009190027* 

OA999 


8009220342 

50-320 

p 

POTAPOVS. U 

8009130104* 

06999 


8009290476 

XPORTLIC 


POTAPOVS. U 

8009290320* 

0A999 


8009300028 

XPORTLIC 


POTAPOVS. U 

8009100223* 

QA999 


8009170442 

50-482 

8 

P0TAP0V8, U 

80091 10613 

QA999 


8009150196* 

SD-4B2 

S 

POT AP ova. U 

8009250325* 

QA997 


8009J70416 

50-482 

8 

POTAPOVS. U 

8007160562 

QA999 


8009030541 

50-482 

A 

POTAPOVS. U 

8009180529 

QA999 


8009190441 

50-482 

K 

POTAPOVS. U 

S009080465 

06997 


8009100961* 

50-277 

a 

POT AP ova. U 

8009120334 

0A997 


8009020472* 

50-289 

H 

POTAPOVa. u 

8009120654 

0A999 


8009100069 

40-6659 


PQTAPOVa.U 

8009150173* 

QA999 


8009100212* 

40-6659 


POTAPOVa, u 

B009150017 

QA999 


aooBOeoi07 

40-6659 


POTAPOVS, U 

8009150171 

QA999 


8009100222* 

40-6659 


POTAPOVa, u 

8009150224* 

QA999 


8009030696 

90-480 

0 

POTAPOVS, U 

8009190020* 

QA999 


8009250015 

50-480 

0 

POTAPOVS, U 

8009170135 

QA999 


8009170305* 

50-490 

a 

POTAPOVS, U 

8009 170 196 

QA999 


B009260665* 

50-346 

a 

POTAPOVS, U 

8009180070* 

0A999 


8009180409* 

50-287 

3 

POTAPOVa. U 

0009190221 

0A999 


8009110322* 

50-320 

N 

POTAPOVS. U 

8009250307 

0A999 


8009110319* 

50-320 

H 

POTAPOVS, U 

eoo9ioo3oa 

QA999 


8009240485 

50-466 

U 

POTAPOVS. U 

8009150195 

OA999 


8009100061* 

CONTRACT 


POTAPOVS, U 

8009180092 

0A999 


B009170234 

40-4492 


POTAPOVS. U 

8009180484 

QA999 


8009110266 

40-4492 


POTAPOVS, U 

8009100056 

0A999 


80091 10399* 

50-361 

0 

POTAPOVa, U 

8009190014 

0A999 


8009110399* 

50-361 

0 

POTAPOVS, U 

8009100167 

OA999 


8009 11 0399* 

50-361 

0 

POTAPOVS. U 

8009290310 

OA999 


8009110396 

50-361 

0 

POTTER, M F 

8003190525* 

PT9 


8009190003 

SO- 361 

0 

POTTER. J P 

8009040068* 

27-39 


8009 19 0083 

SD-361 

0 

POTTER. J P 

8009110208* 

27-39 


8009100031 

50-298 

a 

PRATT. C H 

0005210647 

PR 


8009020102 

50-298 

a 

PRESTON. C C 

8009050200 

RES 


8009020098 

50-290 

a 

PREVENSLIK, T. V 

8009020017* 

50-537 


8009020101 

50-290 

a 

PRICE, H L 

0009240054* 

FOIA 


8009100844* 

50-298 

a 

PR ICE. H L. 

8009190699* 

FOIA 


8009190478 

50-290 

p 

PRICE. H L 

8009240041* 

FOIA 


8009030551 

50-298 

F 

PRICE. H L 

0009240026* 

FOIA 


8009260282 

SO- 298 

R 

PRICE. H L 

0009240013* 

FOIA 


8009170207 

50-290 

P 

PR ICE, H L 

8009240059* 

FOIA 


8009080352* 

50-317 

F 

PR ICE, H L 

8009190659* 

FOIA 


8009160446 

NUREO 


PR ICE. A L 

0009190647* 

FOIA 


BOOBOB0193* 

40-6659 


FRICE.H L 

0009190642* 

FOIA 


8009190766 

50-327 

0 

PRICE. H L 

00092401 OB* 

FOIA 


8009100628 

REOOO 


PRICE. J E 

S0093 00561 

50-201 




388 


PERSONAL AUTHOR INDEX 


ACCESSION SU9JECT 


AUTHOR 

NUMBER 

CATEGORY 

O'REILLY. J P 

e0091000&9 

50-404 

0 

0 'RE ILLY. J P 

B009030303 

50-327 

0 

0 'RE ILLY, J P 

80090S0222 

50-259 

a 

a 'RE ILLY, J P 
□ 'RE ILLY, J P 

8009100902 

8009OG0I23 

70-143 

50-340 

a 

O'REILLY. J P 

0009030125 

50-302 

0 

O'REILLVr J P 

8009030126 

50-416 

0 

□ 'REILLY. J P 

8009030129 

50-395 

Q 

O'REILLY. J P 

8009030130 

30-395 

0 

O'REILLY, J P 

8009030137 

50-488 

0 

O'REILLY, J P 

8009030141 

30-280 

Q 

O'REILLY. J P 

80090301 4& 

50-259 

Q 

O'REILLY, J P 

9009030134 

50-321 

0 

D 'REILLY, J P 

8009030158 

50-250 

Q 

O'REILLY, J P 

8009030163 

50-261 

0 

O'REILLY, J P 

0009030175 

50-269 

0 

O'REILLY, J P 

8009030161 

50-437 

0 

O'REILLY, J P 

6009160036 

50-416 

Q 

O 'REILLY, J P 

8009160039 

50-321 

Q 

O'REILLY. J P 

8009160040 

30-324 

0 

O'REILLY. J P 

8009160045 

50-259 

0 

O'REILLY, J P 
O'REILLY. J P 
O'REILLY. J P 
O'REILLY, J P 

O'REILLY. J P 
O'REILLY. J P 

8009230388 

8009230391 

8009230396 

8009230397 

8009230398 

8009230400 

70-824 

70-27 

70-1097 

70-1151 

70-1201 

50-332 

0 

O'REILLY. J P 
O'REILLY. J P 

8009230404 

8009050422 

70-143 

50-280 

0 

O'REILLY, J P 

8009120066 

50-518 

0 

O'REILLY, J P 

8009120072 

50-324 

Q 

O'REILLY. J P 

B009120077 

50-321 

0 

O'REILLY, U P 

8009120080 

50-416 

0 

O'REILLY, J P 

8009120082 

50-239 

0 

O'REILLY.J P 

8009160108 

50-437 

0 

O'REILLY. J P 

8009160110 

50-348 

0 

O'REILLY. J P 

80091601 13 

50-302 

0 

O'REILLY.O P 

8009160113 

90-416 

Q 

O'REILLY.J P 

8009160118 

30-395 

0 

□ •RE ILLY, J P 

8009160120 

30-395 

0 

O'REILLY.J P 

8009160124 

50-261 

0 

O'REILLY.J P 

8009160133 

50-488 

0 

O'REILLY.J P 

8009160137 

50-269 

0 

O'REILLY.J P 

8009160143 

50-250 

0 

O'REILLY.J P. 

9009160147 

50-321 

Q 

Oi'REILLY.J P 

8009160153 

50-259 

0 

O'REILLY.J P 

8009160172 

50-280 

0 

O'REILLY.J P 

8009230249 

50-348 

F 

0 'REILLY, J.P 

900923025? 

30-261 

F 

O'REILLY.J P. 

8009230256 

50-269 

F 

O'REILLY.J P 

8009230258 

30-302 

F 

O'REILLY.J P 

8009230261 

50-250 

F 

O'REILLY.J P 

8009230265 

50-321 

F 

O'REILLY.J P 

8009230267 

50-259 

F 

O'REILLY.J P 

8009230273 

50-280 

F 


AUTHOR 


ACCESSION 

HUMBER 

SUBJECT 

CATEOaRV 

O'REILLY. J 

P 

8009290276 

50-348 

0 

O'REILLY. J 

P 

8009290277 

50-250 

a 

O'REILLY.J 

P 

0009290282 

50-321 

Q 

O’REILLY.J 

P 

8009290207 

50-261 

0 

0 'REILLY. J 

P 

0009290293 

50-480 

0 

O'REILLY.J 

P 

0009290297 

50-269 

a 

O 'ROURKE. 8 

A 

8009050453 

71-9653 


OBERO, C T 
OBERO.C R 


800612008 4 » 
8009090646* 

PT9 

50-482 

Q 

OOERO. C R 


B00915034B* 

50-482 

Q 

OBERO, C. R 


3009150362* 

50-458 

G 

0E8THANN. H 

J 

8009260663* 

50-346 

Q 

OHLSSON. K 
OLLER.R E 
OLSEN. H N 


0009190726 
8009 130173* 
8009090614 

REOOD 

QA999 

XPORTLIC 

OLSEN. A F 
OLSEN. A F 


0009110667 

8009030443 

70-024 

50-99 

P 

OLSEN, F H 


0009260014 

50-409 

0 

0L5HAN.L N 


8009230230 

50-286 

P 

OLSON, R C 

OLSON, N J. 


0009030014 

8009020219 

NUREO 

50-445 

A 

OLSON, J F. 


8009030726 

50-282 

0 

OLSON. J F 


8009300039 

50-262 

O 

flPREA.O U 


80090301 70* 

30-490 

a 

0PREA.9 H 


8009180479 

30-490 

6 

OPREA.O H 


0009190147 

50-498 

8 

OPREArO W 


BO091S0467 

50-496 

Q 

OPREA.O H 


8009180461 

30-490 

Q 

OPREA.O H 


8009020208 

50-498 

6 

OPREA.O U 


8009020290 

80-490 

B 

OPREA.O M 


8009300543 

30-498 

a 

OPREA.O M 


8009300555 

50-490 

a 

OPREA.O U 


8009040377 

50-498 

a 

OPREA.O U 


8009030364 

50-490 

0 

OPREA.O U 


8009110384 

50-490 

B 

OPREA.O M 


□009080201 

50-490 

A 

OPREA.O M 


80091 10367 

50-490 

S 

OPREA. O. U 


8009300536 

50-490 

□ 

OPREA.O W 


8009230603 

50-490 

S 

OPREA.O N 


BOO 9 2306 17 

50-498 

8 

OPREA. 0. N 


0009150559 

50-490 

K 

OPREA.O N 


8009230658 

50-498 

6 

OPREA.O if 


8009240439 

50-490 

8 

OPREA.O If 


8009230402 

30-498 

8 

OPREA.O U. 


0009300161 

30-490 

8 

OPREA.O H 


0009300453 

30-490 

B 

ORDERS, H 


0009300640* 

50-269 

Q 

ORLOSKV, P M 


0009160340* 

50-57 

I 

ORMONDE. 8 
ORNICM. J. 


8009120594 

8009300338 

FOIA 

50-382 

S 

ORTENBERO. L 

I 

6009080299* 

50-348 

P 

DSANN, E H 


8009030703 

50-367 

0 

OBANN.E W. 


6009030710 

50-367 

o 

OSANN.E M 


8009030703 

50-367 

0 

OBANN.E H 


8009030710 

30-367 

0 


AUTHOR 


ACCESSION 

NUMBER 

8UBJECT 

CATEOOftV 

PACE.P L 


8009020372* 

50-335 


PACE.P L 


8009120315* 

50-231 

s 

PACE.P L 


8009120316* 

50-335 


PACE.P L 


8009120305* 

50-250 

s 

PACE.P L 


8009120318* 

50-335 

8 

PACE.P L 


8009150290* 

50-335 


PACE.P L 


B009300494* 

50-250 


PACE.P L 


S009300485* 

50-335 

8 

PAOANO.F 0 


8009100378 

50-10 


PAGE. R 0 


0009170079 

70-1151 


PAOE, R 0 


8009240334 

70-33 


PAGE. R 0 


8009130101 

70-258 


PAOE, R 0 


6009250472 

70-1257 


PAOE.R 0 


8009250476* 

70-1257 


PAOE.R 0 


8009250464 

70-1151 


PAOLAIRO, J 


8009290031* 

FOIA 


PADLIMO. R 


8009090230* 

50-209 

Q 

PAPAY.L T 


8009090470 

50-361 

g 

PAPAY.L T 


8009300431 

30-361 

ft 

PAPERIELLO.C 

J 

8009290079* 

FOIA 


PAPER lELLO, C 

J 

8009290037* 

FOIA 


PAPERIELLO. C 

J 

8009290039* 

FOIA 


PAPERIELLO.C 

J 

8005300695* 

PT9 


PAPERIELLO.C 

J 

6006120884* 

PT9 


PAPPAS. H 


8009090117 

ORO 


PAPPAS. H 


8009030303 

ORO 


PAPPAS, H 


0009160052 

□RO 


PAPPAS, H 


8009230423 

ORO 


PAPPAS. H 


8009180062 

ORO 


PAPPAS, H 


8009120117 

50-10 

0 

PAPPAS, H 


B009180123 

ORO 


PAPPAS, H 


8009230106 

ORO 


PAPPAS, H 


8009240386 

ORO 


PAPPAS, H 


8009230537 

ORO 


PARIS.O H 


8009 I 70 175 

50-155 

« 

PARKER. U 0 


8009240220* 

50-369 

0 

PARKER, H 0 


0009100807* 

50-269 

0 

PARKER, U 0 


8009160541* 

50-269 

0 

PARKER, U 0 


8009240212* 

50-369 

fl 

PARKER, W 0 


80091 10275 

70-2623 


PARKER. H. 0 


8009240290* 

50-413 

0 

PARKER. U 0 


8009240206* 

50-369 

0 

PARKER, H. 0 


8009040640 

50-269 

0 

PARKER. H. 0 


8009160540* 

50-269 

0 

PARKER, H 0 


8009130369* 

50-370 

0 

PARKER. W 0 


8009110423 

50-413 

0 

PARKER, H 0 


8009030183 

50-369 

0 

PARKER, U 0 


800905054 5 

50-369 

0 

PARKER. W. Q. 


BQ09170371 

50-413 

0 

PARKER. U 0 


BOO924029O* 

50-413 

0 

PARKER, M. 0 


8009240297* 

50-413 

0 

PARKER. H 0 


8009160642 

50-413 

0 

PARKER. U 0. 


8009160633 

50-369 

0 

PARKER, H 0 


8009170233 

50-269 

0 

PARKER. U 0 


8009240262* 

50-370 

0 


O'REILLY.J P 

6009230277 

70-824 

O'REILLY.J P 

6009230323 

70-27 

O'REILLY.J P 

8009230325 

70-143 

O'REILLY.J P 

8009260274 

70-1349 

O'REILLY.J P 

8009260277 

70-2092 

O'REILLY.J P 

B00926O314 

70-2621 

O'REILLY.J P 

8007260316 

70-2520 

O'REILLY.J P 

8009260317 

70-1397 

O'REILLY. J,P 

8009120248 

50-437 

O'REILLY.J P 

8009120251 

50-340 

O'REILLY.J P 

8009120258 

50-302 

O'REILLY.J P 

8009120260 

50-416 

O'REILLY.J P 

8009120265 

50-395 

O'REILLY.J, P 

8009120286 

50-395 

O'REILLY. J.P 

0009120290 

50-261 

O'REILLY.J P 

8009120300 

50-488 

O'REILLY.J P 

8009 120308 

50-250 

O'REILLY.J P 

8009120311 

50-321 

O'REILLY.J P, 

8009120314 

50-280 

O'REILLY.J P 

8009120340 

50-259 

O'REILLY.J P 

8009120343 

50-269 

O'REILLY.J P. 

8009230521 

30-259 

O'REILLY.J P 

8009230525 

50-321 

O'REILLY.J P 

8009230526 

50-324 

O'REILLY.J P 

8009260375 

50-259 

0 'REILLY. J. P 

8009260397 

30-395 

O'REILLY.J P 

8009260517 

30-280 

O'REILLY.J P 

600929026? 

50-437 

O'REILLY.J P 

6009290271 

50-416 

O'REILLY.J P 

G 00929 0274 

50-302 


03ANN.E H 

8009230008 

50-367 

0 

PARKER. W 0. 

8009020029 

50-36? 

F 

OBANN. E H 

0009230008 

50-367 

O 

PARKER, W 0 

8009020044 

30-269 

ft 

OBANN.E H. 

0009230382 

50-367 

O 

PARKER, H. 0 

B009030307 

30-287 

P 

OBANN.E M 

8009230393 

50-367 

O 

PARKER. U 0. 

8009300626* 

30-269 

0 

OBANN.E M 

8009230302 

50-367 

0 

PARKER. U □ 

8009020025 

50-269 

P 

08 ANN, E. U. 

0009230393 

30-367 

0 

PARKER, W 0 

B009020371 

50-369 

A 

09ANN.E U. 

600926001 1 

50-367 

0 

PARKER, U 0 

8009110658 

50-269 

0 

OBANN.E, U 

600926001 1 

50-367 

O 

PARKER, W 0 

8009120262 

30-370 

8 

OSTRANDER, F. If. 

8009300566 

30-344 

0 

PARKER. U 0. 

8009280191 

50-369 

a 

07 T, L. J 

8009100944 

NUREO 


PARKER, W 0 

8009040383 

50-369 

s 

OTT.R F 

6009300575* 

CONTRACT 


PARKER, U 0 

8009000312 

30-413 

8 

OTT, U R. 

8009300303 

NUREO 


PARKER, W. 0. 

8009120567 

30-413 

0 

OTTINOER.R L 

6009110491# 

50-320 

V 

PARKER, H D 

8009120598 

30-369 

a 

0TTO8CN. H L 

8009090B11 

50-206 

a 

PARKER, W 0 

8009030443 

30-269 

3 

0TT080N.1I L. 

0007170207 

50-206 

a 

PARKER, U 0 

8009030468 

30-270 

8 

0TTO80N.H L 

80091 50011 

30-206 

a 

PARKER, U 0 

8009090377 

50-269 

(t 

OTTOSON.H L 

0009160630 

50-206 

a 

PARKER, M. 0. 

8009100489 

50-269 

p 

OTTOSON.H L 

8009160521 

50-206 

Q 

PARKER. W 0 

8009120418 

50-270 

3 

0TT080N, H. L 

B009020078 

50-206 

S 

PARKER, M 0 

8009160261 

50-369 

A 

OTTOSON.H L 

8009030533 

50-206 

R 

PARKER, H 0 

8009120414 

30-269 

t 

GUZTS.J E 

8009130375* 

50-324 

a 

PARKER, H. 0 

60091 10343 

50-369 

A 

OVERBEROER.C 0.' 

8009150225 

REQOD 


PARKER. M 0 

8009 130363 

50-297 

B 

□VERLID. T U 

B009030401* 

30-263 

B 

PARKER, H. Q 

8009130439 

50-369 

A 

DVERLID. T U 

8009230641* 

50-263 

8 

PARKER, H 0 

8009150543 

50-369 

A 

OVERLID, T U 

0009230630* 

50-263 

B 

PARKER, U 0 

8009250339 

50-413 

9 

OWEN.J B 

8009220139 

TOPREP 


PARKER. U 0 

8009160477 

50-269 

S 

OWSLEY, 0 F. 

8009040490 

50-335 

P 

PARKER, H 0 

8009160600 

S 0-369 

A 

OWSLEY, 0 F 

8009260477 

TOPREP 


PARKER. W 0 

8009300157 

50-369 

0 

8MZAR8KI. P C 

8009 1104 19 

RES 


PARKER, H D. 

8009180395 

30-287 

8 

□ ZKER, 0 

8009220242* 

50-329 

A 

PARKER, H 0 

S009 100376 

30-369 

A 


PERSONAL AUTHOR INDEX 
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ACCESSION SUBJECT 


AUTHftH 

NUHBER 

CATEOORV 

rARi<£R>H 0. 

6009190462 

50-269 

R 

rjWlKEn.H 0 

8009180322 

50-369 

A 

PMKER.H 0 

8009190399 

30-369 

A 

fAPXES.N 0 

8009190506 

50-369 

A 

0 

0009230724 

30-269 

P 

PAPKES. M O 

BO 0924 0409 

50-369 

A 

PARKCSi N O 

8009230496 

30-270 

S 

PAAKEA.U O 

8009230309 

50-270 

8 

PAPAEA.U 0 

8009240448 

50-369 

V 

PAPKERrH O 

8009240489 

50-369 

A 

PARKER^ M 0 

8009290371 

90-369 

A 

PARKER. U 0 

8009260430 

50-287 

8 

PARKER. U 0 

8009290303 

50-369 

A 

PARKER. K 0 

8009300428 

50-269 

J 

PARKER. M 0 

8009300434 

50-369 

A 

PAPKER.U O 

8009300486 

50-269 

P 

PARKtMSOH. T F 

8009300439 

50-124 

P 

PARSONS. E M 

8009110411 

50-266 

H 

PAATLOW. J. 0 

8009230168 

70-1143 


PARTLOW.J 0 

8009030046 

70-1120 


fAATl,OH. J 0 

BOD9080489 

70-607 


rARTLOH. J 0 

8009150360 

70-1143 


'ARTLOH.J 0 

8009170242 

70-1113 


'AftTLOHrJ 0 

8009160235 

70-754 


'AftTLOU..J 0 

8009150389 

70-1257 


ARTLOAP. J 0 

BOO 9 150395 

70-143 


ARTLOW.J 0 

8009290266 

70-1201 


ARTLCAPtJ 0 

8009290374 

70-143 


ASSAfWMl.^ R 

8009170181* 

HI8C 


'ASTEHPMK. » J 

80091 10298* 

50-333 

Q 

A5TCAJ4AK. R J 

8009190936 

50-333 

Q 

ASTERHAK. R J 

8009020115 

90-333 

a 

ASTCRHAK. R J 

8009090014 

50-333 

Q 

ASTCRHAK. R J 

B009100117 

30-333 

Q 

A9TERHAK. R J. 

8009100260 

50-333 

R 

ASTCRHAK. R J 

8009030403 

30-333 

8 

ASTERMAK, R J 

8009030410 

30-333 

B 

asterhah. r. j 

8007020334 

90-333 

8 

ASTERMAK. R J 

8009020394 

90-333 

8 

ASTER NAK. R J 

8009020409 

30-333 

8 

ASTERMAK. R J 

8009090339 

30-333 

8 

ASTERMAK. R J 

8009090303 

50-333 

R 

ASTERMAK. R J 

8009120410 

30-333 

8 

ASTERMAK. R J 

8009120339 

50-333 

8 

ASTERMAK. R J 

8009160443 

30-333 

8 

ikSTERMAKrA J 

8009160438 

30-333 

B 

kSTERMAH. ft. J 

8009 190489 

50-333 

8 

i.5TORe. J O 

8009240014* 

FOJA 


ITE-^R J 

8009120479* 

50-361 

Q 

irOM.M 0 

8009020429 

50-329 

0 

ITOMitt D 

8009250004 

90-329 

0 

ITOM.tT 0 

8009260009 

50-389 

0 

ITOH. If D 

8009290039 

50-329 

0 

ITTEM. T IP 

8009260482* 

TOPRCP 


ITTCR&OM. C. 8 

8009260394* 

50-209 

T 

iTTIcF J 

8009190684 

NUREO 


iTrOPf.L W 

8009120007* 

CONTRACT 


AIL. f>. A. 

9009290037* 

FOIA 


AIL80M. H A 

9009020340 

30-133 

P 

AILeOtf. H A 

B0O90SOS00 

50-199 

P 

ULBOM.M A 

8009050304* 

50-155 

P 

ULSOTI.M A 

3009050509* 

50-133 

P 

ULeOPLW A 

0009150042 

90-135 

P 

ULSOri. H. A 

0009150046 

50-219 

P 

LILSON.K 

0009120188 

30-361 

H 

ULlCKt.B.S 

0009160592 

50-393 

E 

CK..C.C. 

0009150163* 

40-3392 


CKj C.C. 

0009390094* 

70-1308 


DCRGEH. K 

0009190539* 

FOIA 


ET- U J. 

0009180064* 

QA999 


LC.IT- H- 

8009120226 

50-289 

0 

LL.B. H. 

8009120232 

50-289 

0 

UL.D. H 

8009120226 

50-289 

0 

LLrO. H 

8009120232 

50-289 

0 

LL. D. H. 

8009230639 

50-289 

0 

«:E.rM 8 

0009030522* 

50-317 

8 

*CC«lf B 

8009230536* 

50-317 

8 

KC.ftf B. 

S 009230346* 

90-317 

0 

tCErlf. B 

8009230592* 

50-317 

8 

KEiW B 

8 009300470* 

90-317 

8 

IDeiRORAFT. R 

.8009030546* 

50-368 

8 

iDCftORAFT. R 

8009030417* 

50-369 

8 

JDESORAFT.R 

8009150271* 

50-368 

8 

®efi CRAFT. R 

8009130275* 

50-368 

8 

®£ROHAFT.F. 

8009230410* 

50-368 

R 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

PENDERORAFT, R 

8009230748* 

50-36S 

3 

PEOPLES. D L 

8009100261 

70-2609 


PEOPLES, D L 

8009110217 

70-2609 


PEOPLES. D L 

8009020294 

NUREO 


PEOPLES, D L 

0009170230 

90-237 

0 

PERANICH. M U 

8009150053* 

50-445 

G 

PERDIKARia. P C 

800.9020359 

NUREO 


PERKINS, T J 

8009120413* 

50-220 

V 

PERKINS. T J 

8009120417* 

50-220 

V 

PERKINS. H A 

8009050243 

50-320 

s 

PERKINS. J 

8009300010 

50-209 

0 

PERLMAN. J 

8009120914* 

50-206 

p 

PERLMAN, J 

8009120037* 

CONTRACT 


PERLMAN. J 

8009120119* 

CONTRACT 


PERLMAN, J 

8009190414* 

CONTRACT 


PERLMAN, J 

8009130424* 

50-206 

p 

PERLMAN. J 

0009240037* 

50-206 

p 

PERLMAN. J 

8009300276* 

CONTRACT 


PERNY.C D 

0009330439* 

70-143 


PERRIOQ.L D 

8009110483 

RES 


PERROTTI. D J 

8009220184* 

50-335 

0 

PERRY, J C 

8009100467* 

50-344 

8 

PERRY, J C 

8009260910* 

50-344 

S 

PETERSON, K 

8009160583 

50-227 

P 

PETERSON. R H 

8009220116 

WASTE HOT 

PETERSON, M R. 

8009020120 

XPORTLIC 


PETERSON, M R 

S009020129 

XPORTLIC 


PETERSON, M R 

3009160274 

XPORTLIC 


PETERSON, M R 

8009230333 

XPORTLIC 


PETERSON, H R. 

8009020471 

XPORTLIC 


PETERSON, M R 

8009020476 

XPORTLIC 


PETERSON, M R 

8009100198 

XPORTLIC 


PETERSON, H R 

8009020464 

XPORTLIC 


PETERSON. H R 

0009 U 0591 

XPORTLIC 


PETERSON. K R 

8009110606 

XPORTLIC 


PETERSON. H R 

8009110609 

XPORTLIC 


PETERSON, M H 

8009110793 

XPORTLIC 


PETERSON, M R 

S009160191 

XPORTLIC 


PETERSON, M R 

8009180420 

XPORTLIC 


PETERSON, H R 

3009160233 

XPORTLIC 


PETERSON, J M 

8009220342 

90-320 

P 

PETERSON, M R 

8009290476 

XPORTLIC 


PETERSON. K R 

8009300028 

XPORTLIC 


PETRICK. H A 

8009170442 

50-402 

8 

PETRICK.N A 

8009130196* 

50-492 

8 

PETRICK, N A 

8009170416 

50-492 

0 

PETRICK. N A 

0009030541 

90-482 

A 

PETRICK, N A 

8009190441 

30-462 

K 

PETRQNE, C 0 

6009100861* 

50-277 

0 

PETROSKY. J A 

6009020472* 

50-289 

H 

PFAFF, S 

8009100069 

40-66S9 


PFAFF. 8 J. 

Q0091002I2* 

40-6659 


PFAFF, a J 

8008080187 

40-6659 


PFAFF, B J 

8009100282* 

40-6659 


PFEFFERKORN, II 

8009030696 

50-469 

0 

PFEFFERKORN, W 

8009230015 

30-488 

0 

PHILLIPS. H B 

8009170383* 

30-499 

0 

PHILLIPS, M P 

8009260663* 

50-346 

0 

PHILPOTT, F T 

8009160409* 

90-287 

a 

PICKLE, J J 

8009110322* 

50-320 

H 

PICKLE, J J. 

8009110319* 

50-320 

H 

PICKLE, J J 

8009240485 

50-466 

u 

PIERCE, R L 

8009100061* 

CONTRACT 


PIERSON, 0 U 

8009170234 

40-4492 


PIERSON, 0 M 

8009110266 

40-4492 


PIOOTT.D R 

8009110399* 

50-361 

0 

PIOOTT, D H 

B0091 10399* 

50-361 

0 

PIOOTT.D R 

8009110399* 

50-361 

0 

PIOOTT.D R 

B009I 10396 

90-361 

0 

PIOOTT.D R 

8009190083 

50-361 

c 

PIOOTT.D R. 

8009190083 

50-361 

0 

PILANT.d M 

8009100031 

50-298 

0 

PILANT, J H. 

8009020102 

90-298 

0 

PILANT, J.M 

8009020098 

50-298 

0 

PILANT, J M 

8009020101 

90-298 

0 

PILANT, J.M 

8009100844* 

90-298 

0 

PILANT, J M 

8009190478 

50-298 

p 

PILANT, J M 

8009030551 

90-298 

F 

PILANT.d H 

8009260202 

90-298 

R 

PILANT.d K 

8009170287 

90-298 

P 

PISH, M. D 

80090S0352* 

90-317 

F 

PLATO, P 

8009160446 

NUREO 


PLAYTON, 8 J 

8008080193* 

40-6659 


PLE8SET, K. S 

8009190766 

90-327 

0 

PLESaET, M B 

8009100628 

REOOO 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEOORV 

PLESSET.H 8 

8009150238 

50-327 

o 

PLE3SET.M 8 

8009150245 

ACRS 


PLESSET.H S 

0009150249 

ACRB 


POCHAL. H F 

8009100493 

XPORTLIC 


POCHAL. U F 

9009160207 

XPORTLIC 


POCHAL. W F 

8009230783 

XPORTLIC 


POOALIES.J K 

8009100406 

50-361 

0 

POOAUIES.J K 

8009100406 

50-361 

0 

pace I a, A 

8009160498 

RES 


POIRIER, L J 

8009080352* 

50-317 

F 

POIRIER, H R 

8009090453 

50-498 

M 

POIRIER. K R 

8009 1504 17 

50-4 4S 

M 

POIRIER. H H 

8009150417 

50-445 

M 

POIRIER. H R 

8009 160275 

50-449 

M 

POIRIER. H R 

8009160275 

50-443 

M 

POIRIER. H R 

8009160182 

50-449 

M 

POIRIER, H R 

8009160182 

50-449 

M 

POIRICR.M R 

8009260318 

50-449 

M 

PDIAIER.M R 

a009260318 

50-445 

M 

POLANSKI, X 

SD09160426* 

50-295 

8 

POLK.P J 

8009190770 

90-220 

P 

POLLACK. S 

S009I2043S 

50-361 

H 

POLLARD. R D 

8009230011 

50-299 

T 

POLLARD. R D 

8009300420* 

50-289 

0 

POLLARD. H D 

8009300422* 

50-2fl9 

0 

POLLS IT. ft 

6009120442 

50-361 

H 

PONO.O D 

8009260478 

50-213 

P 

POOLE, D 

8009030206* 

50-302 

R 

PORTER. 8 W 

8009300399 

50-239 

R 

PORTER. W L 

S009260010 

50-369 

0 

PORTER, H L 

0009260266 

50-369 

0 

PORTER, U L 

8009260273 

50-369 

0 

PORTER. U L 

8009290028 

50-408 

0 

POTAPOVS, U 

0009150207* 

0A999 


POTAPOVS, U 

8009 IS 022 9* 

QA999 


POTAPOVS, U 

6009180500* 

QA999 


POTAPOVS, U 

8009150200* 

QA999 


POTAPOVS, U 

8009150227* 

QA999 


POTAPOVS, U 

8009190031* 

QA999 


POTAPOVS, U 

8009190027* 

0A999 


POTAPOVS, U 

8009180104* 

QA999 


POTAPOVS, U 

8009290320* 

QA999 


POTAPOVS. U 

B009 100223* 

QA999 


POTAPOVS. U 

B009J 10613 

0A999 


POTAPOVS. U 

B0O92S0325* 

QA999 


POTAPOVS. U 

B009 160562 

0A999 


POTAPOVS. U 

B009ie0529 

QA999 


POTAPOVS, U 

5009080465 

QA999 


POTAPOVS, U 

B009120334 

0A999 


POTAPOVS. U 

8009 120654 

0A999 


POTAPOVS. U 

8009 ISO 173* 

QA999 


POTAPOVS. U 

S009150017 

0A999 


POTAPOVS. U 

6009150171 

QA999 


POTAPOVS, U 

8009150224* 

0A999 


POTAPOVS. U 

8009190020* 

0A999 


POTAPOVS. U 

8009170159 

0A999 


POTAPOVS. U 

8009170156 

0A997 


POTAPOVS. U 

8009180070* 

QA999 


POTAPOVS. U 

6009150221 

<1A999 


POTAPOVS, U 

8009290307 

OA999 


POTAPOVS. U 

8009100208 

0A999 


POTAPOVS. 0 

8009150195 

OA997 


POTAPOVS. U 

0009160092 

0A999 


POTAPOVS. U 

8009180404 

■0A999 


POTAPOVS, U 

6009180056 

0A999 


POTAPOVS, U 

8009190014 

0A999 


POTAPOVS, U 

8009180169 

QA999 


POTAPOVS. U 

8009290310 

QA999 


POTTER. (1 F 

6003190923* 

PT9 


POTTER. J P 

8009040068* 

27-39 


POTTER, J P 

80091 10208* 

27-39 


PRATT, C H 

800S210647 

PR 


PRESTON, C C 

8009050200 

RES 


PHEVENSLIK. T V 

8009020017* 

50-937 

A 

PRICE, H L 

8009240094* 

FOIA 


PRICE. H L 

8009190695* 

FOIA 


PRICE. H U 

6009240041* 

FOIA 


PRICE. H L 

6009240026 » 

FOIA 


PRICE. H L 

SO 09240018* 

FOIA 


PR ICE. H L 

BO 09240059* 

FOIA 


PRICE. H L 

8009190639* 

FOIA 


PR ICE. A L 

8009190647* 

FOIA 


PR ICE. H L 

8009190642* 

FOIA 


PRICE, H L 

8009240108* 

FOIA 


PRICE, J E 

8009300561 

30-201 

o 
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390 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRy 

PRIHE.U J 

PRIHE.U J 

PRtNTZ, r A 
PRITCHARD, H C 
PUCKETT, J H 

80Q9I00077# 

eoo9iaoci9* 
8007230704* 
0009120626 
80092401 9S* 

CONTRACT 
CONTRACT 
30-304 8 

50-247 P 
50-302 0 

REID.R U 

REID. R U 

REID, R U 

REID.R M 

REID.R M 

0009230763 

0009150033 

8009090275 

0009090238 

8009300046 

30-321 

50-277 

50-207 

50-318 

50-346 

P 

P 

P 

F 

P 

REYNOLDS, N S 
REYNOLDa.N 8 
REYNOLDS, N B 
REYNOLDS, N 3 
REYNOLDS, N S 

8009110048 
0009110701 
8009 110781 
8009I70I41 
8009170141 

30-445 "r 
50-443 ® 
50-443 Jf 
30-443 ? 
50-443 o 

PUL I DO. M 

PULLINS. C 

PUWT.N A 

PURCELL, J 
PUSCHEL,H A 

8009110430 

e007030363« 

0009090380 

8009030434 

Q009170065 

90-206 H 
50-328 8 
90-320 H 
50-367 R 

FOIA 

REID.R.U 

REID.R U 

REID. R U 

REID.R U 

REID.R U 

8009300052* 
0009300057* 
8009190306 
8009190316 
80 09 I 90 362 

50-346 

50-346 

50-313 

50-312 

50-277 

P 

P 

0 

0 

0 

REYNOLDS. N S 
REYNOLDS. N 8 
RHOADS. 0 0 

RHODE. 0 K 

RHODE. 0 K 

0009230003 

0009230003 

8009190241* 

8009090040* 

8009230098 

50-443 o 
30-443 Q 
30-387 A 
30-410 A 
30-410 Q 

QUICK. D 

QUICK, D R 
OUICLEV, T W 
QUIOLEY. T W 
QUINTENZ, T E 

80091901 19* 

0009300063* 

8009090198 

8009I901SS 

8009300569* 

90-302 0 

90-261 0 

40-0743 

40-8743 

90-219 8 

REID.R U 

REID, R H 

REID.R H 

REID.R U 

REID.R U 

0007190375 

8007190572 

0009240577 

8007260572 

8007260664 

50-302 

50-346 

50-321 

50-209 

30-269 

0 

Q 

0 

0 

0 

RHODE, 0 K 

RHODE, 0 K 
RIBICOFF. A 
RICCITELLl. J 
RICE.T 

8009020248 

8009150551 

8009100093* 

8009240121* 

0000130370* 

30-410 A 
30-410 2 
COMHIBOIOm 
50-320 ij 
40-299 

RARUCK, D 

RADER, R H 
RAFFEL9DN, C W 
RACER, M 

RACER, H 

0009190336* 
8009230027 
8009020332 
8009030471* 
B009 170320* 

50-289 H 
90-393 0 
40-8749 

50-331 8 
30-331 S 

REID.R U 

REID. R U 

REID.R U 

REID.R U 

REID.R M 

8009 120645 
8009 120648* 
8007120653* 
B007190SS2 
8009160176 

50-209 

50-209 

50-209 

30-302 

50-312 

P 

P 

P 

P 

P 

RICHARDS, R B 
RICHARDSON, T F 
RICKARD, C L 
RtOOUAY.K R 
RIDOUAY.D A 

0009160420 
8009240038* 
8009120697 
8009260420* 
00090301 18 

50-201 Q 
CONTRACT 
50-293 a 
30-409 n 
50-320 0 

RACER, H 

RACER, M 

RACER, M 

RACER, H S 

RACER, H S 

8009170328* 
0009170352* 
8009170360* 
8009170367* 
8009300501 » 

50-331 S 
50-331 8 
50-331 S 
SO-331 S 
SD-331 B 

RETD.R U 

REID.R U 

REID.R H 

REID.R H 

REID.R U 

8007190143 

8009290242 

8009260346 

Q0092603S3* 

8009260364* 

50-346 

50-209 

50-346 

50-346 

50-346 

P 

P 

P 

P 

P 

flIDOMAV. D. A 
RIETHLE. U E 
RIETHLE.U E 
RIOOS.H M 

RIOOS.M U 

8009030118 
8009240541 
8009300530 
80091 10297 
8009 1 10299* 

50-320 o 
30-320 p 
30-289 n 
50-293 Q. 
30-293 a 

RAMEY. J T 
RAMSTHALER. J A 
RANDOLPH, M L 
RANDOLPH. H L 
RANDOLPH, J H 

8009190688* 
8009190768 
8009110634 
80091 10498 
8009230694* 

FOIA 

RES 

RES 

RES 

50-311 8 

REID.R U 

RE 1 D. R U 

REID.R. U 

REID.R U 

REID.R M 

8009190134 

8009230421 

8009290425 

8009250427 

8009250430 

50-267 

30-321 

50-313 

50-302 

50-277 

P 

P 

P 

P 

P 

RIOOS.M U 

RIOOS.R 

RITTER, D 

RIZZO. P 0 

RIZZO.P 0 

0009110304* 

0009240143* 

8009110410* 

8009030S49* 

8009120370* 

50-293 Q 
50-313 Q 
COMMISSION 
30-310 8 
30-317 8 

RASKIN, a 0. 

RASKIN. D. B 

RASKIN, D S 

RASKIN, 0 0 

RASKIN, 3> B 

8009040271 

8009040271 

8009260207 

8009260210* 

8009260210* 

90-466 0 
90-466 0 
50-466 0 
50-466 8 
50-466 0 

REID.R U 

REID.R U 

REID.R U 

REID.R U 

REID.R M 

8009250434 

8009250491 

8009260200 

8009260338 

0009260559 

50-267 

30-346 

30-289 

30-312 

50-2B7 

P 

P 

M 

P 

P 

RIZZO, P 0 

RIZZO.P 0 

ROBERTS, K 

ROBERTS, K P 
R08ER08. H H 

8009120453* 

8009230693* 

8009100030* 

B009100S77* 

8009170138* 

50-317 a 
50-317 a 
50-293 Q 
30-293 Q 
QA999 

RATHKOPF.C L 
RATHKOPF. C L 
RATHROPF, C L 
RAUSCH. H P 

RAUSCH, T J 

8009100074* 

8009150241* 

8009300306* 

B009030359 

8009180466 

30-289 H 
30-320 H 
50-273 H 
TOPREP 

50-10 Q 

REID, R U 

REID.R U 

REID.R U 

REID.R U 

REID. R U 

8009290077 

8009300230 

8009290155 

8009300145 

0009300140* 

50-237 

50-277 

50-207 

50-313 

50-313 

F 

F 

P 

P 

P 

ROBERTS, H R 
ROBERTSON, J D 
ROBERTS. D 

ROBERTS. D 
ROBINSON, C R 

0009170127 

8009030033* 

8009300237 

8009100666 

8009230147* 

40-8681 

CONTRACT 

40-8681 

40-8681 

70-1417 

RAUSCH, T J 

RAUSCH. T. U 

RAUSCH. T 0 

RAUSCH. T 0 
RAYMOND. U 

8009 190007 
8009250468 
8009260109 
8009300200 
8009100877* 

90-373 a 
50-373 0 

50-10 Q 

30-10 0 

50-293 0 

REID.R U 
REtOHAAR.D L 
REINHART. H 

REIS. H F 

REla, E J 

B00930015S* 

8009230016 
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8009020073 

8009020420 

50-313 
50-142 
50-320 
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P 

0 

H 

O 

ROCKHOLD.H C 

RODI, J P 

RQDI, J P. 
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80091 10264 
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0009030209* 
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XPORTLIC 
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71-9303 
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REAVIS. J A 
REBELOWSRI, T. 
REBELOWSKl.T 

B009190579 
8009030304 
8009190473* 
8009120210* 
8009 100853* 

30-271 8 
50-416 H 
50-269 R 
30-247 0 
50-247 a 

REIS.E J 

REITLER, E K 
REIZEN. H 8 
REHITO, U A 
REKITO.W A 

0009290498 
8009170100 
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8009150184* 

MISC 

70-1131 
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50-293 0 

50-277 Q 
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ROOERS, L. 
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8009190248 

8009020304* 

8009220341* 

8009230475* 

0009090460* 
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30-289 H 
30-3ai a 
TOPREP 

50-321 B 
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REDER, H 

REED. C 

REED.J 0 

REEVES. M 

8009080391* 

8009090333 

8009260698* 

8009120268 

8009020349 

30-327 a 
50-398 F 
50-295 0 
90-4B3 H 

NUREO 

REKITO, U A 
REHICK, F J 
REHLEV.M E 
HEMLEY.II E 
RENSEROER, D L 

8009110318* 
8009110813 
0009120620 
80091 30396 
0009030342* 

50-219 

50-237 

70- 23 

71- 5088 
50-508 

0 

0 

8 

ROISMAN.A Z 
ROISHAN.A Z 
ROISMAN.A Z. 
ROMANO, A J 

ROMAN, T U 

8009090363* 

8009090342* 

0009090363* 

8009110321 

0009120413* 

50-247 0 
50-247 0 
30-247 0 
NUREO 

30-220 U 

REEVES. E 

REOAN.H H 

REHM. T A 

REHM, T A 

REHM. T. A 

8009100007 

B00909019S 

8009190397* 

8009090083 

8009090632 

50-295 P 
50-320 P 

FOIA 

COMMISSION 

COMMISSION 

RENBERCER.D L 
RENBEROER.D L 
RENSEROER, D L 
RENBEROER.D L 
RENBEROER.D L 

8009100177 
8009190677 
00071 10422* 
8009020043 
8009160682 

50-508 

NUREO 

30-460 

50-397 

30-460 

a 

Q 

K 

o 

ROMAN, T W 

ROMANO, F R 

ROMAN, T W 

ROMAN, T U 

RQMINE, D 

8009120417* 

8009020171* 

8009160213 

8009150299* 

8009000300* 

50-220 V 
30-320 M 
50-220 R 
30-220 R 
50-327 a 

REHH. T A 

REHM, T A 

REHH, T A 

REICHHOLD, U P 
REICH, K 

8009110753 

3009130521 

8009300198 

8009160023 

8009240686 

COMMISSION 

COMMISSION 

COMMISSION 

70-2599 

NUREO 

RENBEROER.D L 
RENBEROER.D L 
RENBEROER.D- L 
RENSEROER, D L 
RENDEROER, D. L 

8009170373 

0009030321 

8009070023 

8009070680 

0009170388 

SO-460 

30-397 

50-397 

50-397 

50-397 

Q 

A 

Q 

K 

a 

ROMINE 

ROMINE.O 

RQNOSTAD, F 

ROOD, H 

ROOD, H 

8009090388* 

8009160380* 

8009180365* 

8009100021 

8009100417 

30-327 8 
50-327 S 
50-320 M 
30-361 T 
50-206 P 

REIi>,R U 

REID, R U. 

REID.R U. 

REID.R.U 

HFrn B 

8009240617* 
8009110642 
8009220209 
8009090212 
80091 10637 

50-302 P 
50-289 H 
50-239 H 
80-289 H 
50-289 H 

RENSEROER. D.L 
RENBEROER.D L 
RENBEROER.D L 
RENBEROER.D L 
RENBEROER.D L 

B009 120368 
0007080321 
8007090496 
8009120360 
B007I603I2 

50-397 

30-397 

30-397 

TOPREP 

50-397 

a 

A 

A 

K 

ROOD, H 

ROOD. H 

ROOD, H 

ROOD, K 

ROOD. H 

8009160227 

0009160232 

8009240622 

8009110347 

8009120273 

50-361 A 
30-361 A 
30-361 A 
50-361 A 
50-361 A 


8009220188 

8009220198 

8009220201 

8009220202 

T 

50-269 H 
50-289 H 
30-289 ' H 
50-2B9 H 
50-289 H 

RENBEfiOER.O L 
RENBEROER.D U 
RENBEROER.D L 
RENBEROER.D L 
RENBEROER.D L. 

0OO923O3S2 

80 07240465 
8007230676 
Q007240464 
8007300352 

50-397 

50-397 

50-397 

50-397 

50-397 

A 

8 

A 

S 

A 

ROOD, H 

RODNEY. M A 

ROONEY, H A 

ROONEY, M A 

ROONEY, « A 

8009190913 

8009100323 

8009090461 

8009160374 

8007300300 

50-361 A 

70-1309 

70-1300 

70-1308 

70-1308 



30-289 8 

50-277 P 

50-277 F 

50-278 P 

90-270 P 

RENBERCER.D L 
RENSEROER. D. L 
RENBEROER.D L 
RENNELS.A E 
RENNELS. A. E 

8007300413 

0009300346 

8007300379 

8007050358 

8007260021 

30-397 

50-460 

30-397 

40-2061 

40-2061 

8 

0 

0 

ROOT.L D 

ROOT, L 0 

RDOT.L 0 

ROOT.L D 

ROOT. L. D 

8009020170 

0009170061 

8009090026 

8007020289 

8009040424 

50-331 0 

30-331 a 
50-331 a 

50-331 P 

50-331 a 



50-278 P 

30-269 P 
•0-269 P 

0-269 P 

0-277 P 

REVELEY.W T 
REVELEV.W T 

REYES. L A 
REYNOLDS, L E 
REYNOLDS. N S 

0007170194 

0007170174 

8007300243* 

8009260057 

0009110048 

50-316 

50-516 

50-346 

71-7097 

30-445 

0 

0 

Q 

0 

ROOT.L D 

ROOT.L D 

ROOT.L D 

ROOT.L D 

ROOT.L D 

8009120335 

8009170409 

B009I70427 

8009170333 

8009190533 

30-331 0 
30-331 0 
50-331 0 
50-331 P 
60-331 P 
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90-331 
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ROOT.C a 
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90-331 

F 
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F 

ROSENS ERCj A 0 
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90-449 
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ROBENBAUH. B 

B00916043A* 

TOPREP 


ROBENBEROi R 

8009220321* 

50-267 

0 

ROSENBAUM r D. M 
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lOCFR 


ROSEMTHAL^A B 

8009300407 

90-340 

0 

ROSENTHAL. U P 

80091 90370* 

90-206 

P 

ROSS. D A 

8009090235 

90-219 

Q 

ROSS. D. H 

S009030209 

71-9508 


ROSS. D. A. 

8009090394 

90-219 

S 

ROSS. D. A 

8009090391 

90-219 

8 

Roas. Q. A 

8009090369* 

90-219 

8 

H0S3> D. A 

B009090381 » 

SO-219 

8 

ROBS. D A 

8009090393 

30-219 

9 

ROSS. D. A 

8009090368 

50-219 

R 

ROSS. D A. 

8009090373* 

80-219 

8 

ROSS. D 

8009290069 

DISCLOSURE 

RDSa. 0. F. 

8009120664 

TOPREP 


R0S9. D A. 

8007160471 

90-219 

8 

nosa. D, A 

8009160474* 

90-219 

a 

ROSS. D A 

0009230488* 

90-219 

s 

RDSarO A 

8009230481 

50-219 

8 

ROSBrH 0 

8009260388* 

50-209 

T 

ROSSf M. J 

8009260394* 

90-209 

T 

ROSBr D. A 

B009230961 

90-219 

R 

RDS8.D A 

8009260447* 

90-219 

a 

ROSSI . C. E 

8009080299* 

90-348 

p 

ROBzraczv. z p 

0009100407 

NUREO 


ROTH. A J, 

8009220222* 

90-389 

H 

RDTH.A J 

Q009300013 

90-449 

H 

RQTHFLEISCH. J 

0009020190 

40-8745 


ROTHFLEISCH. J E 

8009020510 

40-8749 


nOTHFLEiaCH. J 

8009190701 

40-8692 


R0TMFLE180H. J 

8009190209 

40-0749 


R0TH6CM1LD.H U. 

8009020432 

90-443 

0 

ROTHSCHILD. M U 

8009080033 

70-1308 


ROTHSCHILD. M U 

8009080039 

30-449 

0 

ROTHSCHILD. H. U. 

0009 U 0794 

30-449 

0 

ROTHSCHILD. M U 

8009230044 

70-1308 


HOUSE. L C 

0009180447* 

40-2061 


ROUSE. L C. 

8009100239* 

70-1237 


ROUSE. L € 

8009 100741 

70-794 


ROUSE. L C 

0009170070 

70-1308 


ROUSE. L C 

0009170003 

70-1308 


ROUSE. L C 

0009170006 

70-1308 


ROWE. C A 

0009100647* 

70-312 


RDWHEY. E. M 

8009190409 

NUREO 


nUBIH.M P- 

0009160322* 

30- 142 

P 

RUHLKAN. H. A 

8009090441* 

50-280 

0 

HUITER.O H 

8009090277* 

90-309 

R 

HULEY. E 

8009190416* 

90-320 

H 

RUSSELL. L B 

8009190669 

90-317 

S 

RUSSELL. L B, 

8009030920 

90-317 

6 

RUSSELL. L B 

0009030943 

30-310 

8 

RUSSELL. L B 

8009120394 

90-317 

8 

RUSSELL. L B 

8009120447 

90-317 

B 

RUSSELL. L B 

8009120344 

30-317 

S 

RUSSELL. L. D 

8009160319 

30-317 

8 

RUSSELL. L, B 

000729031 1 

50-317 

8 

RUSSELL. L B. 

800923093 1 

30-317 

a 

RUSSELL. L. B 

0009230942 

30-317 

9 

RUSSELL. L. B 

8009230983 

30-317 

8 

RUSSELL. L. B. 

8009230920 

90-318 

8 

RUSSELL. L. B 

8009230608 

30-317 

8 

RUSSELL. L. B 

8009300441 

80-317 

B 

RUSSELL. L B 

8009300494 

30-310 

B 

RUSSELL. L B. 

8009300464 

30-317 

8 

RUTHERFORD, J F 

8009110291 

FOIA 


RYAN.H T 

8009110498 

REB 


BABOL. A. R 

0009190230* 

50-387 

Q 

BAGOL, A. R 

8009190271* 

90-307 

0 

BADAUSKAB. 0. J 

8009260411* 

50-289 

T 

SASDOCK. H 0 

8009220326 

50-244 

0 

BALTZHAN. 0 

8009020131 

30-309 

M 

8ALTZMAK.0 

8009190419 

90-322 

M 

8AHAKTA, P 

8009220399 

TOPREP 


BAKFLEB. M. D 

S0091703S9 

30-443 

H 

SAMPLES. M D 

8009170359 

90-449 

H 

SANDERS. F D 

0009190424 

30-269 

J 

SANE. A 0 . 

0009020017* 

80-537 

A 

8ANTINI. vF 

0009020217* 

C0HMIB8I0N 

&ARPKAVA, T. 

00090205 I 9 

NUREO 


BARBOUR. B 

8009150277* 

90-346 

R 
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ACCESSION 
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CATEGORY 

SARSTEN.O E 
SATTERFIELD. D 
BAUER. R. C 

SAUNDERS. 0 A 
SAUNDERS, e L 

8009160645 

8009120494* 

8009240684* 

B009030455 

8009290180 

50-443 S 
C0HMI6SI0N 
90-281 0 
40-8693 

90-290 0 

6AXI0N.H 

SCALETTl.D C 
8CARAHO.R A 
SCARANO.A A 
SCARANO.R A 

8009170157* 

8009250451 

8009180494 

8009180034 

B009170099 

90-466 0 

50-361 A 
WASTE HOT 
40-0681 

40-2259 

SCARANO.R A 
SCARANO.R A 
SCARANO.R A 
SCARANO.R A 
BCARAND. R A 

8009 1606 SI 
B009170290 
0009020490 
8009180336 
8009100478 

40-8692 

WASTE HOT 
40-299 

40-8482 

HASTE HOT 

SCARANO, R A 
SCARANO.R A 
SCARANO.R A 
SCARANO. R A 
SCARANO.R A 

6009100491 

8009100936 

8009170373 

800909076B 

B009150117 

HASTE HOT 
40-8084 

40-299 

WASTE HOT 
40-8743 

SCARANO.R A 
SCARANO.R A 
SCHAEFFER, H R 
SCHAEFFER, M*R 
SCHAEFFER, H R 

8009190123* 
8009 130530 
B009 110492 
8009110987* 
G0091 10214* 

40-8743 

40-8502 

KPORTLIC 

XPORTLIC 

XPORTLIC 

8CHAFFSTALL, R 
8CMAPRER. J F, 
SCHAPKER.J 
GCHAPKER.J F 
8CHAUDEL.8 L 

8009020257 

8009110324* 

8009170221* 

8009290114* 

8009180399 

TOPREP 

50-434 0 
50-456 0 
50-546 0 
50-320 P 

aCHEER.J L 
6CHEER.J L 
SCHERER. A E. 
SCHERER. A E 
SCHERER. A E 

8009090264* 

S009090S39* 

B 009240920 
80091 10328 
8009240360 

30-298 S 
50-298 8 
TOPREP 

50-339 P 
90-317 P 

SCHMIDT, 0 R 
SCHMIDT, A D. 
SCHMIDT. A D 
SCHMIDT. A D 
SCHMIDT, A D 

8009030963* 

8009020369 

8009120312 

8009120313 

B0091203SO 

50-92B a 

50-335 3 

90-339 S 

50-251 a 

30-290 B 

SCHMIDT. A D- 
SCHMIDT, A D 
BCHHIDT.A D 
8CHHIDT. A D 
SCHMIDT, A D 

8009120307 

8009150280 

8009170279 

8009300490 

8009300482 

50-335 8 
50-339 9 
30-290 R 
50-290 8 
50-335 8 

SCHNEIDER.F.M 
SCHNEIDER. F U 
BCHNEIDER. F W 
BCHNELL, 0 F 
SCHRAEDER. A L 

BOO9O0O53O 

8009090230 

8009020237 

B009020093 

8009080352* 

50-272 0 
50-272 0 
50-311 P 
90-483 A 
50-317 F 

BCHROEDER. F 
8CHS0EDER. F 
BCHROEDER, F 
SCHUEBSLER.W J 
SCHULTZ. H H 

8009050402* 

8009190197 

8009180393 

8009160927 

8009290031* 

FOIA 

HISC 

ORO 

50-466 0 

FQIA 

SCHULTZ. U 8 
SCHULZE, R T 
SCHULTZ, H B, 
SCHULZ. R D 
SCHULTZ, D F 

8009090635* 
8009020136* 
B 009090633* 
8009100140* 
8009190373* 

90-367 S 
90-320 H 
50-367 0 
50-255 0 
40-8113 

SCHULZ, n D. 
SCHULTZ, 0 
SCHULTZ. W B 
SCHULTZ, W D, 
SCHULTZ. M.B 

8009290436* 

8009030592 

0009030149 

0009030152* 

8009030149 

50-295 0 
30-367 0 
50-367 0 
50-367 0 
50-367 0 

SCHULTZ. W B 
SCHUMACHER. J 
SCHUYLER, J 0 
SCHWARTZ, F W 
SCHWARTZ, F H 

8009030152* 

8009090342 

8009090520* 

8009120336 

8009150SB5 

50-367 0 
50-275 H 
50-275 H 
NUREO 

NUREO 

SCHWEIRER'ft 9 
SCHWEIKER, R. 9 
SCHHEIBINZ.e R 
SCHWEIBINZ.E 
BCHWEMCER, A 
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8009120317* 

8009180221* 

8009150603* 

8009090195 

S 0-320 H 

S 0-327 H 
50-546 0 

50-546 a 
50-273 E 

SCKWENCER. A 
SCHHENCER. A 
SCHWENCER, A 
SCHMENOER. A 
aCHWENCER, A. 

8009150494 50-461 A 
8009120690 30-341 A 
0009100168 50-354 A 
0009110299 50-358 A 
8009150114* 50-311 P 

SCHHENCER. A 
SCHWENCEH. A 
SCHHENCER, A 
aCHWENCER, A 
SCHHENCER. A 

8009170200 50-279 H 
0009100497 50-275 H 
0009170174 50-364 A 
0009260098 50-341 n 
0009260063* 90-341 " 
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SCHHENCER, A 

B009U0707 

50-275 

A 

SCHHENCER. A 

0009190527 

50-327 

P 

SCHHENCER, A 
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8009150597 

50-275 

NUREO 

F 

SCHHENCER. A 

8009220042 

50-275 

K 

SCHHENCER. A 

0009080419 

50-327 

E 

ECHUENCER.A 
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8 
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8009180207* 

30-261 

8 

STARKEV.R D. 
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6 
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30-272 P 
30-250 P 
30-247 P 
50-316 P 

50-315 P 
50-295 P 
50-266 P 
50-247 P 
30-305 P 


VAROA.S A 
VAROA.S A 
VAROA. 8 A 
VAROA, 3. A 
VAROA.S A 


8007120511 

8007150436 

6007120513 

6007180518 

0009300518* 


50-305 P 
50-250 P 
50-272 F 
50-272 F 
50-272 f 


VAROA.S A 
VAROA.S A 
VAROA. 8. A 
VAROA.S A 
VAROA. S. A 


8009090773 

8007070781 

8007190596* 

8009100631 

8009100638* 


50-286 

50-334 

50-334 

50-247 

50-247 


VAROA.S A 
VAROA.S A 
VAROA.S A 
VAROA.S A 
VAROA.S A 


B009I90I51* 

6009120042 

8009070771 

8009120161 

8009150217 


50-247 1 

50-247 I 
50-286 I 
50-286 
30-334 


VAROA.S A 
VAROA.S A 
VAROA.S A 
VAROA. 8 A 
VAROA.S A 


8009150244* 50-334 
8009180107 50-261 
8009180113* 50-261 
8009180338 50-280 
8009180543* 50-280 


VAROA.S A 
VAROA, a. A 
VAROA. B A 
VAROA. S A 
VAROA.S A 


8009190253 50-286 
B009190267 50-250 
8009190283 50-272 
9009220009 50-247 
0009220008 50-293 


VAROA.S A, 

VAROA.S A 
VAROA. 8 A 
VAROA.S A 
VAROA.S A 


8009220093 50-334 
8009230115 30-34B 
8009230120 50-303 
8009230121 50-280 
8009230124 50-261 


PERSONAL AUTHOR INDEX 


AVTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

VAnOA.S A 
VAROA.S A 

0009240078 

50-315 

P 

e0O984OOa4« 

90-3 1 9 


VAHOAi 8 A 

VAROA. Q A 

80a92A0A09 

50-319 

•G 

0009120191 

90-236 

p 

VAROAi 8 A 

0009180304 

30-309 

p 

VAROA. 8 A 

0009 1803 44 

90-309 

F 

VAROA. 0 A 

8009290439 

90-286 

F 

VAROA. 8 A 

Q00929044Ai> 

90-286 

F 

VAROA. 8 A 

80092904 34» 

30-286 

F 

VAROAi 8- A 

80092904At 

50-200 

p 

VAROA. 8 A 

80092904 A4* 

90-200 

P 

VAROA 1 "tt rt 

B009290469* 

30-280 

p 

VAROA . 0 A 

8009230303 

30-299 

P 

VAROA. fl A 

0009230390* 

90-293 

P 

VAROA. S A 

00092303 9 9* 

90-295 

p 

VAROA. B A 

8009260166 

90-334 

P 

VAROA. a A 

8009260101* 

30-334 

p 

VAROA. B A 

8009260192* 

90-334 

P 

VAROA. 8 A 

0009300099 

30-293 

p 

VAROA. e A 

00092600 1 3 

90-230 

p 

VAROA. 8 A 

0009260937 

30-206 

P 

VAROA. a A 

0009260341* 

30-286 

p 

VAROA. 8 A 

8009260949* 

30-286 

p 

VEATCH. M D 
VEHDERJIER, J J 

8009220277 

8009030403 

NUAEO 

30-397 

A 

VERRELLI.D M 

S009laai63 

50-366 

P 

VEVE. « E. 
VtLLAUVA. I 

□009290027 

8009230769 

FOIA 

30-233 

P 

VIULEHY.O R 

8009160224 

50-201 

0 

VIMVCH. V 

8009160486 

WASTE MOT 

VOEOELI.R J 

0007290040 

30-313 

P 

VOIOHT.B 

8009190263* 

30-440 

K 

VOLLEN. R J 

□009030703 

30-367 

0 

VOLLEN.R, J 

8009030710 

90-367 

o 

VOLLEN.R J 

8009030703 

30-367 

0 

VOLLEN.R J 

8009030710 

90-367 

0 

VOLLEN.R J 

8009120392 

30-367 

o 

VOLLEN.R J 

8009120443* 

30-367 

o 

VOLLEN.R J 

0009120392 

90-367 

0 

VOLLEN.R J 

8009120443* 

30-367 

0 

VOLLCH. R 0 

8009230008 

90-367 

0 

VOLLEN.R J 

□009230008 

90-367 

0 

VOLLEN.R J 

8009230382 

30-367 

0 

VOLLEN.R J 

0009230393 

90-367 

0 

VOLLEN.R J 

0009230382 

90-367 

0 

VOLLEH, R. J 

0009230393 

90-367 

0 

VOLLEN. H. J 

8009260011 

30-367 

0 

VOLLEN.R J 

800926001 1 

80-367 

0 

VOLMER.C J 
VORDERDRUEOOEN 

8009180099* 

0009120296* 

06799 

30-328 

Q 

VOROERBRUEOOEN 

8009170169* 

90-328 

0 

VOROERERUEOOEN 

0009190178* 

30-328 

8 

VUHBACO. F. d 
UAONER. A. 0. 

8009120220* 

8009120240* 

40-2940 

90-416 

Q 

WAONER.U J 

0009 120309* 

90-460 

8 

MAONER. F. T 
MAONER.F. C 

8009180323 

8009030347 

71-6717 

30-283 

0 

MALGRIDOE.H C 

8009090812 

3D-312 

G 

UALORIDOE.N C 

8009090013* 

50-312 

a 

UALORIDOE. N C 

8009040400 

30-312 

F 

UALSRIDOE.M C. 

8009240370 

90-312 

a 

UAUBRIDOC.N C 

8007080433 

90-312 

p 

UALRRIDOE.U C 

0009290333 

30-312 

p 

WALKER. R. a 

8009260209 

50-320 

H 

WALL. L 8 

WALLACE. A 

WALLER. F e 

8009160943 

8009190409 

0009190272 

40-8681 

NUREO 

90-440 

K 

WAL8N, E J 

8009090421 

90-320 

p 

WALSH. P. B 

8009260417* 

30-289 

T 

WAL6II. 0 8 

8009260431* 

30-287 

T 

WALBKE. C. 

0009090349* 

30-337 

P 

WALTERB. 1) K 

0007120141* 

90-416 

8 

WALTERS. D K 

0007100288* 

90-400 

0 

MALTEflH.P W 

0009090330 

90-287 

H 

WALTON. 0. A 

0007030486* 

50-410 

0 

WAHDACII. J L 

WANAT. a. M, 

WANAT.a W 

WANO.C H 

8007260067 

0009070331 

8007070331 

0009300192 

RES 

27-37 

27-39 

50-243 

R 

HANO.C H. 

8009300104 

50-243 

F 

WARD. d. d 

8009190100* 

30-449 

0 

WARD. K. 0 

8009110627* 

90-282 

a 

UARD.K D 

8009190308* 

80-346 

Q 

UARO.K D 

8009160249* 

90-329 

o 

UARB.E C 

8009300234 

50-263 

R 



ACCESSION 

SUBJECT 


ACCESBION 

SUBJECT 

AUTHOR 

NUMBER 

CATEOORY 

AUTHOR 

NUMBER 

CATEOORY 

HAHD.P C 

8009300373 

50-282 

8 

WERLINO, d A 

B007160444 

30-334 

Q 

MARENSOURO. 0 

B00922031B 

90-267 

0 

UERLINO. d A 

8007160470 

90-334 

B 

HAREM BOURO. D 

8007030625 

90-267 

8 

WERLINO, d A 

8009160409 

50-334 

8 

WAREHBOURO. D 

8009160290 

90-267 

R 

WERLINO, d A 

8007170900 

50-334 

8 

WAREMBOURO. 0 

8009160272 

90-267 

R 

WERLINO. d A 

S0072404SO 

50-334 

8 

WAREMBOURO. 0 

B007160344 

90-267 

P 

WERLINO. d A 

8007270291 

50-334 

8 

UAREHDOURO. D 

0009160364 

90-267 

P 

WERLINO. d A 

8009300412 

50-334 

8 

WAREMBOURO. D 

8007160286 

90-267 

R 

WERNER, W 

8009260068 

XPORTLIC 

WAREHBOURO. D 

8007160314 

90-267 

P 

WERNER, R 

0009230623 

50-449 

A 

WAREMBOURO. 0 

8009230398 

90-267 

B 

WEBCOTT. H M 

8009250392* 

50-461 

0 

WAREHBOURO. D 

800923060B 

50-267 

8 

WESCOTT. H M 

0009180061* 

90-461 

Q 

WAREHBOURO. D 

8007230723 

90-267 

R 

WEST, d B 

8009230764* 

50-320 

H 

WAREHBOURO. 0 

8009230687 

50-267 

P 

WE8TERMAN, T F 

8009090477* 

90-267 

Q 

WAREMBOURO. D 

B009260369 

50-267 

R 

WEBTERMAN, T F 

8009100099* 

90-267 

0 

WAREHBOURO. D 

8007260378 

90-267 

R 

WEBTERHAN, T F. 

8009170172* 

90-382 

0 

WAREMBOURO. D. 

9009230597 

50-267 

8 

WEBTERMAN, T F 

8009300282* 

30-267 

Q 

WAREMBOURO. D. 

B0093005S6 

90-267 

8 

WESTFALL. R M 

8009110889 

RES 


WARWICK. R F 

6009190053* 

50-445 

0 

WESTFALL, R M 

8009110372 

NUREO 


WARWICK. R F 

0009150060* 

90-445 

0 

METTERHAHW, M d 

8009300119* 

FOIA 


WARWICK. A F 

8009160616* 

50-305 

0 

WETTERHAHN.H J 

8009230027 

90-395 

0 

WARWICK. R F. 

8009160314* 

30-398 

0 

WeTTERHAHH.M J 

0009300016 

50-358 

0 

WARWICK. R F 

B00929001S* 

30-266 

0 

WETTERHAHN.H d 

8009300016 

50-359 

0 

WARWICK. R F 

8009300243* 

30-346 

0 

WHARTON, R d 

8009110399* 

50-361 

0 

WARREN. 8 K 

0009260001 

50-329 

0 

WHARTON, R d 

8009110399* 

50-361 

0 

WATERMAN. M E 

B00905040S 

REG 


WHARTON. R J 

8009100406 

50-361 

0 

WATERMAN. M E 

8009100320 

RE8 


WHARTON, R d 

8009100406 

90-361 

0 

WATERMAN. M E 

8009260099 

RES 


WHITESELL.D E 

8009190217* 

0A999 


WATERS. D. B 

8009120437 

90-261 

H 

WHITESELL.D E 

B009180508* 

QA999 


WATERS. D. B. 

8009120437 

SO-261 

H 

WHITESELL.D E 

B009290323* 

06999 


WATFORD. H 

8OO916O2S0* 

50-261 

fl 

WHITE0ELL, D E 

B009 100231* 

QA999 


WATSON. A P 

8009260950 

RES 


WHITESELL.D E 

8009 180 1 19* 

0A999 


WATSON. M 

8008290023 

90-574 

0 

WHITESELL.D E 

8009110618* 

QA999 


WATT.C H 

8009180371 

50-320 

P 

WHITESELL.D E 

8009290327* 

QA999 


WAWZYNIECKI.P 

8007300537 

40-771 


WHITESELL.D E 

8009180336* 

QA999 


WEBER. D A 

8007020366 

50-312 

P 

WHITESELL.D E 

0009180366* 

QA999 


WEEKS. E 0 

8007120449 

30-133 

R 

WHITE. C E 

8009190024* 

QA999 


WEOENER. D 

8009090287* 

50-263 

R 

WHITESELL.D E 

8009080467* 

0A999 


HE08T.W F 

8007160321 

90-142 

P 

WHITESELL.D E 

B0091S0021* 

QA999 


WEI8LER. J. H 

8007040579 

90-373 

8 

WHITEBELL. D E 

8009170157* 

06999 


WEISS. L A 

8007230206* 

FOIA 


WHITESELL. 0 E 

8007180003* 

QA999 


WEIBS.L A 

8007230207* 

FOIA 


WHITESIDES, 0 E 

8007110883 

RES 


WE tea. L A 

8009230213* 

FOIA 


WHITE, R N 

8009020333 

NUREO 


WEISS. L A 

8007230218* 

FOIA 


WHITE, C E 

8007170017* 

0A999 


uEisa. e. R 

8009290471* 

TOPREP 


WHITE. L. D 

8009110409 

50-244 

Q 

WEISS. E R 

8007000575* 

COMMiaSION 

WHITE, L D 

8009190667 

PR 


WEIBSrd D 

8009260176* 

71-6058 


WHITE. L 0 

8007240172* 

90-244 

0 

we I as. 0 

8009110246* 

70-794 


WHITENER.M L 

8009300063* 

90-261 

Q 

HEiaa. D 

8009110249* 

70-020 


Will IE, L 0 

8009050274 

90-244 

V 

WEiaS. E R 

8009290467* 

TOPREP 


WHITE, d. W 

8007190414* 

CONTRACT 


we 1 33. D. 

8009260173* 

71-6050 


WHITE. L D 

S009020026 

50-244 

P 

weisa.E R 

8009 U0549 

FOIA 


WHITE. L D 

8009020086 

90-244 

V 

WE 189. E R 

0009120903 

FOIA 


WHITE, L D 

8009020346 

90-244 

B 

WEISS. 0. 

0009190476 

40-8584 


WHITE. L D 

8009030494 

50-244 

P 

WE 1 03. D. 

8009190434 

50-295 

P 

WHITE. L D 

8009030 94 5 

90-244 

P 

WEISa.E R 

0009230432 

FOIA 


WHITE. L D 

8009030483 

90-244 

P 

WEiaa.E n 

8009040258 

70-143 


WHITE. L D 

8009040414* 

30-244 

P 

WEJSSiE R 

8009040338 

90-809 

0 

WHITE, L D 

8009180263 

30-244 

R 

WEISS. E R 

8009040230 

70-143 


WHITE. L. D. 

8009090313 

30-244 

P 

WEISS, E. R 

8009040338 

90-289 

0 

WHITE. L D. 

B009090377 

90-244 

P 

WEISS. D 

8009190760 

70-1193 


WHITE, E B 

B0091 10012 

PR 


WEISS. D 

8009240742 

70-143 


WHITE. L D 

8009090591 

90-244 

P 

WEiea.E R 

8009110802 

90-133 

0 

WHITE, L D 

8009160939 

90-244 

P 

WEISS. E R 

8009160046 

PR 


WHITE. L D 

8009170303 

50-244 

P 

WEiea.E R 

8009160046 

PR 


WHITE, L D 

8009160317 

90-244 

F 

WEISS. E R 

8009130041 

90-289 

o 

WHITE, L, D. 

800917031 1 

90-244 

0 

WEISS. E R 

8009 130041 

90-287 

0 

WHITE, L D 

8009300363 

50-244 

P 

WEISS. E R 

8007160046 

PR 


WHITNEY. 0 0 

8009030617* 

90-293 

8 

WEISS. E R 

8007300423* 

90-287 

0 

WHITNEY, 0 0 

8009020386* 

80-293 

8 

WEISS. E R 

0009300417 

90-289 

0 

WHITNEY, 0 0 

8009030483* 

90-293 

S 

WEISS, e R 

8007300423* 

90-287 

0 

WHITNEY, 0 0 

8007090426* 

50-293 

a 

WEITZBERO.A 

8007220226 

90-201 

0 

WHITNEY, 0. 0 

8007160271* 

90-293 

R 

WENDERLICH.R L. 

8007120348* 

90-317 

s 

WICIIER8. 0 L. 

8008110036 

40-8902 


WENOERLICH.R L 

8007160310* 

50-317 

B 

WICHERB, D L 

8008120614 

40-8902 


WENDERLICH.R L 

8007230972* 

90-317 

8 

WICHERS, D L 

8009170240 

40-8502 


WENOERLICH.R L 

8007300460* 

90-318 

S 

WICHERS. D. L 

B009300191 

40-8902 


HEN3LAHBKI.F. 

8007240533* 

90-147 

Q 

WICKH0R8T, P M 

8009160340* 

90-97 

I 

WENSLAWSKt.F A 

8007300324* 

90-344 

0 

WIDNER.U A 

8009110828* 

90-321 

0 

UENSLAWSKIrF 

B009ia0137 

50-206 

8 

WIDNER.W A 

0007090076 

90-321 

0 

WEWSLAWSKI, F. 

B009300615 

90-206 

8 

WIDNER, U. A 

8009020207 

50-321 

Q 

WEROARD, A J. 

8009030633 

90-277 

8 

WIDNER, U A 

8009020100 

50-321 

0 

WERLINO.d A 

S0070-30290 

50-334 

B 

WIDNER.W A 

8009020393 

90-321 

0 

UERLINO. J. A 

B009 120377 

30-334 

8 

WIDNER.W A 

8009230103 

50-321 

0 

UERLINO. J. A 

0007150393 

30-334 

B 

WIDNER.W A 

8009 110671 

50-321 

Q 

WERLINO. J A 

8007250291 

90-334 

8 

WIDNER.W A 

8009030484 

50-321 

F 

WERLINO. d A 

0007160309 

90-334 

8 

WIDNER. U. A 

8009110676 

90-321 

0 




ACCESS ION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

RlDNER.H A 

0009130168 

90-321 

Q 

HIDNERtU'. A 

8009240367 

90-321 

Q 

UIDNER.W A 

800916044B 

30-321 

F 

UIDNER>U' A 

8009300104 

90-321 

0 

HIDNER’H a 

8009190423 

30-321 

P 

WIDOFF.H P 

8009020407 

30-289 

0 

HIDOFF.tf P. 

8009080407 

30-289 

0 

UtOOiHS, J. T 

8OO913O104* 

30-277 

Q 

UIOOIHS, E 

80093001 10 

CONTRACT 


UlOOlNSi C 

9009300093 

CONTRACT 


UILBERTiR L 

8009100321 

RABTE HOT 

illLBDRN.L 

B0090804B7* 

40-3433 


MILBDRN. L 

9009180203* 

40-1162 


HILBORN . L 

9009180081* 

40-84S2 


MIUUR.L.C 

8009020018 

90-134 

F 

HItKINSOM. P. 

8009 160436 

NUREO 


MILLCOTT.O J E 

8009120389* 

30-320 

P 

Hiucurr.o J. E 

8009100036 

NUREO 


HILLIAHB.H A 

8009020124* 

30-320 

H 

UILLIAH9.C C. 

8009130177* 

30-346 

Q 

RILL IAMB. C C 

8009180280* 

30-373 

0 

RILLtB.R. J 

8009300624 

FOIA 


RILLIAH30M. E L 

8009130304* 

30-438 

0 

RILLIAHB.C C 

3009290463* 

50-373 

a 

RILLIAHB.C C 

8009040399 

30-373 

e 

RILLiARB.R, L 

8009170144 

40-8743 


RILLIARB.C C 

8009290193* 

30-494 

a 

RILLIAH8.C C 

8009290526* 

90-440 

0 

RILL 18. E. 

8009160263* 

90-324 

R 

UILLIAKB.H 0 

8009190511* 

90-327 

a 

UILLieHS.V H 

8009260439* 

90-289 

T 

RILLSEY.H B 

8009020243 

90-171 

R 

RILLBETiH B. 

8009160427 

30-277 

R 

RILLflEY.M B. 

8009230369 

30-277 

R 

HILSDK. F ft. 

0009 190301 

30-344 

J 

HltCON. J. N 

8009090631 

30-322 

A 

HI LOOM. J L. 

8009100262* 

90-280 

B 

HILeOH.B D 

8009100032 

XPORTLIC 


IfILBON. B D. 

8009110273 

XPDRTLIC 


ftlLeON. B. D. 

8009110830 

XPORTLIC 


HILeOK.U E. 

8009030328 

90-27 

n 

HILBON.J L 

8009020088 

90-281 

B 

HILBOR.J L 

0009020090* 

90-201 

e 

HIC60N.J L 

8009030525 

90-280 

e 

HILeON.J L 

0009020344 

30-280 

B 

HILBOM. J. T. 

8009020390* 

30-280 

B 

HILBON.a N 

8009230772 

30-324 

p 

UILBON.J L 

8009080331 

90-281 

B 

VIILBOR.J L 

80090B0366* 

90-281 

e 

RICeON.J L 

8009100292 

90-280 

B 

RILBON. Q. 

8009160429* 

30-327 

B 

RREON.J L 

8009130274 

30-280 

B 

RIL80N.J L 

8009130278* 

30-280 

B 

RILBON. J. 

8009190444* 

30-280 

R 

RILEON. J L. 

8009220248 

30-201 

a 

RILBON. J. L. 

8009220233 

SO-280' 

s 

RILBON. J.L 

SO 09220238* 

30-280 

s 

RILBON. J L. 

8009220260* 

30-200 

s 

RILBON, J L 

8009220263* 

30-200 

6 

RILBON, J L 

8009220309* 

30-201 

8 

RILBON, J L 

8009220398* 

30-201 

S 

RILBON, J L. 

8009220402* 

30-281 

8 

RILBON, J N 

8009170400 

30-324 

P 

RILBON, ,J. L. 

8009190393 

30-280 

8 

RILBON, J. L 

8009190339* 

30-280 

8 

RILBON, J L 

8009190866* 

30-280 

S 

RILBON, J. N 

8009260091 

30-322 

A 

RILBON, J L. 

8009230649 

30-280 

B 

RILBON, J L 

8009230661* 

30-280 

S 

RILBON. J L 

8009230673* 

80-280 

a 

RILBON, J. L. 

8009240469 

30-281 

a 

RILBON, J. 

8009240470* 

30-281 

8 

RILBON, J L 

BO 09240471* 

90-201 

8 

RILBON. J L 

8009240473* 

50-201 

8 

RILBON, R E. 

8009300391 

30-27 

P 

RILSQH, J, L. 

8009300490 

30-281 

B 

RILBON, J L 

8009300904* 

50-201 

a 

UJLSON.J L 

B00930090B* 

30-201 

a 

HIKTERa, L. 

8009030010 

RES 


UIZNER.D.O 

8009190922* 

30-316 

a 

HIINER. D.O. 

8009190909* 

30-319 

a 

HOLF. G. R. 

B009260074 

71-2 


ROLFiC. R. 

8009290024 

71-396 


ROLF. J. F. 

0009040239 

50-320 

9 

ROLF. J F. 

0009110013 

90-237 

0 


PERSOWAL AUTHOR INDEX 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

MDLF.J F 


S009160S30 

70-2909 


MOLFE.a J 
MOLFE.a J 


8007110065 

B 009 120407 

30-376 

40-1162 

0 

ROUFE.S J 


B009160920 

50-466 

0 

MOLFE.S J 


B 009 190229 

30-466 

0 

UOLFE, B 


0009260466 

50-536 

P 

WOLFE, 0 J 


0009220417 

50-466 

0 

WOLFE, B J 


B00922041S 

50-466 

0 

WOLFE. a J 


G 0092 3 0038 

30-466 

0 

WOLFE. a J 


G0092 60674 

50-466 

0 

MOLFE.a J 


0009300439 

50-376 

0 

WOLFE, B J 


8009300326 

50-443 

H 

WOLFE. S J 


B009300436 

50-466 

0 

WOLFF. T A 


0009190891 

St-at* Prog 

UOLIVER, J 

UOLLETT.S 
MQLLETT, B 
MOLLETT, S 
MOLLETT.e 
MOLLETT. 0 

MOLLETT, a 
MOLTNER. E 
MONO, T 

MONO. T 

MONO, T 

WOOD. L D 


8009030693 

80091 90702 
8009100207 
8009240023 
8009240123 
8009300992 

8009260243 

8009120235* 

8008130375 

9009160549 

9009120390 

8009110600 

S0-33B 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

70-371 

40-299 

40-299 

40-299 

XPORTLIC 

0 

WOOD.J C 


8009040299 

SO-44S 

H 

WOOD, E. C 


3009260637 

50-309 

a 

WOOD, E. C 


8009260494 

30-309 

a 

UODDHEAO.C P. 


8009020426 

50-409 

0 

WOODLEY, S E 
WOODRUFF. R. L 


9009180327* 

8009290073* 

30-2B9 

FOXA 

H 

WOODRUFF. R W 


8009090593 

30-317 

p 

WOODS, 0 ft 


3009230016 

50-142 

0 

WOODSHALL, M A 


8009290321* 

30-338 

R 

MOOLEVER.E. J 


8009090116 

30-334 

Q 

MOOLEVER.E J 
MOZKIAK, D ft 


3009090248 

8009120374 

50-412 

XPORTLIC 

G 

WRAY. J R 


8009020477* 

50-348 

0 

WRAY, C 


8009030391* 

30-320 

H 

WRIOHT.R U 


9009090239# 

50-553 

0 

WRIOHT.F 8. 


9009100421 

50-471 

0 

MULLER. 0 E 


8009090808 

50-461 

0 

WULLER.O E 


9009110631 

50-461 

0 

WULLER.O E 


9009040491 

30-461 

A 

MULLER, 0 E 


8009250457 

30-461 

0 

WULLER.O E 


800902034 1 

50-461 

A 

WULLER.O E 


8009 19031 3 

30-461 

A 

WULLER.O E 


8009240437 

50-461 

K 

WYATT, J 


8009170383 

50-446 

U 

MYDLER, J U 


0009020217* 

COMMISSION 

WYDLER, J U 
YACKLE, T R 
VACKLE, r R 
VACKLE, T R 


0009120494* 

8009030403 

B009100S20 

B009260099 

COHMiaBION 

RES 

RES 

REB 

VAN DELL. L A 


9009050477* 

30-267 

0 

YERKES.R F 
VE8S0.J D, 
YIN, I.T 


8009160363* 

8009130897 

8009120657* 

30-273 

NUREO 

QA999 

0 

YIN. I T. 


8009290101* 

30-346 

Q 

vm, I T 


8009 100054* 

50-373 

0 

YORK, 8. 


8009110411 

30-266 

H 

YOUNO, R 


0009020494* 

50-320 

H 

YOUNO, T 


8009230219* 

50-273 

0 

YOUMOBLOBDr B 

J 

8009050192 

50-339 

P 

VOUNOBLOOD, E 

J 

8009050196* 

50-339 

P 

YOUNOBLQDD. B 

J 

8009050204* 

30-339 

P 

YOUNOBLOOD, B, J 

9009160659* 

30-339 

P 

YOUNOBLOOD, B 

J 

B00712OSSB 

SO-373 

0 

YOUNOBLOOD, E. 

J. 

0009100192 

50-369 

A 

VOUNOBLDOD, B 

J 

8009110107 

30-454 

F 

YOUNOBLOOD, S 

J 

0009110397 

30-436 

F 

YOUNOBLOOD, P 

J 

8009110400 

30-373 

F 

YOUNOBLOOD, D 

J 

8009110899* 

30-502 

A 

YOUNOBLOOD, B 

J 

8009110096 

30-302 

A 

YOUNOBLOOD, B 

J. 

8009240636 

30-339 

E 

YOUNOBLOOD, B 

J 

0009180996 

30-367 

H 

YOUNOBLOOD, S 

J 

8009130319 

30-339 

P 

YOUNOBLOOD. B. 

J. 

0009290169 

30-369 

A 

YOUNOBLOOD. B 

J 

B009260012* 

30-3B9 

0 

YOUNOBLOOD. B 

J 

0009260013* 

50-369 

0 

YOUNOBLOOD, B 

J 

0009300103 

30-399 

A 

YOUNOBLOOD, B 

J 

0009300109* 

30-389 

A 

YOUNO, B J 

Y TUI Eft, P 


0009290490 

0009300198* 

50-339 

CONTRACT 

P 


3 



ACCESSION 

aUDJEC' 

AUTHOR 

NUMBER 

CATEQOI 

YTHIER, P 

B009300209* 

C0NTRAC1 

YUHA9 , 0 

00091 BO 139 

50-206 

VUHA8. 0 P 

8009300613 

30-206 

VUHDT.C P 

8009230463 

71-9010 

YVMDT.C P 

8009090410 

30-344 

YUMDT.C P 

0009150471 

50-344 

YOMDT.C P 

8009100433* 

50-344 

YUMDT.C P 

0009260306 

30-344 

YUNOT. C P 

8009100239 

50-344 

YUNOT.C P 

0009170309 

50-344 

YUMDT.C P 

0009300471 

30-344 

ZABRtSHIE.W L 

8009100508 

RES 

ZAHLER.R E 

0009230017 

30-299 

ZAKLER.R E 

90092S0017 

50-239 

ZAHLER.R E 

8009300022 

50-239 

ZAKLER.R E 

8009300022 

30-209 

ZAJAC.L 0 

B009150377* 

50-370 

ZAJAC.L D 

0009170163* 

50-328 

ZARAKAS.P 

8009090242 

50-3 

ZARAKA8, P 

0009120107 

50-3 

ZARAKA8, P 

B009030616 

50-247 

ZARAKAS. P 

8009030339 

50-247 

ZARAKAS, P 

8009080329 

50-247 

ZARAKA8, P 

8009030458 

50-247 

ZARAKAS, P 

8009030610 

50-3 

ZARAKAS. P 

8009030382 

30-3 

ZARAKAS. P 

8009090383 

50-3 

ZARAKAS. P 

8009090484 

30-247 

ZARAKAS. P 

8009090423 

30-3 

ZARAKAS. P 

8009090306 

50-247 

ZARAKAS. P 

0009120333 

30-247 

ZARAKAS. P. 

8009160365 

50-247 

ZARAKAS. P 

8009230432 

30-3 

ZARAKAS, P. 

0009230368 

30-247 

ZARAKAS, P 

8009240452 

50-3 

ZARAKAS, P 

8009230431 

30-247 

ZARAKAS. P 

8009250266 

so-a 

ZARAKA9. P 

8009300384 

30-247 

ZARAKAS, P 

8009300324 

30-247 

ZARAKAS. P 

8009300401 

30-247 

ZECM, 0 O 

8009190416 

ACHS 

ZEFF, n M 

8009090874 

70-1201 

ZEFF.D M 

8009180317 

70-1201 

ZEFF. D M 

8009230457 

70-1201 

ZELLNER. ft J 

8009300112 

40-0724 

ZOLICZYNSKI. J 

B009030372* 

50-59 

Z1BUL8K.Y. H 

8009110272* 

70- 1 35 

2IBUL8KV. H 

8009120235* 

70-371 

ZIEHIANSKI.e J 

8009090267* 

50-293 

ZIMMER. A M 

7906290356* 

PT9 

ZIMHERMAN.B P 

6009150000* 

50-245 

ZIMHERHAN.L R 

8009260304* 

TOPREP 

ZIRWAS.K 

8009230687* 

30-237 

Z I TO. N 

8009130305 

FOIA 

ZITTEL.H E 

8009240233 

RES 

ZOOEL. W 

8009030438* 

50-327 

ZUDANB. J 

6009240179* 

50-313 

ZULLA, 8 S 

&0090G0337 

50-286 

ZULLA.B 8 

8009220030 

50-286 

ZULLA. 8 8 

Q0090B0323 

50-286 

ZULLA.B 8 

8009190442 

50-286 

lUHDRUM, ft A 

8009110012 

PR 

ZUMBRUN, R A 

0009110012 

PR 

ZWETZIO.O B 

0009120478* 

50-326 

ZWICK.E J. 

8009300333 

FOIA 



CORPORATE SOURCE INDEX 


The subject category column in this Index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed Items ere also entered 
In this column by symbol; for example, ACRS, These cate- 
gories are defined in Appendix B and listed In the Contents. 


An asterisk following the accession number in this Index 
indicates that the document Is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled ‘‘Cross Reference of Enclosures to Principal 
Documents." 


AUTHOR 

AFFILIATION 


ATCOR 

A4vanc«d Encrsv Systsmi 


Agrtcultuc*. Ocpt of. Forvft S«rvlc* 

Air ForcvrDcpfe of 

Air Transport Atsoclstlon 

Air and Watsr Pollution Patrol 

AI Btarn Associates 

Alabama Pouer Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8009260074 

71-2 


8009290024 

71-396 


8009240690 

ACRS 


8009260219 

ACRS 


8009160545 

40-8681 


8009220116 

HASTE MOT 

8009040269* 

30-155 

0 

8009160306 

PRM 


8009020 171* 

30-320 

H 

8009240147 

FOIA 


8009020030 

50-364 

A 

8009020038 

50-364 

A 

8009020045 

50-364 

A 

B009020062 

50-348 

8 

8009020060* 

50-340 

9 

8009020291 

30-340 

a 

0009020301 

50-364 

0 

8009030427 

50-348 

a 

8009030429* 

90-348 

8 

8009030491 

90-346 

R 

8009030493 

50-364 

A 

3009030495* 

50-340 

R 

8009040246 

50-364 

A 

8009040251* 

50-364 

A 

8009040386 

90-364 

A 

8009040387* 

30-364 

A 

8009040389* 

30-364 

A 

8009040390* 

50-364 

A 

8009040391* 

30-364 

A 

8009040393* 

50-364 

A 

8009040395* 

S 0-364 

A 

8009050092 

90-340 

0 

8009080293 

50-364 

A 

8009000307 

50-348 

P 

8009080387 

50-349 

P 

6009090966 

50-349 

P 

8009090 S66 

50-349 

P 

8009090995 

50-349 

F 

0009100237 

30-364 

a 

8009100318 

50-349 

V 

8009100318 

90-348 

V 

0009100324 

90-364 

F 

8009100363 

50-364 

8 

8009110259 

50-348 

Q 

8009110687 

90-348 

a 

8009120429 

50-348 

p 

8009150259 

50-348 

K 

8009130259 

50-348 

K 

8009150260* 

50-340 

K 

8009150263* 

90-348 

K 

8009150263* 

50-348 

K 

8009190484 

50-364 

A 

8009160266 

90-348 

R 

9009160270* 

50-34B 

R 

8009160307 

50-348 

a 


AUTHOR 

AFFILIATION 


Alabama. Otata of 

Aldrich Chamical Co , Inc. Iiubs of 
BIgma-Aldr ich Corp ) 


Allied Chemical Corp 

Alllad Ooneral Nuclear Services 


American Electric Poucr Co., Inc 

American Institute of Chemical Engineers 

American Nuclear Soctetu 

American Societg of Hechanlcal Engineers 

Amstakr Inc 

Anaconda Co , Anaconda Cop par Co Dlv 
Ant {.-Nuc tear Oroup Representing Vort 


Aptech Engineering Services 
Argonne National Latoratorg 


ACCESSION 

NUMBER 


80091A030B» 

B0091AO320 

eoa91A0333s 

B009UO3SB 

BOa91A0419 

6009170314 
6009170353 
60091 7035i» 
6009190383* 
8009330448 

8009330465 

8009330566 

6009330710 

6009330733 

8009330739* 

8009330737* 

8009290329 

8009290391 

8009300381 

8009300381 

8009300424 

8009300435 

8009300488 

8009300463 

8009300511 

80093005 IS* 
8009300533 
BOO 9300527* 
6009300334 
8009300573 

8009300877* 

6009150411 

8009260338* 

8009110993 

8009110596* 

8009130634 
BO 09 130637* 
BO 0930 024 I 
B009080231 
B009300549 

Q 009 190433 
6009190449 
6009300340 
60091 loots 
8009100409* 

8009100064* 

6009300332 

B0091S02S6 

8009130332 

8009330639 

8009320347* 

BOQ9020479 

8009040104* 

0009080402 


SUBJECT 

CATEGORY 


90-346 3 

90-348 3 

90-346 B 
50-346 P 
90-364 A 

90-364 A 
90-364 A 
90-364 A 
90-346 a 
90-364 A 

90-364 A 
90-346 R 
90-346 8 

90-348 a 
90-348 8 

90-348 a 
90-364 A 
90-364 A 
90-340 P 
90-348 P 

50-348 P 
90-346 H 
90-364 V 
30-364 V 
90-348 B 

90-348 8 

90-346 8 

50-346 8 

50-348 Q 
90-346 8 

50-348 S 
70-3909 
CONTRACT 
XPORTtIC 

XPORTLIC 

XPORTLIC 
XPORTLIC 
40-3392 
30-332 Q 
90-201 0 

90-315 R 
TOP REP 
90-201 0 

PR 

CONTRACT 

QA999 
HASTE HOT 
50-289 0 

90-289 0 

50-289 0 

90-329 A 
NUREO 
40-2061 
NUREO 


399 



400 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


Arizona PubJic Ssrvtce Co 


Po<urd* ^ Llsht Co 


ACCESSION 

NUHOER 

SUQUECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCEBStON 

NUMBER 

SUBJECT 

CATEGORY 

8009090364 

50-171 

F 


8009160236* 

30-313 

R 

9009090607* 

COMMISSION 


8009160256* 

30-313 

R 

8009300442 

50-445 

C 


8009170241 

30-313 

V 

8009020532* 

50-528 

8 


8009170322 

50-313 

F 

8009030311 

50-528 

A 


8009170322 

30-313 

F 

8009030511 

50-528 

A 


8009180424 

30-368 

P 

BQ09030511 

50-528 

A 


8009180427* 

50-369 

P 

8009030511 

50-52B 

A 


8009190494* 

30-382 

H 

8009030556 

50-528 

S 


8009230407 

30-360 

R 

8009030556 

50-520 

S 


8009230410* 

50-368 

R 

8009030556 

50-528 

a 


8009230697 

50-313 

R 

8009030674 

30-528 

0 

n 

8009230700# 

50-313 

R 

8009030714 

50-328 

0 


8009230705 

50-368 

a 

8009050499 

50-528 

Q 


8009230708 

50-313 

8 

8009090392 

S0-32B 

c 


8009230712* 

30-368 

8 

8009090398* 

30-528 

c 


8009230715* 

50-313 

8 

8009090323 

30-528 

A 


8009230744 

50-369 

8 

8009120234 

50-328 

Q 


8009230748* 

50-368 

9 

8009160373 

50-528 

T 


8007240496 

50-368 

B 

8009160373 

50-520 

T 


8009240504* 

30-368 

e 

8009160373 

50-528 

T 


B0092604S3 

50-368 

P 

8009160379* 

90-528 

T 


8009260456* 

30-368 

P 

8009160379* 

30-528 

T 


8009300173 

30-313 

P 

8009160379* 

50-528 

T 


8009300242 

30-368 

P 

8009230653 

50-52B 

S 


8009300278 

30-313 

P 

8009230653 

50-528 

8 


8009300533 

30-368 

8 

8009230653 

50-528 

B 


8009300546* 

50-368 

a 

8009230701 

50-528 

C 

ArmV'Otpt ofj Corp* op Enplntcr* 

8009180237* 

50-546 

0 

8009230701 

50-528 

C 

Ari4V>0*pb oP' QfPic* oP Surgion Ocn«r«l 

8009020179* 

50-329 

A 

8009230701 

50-528 

C 

At'PO’Clatlon op Couvnunlbg Qrganl latlpn* 

8009090238 

50-445 

o 




for R«form Nou-Te*at 




8009240422 

50-S2B 

A 





8009300355 

S0-S29 

S 


8009150045 

50-445 

0 

8009300402 

50-520 

K 

Atlax tllnsralc 

8009080400* 

40-3453 


B009300402 

30-528 

K 


8009110739 

40-3433 


8009300402 

50-528 

K 


8009170143 

40-3453 





Atomic Induttrial Forvm 

8009090349* 

30-339 

p 

8009300405* 

90-328 

K 





8009300403* 

30-328 

K 


8009090517 

PR 


8009300403* 

50-528 

K 


B00919066B* 

FOIA 


8008280022 

50-313 

Q 

Atuood ti Morrill Co t Inc (tubs at 

8007290312* 

0A999 


8009020001 

30-313 

R 

Foxtvr Uheclor Corp 1 








8009290314* 

QA999 


8009020042 

50-313 

P 


8009270313* 

QA999 


8009020224 

50-313 

a 





8009020449 

50-360 

8 


8009290316* 

QA999 


8009020458* 

50-368 

8 


80092903 IB* 

QA999 


8009030393 

50-313 

P 

Austin. TX 

8009040289 

30-445 

H 





8007170239* 

50-445 

M 

8009030410 

50-360 

S 

Austra 11a 

8008250025 

50-574 

0 

8009030417* 

50-368 

8 





8009030432 

50-368 

8 

BOM Corp 

8009110291 

FOIA 


B00903042S* 

30-360 

S 

Babcock & Wilcot Co 

8009020364 

TOPREP 


8009030537 

50-313 

J 


8009030001 

70-27 






8009030004 

70-1201 


8009030537 

50-313 

J 


8009030443 

30-99 

P 

8009030539 

30-368 

8 





8009030546* 

50-368 

S 


8009030446* 

50-99 

P 

8009030550 

50-313 

J 


8009030519* 

50-287 

P 

8009030350 

50-313 

J 


8009080438* 

50-312 

P 





8009100176* 

50-346 

P 

8009030622 

50-368 

S 


8007100233 

TOPREP 


8009030628* 

50-366 

8 





8009040049* 

50-313 

0 


8009110667 

70-824 


8009050330 

30-313 

V 


8009120270 

TOPREP 


8009090326 

50-313 

F 


8009120586* 

FOIA 






8009180177* 

QA999 


8009090326 

50-313 

F 


8009180105* 

aA999 


BOO9O9O370 

50-368 

S 





B0090903BS* 

50-368 

6 


8009180517 

70-1201 


8009090425 

50-313 

R 


0009230457 

70-1201 


8009090425 

50-313 

R 


8009230707 

50-287 

P 





8009240634* 

50-302 

P 

8009090432* 

50-313 

R 


8009260329* 

50-289 

r 

8009090432* 

50-313 

R 





8009090462 

50-313 

P 


8009260335* 

50-289 

T 

8009090491* 

50-313 

P 


8009260340* 

50-289 

T 

8009090562 

50-313 

S 


8009260332* 

50-289 

T 





8009260339* 

50-209 

T 

8009090560* 

30-313 

B 


8009260366* 

80-289 

T 

80091 203B7 

50-313 

P 





80091 S025B 

50-368 

8 


8009260380* 

50-289 

T 

8009150261* 

50-368 

8 


8009260402* 

50-289 

T 

9009150268 

50-368 

e 


8009290373* 

50-329 

A 




Babcock Mllcox Co.. Naval Nuclear Fuel 

8009090885 

70-27 


8009150271* 

50-368 

e 

Dlv 




8009150273 

50-368 

3 


8009110767 

70-27 


9009150275* 

50-368 

e 





B0071S0287 

50-360 

p 

Babcock & Nllcoi Co > Nuclear Material 

8009090876 

70-133 


8009150292* 

5D-36B 

p 

Dlv 








8009110244 

70-133 


9009150293 

50-368 

s 


8009150019 

71-6400 


8009150296* 

50-368 

S 


8009150480 

70-133 


8009160228 

50-313 

p 


8009130553 

71-3442 


8009160251 

50-313 

R 





8009160251 

50-313 

R 


8009180183 

70-135 



CORPORATE SOURCE INDEX 


401 


AUrHDH 

affiliation 


ACCESSION 

NUnnER 

SUBJECT 

CATEOtRY 

AUTHOR 

affiliation 

ACCESSION 

HUNGER 

SUBJECT 

CATECORV 



80091 SO 196» 

70-135 



8009160481 

NUREO 




000923013a 

70-364 



3009260608 

NUREG 




0OO923OI37» 

70-364 


Bear Creel Uranium Co 

3009030462 

40-0452 


Bitlon Ctill4g> 


0009020176 

FOIA 



0009030469* 

40-8452 


SitiT li aatta 


8009040271 

50-466 

0 

Bechtel Carp 

0009020427* 

90-416 

A 



0009160157 

50-445 

M 


B009 020430* 

50-416 

A 



0009160201 

50-466 

0 


0009020434* 

90-416 

A 



a0091S0475 

50-466 

G 


8009020438* 

50-416 

A 



8009300027 

50-466 

Q 


8009190672 

NUREO 




0009300469 

50-466 

0 

Bechtel National! Inc 

0009030563* 

50-920 

s 

Bilticiorc Oaa U Electric Co 


0009020020 

50-317 

P 

Secht«l PotijCT Carp Ciut* of Bechtel 

G0090B0326* 

50-206 

p 



0009020034 

50-317 

R 

Carp ) 






0009020034 

50-317 

R 

Beltuag Limousine Ssrvlcei Inc 

0009030089* 

CONTRACT 




0OO9O2OO35» 

90-317 

R 

Dergcn-Patierton Pipe Support Corp 

8009120699 

PT21 




0009020039* 

50-3 1 7 

R 

Berlei Butte 1 f Kass U Cate 

00091 10604 

50-201 

8 







0009120543 

90-201 

P 



8009030014 

NUREO 








0009030920 

50-3 1 7 

8 

Berlin! Rolsman 6 Kestler 

8009090342* 

50-247 

0 



0009030922* 

50-317 

S 


0009090363* 

50-247 

0 



0009030543 

50-3 1 0 

s 

Bernard C Dagle 

6009110338* 

CONTRACT 




0009030949* 

50-3 1 a 

s 

Dto-TeCi Inc 

8009110296* 

FOIA 








8009110302* 

FOIA 




0009040301 

50-317 

P 







0009000350 

50-317 

F 

Biotrchnolopgi Inc 

8009120037* 

CONTRACT 




0009120344 

90-317 

0 

Blact 6 Veatch 

0009290296 

NUREO 




8009120348* 

50-317 

s 

Boeing Computer Bervlcetr Inc (tub* of 

8009190792 

NUREO 




0009120354 

50-317 

8 

Boeing Co > 









Boston Co 1 lege 

0009230759* 

CONTRACT 




0007120370* 

90-317 

S 

Boston Edlion Ca 

0009020110 

90-293 

Q 



00091204 47 

50-317 

0 







8009120499* 

50-317 

3 


6009020302 

90-293 

a 



0009190290 

90-317 

P 


8009020306* 

90-293 

s 



0009160319 

50-317 

8 


8009030477 

50-293 

s 







8009030483* 

50-293 

s 



0009160310* 

90-317 

B 


B0090 30596 

90-293 

0 



0009160493 

90-317 

P 







0007160493 

90-317 

P 


0009030599* 

SO-293 

s 



0009 L 605 04 

50-317 

Q 


0009030603 

50-293 

8 



8009190669 

90-317 

8 


8009030607* 

50-293 

8 







00090306 1 1 

50-293 

8 



0009230520 

90-318 

0 


0009030617* 

30-293 

8 



0009230527* 

50-318 

S 







0009230531 

50-317 

0 


0009050484 

50-293 

0 



8009230536* 

50-317 

0 


8009060546 

50-293 

0 



8009230542 

50-317 

s 


8009090034 

50-293 

0 







8009090048* 

50-293 

0 



0009230546* 

50-317 

s 


0009090261 

50-293 

R 



0009230983 

50-317 

0 







0009230592* 

50-317 

8 


0009090267* 

50-293 

R 



8009230634 

50-317 

P 


8009090369 

50-293 

S 



8009230640* 

50-317 

P 


0009090376* 

50-293 

6 







0007090309 

50-293 

S 



0009230600 

50-317 

0 


0007090401* 

90-293 

8 



0009230699* 

50-317 

0 







8009250311 

50-317 

a 


0009090422 

90-293 

S 



6009290311 

50-317 

s 


8009090426* 

90-293 

s 



0009290246 

50-317 

R 


0009090430 

50-293 

s 







8009090433* 

50-293 

s 



8009290246 

50-317 

R 


0009090660 

50-293 

a 



8009290240* 

50-317 

R 







0009290240* 

50-317 

R 


6009120036 

90-293 

0 



0009300303 

50-317 

F 


0009150001* 

50-293 

u 



0009300363 

50-317 

F 


8009150270 

50-293 

p 







0009150279* 

90-293 

p 



0009300438 

90-317 

J 


8007150284 

50-293 

p 



0009300433 

90-317 

J 







0009300441 

90-317 

S 


8009190285* 

50-293 

p 



B009300490* 

90-317 

8 


8009160267 

50-293 

R 



8009300454 

90-3 1 a 

S 


8009160271* 

50-293 

R 







8009160346 

90-293 

P 



8009300460* 

90-3 1 B 

s 


8009 1 60396 

50-293 

S 



0009300464 

50-317 

s 







0009300470* 

90-3 1 7 

8 


0009160402* 

50-293 

0 

Barr Engin««rlng Co 


0009110770 

40-299 



8009160404 

90-293 

0 



8009110774* 

40-299 



0009160410* 

30-293 

S 







0009160447 

50-293 

8 



0009300206* 

40-299 



8009160452 

50-993 

8 

Bettell* Hemorlal Initltufeei 

Colutnbui 

0009090806 

70- a 






La’borat'or 1 






0OO916O45S* 

SO-293 

5 



0009100041* 

CONTRACT 



8009160483* 

50-293 

8 



0009100043 

NUREO 



B009I60516 

90-293 

Q 



8009150597 

NUREO 



8009160519 

50-293 

Q 







8009170329 

SO-293 

F 



0009180217* 

Contract 








0009190730* 

CONTRACT 



8009170381 

50-293 

8 



0OO924OO3B* 

CONTRACT 



8009190076* 

SO-293 

0 



8009300164 

NUREO 



0009190940 

50-293 

G 

Battrlli namortal Inatitutei 

Pacific 

8009020219 

50-445 

A 


6009220250 

50-293 

V 

iMorthuaat Laboratorg 






8009220252* 

50-293 

V 



0009100403 

NUREO 



8009230453 

30-293 

P 



0009100413 

NUREO 



8009230732 

50-293 

S 



8009110419 

RE3 



8009230739* 

50-293 

s 



0009110421 

REB 



8009240462 

50-293 

s 



0009110403 

RES 



0009240463* 

50-293 

5 



0007120205 

TOPREP 



0009240467 

50-293 

9 



8009190997 

NUREO 



3009240468* 

50-293 

5 



0009160456 

NUREO 



0009250049 

30-471 

0 
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AUTHOR 

AFFItlATION 

ACCESSION 

NUHBER: 
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CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 1 

CATEGORY 


B0092i0470 

50-293 

S 


8009230016 

50-142 

0 


0009260475* 

50-293 

s 


8009230018* 

50-142 

0 


0009260480 

50-293 

S 


8009230021* 

30-142 

0 


0009260401 

50-293 

S 

Califnrtiia. Unlv of. Irvin* 

0009120466* 

30-326 

0 


0009260484* 

50-293 

5 


0009120471* 

50-326 

0 


8009260485* 

50-293 

s 

California. Unlv of. Lo* Angpla* 

8009150236 

50-70 

□ 


8009290203 

30-293 

8 


8009160321 

30-142 

P 


8009290204 

30-293 

5 


8009160322* 

30-142 

P 


0009290313* 

50-293 

3 


8009190403 

NUREO 



8009290317* 

50-293 

3 


8009240603 

NUREO 



8009300500 

50-293 

ft 


8009260028 

NUREO 



8009300503* 

30-293 

ft 

Carolina Pouter & Light Co 

8008280370 

NUREO 



0009300531 

50-293 

s 


0009020198 

50-261 

0 


B009300333* 

30-293 

s 


8009020199 

50-324 

0 

Brand {.Halt 

0009020468* 

30-393 

H 


8009020203 

50-400 

0 


8009150307 

30-395 

n 


8009020321 

30-324 

0 


8009150312* 

30-393 

H 


8009020321 

30-324 

a 


8009160337 

30-395 

0 


8009020380 

50-324 

a 

Brookhavfn national La6 oratory 

0009210610* 

30-327 

p 


0009020391* 

30-324 

8 


0009020032 

30-293 

E 


0009030307 

30-261 

a 


8007020053 

50-171 

E 


8009030320 

30-339 

Q 


0009020053 

50-171 

E 


8009030439 

30-261 

8 


0009020053 

50-171 

E 


8009030463* 

30-261 

8 


8009090362 

50-171 

F 


8009080234 

30-400 

8 


8007090362 

30-171 

F 


8009080234 

90-400 

8 


8009090362 

50-171 

F 


8009080234 

50-400 

8 


8009090424 

50-171 

F 


B0090802S4 

50-400 

8 


8009090407* 

50-295 

0 


8009090402 

50-324 

F 


8009090564 

50-283 

F 


8009090402 

50-324 

F 


8009090569 

50-293 

F 


8009090448 

50-324 

P 


0009090770 

RES 



800909044B 

50-324 

P 


8009 1 00947 

NUREO 



8009100241 

50-400 

Q 


0009 1 00950 

MUREO 



0009100433 

50-324 

8 


0009110321 

NUREO 



0009100465 

50-400 

6 


8009110416 

RES 



8009100465 

30-400 

8 


800919040’1 

RES 



8009100463 

30-400 

8 


0009220395 

TOPREP 



B00910046S 

30-400 

8 


0009240686 

NUREO 



8009110027 

50-324 

0 


8009290247* 

50-327 

P 


8009110027 

50-324 

0 

Brounivl Itoi TX 

8009020202 

30-445 

M 


8009110271 

90-261 

Q 


8009150417 

50-443 

H 


8009110336 

FOIA 



8009160182 

30-445 

H 


8009110662 

90-324 

a 


8009160275 

50-445 

H 


8009 120228 

50-261 

0 


8009260318 

50-445 

M 


8009120366 

90-323 

8 


8009300013 

50-443 

M 


8009120371* 

30-323 

8 

Iruca Morton 

8009030689 

50-273 

0 


8009120437 

30-261 

H 


0009030699 

50-275 

0 


8009120437 

30-261 

H 


8009220213 

50-323 

0 


8009120437 

30-261 

H 

Burn* k Roo Co 

8009030359 

TOPREP 



8009120437 

30-261 

H 


8009030364* 

TOPREP 



8009120437 

30-261 

H 


8009030403 

50-397 

A 


8009120437 

30-261 

H 


8009150433* 

50-320 

P 


8009120437 

30-261 

H 


8009170317* 

50-320 

P 


8009120393 

30-400 

a 


0009190684 

MUREO 



8009120593 

50-400 

0 

C-E Oporattng Plantt □untri Oroup 

3009230581 

TOPREP 



8009120393 

50-400 

a 

C-C Pouar Systani 

0009150020 

70-1100 



0009120393 

50-400 

Q 


0007190017* 

QA799 



8009150286 

30-261 

8 


0009190024* 

QA999 



8009130289* 

30-261 

e 


8009240360 

30-317 

P 


8009160253 

50-261 

R 


8007240520 

TOPREP 



8009160238* 

30-261 

R 


0009240527* 

TOPREP 



8009160260 

50-324 

R 


0009250422* 

70-36 



8009160260 

30-324 

R 

COS. Inc 

6009120336 

NUREO 



8009160263* 

30-324 

R 


0009150385 

NUREO 



0009160376 

30-324 

P 

CONOCO. Inc CContinontlal Oil Co ) 

0009090198 

40-9743 



8009170186 

30-324 

P 

Cabot Corp 

8009050442 

XPOHTLIC 



8009170106 

30-324 

P 


0009050446* 

XPORTLIC 



0009170191* 

30-324 

P 


0009110632 

XPORTLIC 



8009170191* 

30-324 

P 


80091 I063S* 

XPORTLIC 



0009 I 70 197* 

30-324 

P 

Cahlli. Oordon & Reindal 

8009020462* 

30-393 

M 


8009100363 

30-324 

0 

California Initltuta of Tachnology 

8009020091* 

50-206 

P 


8009180430 

30-400 

Q 

California. Sbata of 

8009030581 

50-273 

H 


8009180450 

50-400 

0 


0009030633 

PR 



8009180430 

30-400 

0 


8009030643* 

PR 



8009180430 

30-400 

0 


8009030647* 

PR 



8009180570 

30-324 

8 


8009110019 

50-275 

0 


800919042S 

30-323 

P 


80091 10026 

PR 



8009190429* 

30-323 

P 


6009150404 

50-273 

0 


8009190469 

50-261 

S 


8009170339 

30-312 

p 


8009190477* 

50-261 

B 


80071 90B 6 3 

Sfeat* Prog 


8009230059 

30-324 

Q 


6009220406 

30-275 

o 


8009230039 

30-324 

0 


8009230616 

50-275 

o 


8009230067 

30-400 

Q 


B009250456* 

50-361 

A 


8009230080 

50-324 

Q 


8009020040 

90-224 

P 


8009230080 

30-324 

Q 


8009020049 

30-224 

F 


8009230005 

30-324 

Q 


CORPORATE SOURCE INDEX 


AUTHOR 

ACCESSION 

SUBJECT 




AUTHOR 

ACCESSION 

SUBJECT 


FILIATION 

NUHBER 

CATEGORY 



affiliation 

NUMBER 

CATEGORY 


eOO9S3OO0S 

50-324 

O 




30091 10044* 

30-445 

0 


8009230438 

30-324 

P 

Citi i»n* 

Committee for Protection oT the 

8009090363* 

50-247 

C 


S00923043B 

50-324 

P 

Environment 






B0092 30439* 

50-324 

P 

Citi tens 

Energy Forun 

0009230013 

50-280 

0 


0009230439* 

50-324 

P 

Cltiiens 

for 

Fair Regulation 

8009100435 

50-445 

G 








B00926000S 

50“-4-a3 

0 


8009230459 

30-324 

s 








0009230499 

30-324 

8 




8009260003 

M-445 

0 


0009230488* 

30-219 

S 

CIti lent 

for 

the Conservation of Natural 

8009040225 

50-376 

G 


8009230624 

50-323 

s 

Resourcesi Inc 





8009230635* 

30-323 

s 




6009040233 

50-376 

0 








8009110010 

50-376 

0 


8009230670 

30-323 

s 




8009110053 

50-376 

0 


8009230683* 

50-323 

s 








0009230693 

30-324 

0 




8009180564 

30-376 

0 


0009230693 

50-324 

o 




8009260670 

50-376 

0 


8009230709 

50-325 

8 




0009260681* 

50-376 

c 








8009260684* 

30-376 

0 


8009230717* 

50-323 

a 

Claveland Electric Illuminating Co 

8009020067 

50-440 

s 


8009230710 

30-323 

s 








8009230719 

50-324 

8 




B009100112* 

50-440 

0 


8009230723 

50-325 

B 




8009120297 

50-440 

a 


0009230727* 

50-324 

a 




8009160636 

50-440 

0 








8009190133 

50-440 

K 


B009230735* 

50-325 

8 




8009190133 

30-440 

K 


8009230736 

50-325 

8 








8009230740* 

50-325 

8 




8009 190138* 

50-440 

K 


0009230745* 

50-325 

8 




8009190130* 

50-440 

K 


8009240340* 

50-324 

0 




8009190141 

30-440 

K 








8009190141 

50-440 

K 


8009240340 

50-261 

0 




8009190144 

50-440 

K 


8009240356* 

50-324 

0 








0009240370 

50-324 

0 




8009190144 

30-440 

K 


8009240370 

50-324 

0 




8009190149 

30-440 

K 


B0092S0262 

50-261 

P 




8009190149 

50-440 

K 








9009190156 

30-440 

K 


8009250263 

30-324 

s 




8009190136 

50-440 

K 


8009250265 

80-324 

a 








B009 250301 

30-261 

3 




6009190162 

50-440 

K 


0009250304* 

50-261 

3 




8009190162 

50-440 

K 


8009250351* 

30-400 

0 




8009190165 

50-440 

K 








8009190165 

50-440 

K 


8009230351* 

30-400 

0 




8009190219 

50-440 

H 


0009230351* 

30-400 

a 








0009250351* 

30-400 

Q 




8009190219 

50-440 

K 


0009260497 

30-400 

Q 




8009190224 

50-440 

K 


8009260309 

30-400 

H 




8009190224 

50-440 

K 








B009 190234 

30-440 

K 


8009260635 

50-324 

8 




8009190234 

50-440 

H 


0009260630* 

30-324 

a 








0009290286 

50-323 

8 




8009190240 

30-440 

H 


0009290289 

30-324 

8 




8009190240 

30-440 

K 


8009290309* 

50-324 

S 




8009190244 

50-440 

K 








8009190244 

50-440 

K 


000929031 1* 

50-325 

8 




8009190248 

50-440 

K 


0009300357 

NUREG 









8009300474 

30-324 

8 




B0091 90248 

30-440 

K 


8009300479* 

50-324 

8 




8009190252 

30-440 

K 


B009300489 

50-325 

8 




0009190252 

30-440 

K 








8009190236* 

30-440 

H 


0009300509* 

SO-325 

8 




8009190236* 

30-440 

K 


9009300359 

30-323 

8 








0009300568* 

30-325 

8 




8009190263* 

30-440 

K 


0009300381 

30-400 

0 




0009190263* 

30-440 

K 

C«rptnt«r TrchnaloBV Corp 

0009120374 

XPORTLIC 





8009190270 

50-440 

K 







8009190270 

30-440 

K 

Central tc Sauth H««t Corp 

8009170177 

30-445 

H 




80091 90272 

30-440 

K 

8009170233* 

30-443 

H 








0009170233* 

50-448 

M 




8009190272 

50-440 

K 


0009170239* 

50-445 

M 




8009190279 

30-440 

K 


0009170369* 

30-445 

n 




0009 1 90279 

80-440 

K 








0009190285 

30-440 

K 


8009170369* 

50-445 

H 




8009190285 

50-440 

K 

Ceracj Int 

8009090665 

XPORTLIC 






50-440 


Chtn-Nuclear Inc 

9009220172 

7 I -90 BO 





0009190293 

K 

0009260059 

71-9097 





8009190293 

30-440 

R 

Chlckering fc Qragory 

0009110396 

50-361 

O 




8009190296 

50-440 

K 







8009190296 

50-440 

K 


8009110399* 

50-361 

G 




8009190303 

50-440 

K 


8009190083 

30-361 

0 







Chrlita-Marla 

00091 10002 

50-153 

0 




8009190303 

50-440 

K 

8009260650 

30-153 

0 




8009(90305 

50-440 

K 

Clociivnatt 0a« It Electric Co 

8009030588 

30-338 

F 




8009 1903 05 

50-440 

H 







8009190309 

50-440 

K 


0009030590* 

30-358 

F 




8009190309 

30-440 

K 


8009050272 

30-338 

O 








8009170422 

50-330 

Q 




8009190312 

50-440 

K 


0009170429 

50-338 

Q 




8009190312 

30-440 

K 


8009250227* 

30-350 

0 




BQ09I90314 

30-440 

K 







8009190314 

30-440 

K 


8009260137 

30-330 

0 




8009190318 

30-440 

K 


0009290460* 

50-330 

Q 





30-440 

K 


0009300016 

80-330 

0 




B00919031B 


8009300126* 

FOIA 





8009190321 

30-440 

H 

Cttiiens Agalnet Nuclear Dangers 

8009180394 

30-307 

0 




8009190321 

6009190329 

50-440 

30-440 

K 

K 

Cititens Association Tor Sound Energg 

8009090379 

30-448 

0 




0009190329 

30-440 

K 

8009090379 

30-448 

0 




8009190334 

50-440 



0009110034 

30-448 

0 




h 


8009110034 

50-448 

0 




8009190334 

30-440 

K 


8009110044* 

50-448 

0 




0009190337 

30-440 

K 


404 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Cahill D fi 


Colordlto State Univ 


Coloradsj State of 


Colt IndustriiCi Inc > Fairbanks Horte 
Engine Dlv 

Combuftlon Enslneirlngi Inc 


Cofflintrcai Dipt ofi National Bureau of 
Standard! 

Conjaerca< Dept ofi National Oceanographic 
Atmoipher Ic Ad mi nitration 


Committee to Bridge the Oap 
Commonwealth Edison Co 


ACCESSION 

NUMDEft 

SUBJECT 

CATECORy 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEOORV 

BO 09 1 90337 

50-440 

K 

8009030509 

50-237 

8 

8009190342 

30-440 

K 

8009030515* 

30-237 

S 

B0091 90342 

50-440 

K 

8009040532 

50-237 

Q 

BO 09 190371 

50-440 

K 

S009050349 

50-237 

P 

8009190371 

50-440 

K 

8009080330 

30-254 

P 

B009190404 

50-440 

K 

B0090S034t* 

50-254 

P 

8009190404 

50-440 

K 

8009080353 

30-295 

P 

0009190405 

50-440 

K 

8009060398 

30-265 

9 

8009190405 

30-440 

K 

8009080407* 

50-253 

8 

6009190407 

50-440 

K 

8009080412 

30-265 

8 

8009190407 

50-440 

K 

8009060417* 

30-265 

8 

600919040B 

30-440 

K 

8009080422 

30-254 

e 

800919040B 

50-440 

K 

8009080427* 

30-254 

8 

6009190410 

50-440 

K 

8009090013 

50-237 

Q 

8009190410 

50-440 

K 

0009090013 

30-237 

0 

8009190411 

50-440 

K 

8009090233 

50-559 

0 

8009190411 

50-440 

K. 

9009090294 

30-295 

R 

8009190413 

50-440 

K 

8009090294 

50-295 

n 

0009190413 

50-440 

K 

8009090298* 

50-295 

R 

8009190431 

30-440 

A 

6009090298* 

30-293 

R 

8009190431 

50-440 

A 

0009090394 

30-237 

P 

8009L90433e 

30-440 

A 

8009090394 

30-237 

P 

8009170435* 

30-440 

A 

8009090394 

50-237 

P 

8009030149 

50-357 

0 

0009090537* 

50-430 

F 

8009030152* 

50-357 

O 

0009 100532 

TOPREP 


8009020200* 

40-4492 


8009100348* 

TOPREP 


8009150483* 

CONTRACT 

8009110217 

70-2609 


8009190717 

REOOD 


B0091 10300 

30-295 

P 

8009250233* 

50-257 

R 

00091 10375 

50-10 

P 

80091 90374 

State Prog 

0009110375 

30-10 

P 

8009190977* 

State Pr 

Dg 

8009110543 

50-237 

0 

8009040425 

50-332 

s 

BOO? I 10543 

30-237 

Q 




B0091 10545 

30-237 

0 

8009050303* 

50-351 

A 

BD091 10S45 

30-237 

Q 

00091 10325 

50-335 

P 

80091 10545 

30-237 

Q 

80091 10705 

70-1100 








BOO? 110545 

50-237 

0 

8009230545* 

30-317 

P 

00091 10545 

50-237 

0 

8009230550* 

50-317 

P 

0009110545 

30-237 

Q 

80091 OOSO 4 

50-184 

F 

00091 10S4S 

30-237 

Q 




0009110543 

30-237 

a 

8009290253 

71-5740 





. 8009110847 

NA8TE HOT 

B0091 10345 

30-237 

0 




00091 1034S 

30-237 

a 




00091 10552 

30-237 

Q 

8009120014* 

CaNTBACT 


0009110362 

30-237 

0 

B0090 40203 

50-142 

0 

8009110352 

30-237 

0 

8009240455 

50-142 

o 




8009020105 

50-237 

p 

8009110552 

30-237 

a 

B007020105 

50-237 

p 

8009110737* 

30-234 

a 




8009120233 

30-234 

R 

8009020109 

30-10 

Q 

B009 120299 

30-293 

8 

8009020109 

30-10 

0 

0009120302 

30-293 

a 

8009020109 

SO-IO 

0 




8009020109 

30-10 

0 

8009 I 20305 

30-29 S 

8 

8009020109 

50-10 

0 

8009120320* 

30-293 

8 




6009120324* 

30-293 

a 

8009020109 

30-10 

0 

6009120331* 

30-298 

s 

8009020109 

30-10 

Q 

0009120391 

30-234 

0 

3009020275 

30-304 

G 




8009020279* 

30-304 

8 

8009120399* 

30-234 

8 

8007020294 

NUREO 


8009120404 

30-10 

P 




B009120445 

50-434 

F 

8009020301 

30-237 

S 

8009120445 

30-454 

F 

80 09020 3BB* 

30-237 

S 

8009120445 

50-434 

F 

B009020390 

30-234 

S 




8009020395 

50-293 

S 

8009120445 

50-454 

F 

6009020396* 

30-254 

s 

8009120453 

30-10 

F 




8009120453 

50-10 

F 

8009020401* 

30-295 

s 

8009120453 

SO-IO 

F 

8009020447 

50-293 

8 

8009150399 

71-9113 


8009020452 

50-295 

8 




800 9020 4 55* 

50-295 

8 

8009150215 

30-237 

P 

6009020457* 

50-293 

3 

8009160272 

30-234 

R 




8009150272 

30-254 

R 

8009030439 

50-293 

P 

B009150275« 

50-254 

R 

8009030439 

50-293 

P 

800? 150276* 

30-254 

R 

8009030440* 

30-295 

P 




8009030441 

50-295 

ft 

8009150293 

30-304 

8 

8009 0304 41 

30-275 

ft 

8009160305* 

30-304 

8 




80091 50333* 

30-31 1 

P 

9009030444* 

50-295 

R 

8009150374 

30-334 

Q 

8009030444* 

30-293 

R 

8009150408 

30-293 

8 

8009030448 

30-254 

R 




8009030448 

30-254 

R 

8009150426* 

50-293 

S 

B0090304S3* 

50-254 

R 

8009150SBS 

30-373 

A 




0009150581 

30-237 

Q 

6009030453* 

30-254 

R 

8009150681 

30-237 

Q 

8009030455 

30-10 

B 

0009150581 

50-237 

Q 

8009030455 

50-10 

R 




8009030455 

30-10 

R 

8009150581 

50-237 

a 

8009030457* 

50-10 

R 

8009150581 

30-237 

0 




8009 150581 

30-237 

0 

8009030457* 

50-10 

R 

8009150681 

30-237 

Q 

8009030457* 

50-10 

R 

0009150581 

50-237 

0 


CORPORATE SOURCE INDEX 


40B 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMDER 

SUBJECT 

CATECDRY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATECDRY 

6009160681 

50-237 

0 


8009260213 

SO-295 

P 

6009160681 

50-237 

G 


6009260465 

50-237 

P 

6007160681 

50-237 

Q 


0009260511 

50-373 

A 

8009160681 

50-237 

0 


0OO926O630« 

SO-293 

G 

6009170230 

50-237 

0 


0009290334 

50-10 

P 

0009170230 

50-237 

0 


0009290333 

50-10 

P 

8009170230 

50-237 

0 


0009290399 

30-373 

S 

8009170230 

50-237 

G 


0009300200 

50-10 

0 

0009170411 

50-10 

0 


8009300200 

30-10 

0 

B0091704I 1 

50-10 

0 


8009300200 

50-10 

0 

000917041 1 

50-10 

G 


8009300200 

50-10 

G 

8009170411 

50-10 

G 


3009300200 

50-10 

G 

8009170411 

50-10 

Q 


0009300200 

50-10 

G 

8007170411 

50-10 

G 


8009300200 

50-10 

Q 

0009170411 

50-10 

G 


0009300200 

SO-IO 

G 

0009170421 

50-237 

0 


0009300200 

SO- 10 

G 

8009170421 

90-237 

Q 


8009300200 

50-10 

G 

8009170421 

50-237 

G 


0009 300200 

50-10 

0 

0009170421 

50-237 

a 


0009300200 

50-10 

G 

0009160261 

70-2609 



8009300200 

50-10 

G 

8009100406 

50-373 

A 


0009300267 

50-295 

P 

0009180466 

50- 10 

Q 


0009300273* 

50-295 

P 

6009180466 

50-10 

0 


8009300287 

50-10 

V 

8009180466 

90-10 

0 


0009300297 

SO- 10 

V 

8009100466 

SO-10 

Q 


BO 093002 87 

50-10 

V 

0009100466 

50-10 

Q 


8009300207 

50-10 

V 

8009180466 

50-10 

0 


00093002 07 

50-10 

V 

8009100466 

50-10 

0 


0009300207 

50-10 

V 

0009100466 

50-10 

Q 


8009300287 

50-10 

V 

0009100466 

50-10 

Q 


8009300287 

50-10 

V 

0009100466 

50-10 

0 


8009300287 

50-10 

V 

0009100466 

50-10 

Q 


8009300207 

50-10 

V 

0009180466 

50-10 

Q 


0009300207 

50-10 

V 

8009190007 

50-373 

Q 


0009300287 

50-10 

V 

8009190007 

50-373 

G 


0009300207 

SO- to 

V 

0009190007 

90-373 

G 


B0093004SS 

50-454 

A 

0009190007 

50-373 

0 


0009300460 

50-237 

a 

8009190007 

30-373 

0 


0009300472 

50-237 

3 

0009190007 

50-373 

O 


0009300473* 

50-237 

3 

0009190403 

80-295 

P 


0009300478* 

50-237 

a 

0009190403 

50-295 

P 

Computir Data Svtteinii Inc 

0009180191* 

CONTRACT 


8009190469 

50-295 

P 

Campjtar 6yit«rn* Support Corp 

0009190190* 

CONTRACT 


0009190466 

50-295 

P 

CaiMlpiInc r Dalphi Syftcm* Div 

0009100255 

PT21 


0009220260 

90-265 

8 

Congrasi (Joliit St Rotating Connil ttavtr 

0009240117* 

FOIA 


90092202711* 

50-265 

S 

t tc 1 







Connecticut Yenkae Atomic Pauier Co 

0009020015 

50-213 

Q 

8009220274 

90-304 

a 





B009220278» 

50-304 

s 


0009020016* 

30-213 

a 

0009220201 

50-299 

s 


0009020231 

30-213 

p 

80092202874 

50-293 

8 


8009030373 

50-213 

p 

0009220293 

50-10 

P 


800903064 1 

50-213 

p 





8009030646* 

50-213 

p 

8009220349 

SO- 293 

S 





80092203 52« 

SO- 295 

s 


8009040300 

50-213 

R 

8009230463 

ao~io 

p 


8009110474 

50-213 

a 

a009230466« 

50-10 

p 


8009120247 

50-213 

0 

8009230990 

50-322 

A 


8009120257 

50-213 

p 





8009180175 

50-213 

R 

8007230672 

TOFREP 






6009230676 

50-237 

S 


800?160ia0» 

50-213 

R 

8009230681 

50-304 

0 


8009100357 

50-213 

p 

80092306a4» 

TOPREP 



8009100357 

50-213 

p 

8009230687* 

50-237 

s 


0009230621 

30-213 

p 





0009290351 

30-213 

p 

8009230704* 

50-304 

B 





8009230713 

50-10 

R 


8009290354* 

50-213 

p 

6009230780* 

50-10 

n 


0009290358* 

50-213 

p 

8009230720* 

50-10 

R 

, 

0009290362* 

30-213 

p 

0009230720* 

50-10 

R 


8009290367* 

50-213 

p 





8009290367* 

50-213 

p 

B00924059S 

50-10 

P 





0009240959 

50-10 

P 


0009290372* 

50-213 

p 

0009240393 

50-10 

P 


3009290372* 

50-213 

p 

0009250292 

50-10 

P 


3009290377* 

50-213 

p 

0009250292 

50-10 

P 


8009290377* 

50-213 

p 





000929030 1 » 

50-213 

p 

8009250344* 

50-295 

Q 





0009290468 

50-373 

G 


8009290301* 

50-213 

p 

8009290460 

50-373 

a 


0009270304* 

50-213 

p 

8009250460 

50-373 

G 


0009290304* 

50-213 

p 

0009250460 

50-373 

G 


0009290387* 

50-213 

p 





8009290387* 

50-213 

p 

8009290468 

50-373 

G 





8009290468 

50-373 

G 

Connecticut! State of 

0009190103 

PR 


8009290904 

50-237 

G 


0009260470 

50-213 

p 

B00929QS04 

50-237 

G 

ConncTi Hoot* S’ Corber 

0009050272 

50-368 

0 

8009250904 

50-237 

G 


0009230027 

50-395 

0 





BOO 93000 16 

30-350 

0 

0009260109 

50-10 

G 





0009260109 

50-10 

G 


0009300119* 

FQIA 


8009260109 

SO- 10 

G 

Conoco Coal Develapment Co 

8009150150 

40-8743 


8009260109 

50-10 

Q 

Conso 1 Idateil Eiliion Co of Nstu York 

8009030382 

SO-3 

R 

0009260109 

50-10 

0 


8009030382 

50-3 

R 



406 

AUTHOR 

AFFILIATION 

CORPORATE SOURCE INDEX 

ACCESS I OM SUBvfECT AUTHOR 

NITHBER CATECOHV AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



8009030382 

50-3 

R 



8009120463* 

90-295 

R 



0OO9OaO38&e 

50-3 

R 



8009120533 

REOOD 




8009030386* 

50-3 

R 



8009150344* 

90-199 

0 



8009030386* 

50-3 

ft 



8009160370 

90-299 

R 



80090304 SB 

50-247 

P 



8009160642 

90-413 

a 



8009030359 

SO-247 

P 



8009170063 

FOIA 




8009030610 

50-3 

S 



B0091 70259 

90-329 

A 



8009030610 

50-3 

s 



BOO 9 1702 59 

90-329 

A 



8009030616 

50-247 

p 



8009180102 

50-159 

Q 



8009030618* 

50-247 

p 



8009180292 

90-299 

J 



8009080329 

50-247 

p 



8009190098 

90-199 

8 



8009090242 

50-3 

0 



8009190101* 

90-195 

S 



8009090383 

50-3 

p 



8009190103# 

90-199 

S 



8009090383 

50-3 

p 



8009190124* 

90-199 

8 



8009090383 

50-3 

p 



8009190129* 

90-199 

8 



8009090423 

50-3 

0 



8009190218 

90-329 

K 



8009090484 

50-247 

p 



8009190221* 

90-329 

K 



8009090306 

50-247 

p 



8009190420 

90-329 

0 



8009120187 

50-3 

Q 



8009190661 

PRM 




8009120333 

50-247 

5 



8009220216* 

90-195 

0 



0009120381* 

50-247 

S 



8009220217* 

90-199 

0 



8009160363 

50-247 

S 



8009220218* 

90-199 

0 



8009160369* 

50-247 

8 



8009220238 

90-329 

A 



8009230432 

50-3 

R 



8009220238 

90-329 

A 



8009230432 

50-3 

ft 



8009220283 

90-299 

6 



8009230432 

50-3 

ft 



8009220289* 

90-299 

a 



8009230433* 

50-3 

ft 



8009230110 

90-329 

0 



8009230433* 

50-3 

R 



8009230273 

90-329 

8 



8009230433* 

50-3 

ft 



8009230436 

90-295 

P 



B0092304S1 

50-247 

P 



8009230440 

90-293 

P 



8009230968 

50-247 

R 



B009230443 

90-199 

J 



8009230571* 

50-247 

R 



8009230458 

90-299 

P 



8009240492 

50-3 

R 



8009230912 

50-295 

R 



B0092 40452 

50-3 

R 



8009230550 

80-329 

A 



8009240452 

50-3 

R 



8009230990 

50-329 

A 



8009250266 

50-3 

P 



8009230999* 

30-329 

A 



8009250266 

30-3 

P 



8009230999* 

90-329 

A 



8009300384 

90-247 

P 



8009230962* 

50-329 

A 



8009300481 

30-247 

P 



B009230612 

30-295 

8 



8009300524 

80-247 

S 



B00923061B* 

90-299 

8 



9009300530* 

50-247 

s 



B00925026e 

30-329 

a 

ConsumBn 

Power Co 

0008080297 

50-329 

F 



B00929026S 

90-329 

a 



9008190605 

90-329 

8 



8009290278 

90-199 

p 



8009020070 

90-199 

8 



8009290279* 

90-199 

p 



8009020077* 

90-159 

B 



8009290284 

30-329 

a 



8009020262 

50-259 

Q 



8009250284 

90-329 

B 



8009020266 

50-199 

8 



8009260002* 

30-329 

0 



8009020271* 

30-155 

8 



8009260123 

90-199 

Q 



8009020343* 

90-159 

P 



B009260146 

90-193 

Q 



9009030117* 

50-255 

Q 



8009260266 

90-369 

0 



80090 30430 

50-295 

P 



B009260266 

80-369 

0 



8009030490 

ao-153 

P 



8009260273 

90-369 

0 



8009030544 

30-155 

ft 



8009260273 

90-369 

0 



8009030547* 

90-199 

R 



B009260488 

90-299 

B 



8009030583 

50-295 

S 



B009360492* 

90-293 

8 



8009030594* 

50-259 

S 



8009260496* 

90-299 

8 



8009030624 

50-299 

0 



8009290360 

90-329 

8 



B009030627* 

50-299 

Q 



8009290360 

90-329 

8 



80090307 IB 

50-329 

0 



8009290364 

90-299 

P 



8009040295 

50-329 

R 



B00929036B 

30-329 

A 



8009040423 

50-199 

P 



8009290368 

90-329 

A 



8009040423 

90-155 

P 



8009290475* 

90-329 

Q 



8009080406 

S0-29S 

8 



6009300023 

90-329 

0 



8009080414* 

50-255 

8 



8009300023 

90-329 

0 



8009080418 

50-239 

g 



8009300231 

30-199 

P 



8009080426* 

50-255 

8 



8009300484 

90-299 

e 



8009080432 

SO -233 

8 



8009300487* 

90-299 

a 



8009QB0437* 

30-235 

8 



8009300492 

90-299 

B 



8009090397 

50-329 

A 



8009300499* 

30-299 

a 



80090904S8 

50-155 

8 



8009300907 

90-329 

A 



8009090474* 

90-159 

8 



8009300507 

50-329 

A 



8009090500 

90-329 

A 

Contr* Cotla IiKtuiLrlal X-Rau Co 

8009090093 

71-9033 




8009090500 

50-329 

A 

Control Data Corp 


8009020185 

FOIA 




8OO909O511* 

90-329 

A 

Coopar Induttrlai 

t Inc , 1 Coopar - 

8009290398* 

90-382 

8 



8009090511* 

90-329 

A 

B»ii««i*r Co Siv. 










Coopar Induftrla* 

1 Inc 1 Coopar Energy 

8009290401* 

90-382 

8 



8009090548 

30-255 

Q 

Barvlca* Olv 







8009100921 

90-193 

P 








8009100973 

30-153 

P 

Cornall Unlv 


8009020355 

NUREO 




8009100574 

90-139 

P 



8009230643 

90-197 

P 



8009110428 

50-239 

F 



8009230649* 

90-197 

P 








8009230692* 

90-197 

P 



8009110730* 

50-239 

Q 



8009230699* 

90-197 

P 



8009110B20* 

50-195 

O 








8009120384 

50-295 

s 



8009230668* 

90-197 

P 



8009120388* 

50-255 

B 



8009230668* 

90-197 

P 



8009120497 

50-293 

R 

Cottar Corp 


8009190997 

40-8692 




AUTHOR 

AFFILIATION 


Cculit Rijlan Enargy Coalition 


Council on Envlronnicntal Quality 
Cowl niton tc Burling 
Cttaroi. Inc 

Cvahtrland Count gi PA 
Dalt CountVc FI 
Cacdilaan Asooclatoof Inc 
Oalritand Pewor Cooparativa 


Oinaa k Moor a 


OiirtdBUtk CoIlafiO 
Oiti Coniuitantoi Inc 
Oaun Klnlni Co 


Dakavolia b Li batman 


Dclaciii> Dapt. of > Oefanoa tntalliganca 
Ajoneii 

OtfanaiiOapb ofi Oafanaa Nuclaar Agancy 


Dtl Kar Tachnlcal Asioclataa 
Calavaroi 8t«ta of 
Oatroit Edlaon Co 


Cot - Caarclv Ataeclataa 
Oojigottif 8.A. 

l>otr|b«rtvt vl B 

Bau CAaiMlcal Co 
Dravo Corp 
Outa Potiar Co 


CORPORATE SOURCE INDEX 


407 


ACCESSION 

SUBJECT 

AUTHOR ACCESSION 

SUBJECT 

NUMBER 

CATEQDHV 

AFFILIATION NUMBER 

CATEOOHV 

0009230001 

50-409 

0 

8009020044 

30-269 

R 

9009230002# 

80-409 

0 

8009020044 

50-269 

R 

8009230004# 

50-409 

0 

8009020047# 

30-26? 

R 

e0092A067S 

30-409 

0 

B009020047# 

30-269 

R 

8009260677# 

50-409 

0 

B0090a0047* 

50-269 

R 

B009090798# 

80-367 

0 

8009020139 

30-488 

0 

8009240050# 

50-275 

0 

8009020211 

30-483 

0 

8009 170 162 

50-389 

H 

0009020371 

30-369 

A 

8009300476 

50-250 

M 

a 009020371 

30-369 

A 

8009160198 

NUREO 


8009030133 

50-369 

0 

8009090380 

50-320 

H 

B00903044S 

SO-269 

8 

0009290180 

50-250 

« 

8009030449# 

30-269 

B 

8009240291 

RES 


S009030468 

30-270 

5 

8009020041 

30-409 

0 

8009030474# 

50-270 

8 

8009030239 

50-409 

P 

8009030307 

SO-287 

P 

8009030243* 

80-409 

P 

B009030'313# 

30-237 

P 

8009030494 

50-4 09 

8 

B00903060S 

90-269 

0 

8009030497# 

30-409 

a 

8009030605 

50-269 

0 

8009090008 

30-409 

Q 

3009030605 

30-269 

Q 

8009090010 

50-409 

Q. 

3009040333 

30-369 

8 

8009090336 

50-409 

0 

8009040383 

50-369 

S 

8009090929 

50-409 

P 

3009040640 

50-269 

a 

8009160250 

80-409 

ft 

8009050006 

50-369 

0 

8009160293* 

50-409 

ft 

8009050087# 

50-369 

0 

Q00922014S 

30-409 

P 

B009030S45 

50-369 

a 

8009230648 

50-409 

3 

8009080312 

50-413 

a 

B009230697# 

30-409 

S 

8009000312 

50-413 

a 

8009230664# 

80-409 

3 

8009090577 

50-269 

R 

8009240343 

50-409 

P 

B009090S77 

90-269 

R 

80092403 SO# 

30-409 

P 

8009090577 

50-269 

R 

8009260157 

50-409 

Q 

0009090562# 

30-269 

R 

8009260630 

30-409 

8 

BOO 9090582# 

SO-269 

ft 

8009260636# 

80-409 

3 

BO 09090582# 

50-269 

R 

8009300008 

50-409 

0 

6009100439 

50-269 

P 

8009020D99# 

80-403 

A 

£3009100439 

50-269 

P 

8009120603 

40-0004 


9009100439 

50-269 

P 

8009290171# 

50-170 

F 

B009 100807# 

90-269 

0 

8009260680# 

contract 


6009100807* 

50-269 

0 

8009180180# 

contract 


B009100e07« 

50-269 

a 

8009290499 

WASTE HOT 

0009110275 

70-2623 


80092909Q1# 

WASTE MOT 

8009110345 

50-369 

A 

8009050086 

30-369 

0 

B0091 10345 

50-369 

A 

00091 10048 

90-445 

Q 

0009110423 

50-413 

0 

8009110781 

30-445 

0 

6009110653 

90-269 

0 

8009170141 

80-445 

s 

8009110653 

50-269 

a 

8009170141 

50-445 

0 

B009 110653 

30-269 

a 

8009170369# 

30.-445 

K 

0009120212 

30-480 

a 

8009230005 

50-445 

0 

6009120262 

30-370 

Q 

8009260010 

80-369 

0 

S009120414 

50-26? 

3 

8009260266 

SO-369 

0 

8009120418 

50-270 

8 

8009260266 

50-369 

0 

8009120431# 

30-270 

B 

8009260273 

80-369 

0 

9009120436# 

50-269 

8 

8009260273 

50-369 

0 

8009120576 

30-483 

0 

8009290020 

80-489 

0 

8009120587 

50-413 

Q 

8009300009 

30-395 

0 

8009120387 

50-413 

0 

8009290168 

50-170 

F 

8009120598 

50-369 

0 




8 0091 80 590 

30-369 

Cl 

8009030450 

90-170 

P 

H0091S0369# 

50-370 

0 

8009030452* 

50-170 

P 

9009150383 

50-287 

B 

8009190193 

90-170 

V 

8009150439 

50-369 

A 

8009190199* 

30-170 

V 







8009150439 

SO-369 

A 

8009290359 

30-170 

p 

80091SOS4B 

50-369 

A 

8009160231# 

30-206 

p 

8009160261 

50-369 

A 

8009100446 

PR 


8009160477 

50-269 

6 

8009030602 

50-341 

A 

B0091604BO# 

30-269 

S 

0009040455 

30-341 

8 







BQ09160S40# 

50-269 

0 

8009090417 

50-341 

0 

80091605414 

SO-269 

<2 

8009160417 

30-341 

s 

80091605414 

30-269 

a 

0009180016 

50-341 

a 

8009160600 

30-369 

A 

8009180029 

50-341 

a 

3009160633 

50-369 

0 

8009240507# 

50-341 

A 







3009170233 

50-269 

Q 

8009240S09# 

50-341 

A 

8009170371 

50-413 

0 

8009240313# 

30-341 

A 

0009180322 

80-369 

A 

8009250446 

50-341 

Q 

0009180322 

50-369 

A 

8009110339 

FQIA 


0009180327# 

50-369 

A 

8009160527 

50-466 

0 







3009 180327# 

50-369 

A 

8009230013 

S0-2B0 

0 

S009 180376 

50-369 

A 

8009220139 

TOPREP 


0OO91BO39S 

50-297 

S 

8009160486 

WA8TE MOT 

8009180409# 

50-207 

a 

8009020025 

50-269 

P 

8009190399 

SO-369 

A 

8009020029 

50-369 

F 







0009190399 

50-369 

A 

8009020029 

50-369 

F 

8009190399 

50-369 

A 

8009020033# 

50-369 

F 

8009190424 

30-269 

J 

8009020033# 

30-369 

F 

B009190424 

SO-269 

J 

8009020044 

50-269 

R 

0009190424 

SO-269 

J 



AOB 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Duqua-tn* Lights Co 


ACCESSION 

NUrtOER 

SUBJECT 

CATEODRV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRV 

80091 9046 S 

SO-269 

R 


8009240450 

50-334 

8 

8009190463 

50-269 

R 


8009240456# 

50-334 

8 

0009 190462 

50-269 

R 


8009240458# 

50-334 

S 

8009190473* 

50-269 

R 


8009240461# 

30-334 

9 

8009190473* 

SO-269 

R 


B0092S0251 

30-334 

a 

8009190473# 

SO-269 

R 


8009290251 

SO-334 

s 

80091 90 S06 

50-369 

A 


0009290257# 

30-334 

8 

8009190506 

50-369 

A 


8009300359 

30-334 

P 

B009230496 

50-270 

8 


0009300390 

NUREO 


8009230504# 

50-270 

8 


8009300412 

30-334 

S 

8009230509 

50-270 

S 

E I du Pant d# Neinaur* 6 Co ■ Inc 

8009120540 

REOOD 


8009230517# 

50-270 

S 

EDS Nuclvafi Inc 

0009090088 

50-263 

Q 

8009230724 

50-269 

P 

EOltO Iilahoi Inc 

8009030010 

RES 


8009240206# 

S 0-369 

0 


0009050399 

RES 


B009210212* 

50-369 

a 


8009050405 

RES 


800924 0220* 

50-369 

a 


8009100412 

RES 


S009240263# 

50-370 

0 


8009100520 

RES 


8009240290* 

50-413 

Q 


8009100530 

RE9 


B00924O290# 

50-413 

0 


8009120579 

50-263 

P 

8009240297# 

50-413 

0 


0009120639 

50-315 

P 

0009240297* 

SO-413 

a 


8009120666 

RES 


0009240298# 

50-413 

Q 


6009180309 

50-336 

P 

B009240409 

50-369 

A 


8009190768 

RE8 


0009240448 

50-369 

V 


8009260069 

RES 


0009240448 

50-369 

V 


8009260075 

R£9 


8009240481 

50-369 

s 


8009260084 

50-316 

P 

B00924048? 

50-369 

A 


0009260099 

RES 


8009240489 

50-369 

A 


8009260110 

50-263 

F 

0009250191 

50-369 

0 


8009260520 

50-315 

P 

8009350339 

bo-413 

0 


8009260542 

RES 


0009260010 

50-369 

0 


8009260358 

RE8 


8009260010 

50-369 

0 


8009260568 

50-315 

P 

B009260490 

50-287 

s 

£060. Inc 

8009020366 

30-312 

P 

QO0926O49S# 

50-287 

a 

Earth Sciane#!' A«iaciat#i 

8009040256# 

50-70 

P 

0009290020 

50-488 

0 

Eaton Corp Cutl#r-H#niiri*r Product# Olv 

8009260018 

30-440 

9 

0009290303 

50-369 

A 

Eborlln# Initruniant Corp 

8009190123* 

40-2061 


000729037! 

50-369 

A 

Ecksrti Svanantf Chirin ti Nellott 

8009110028 

XPORTLIC 


8009290371 

50-369 

A 

EdllOTi Elactric Instltuta 

8009050434 

PR 


00093001 57 

50-369 

O 


8009220219 

NUREO 


8009300428 

50-269 

J 


8009230644 

PR 


8009300428 

SO-269 

J 

Ed low Intarnatianal Co 

8009090659 

XPORTLIC 


8009300428 

50-269 

J 


8009190245 

XPORTLIC 


8009300434 

50-369 

A 


8009230799 

XPORTLIC 


8009300486 

50-269 

P 


8009290157 

XPORTLIC 


8009300486 

50-269 

P 


8009300668 

XPORTLIC 


8009300486 

50-269 

P 

ElchharnfElchhorn 6 Link 

8009040281 

50-367 

0 

8009300543 

50-334 

9 


8009080509 

50-367 

0 

0009300547 

50-31 1 

3 


800908051 1 

30-367 

0 

8009300626# 

50-269 

a 


8009110808 

30-367 

0 

8009300626# 

50-269 

a 


B0091 90039 

30-367 

0 

8007300626# 

SO-269 

Q 


8009230035 

50-367 

0 

8009030390 

50-334 

R 


8009300025 

50-367 

0 

8009030395# 

50-334 

R 


8009300376 

30-367 

0 

8009030250 

50-334 

8 

Elactrlc Pouitr Raiaarch Initltuta 

8009110256# 

CONTRACT 


0009050254# 

50-334 

8 


80091 10433# 

50-338 

p 

0009080309 

50-334 

0 

El freth Allay Apothacarg 

8006240527 

Docket 30 

8009090116 

50-334 

Q 

Enargg Fual# Nuclaan Inc 

0009100666 

40-8681 


8009090248 

50-412 

0 


8009170127 

40-8601 


8009090374 

50-334 

0 


8009300237 

40-8681 


8009090403 

50-334 

P 


8009300409 

40-8601 


8009090412# 

50-334 

P 

Energy In corpora tad 

8009260669 

NUREO 


8009100389# 

50-334 

0 


8009300236# 

50-153 

p 

8009100609 

50-334 

p 

Enarggi Rapt of 

8009050205 

71-9509 


8009120377 

50-334 

8 


8009050209* 

71-9309 


8009120386# 

SO-334 

a 


8009050412# 

FOIA 


8009150393 

50-334 

9 


B009090S49 

50-537 

B 

8009160309 

50-334 

8 


8009100074# 

30-299 

H 

8009160311# 

50-334 

s 


8009100590 

PR 


8009160313# 

50-334 

8 


8009150241* 

30-320 

H 

8009I6040S 

SO-334 

8 


0009190329 

PR 


8009160411# 

50-334 

8 


8009190762 

WASTE MOT 

8009160444 

SO-334 

3 


8009220046 

WASTE MOT 

BD0?1604St# 

50-334 

3 


8009240563 

PR 


8009160470 

50-034 

a 


8009300306# 

SO-275 

H 

8009160472# 

50-034 

s 


0009300306# 

30-273 

H 

8009180108 

50-334 

R 

EnargyiDapt afi Clinch River Srtadar 

8009020002 

SO-337 

B 

0009100194# 

50-334 

R 

Reactor Plant 




8009190446 

50-334 

R 


0009020003# 

80-537 

B 

0009190500 

50-334 

8 


8009020014 

50-537 

A 

8009230263 

30-334 

P 


8009090573 

30-537 

8 




Englnaarlng Dactalon Analgslc Compangi 

8009180477* 

30-70 

P 

0009230269# 

50-334 

P 

Ine.. 




0OO923O4S4 

50-334 

P 





8009230593 

50-334 

P 

Environmental Coalition on Nuclear Power 

0009120368 

PR 


8009230601 

50-334 

P 


8009120374* 

PR 


8009230711 

30-334 

P 


8009120379* 

PR 




CORPORATE SOURCE INDEX 


409 


AUTHOR 
AFf rLlATION 


Environnintal Dtftrtie Fund 
Envtranntntai Protvction Agtncy 


Eurai^tan Conmuni 1 1 ■ *> Commlstlon of 


Ccaen Cut; 

E[a«n Muclaar Ca i Inc (tubi at Eixon 
Corp ) 


F<dl«r«l Anirlcan Paptnan 


F«ilaral Emarganc^ Hanagamint Agancg 

Flacaan.C A 

Fla I aclia lc«T< D B 


Florida Cttlao 


Florida Pouar !• Light Go 


ACCESSION 

NUMDER 


0OO926O&6S 
0009300010 
6009240070* 
6009170144 
60091 9077S» 

6009300216 
6009110959 
60091 10'964 
8009110500 
0009190256 

0009260164 

0009040+73 

0OO9O4O47S» 

0009040490 

0009110278 

0009110710 
8009160923 
6009ie0099» 
0OO926OJO9 
00092601 17* 

0009260477 

0DO926O402tt 

0009260487* 

8009260493* 

0009260490* 

0009260504* 
8009100654 
8009I006S7* 
00091 10266 
0009170234 

0009000399 
8009160360 
00091 S0099* 
0009160234 
0009220262 

0009240544 
0009170162 
0009 I 90091 
8009190091 
0009220222* 

0009220223* 
8007290624 
000729062 S» 
0009020079* 
8009020192 

0009020195 

0009020195 

0009020306 

0009020365 

8009020372* 

0009030236 

0009030300 

0009030300 

8009030633 

8009090257 

8009090290 

8009090290 

0009090306* 

B0090903I1* 

8009090311* 

0009100595 
0009110166* 
8009110693 
8009110053 
00091 10053 

8009120307 

8009120312 

0009120313 

8009120319* 

8009120316* 

8009120319* 

8009120350 

B0091203B5* 

8009120491* 

0009120520* 

8009120671 

0009120671 

8009150251 

8009150262 

00091902GB 

0009150290* 

800916Q033 

8009160041* 

8009160200 


SUBJECT 

CATECOHV 


50-289 0 

50-289 0 

FOIA 
40-8745 
lOCFR 

40-2061 

XFORTLIC 

XFDRTLIC 

XPORTLIC 

XPORTLIC 

71-9022 

70-1257 

70-1257 
50-335 P 
70-1257 

70-1257 

70- 1257 
QA999 

71- 6581 
71-6501 

TOPBEP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

40-4492 

40-4492 

40-4492 

40-4492 


30-395 

F 

50-250 

0 

50-275 

0 

50-275 

0 

50-275 

0 

50-389 

M 

30-335 

M 

50-335 

M 

50-3B9 

M 

50-309 

M 

50-335 

F 

50-335 

F 

30-250 

0 

50-335 

0 

50-250 

0 

50-250 

0 

50-335 

0 

50-333 

a 

50-333 

s 

50-250 

p 

50-250 

a 

50-250 

Q 

50-389 

A 

50-250 

P 

60-250 

R 

50-250 

R 

50-250 

R 

50-250 

R 

50-250 

R 

50-389 

8 

50-250 

Q 

50-389 

0 

50-250 

a 

50-250 

a 

50-335 

0 

50-335 

8 

50-251 

S 

50-231 

a 

50-335 

s 

50-335 

s 

50-250 

a 

50-250 

8 

50-250 

Q 

30-250 

0 

50-250 

0 

50-250 

Q 

30-33 S 

P 

50-389 

A 

50-335 

S 

50-335 

S 

50-389 

M 

50-389 

H 

50-335 

P 


AUTHOR 

AFFILIATION 


Florida Poiii«r Corp 


Florida Rural Legal Sarviceti Inc 
Florldsi UaIv oft Oalnasvllla 

Fluor Pohitr ServicBi Inc 

Fa* Induitrloo 

Fa«. Farr Cunningham 

Frankhausari 0 0 

Franklin in* t£ tuta/Frankl in Research 
Cantor 


ACCESSION 

MUMPER 


8009160378 

0009160378 

8009160378 

8009160639 

8009170279 

G 009 170 279 

6009170279 

8009170281* 

8009170201* 

8009170201* 

G009170374 

8009180444 

8009190137 

8009190206 

8009190206 

8009190209* 

0009190209* 

8009230306 

0009240174 

0009240412 

0OO92SO2O7 

0009290343 

0009290343 

0009300040 

0009300129 

8009300129 

0009300152 

0009300177 

0009300177 

0009300372 

0009300476 

0009300402 

8009300483* 

8009300490 

0OO93OO494* 

0009020197 
0009030200 
0009030206* 
8007030230 
BOO 903047 S 

8009030482* 

8009030497 

0009030503* 

0009030600 

0009030609* 

8009050265 

8009050260* 

0009090278 

0009090442 

8009100933 

8009110337 

0009110342* 

0009150280 

0009150282* 

0009160639 

8009170200 

8009170209* 

8009180205 

8009190796 

8009320361 

8009220365* 

8009240104* 

8009240620* 

8009290290 

8009290306* 

8009300143 

8009300624 

8009160309 

0009190211* 

0009300390 

0009300394 

8009040270 

0009030693 

0009020140* 

8009020463* 

0009020467* 
0009020470* 
6009020473* 
8009020474* 
8009040 1 03* 

8009040 1 29* 
B009040315* 
8009040544* 
8009050456* 


SWJECT 

CATEQORV 


50-250 P 
30-250 P 
go-250 P 
50-250 0 

50-250 R 

50-250 R 
50-250 R 
50-250 R 
50-250 R 
SO-250 R 

50-333 Q 
50-335 P 
50-335 0 

50-230 P 
50-250 P 

50-250 P 
50-250 P 
50-335 P 
50-389 Q 
50-250 0 

50-230 Q 
50-250 P 
50-250 P 
30-389 Q 
50-250 P 

50-250 P 
50-333 Q 
30-250 P 
50-230 P 
50-333 0 

50-250 M 
50-335 S 
50-335 8 

50-250 3 

50-250 a 

50-302 3 

50-302 R 
50-302 R 
50-302 F 
50-302 8 

50-302 S 
50-302 S 
50-302 B 
50-302 3 

50-302 9 

50-302 S 
50-302 9 

50-302 P 
50-302 P 
50-302 a 

50-302 S 
30-302 S 
50-302 B 
50-302 B 
50-250 O 

50-302 P 
30-302 P 
30-302 F 
30-302 0 

50-302 R 

50-302 R 
30-302 0 

50-302 P 
50-302 8 

50-302 8 

50-302 0 

FOIA 

50-03 P 

HIGC 

NUREO 

TOPREP 
50-237 O 
30-358 0 

30-331 P 

50-10 P 

50-10 P 
50-10 P 
50-10 P 
50-10 P 
50-153 P 

50-263 P 
30-324 P 
50-271 P 
50-293 P 


410 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Friandt of fcha Earth 

Oarv^ (N 


Gassar Aiiociatct 

Oaneral Atonic Co Iiubt of Gulf Oil 
Co > 


Oontral Atomic Co (fubi of Oulf Oil 
Carp ) 

Oanaral Dynantca Corp lElootrlc Boat Oiv 
Ganoral Elaet^rlc Co 


Ofnaral Eloctrlc Co. ■ Nuclear Enorgy 
Pro'iiuctt Div. 


Oonaral Eltcfcrlc Optrating Plant Omnan 
Group 


6009050 SOI a 
6009150426* 
6009170260* 
6009170402* 
6009160219* 

6009100406 

6009110399* 

6009030149 

6009030132* 

8009090627* 

8009090633* 

0009090635* 

6009110222* 

6009260242* 

6009120697 


6009220321* 

6009300083 

8009170136 

6009020023 

6009020412* 

8009030357 

6009030978 

6009030639 

6009040253 

60090S032S 

6009090328* 
8009030363 
8009030365* 
80090 504S4 
6009030459 

6009090974 

6009100032 

6009100061* 

8009I1016I* 

6007110225 

8009110227 

0009110273 

0009110279 

6009110436 

8009110443* 

6007110408 

0009110763 

6009120009 

8009160192 

8009160270 

6009160366 

8009160420 

6009160424 

6009160436* 

6009180474 

0OO918OSO9 

6009190751 

8009230308 

0009230431* 

6009230473* 

6007240680 
6009240703 
800925024 5 
80092600S1 
6009260106 

600926039 I 
8009260466 
6009260501 
6009300227 
6009300302* 

0009300307* 

8009300477 

8009300483* 

6009300583* 

0009300586* 

8009030505 

6009050414 

0009050417* 

8009050419* 

8009090066 

6009110030 

8009150001 

0009150601 

0009190111 

6009230308 


6009230430 


SO-29 P 
50-317 P 
50-333 P 
50-220 P 
50-336 P 

SO-361 0 

50-361 O 
50-367 O 
50-067 O 
50-367 0 

50-367 0 

50-367 0 

CONTRACT 
CONTRACT 
50-295 S 


50-267 Q 
XPORTLIC 

71-6717 
NUREO 
50-296 P 

TOPREP 
70-1300 
50-70 P 

50-70 P 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

70-2706 

70-1308 

70-1201 

XPORTLIC 

CONTRACT 

70-1113 

70-754 

70-734 

XPORTLIC 

70-754 

TOPREP 

TOPREP 

70-1300 

70-2706 

70-754 

TOPREP 

XPORTLIC 

TOPREP 
50-201 0 

TOPREP 
TOPREP 
80-70 P 

70-1007 

70-764 

TOPREP 

TOPREP 

TOPREP 

70- 2786 

71- 5926 

50 -70 P 

71-3990 

71-5971 

71-9044 
50- 536 P 
71-9049 
71-6400 
50-245 P 

50-243 P 
TOPREP 
TOPREP 
70-1300 

70- 1300 

50-333 P 

7J-9019 

71- 9019 
71-9019 

70- 1113 

XPORTLIC 

71- 5900 
70-1113 
70-1113 
TOPREP 


TOPREP 


AUTHOR 

AFFILIATION 


ACCESS I ON SUBJECT 

NUMBER CATEGORY 


6009230472 

Oenaral Public Utlliiiat - GPU Service 6009090608* 
Corp 

6009110320 

6009110330* 

8009160359 


TOPREP 
50-289 I 

50-320 P 
50-320 P 
50-320 p 


6009160361* 

8009170265 

6009180370 

6009240541 

80093003S0 


50-320 p 
80-320 P 
80-289 1 
80-320 P 
50-287 R 


Oaorga B Buth It Co 

Oaorg* Uht Co < Inc 
Georgia Pouer Co 


B009300SSO 

8009090202 

6009090213 

8009260066 

8009020160 


50-269 R 
XPORTLIC 
XPORTLIC 
XPORTLIC 
50-321 Q 


8009020180 

6009020287 

6009020362 

8009020367* 

8009020369 

8009020374* 

8009020393 

8009020393 

6009020400 

8009020404 

8009020405* 

8009020414* 

0009020419 

6009020433* 

8009020436 

8009020439 

6009020444* 

8009020446* 

6009020461 

0009020469* 

800903041 S 

8009030415 

8009030419* 

8009030419* 

0009030442 

8009030447* 

8009030451 

8009030461* 

8009030484 

8009030489 

8009030489 

0009040458 

0009040458 

0009040635 

8009040635 

BOO9O40637 

8009040637 

B0090S0076 

8009050291 

0009090428 

8009090438* 

8009090443 

8009090460* 

8009090469 

8009090480* 

8009090486 
8009090495* 
8009100416 
80091 10671 
0009110676 

8009110676 
80071 10828* 
8007150162 
8009150281 
80091 50263* 

8009150291 

8009150294* 

8009180295 

8009150298* 

0009180331 

8009150335* 
8009150362 
8009150384 
80091 50388* 
8009150366* 

8009160288 
8009 160306* 
6009160448 
6009160448 


50-321 Q 
80-321 0 
50-366 a 
50-366 6 
50-366 8 

50-366 8 
50-321 Q 
50-321 Q 
50-366 B 
80-321 8 

50-366 9 
50-321 8 
80-366 8 
50-366 a 
50-321 S 

50-321 6 
50-321 B 
50-321 8 
80-321 a 

30-321 8 

50-321 R 
50-321 R 
50-321 R 
50-321 R 
50-366 a 

30-366 8 
50-366 0 
50-366 6 
80-321 F 
50-484 a 

50-484 8 
30-424 B 
80-424 S 
50-424 0 
50-424 0 

50-424 0 
50-424 Q 
50-321 0 
50-321 U 
50-366 B 

50-366 8 
50-321 9 
50-321 8 
50-321 a 
50-321 8 

50-366 8 
50-366 6 
50-424 6 
50-321 Q 
50-321 Q 

50-321 0 
50-321 a 
50-321 0 
50-321 8 
50-321 8 

50-321 8 
50-321 9 
50-321 6 
50-321 8 
50-366 8 

50-366 8 
50-321 8 
50-321 a 
50-321 9 
50-321 a 

50-366 a 
50-366 9 
50-321 F 
50-321 F 



CORPORATE SOURCE INDEX 
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WTiion 
Arrii iation 


ACCCUaiON OUDJCCT 

NOrtUt n CATCOORY 


OOOYJOOl'>9 

aOOTlPOSOQii 

QOO?iooaas» 

0007 100490 
000919043a 


30-aai R 
90-aai R 
90-aA6 R 
90-366 R 
90-331 P 


0009190433 00-331 f 
00091 90430 » 90-331 P 
0009l9043a« 90-331 P 
0009 I 90433 » 90-331 P 
0009190493 90-434 0 

0009330133 90-434 0 
0009330133 10*434 0 
0009330103 90-331 0 
0009330103 90-331 0 
0009330316 90-366 0 


00ma40367 90-331 0 
000934036'/ 90-331 0 
0009340309 80-434 0 
0009340309 90-434 0 
0009390370 90-366 0 

0009290301 « 90-366 0 
0009300104 90-321 0 
0009300104 90-321 a 
0009300110 90-424 0 
0009300497 90-321 0 


Otorti«. at«t* of 


0009300903* 

0009300917 

0009300926* 

0009100097* 

1)009130079* 


00-321 0 
90-366 0 
go -366 0 
Ot*i« Prfls 
COMTRAC r 


Oiol*chnlc*l f njln**i’#i Inc 0009I90097* CDN3HACT 
ti-tlku Oil Co • PfirotOAilc * Co Olv 0000000107 40*6699 

O0OVIOOO67 40-6699 
0009100313* 40-6699 
0009100333* 40-6699 


Ollbi h lllllt 


Inc liiib* 


of Ofavo Copp 


) 0009830330* 
0009330344* 
0009330344* 
0009330340* 
0009330340* 

000932039/* 

0009280397* 

0009230360* 

O0O933O36O* 

0009230300* 

0009330300* 

0009320303* 

0009220303* 

0009220309* 

0009220309* 


00*449 A 
00-449 A 
no- 44 9 A 
90-449 A 
90-449 A 

80-449 A 
90-449 A 
90-449 A 
90-449 A 
00-449 A 

00-449 A 
00-449 A 
00-449 A 
00 449 A 
90 *449 A 


0009320307* 00-449 A 
0009220307* 00-449 A 
0009280392* 00-449 A 
0009220392* 00-449 A 
0009220393* 00-449 A 


01iktr4/CoiMiRtiu»*lth Coi. 


0009220393* 90*449 A 

0009100223* 0A999 

0009 I 00226* 0A999 

0009190220* 0A979 

0009190270 90-440 K 


Oripttr Ooull<t««i GomiiiunUi ll6«P 
tl««b inf tent 0 C. 

Oulf 6 Udltrn IntlutlrKti Inc 
Oulf at4tii UMlIil** Co. 


0009230147* 

0009100219* 

0009000032# 

B0Q90904Q9 

0009090032 


70-1417 

0A979 
90-490 0 

90-490 A 
90-490 F 


0009300412 

0009390326* 

0009300006 

Ovlttanr P»l#r 0OO?|OO143* 

>m Oapt or. 00 Public lUAlth B«rvlct 0009170130 


00-400 a 
00-400 Q 
00-400 0 

CONTRACT 
40-0743 


lOIH AtiocUlt*. Inc 
Htnlurd Gnfln*«rln{ D«v*lopn*nt 
l4bar«iQrf 

H«i|iton U*bor«torl*ti Inc 
H*«lth li Otrvlcf*. I)«pt or. 


0000000302* 

0009690200 

0009090080 

0009260204* 

000903029S 


90-329 F 
RE0 

nureo 

00-290 n 
40-0749 


IH1| Chrt)loph*r 6 PMllip* 


Nutlt«r li D*vtlopM«nt Carp. 
l<Vb* lllltMan Carp. > 

Mj*ur*i(iO c. 


00091 10019 
0009190404 
0009190639 
8009330616 
0009030470* 


8009260663 

B009190090* 


90-270 0 
00-870 0 
FOIA 

B0-B70 0 
00-209 P 


90-340 n 
90-290 0 


AUTHOR 

AFFIUIATION 


Hot*, Inc 
Honcfutll. Itic 

llout« of 0*p 


Houf* of 0*p > Fordgn Arfalrt 
Koui* of r)*p , InbPTtbat* 6 Foreign 
Contnitrc* 

Hauf* of dtp ( Harchant Hirln* 6 
Fiihtri** 

ICaut* of r)*p , 0cl*nco & Tachnalogf 
tCouf* of Rtp , ilag* and Hiani 


Houfton Lighting 6 Pouiar Co 


Huntnn li MltH**"* 

Hgdro-Eng inuring 
llgdroloig A»»oc l*t**i Ine. 


ACCEB810N 

KITHBER 


0009120603 

0009030697 

0009030690* 

8009030217* 

8009030323* 

BP09080346 
0009090S70 
B0091 10267 
0009110418* 
00091 10491* 
1 

0009110920* 

0009170268 

0009170363 

0009100960* 

0009330442* 

0009340409 

0009260209 

0009360692* 

8009110208* 

0009100108* 


8009190103 

8009120474* 
8009020196* 
00091 10319* 
8009110323* 

0009020288 
0009 02020 a 
8009020290 
6009020290 
0009 030 170* 

0009040271 

0009040209 

8009040377 

8009040377 

0009090364 

8009050364 
0009080201 
8009000201 
80091 10367 
00091 10367 

00091 10384 

8009150296* 

8009150999 

8009190999 

8009190361* 

8009130961* 
8009160197 
8009 I 60 197 
8009160197 
8009160160* 

8009160160* 

8009160201 

3009100461 

8009180467 

0009100473 

8009100473 

8009130477 

0009100477 

8009190147 

8009170147 

8009230402 

8009230603 

8009230603 

8009230617 

8009330617 

8009330658 

8009330658 

0009240437 

8009290054 

8009290094 

0009260210* 

8009300027 

8009300161 

8009300433 

8009300469 

8009300936 

8009300949 

8009300349 

8009300999 

0009170174 

0OOBOBO193* 

8000130370* 

SQ091Q0671 


BUBOSCT 

CATEGORY 

XPORTLIC 

xponTLtc 

XPORTLIC 

COHMIBBION 

30-320 

H 

50-207 

U 

90-330 

U 

70-020 

COMHlesiON 

50-320 

U 

50-275 

U 

90-466 

U 

50-446 

U 

50-320 

H 

50-287 

H 

90-466 

U 

50-320 

H 

50-201 

0 

50-320 

H 

COHMI0SION 

Pit 

COMMISSION 

90-320 

H 

90-320 

H 

50-320 

H 

90-478 

8 

90-478 

8 

50-478 

8 

50-498 

s 

50-498 

a 

90-466 

0 

90-449 

M 

30-478 

9 

90-473 

8 

80-498 

0 

90-478 

0 

50-478 

A 

50-498 

A 

50-498 

8 

50-490 

a 

50-478 

S 

50-466 

0 

50-498 

K. 

50-498 

K 

50-498 

K 

50-490 

K. 

50-445 

14 

50-445 

H 

50-449 

n 

50-445 

H 

50-449 

M 

90-466 

0 

50-498 

0 

50-498 

a 

50-498 

a 

50-466 

0 

00-498 

s 

50-490 

a 

50-498 

3 

50-498 

a 

50-490 

s 

50-498 

a 

50-498 

0 

50-498 

B 

90-498 

a 

50-498 

8 

50-498 

a 

90-478 

s 

50-498 

K 

50-490 

K 

90-466 

0 

50-466 

Q 

50-498 

B 

50-498 

8 

50-466 

0 

50-498 

Q 

50-478 

Q 

50-498 

0 

50-490 

Q 

90-516 

0 

40-6659 

40-277 


40-BB92 
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CORPORATE SOURCE INDEX 


AUTHOR ACCESS IQM 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION NUMBER 

CATESORY 

AFFILIATION 

NUM6ER 

CATEOORV 

'iTERA Envirotonental Consu t tan t Inc 8009020349 

NUREO 



8009260021 

40-2061 

TT Corp a0092400i9« 

CONTRACT 

Illlnoli< Univ e4> Urban«-Champ*lsn 

6009120611 

70-258 

lllnois Pow»r Co 6009020341 

30-461 

A 


8009120614* 

70-250 

0009040491 

50-461 

A 


B0091S04S6 

50-356 f 

6009080193 

50-461 

A 


□009150461* 

50-356 f 

6009080193 

50-461 

A 


8009830777* 

CONTRACT 

80090601 9 7« 

50-461 

A 

Inllan* & Michigan Electric Co 

8009020832* 

50-316 t 

6009080202 

30-461 

C 


8009110310 

50-315 f 

6009080202 

50-46 1 

C 


8009110310 

50-315 F 

6009080209* 

50-461 

c 


8009110326 

50-315 S 

^ 0009080209* 

50-461 

c 


6009110348* 

50-315 E 

8009080211* 

50-461 

c 


8009150323 

50-315 E 

8009030211* 

50-461 

c 


8009150328* 

50-315 E 

6009080347 

30-461 

H 


8009160195 

50-315 fl 

6009090294 

50-461 

K 


8009160273 

50-315 R 

0009090294 

30-461 

K 


8009160277* 

50-315 R 

6009090288* 

50-461 

K 


8009160280 

90-316 R 

6009090298* 

50-461 

K 


8009160283* 

50-316 R 

6009090262 

30-461 

K 


8009170330 

50-315 11 

6009090262 

50-461 

K 


6009190317 

50-316 8 

6009090266 

50-461 

K 


6009190522* 

50-316 S 

6009090266 

50-461 

K 


8009240369 

50-315 P 

6009090269 

50-461 

K 


8009260094 

50-315 a 

8009090269 

50-461 

K 


8009260094 

50-315 a 

6009090272 

50-461 

K 


6009260212 

50-315 a 

8009090272 

50-461 

K 


8009290444* 

50-315 a 

8009090276 

50-461 

K 


8009300510 

50-315 8 

6009090276 

50-461 

K 


8009300517* 

50-315 8 

6009090279 

50-461 

K 

Indian* (> Michigan Pouir Co 

0009090501 

50-315 8 

6009090279 

50-461 

K 


0009090508* 

50-315 S 

8009090203 

50-461 

K 


0009190503 

90-315 8 

6009090263 

50-461 

K 


6009190309* 

50-315 8 

6009090266 

50-461 

K 


8009250373* 

50-315 Q 

0009090266 

50-461 

K 

Indiana Unlv 

8009050492 

FDIA 

6009090269 

50-461 

K 


6009110410* 

CONTRACT 

8009090269 

30-461 

K 

Inititut* of Nuclear Peuir Optratlon* 

B00904048S 

NUREO 

6009090293 

30-461 

K 


6009260468* 

50-237 P 

6009090293 

50-461 

K 

Inter lori Dipt of 

8009030314* 

50-367 A 

6009090296 

50-461 

K 


8009170139 

40-8681 

6009090296 

50-461 

K 

Interior) Dipt, of > Flih 4: Ulldllfi Sirvlci 

6009190676# 

FOIA 

6009090299 

50-461 

K 

Interior) Dipt of) Oiological Survey 

8009160363* 

50-275 0 

0009090299 

50-461 

K 


8009300646 

NUREO 

6009090301 

50-461 

K 

Intirmountaln Teitlng Co 

6009040115 

PR 

6009090301 

50-461 

H 

International Duelnei* Sirvlcei) Inc 

6009300097* 

CONTRACT 

6009090304 

30-461 

K 

International Planning Managi/nint 

6009120115* 

CONTRACT 

8009090304 

50-461 

K 

louii Electric Light ti Power Co 

8009020170 

50-331 0 

0009090307 

50-461 

K 


8009020289 

50-331 P 

□009090307 

60-461 

K 


8009030466 

50-331 B 

6009090310 

50-461 

K 


8009030471* 

50-331 8 

8009090310 

30-461 

K. 


8009040424 

50-331 Q 

0009090313 

50-461 

K 


8009090026 

50-331 a 

8009090313 

50-461 

K 


8009120555 

50-331 a 

8009090317 

50-461 

K 


0009170061 

50-331 a 

6009090317 

50-461 

H 


8009170318 

50-331 8 

0009090321 

50-461 

H 


0009170320* 

50-331 B 

6009090321 

50-461 



8009170324 

50-331 S 

6009090323 

50-461 

K 


6009170328* 

50-331 a 

6009090323 

30-461 

K 


8009170333 

50-331 P 

6009090808 

50-461 

Q 


6009170348 

50-331 6 

6009100830* 

50-461 

Q 


8009170352# 

50-331 6 

6009100833* 

50-461 

Q 


8009170355 

50-331 S 

6009110631 

50-461 

0 


0009170360* 

50-331 6 

6009160573 

50-461 

A 


8009170363 

50-331 8 

6009190513 

50-461 

A 


8009170367* 

30-331 S 

6009220130 

50-461 

A 


0009170409 

50-331 0 

6009240457 

50-461 

K 


8009170427 

50-331 a 

60092S0206* 

50-461 

a 


8009180389 

50-331 F 

6009850457 

60-461 

a 


8009190499 

30-331 fi 

8009890339 

50-461 

8 


8009190504* 

50-331 R 

llnolfr Stattc of 6009080046 

50-367 

0 


8009190533 

50-331 P 

6009020084 

50-367 

0 


8009190541* 

50-331 P 

6009040200 

50-837 

0 


8009230286 

30-331 P 

8009040200 

30-237 

0 


8009300493 

50-331 8 

6009040206* 

50-237 

0 


8009300501* 

90-331 8 

6009040208* 

50-237 

0 

Iowa State Unlv. 

0009120012* 

CONTRACT 

6009040216* 

50-237 

0 

lehanii Lincoln 4 Beale 

0009030718 

90-329 0 

6009040216* 

30-237 

0 


8009060256 

FOIA 

60090503SS 

40-2061 



8009090233 

30-959 a 

0009110783 

50-367 

0 


8009090446 

90-293 0 

0009150400 

50-367 

0 


8009090471 

50-295 0 

80091&0247 

50-367 

0 


80091 10369 

50-445 0 

6009160281 

PR 



8009150339 

50-155 0 

6009160403 

70-1300 



8009150344* 

50-159 a 

6009280173 

30-367 

0 


8009160397 

50-329 a 

6009280177 

30-367 

0 


8009170177 

90-449 M 


CORPORATE SOURCE INDEX 


413 


AUTHtW 

AFftLIATlON 


I»lind Cloivup N»u« Sarvlc* 

llJilc Malton L«<agu« of Am*ric«> Porter 
County Chaptar 


J C Lonar-gan Co. 


-J. H KlalnfaMer t< Aiioclatat 
'JTapan 

Jartty Gantral Power <i Light Co 


tJohr< A Bluflte t< Atioclataat Englnveri 
<«ub*. IMS Corp > 

^«hrt F Holnan 4c Co > Inc 
iJuafef ca> Dapt ot 


ACCEBStDN 

SUBJECT 


AUTIiOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

B009 1703690 

50-445 

H 


8009170232# 

50-445 

H 

00092301 B5 

50-155 

G 


3009170232# 

50-445 

H 

B009260002a 

50-329 

G 


8009170239* 

50-445 

M 

8009300023 

50-329 

G 


8009170364# 

50-445 

M 

B009020505 

FOIA 



8009170364# 

50-445 

M 

0009030703 

50-367 

G 


8009180460 

30-443 

M 





8009180460 

30-443 

« 

B009030710 

50-367 

0 


8009180460 

30-445 

M 

8009130392 

50-367 

G 


8009300021 

50-395 

M 

0009120495# 

30-367 

0 

KMC. Inc 

8009020257 

TGPBEP 


8009230009 

30-367 

0 








Halter Englnaert 

6009190779 

40-4492 


0009230392 

50-367 

0 

Haniat Oat 6 Electric Co 

8009150014 

30-482 

0 

8009230393 

SO-367 

0 


8009150301# 

50-482 

Q 

000926001 1 

50-367 

G 


80092902 IB 

30-482 

8 

0009100490# 

QA999 



6009300612* 

30-482 

0 

0009180495# 

QA999 









Kentucky! Stat# o-f 

6009100395 

50-358 

0 

0009230161# 

CONTRACT 


Kerr-NcOee Chemical Corp Itubt of 

8009040099# 

40-2061 


8009120062 

XPORTLIC 


H#rr-McOte Corp ) 




8009190571 

XPDRTLIC 


Karr-Hc0«e Corp 

8009150377# 

40-8768 


8009020097 

50-289 

T 

Kerr-HcOce Nuclear Corp 

80091 502 33 

70-923 


8009020360 

50-219 

P 


6009150375 

40-8768 


8009020379 

30-219 

a 


8009180334 

71-82 


8009020305# 

SO-219 

a 


8009300656 

40-8027 


8009020392 

50-219 

a 

Laudlgi 8 

8009250057 

50-367 

0 

6009020399# 

50-219 

a 

Law Englneirlng Teitlng Co 

8009120137* 

27-48 


800902042 1 

50-289 

G 

Lawrence Livermore Laboratory 

80091 tOSOO 

NUAEO 


8009020428 

50-289 

I 


8009120338 

NUREO 


8009030392 

50-289 

T 


8009120339 

WJREO 


0009030431 

50-289 

T 


8009160498 

RES 


0009030582 

50-289 

T 


8009180434 

NUREO 


0009050340 

50-219 

8 


3009180446 

NUREO 


8009080332 

50-289 

G 


8009290062 

NUREO 


BD0909003 1 

50-219 

a 

LeBoiuf! Lambr Lilby 6 KacRae 

8009040413 

50-244 


0009090181# 

50-219 

0 


8009150371 

FOIA 


0009090235 

50-219 

0 


8009180340 

30-220 


800909035 1 

50-219 

a 


8009240502 

50-341 


B009090353 

50-219 

a 

Litaratur* Research Corp 

8009120662# 

CONTRACT 


0009090354 

30-219 

a 

Long Iilend Lighting Co 

8009020425 

50-322 


0009090365# 

30-219 

s 


8009030433 

50-322 


8009090369 

30-219 

fl 


8009030437 

30-322 

1 

8009090371# 

30-219 

R 


8009120123* 

30-322 


0009090373# 

50-219 

8 


8009120254 

50-222 

0 

8009090381# 

30-219 

0 


8009120395 

30-322 

A 

0009110394 

50-269 

0 


8009170194 

50-516 

0 

6007110409 

30-269 

r 

Lot Alamof Qclentlfic Laboratory 

8009020161 

NUREO 


0009120179 

50-219 

G 


800905021 4* 

71-9308 


8009150252 

50-289 

T 


8009050433 

71-9853 


0009160371 

30-269 

G 


8009100036 

NUREO 


0009160471 

30-219 

a 


80091 10503 

NUREO 


8009160474* 

SO-219 

s 


8009120572 

RES 


0009160510 

50-219 

0 


8009120539# 

50-320 

P 

8009170292 

30-269 

p 


0009150596 

NUREO 


8009190421 

50-219 

p 


8009150399 

NUREO 


8009220283 

50-219 

p 


8009160492 

RES 


8009230104 

30-219 

Q 


8009220220 

30-273 

F 

8009230434 

50-289 

0 


8009300169 

50-3 

P 

0009230445 

50-269 

T 

Louisiana Power h Light Co 

8009170368 

30-382 

0 

8009230449 

50-289 

0 


8009190133 

50-302 

0 

8009230481 

50-219 

s 


8009190158 

50-382 

0 

8009230561 

50-219 

R 


8009190491 

50-882 

H 

0009230564* 

50-219 

R 


8009230437 

50-382 

A 

8009250270 

50-289 

T 


8009290394 

50-362 

B 

8009260175 

50-289 

0 


0009290396# 

50-382 

« 

0009260440 

30-219 

8 


8009300092 

50-3R2 

0 

8009260447* 

30-219 

B 


8009300100 

50-362 

0 

8009290357 

30-209 

I 


8009300212 

S0-3tf2 

« 

8009290365 

30-219 

P 


8009300338 

30-382 

s 

8009290369# 

50-219 

P 


8009300342 

30-362 

8 


50-219 

P 

Lou it Ian*! State of 

8009090537# 

50-438 

F 

8009300270 

50-219 

P 

Lovelace Blomed tc Envlranmental Research 

8009100053 

NUREO 


B009300404 

50-219 

8 

Institute 







Loweniteint Newmantflalt! Arclrad U Toll 

8009020073 

50-250 

0 

0009300522 

30-219 

8 





8009300528# 

50-219 

S 


8009040271 

30-466 

.« 

8009300S41 

50-219 

8 


S0090 40281 

BO-367 

0 

0009300564 

30-219 

8 


8009050434 

PR 

* 

8009300569* 

30-219 

S 


8009000509 

50-367 

0 





0009000311 

30-367 

0 

8009020100* 

90-206 

P 









8009090791 

50-367 

« 

8009120083* 

CONTRACT 



8009090793* 

60-367. 

1 

8009040289 

30-445 

M 


6009090826 

PR 


8009100361 

50-443 

M 


8009 1 1 0808 

50-367 

e 

8009160033 

30-389 

M 


8009150253 

90-466 

« 

8009160041# 

50-389 

M 


8009150256* 

50-466 

Q 

8007 l&O 160# 

50-445 

M 


8009150463 

50-367 

< 

0009160160* 

50-445 

M 


8009160033 

50-389 

M 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Luco.J E 

KHB Tachnicjl Asvociatai 
iidison Ois tt Elsctric Co 
li>« Yanis* Atomic Pou»r Co 


Halntt Stats of 
Haplston Infesrvtnon 
Harracki D. 

Marsh St KcLsnnant Inc i H St M Nuclsar 
Coniultants< Inc Div 


Marubfnt Amartcs Corp (subs of Hsrubini 
Corp ) 

Massachusstts Institut* of Tfchnologu 


Hassachusstisi Stats of 
Massachussttsi Unlv of 
Hathsson Oas Products 


Hayari Broun St Platt 


HcDsroiotti Mil 1 S> Emiry 


HcOsan Chsmtcal Co. ■ Inc 
McOinnls. Lochrlifge (< Ktlgora 


Hsdlnaslac trie Cooptratlvst Inc, 


Msmorial Bloan-Ktttsrliig Cancsr Cantor 
Mow York. NY 

Mtnphlf Stats Univ 
Nsntor. KY 


ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

aOOYlAOOAls 

50-399 

M 

8007160148 

50-376 

0 

aoo7i6aisi« 

50-376 

c 

0007160501 

50-466 

0 

0007170167 

50-592 

G 

00091 B0259 

50-367 

G 

B007ia047S 

50-466 

0 

a007 190037 

50-367 

C 

8007230035 

50-367 

0 

8009230671 

50-466 

0 

0009240565 

50-466 

0 

0007260207 

50-466 

0 

0009260210* 

50-466 

0 

0009300027 

50-466 

0 

8009300437 

50-376 

0 

0007300462 

50-376 

0 

8007300469 

50-466 

0 

0009300476 

50-250 

M 

8007300476 

50-250 

M 

8009300976 

50-367 

0 

8009090777 

30-275 

T 

8007150424* 

50-206 

P 

8007160294* 

PR 


0007240546* 

50-275 

0 

0007090350* 

50-305 

P 

0007080520 

50-309 

0 

0007080541 

50-309 

Q 

8007070431 

50-307 

Q 

8009070469 

50-307 

R 

0007090477* 

50-307 

R 

0009100425 

50-307 

P 

0007120207 

50-307 

a 

0007120275 

50-309 

a 

8009160257 

30-307 

R 

8009160259* 

30-307 

fl 

8007170343 

50-309 

P 

8007 17034 7* 

30-307 

P 

0007230455 

50-307 

R 

80072305B4 

50-307 

P 

8007230571* 

50-307 

P 

0007260474 

50-307 

B 

0007260503* 

30-307 

B 

8007260637 

50-307 

B 

8009260642* 

50-309 

B 

8007300426 

50-309 

R 

8007300430* 

50-309 

R 

0009170345 

50-309 

F 

8009050423 

50-329 

0 

80071 B04 IS 

50-466 

0 

8007020278 

50-348 

J 


AUTHOR 

affiliation 


Merrimack College 
Metropolitan Edison Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

9009240051* 

70-710 


8007020008 

50-207 

P 

8007020013 

50-287 

Q 

8007020037 

50-320 

P 

0009020075 

50-320 

P 

8009020241 

50-320 

Q 

8009020273 

50-209 

0 

8007020378 

50-320 

a 

80070203 B7» 

50-320 

8 

8007030118 

50-320 

0 

8009030347 

30-320 

8 

8009030361* 

50-320 

8 

8007030372 

30-320 

Q 

8007030464 

50-287 

V 

8007030464 

50-287 

V 

8007030469* 

50-287 

V 

8009030472 

50-209 

p 

8009030473 

50-320 

p 

0OO7O3O4S1 

50-289 

p 

8009030487* 

50-289 

p 

8007030527 

50-320 

p 

8007040365 

50-209 

0 

8009050245# 

50-320 

a 

8007050246* 

50-320 

a 

8007050247* 

50-320 

a 

8007050247* 

50-320 

a 

B0070S0376* 

50-320 

p 

8007080240 

50-289 

V 

0009080240 

50-289 

V 

8009090369 

50-287 

p 

8009070502 

50-320 

H 

8007090556 

50-320 

H 

0009100431 

50-287 

0 

8007110020 

50-287 

0 

8009110316 

50-289 

R 

8007110316 

50-289 

R 

8007110318* 

50-287 

fi 

8007110333* 

50-289 

R 

8007110340* 

50-209 

R 

8007110344* 

50-209 

R 

0009120341 

50-289 

8 

8007120342* 

50-289 

6 

8007120402 

50-320 

8 

8009120406* 

50-320 

a 

8007120450 

50-320 

a 

8009120452* 

50-320 

8 

8009120454 

50-320 

p 

0007150432 

50-320 

p 

8009150554 

50-320 

p 

8009160327 

50-289 

p 




0007160367 

50-289 

P 

8007030374 

90-327 J 

0009160381 

50-320 

P 

8009090304 

90-280 J 

0009160302 

50-320 

P 

8009260460 

90-311 J 

0007160304 

50-320 

P 

0009070663 

XPORTLIC 

0009160379 

50-320 

P 

8009030565 

30-20 R 

8009160596 

50-320 

H 


8007 1702 I 9 

50-209 

G 

8007030567* 

90-20 R 

8007170291 

50-209 

0 

8007080198 

90-20 F 

00091 70302 

50-289 

G 

8007120514* 

90-206 P 

8007170316 

50-320 

P 

8007230357* 

CONTRACT 

8009170334 



8007300264* 

CONTRACT 

60-320 

Q 



8009170377 

50-320 

P 

8007300436 

NUREG 

8009180404 

50-320 

8 

8007100421 

50-471 0 

0009100408* 

50-320 

a 

0007100651* 

70-312 

0009180415 

50-320 

a 

8007110600 

XPORTLIC 




8009300670 

XPORTLIC 

8007180436* 

60-320 

B 



8009170470 

50-320 

R 

8007070461 

70-1308 

8009220129 

50-320 

P 

8009100325 

70-1308 

8007220288 

50-289 

R 

8007160394 

70-1308 

8007220271* 

50-289 

R 

B009300SBD 

70-1308 




8009170188 

50-449 H 

8009220296 

50-320 

P 



0009220299 

50-320 

P 

8009300533 

90-498 tt 

8009240538* 

50-209 

0 

B009300S42* 

90-498 M 

8009250017 

50-289 

0 

8009300112 

40-8724 

8009260301 

50-289 

0 

8009170188 

90-449 M 




8009300333 

90-498 H 

8009260313 

50-289 

T 



8009260313 

50-289 

T 

B007300S42* 

90-498 H 

0009260320* 

50-289 

T 

8007170188 

90-449 H 

0009260322* 

50-289 

T 

8009300533 

90-478 It 

0009260380* 

50-289 

T 

8009300542* 

90-478 M 




8009 1 <0029* 

CONTRACT 

8009260394* 

50-289 

T 



8009260396* 

50-289 

T 



8009260400* 

50-289 

T 

8009230771* 

CONTRACT 

8009260407# 

50-289 

T 

8009050333 

90-358 F 

8009260411* 

50-289 

T 



CORPORATE SOURCE INDEX 


415 


AUTHOR 

AFFILIATION 


Ml-chiftn Tschnologlcal Unlv 
KlcAlfanr of 

HIchlganr Unlv of 


Hld-Amirlca Lagal Foundation 
Millar^BalJ* f* O'Nall 


Hlnarala EKpioratton Co (lubi 
Oil Co, of California) 
Ktnnoaola Pouar Si Light Co 
Klnnaaotaj Stata of 


Hltalsilppl Pouor Si Light Co 


ACCESSION SUBJECT 

NUMBER CATEOORY 


BO092iO4IB« 50-289 T 
BO092AO4l4a 30-289 T 
B0092A04I7* 50-289 T 

BO 09260431* S0-2B9 T 

8009260431* 50-28? T 

8009260439* 50-28? T 

0009260443* 50-28? T 

8009300014 30-320 0 

8009300020 50-28? 0 

8009300022 30-289 0 

0OO93OO3B9 50-320 P 
8009300506 50-28? 8 

8009120033* CONTRACT 
80091 I03S0* CONTRACT 
8009130223 REOOO 

8009160446 NUREO 
8009220242+ S 0-32 9 A 
800922039S TOPREP 
8009090331 27-39 

8009040196 50-445 M 

8009300033 50-445 H 

8009300035 50-445 M 

8009300035 50-443 M 

8009300488 50-445 H 

8009300488 SO-445 M 

8009300488 50-445 H 

8009300488 50-445 M 

8009300496* 30-445 « 

8009300496* S0-44S H 

8009300496* 50-445 M 

BOO9300496* SO-445 H 

of Union 8009030470 40-8384 


0009040 4B9 

50-416 

B 

8007030726 

30-282 

0 

8009030726 

S0-2B2 

0 

8009030728* 

30-282 

0 

8009030728* 

30-282 

0 

8009300039 

50-282 

0 

8006270284 

50-416 

8 

8009020064 

30-416 

8 

8009020064 

30-416 

S 

8009020218 

30-416 

0 

8009020292 

50-416 

0 

8009020413 

30-416 

A 

8009020413 

30-416 

A 

0009020418* 

50-416 

A 

8009020418* 

30-416 

A 

8009020423* 

30-416 

A 

8009020423* 

50-416 

A 

8007030504 

30-416 

H 

8009030304 

30-416 

K 

8009050352 

50-416 

A 

8009030332 

50-416 

A 

8009050336* 

30-416 

A 

8009050336* 

30-416 

A 

8009080249 

30-416 

S 

8009080249 

50-416 

s 

8009080328 

50-416 

Q 

8009080328 

50-416 

0 

8009080376 

30-416 

S 

8009080376 

50-416 

S 

8009100303 

50-416 

s 

8009100303 

50-416 

s 

8009100333 

50-416 

8 

8009100347 

50-416 

s 

80091 00347 

50-416 

8 

B009100436 

50-416 

B 

8009100436 

50-416 

B 

BQ091 00486 

50-416 

6 

B0091003I9 

50-416 

B 

8009100538 

50-416 

B 

a0091'00358 

30-416 

B 

8009100566 

30-416 

S 

8009100592 

30-416 

8 

8009110681 

30-416 

0 

8009110681 

30-416 

0 

0009130301 

50-416 

B 

8009150423 

50-416 

A 

8009130423 

50-416 

A 

8009130453 

30-416 

A 

8009 I 5 04 S3 

50-416 

A 

8009 IS 0489 

50-416 

K 

8009150489 

30-416 

K 

8009160387 

50-416 

B 


author accession subject 


AFFILIATION 

NUMBER 

CATEOORY 


B009 160391 

30-416 

e 


3009160391 

50-416 

s 


8009230092 

50-416 

0 


8009230092 

50-416 

0 


8009230436 

30-416 

A 


8009230471 

50-416 

s 


8009230471 

30-416 

8 


B0092303S6 

50-416 

S 


8009200593 

30-416 

8 


3O09230S93 

30-416 

s 


8009230627 

30-416 

s 


3009230627 

30-416 

s 


8009230642e 

30-416 

s 


8009240331* 

30-416 

Q 


8009240438 

50-416 

S 


8009240438 

30-416 

6 


8009240480 

50-416 

5 


8009240480 

50-416 

S 


8009250417 

50-416 

B 


8009250417 

50-416 

S 


9009260473 

50-416 

a 


9009260473 

50-416 

s 


0009300029* 

50-416 

0 


9009300437 

50-416 

A 

HI* 1 1 tflpp 1 ( Btata of 

8007100003* 

CONTRACT 


Hl*t6uri4 Unlv. ofi Columbia 

8009030212 

50-106 

R 


8009040406 

50-186 

S 


8009040418 

50-186 

3 


8007040419* 

30-186 

3 


8009190594 

71-5000 



8009230986 

50-186 

P 

Hiiiourlt Unlv of. Rotla 

8009090399 

50-123 

P 


8009090403* 

50-123 

P 

Hltivbt*hl International Corp Ccub* of 

8009110602 

XfORTLIC 


Hltfublshl Corp ) 





8009290299 

XPORTLIC 


Hobll* Sgitami 

8009300121* 

CONTRACT 


Hon*anto Co 

8009300062 

XPORTLIC 



8009300064* 

XPORTLIC 


Morgan, L«wl* & Bocliui 

800902004 1 

30-409 

i 


8009090336 

50-409 

i 

Mudgt. Ro*<( Outhrlt & Alexander 

80 09050451 

70-1308 


Municipal Electric Utlllt? Aeiociatlon, 

8009260662 

50-348 

1 

Alabama 




Murray b Trettel, Inc 

8009030440* 

50-295 

1 

Mger, Bawnen. Stroup It Flack 

8009300375 

50-424 

u 

N M Neuinark Contultlng Engineering 

8009160495* 

CONTRACT 


Barvlcae 




ML Induetriei, Inc 

8009 120220* 

40-2940 


NUS Corp 

8009170332 

50-352 

F 


8009190313 

FOIA 


National Aeronautic* li Space Admin 

8009020431 

50-30 

W 


8009300185* 

40-8092 


National Nuclear Corp 

8009090614 

XPORTLIC 



8009090619* 

XPORTLIC 


National Security Agency 

B0O91BO329* 

CONTRACT 


National Wildlife Federation 

8009170376* 

40-297 



8009300004 

50-367 

0 

Natural Rceourco* Otfanso Council 

8007040258 

70-143 



8009050179 

70-143 



8009160046 

PR 



8009300004 

30-367 

0 

Navy, Dept of 

8009080445* 

71-4888 


Navy, Dept of. Force* Afloat 

8009020522 

71-385 



8009020325* 

71-385 


Navy, Dept of. Naval Facllltlaa Engineerl 

8009080442 

71-4888 


ng Comtiand 





8009150189 

71-112 



8009150189* 

71-112 



8009190707 

PR 


Nebratka Public Power District 

8009020098 

50-298 

Q 


8009020101 

50-298 

Q 


8009020102 

50-298 

Q 


8009030551 

30-298 

F 


8009050187 

90-298 

8 


8009050190* 

50-298 

8 


8009050199 

30-298 

S 


8009050203* 

30-298 

8 


8009030232 

30-298 

8 


8009050235* 

30-298 

E 


8009050260 

30-298 

8 


B 0090 50264* 

50-298 

s 


8009050284 

30-298 

s 


8009050289* 

30-298 

s 


8009050326 

50-298 

S 



416 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEISDRY 


8007050331 a 

50-298 

S 


8009090017 

90-245 

Q 


0007100031 

50-278 

0 


6007090636 

50-249 

P 


8007100844# 

50-278 

o 


8009100109 

50-336 

Q 


eoo7UoaA2 

50-278 

R 


8007100113 

90-423 

0 


B0071h0264a 

50-278 

R 


0007 H 0249 

90-249 

P 


8009170287 

50-298 

p 


8007120177 

90-249 

Q 


8007170478 

50-279 

p 


80071 50247 

90-336 

P 


8007170483a 

50-278 

p 


8007180397 

90-213 

P 


8009260282 

50-276 

R 


8009160445 

90-336 

P 

Navadiai Stats of 

80071 70BS1 

State Prog 


8007170427 

90-249 

P 

Nsw England Coalitisn on Ngclsar 

8007 160046 

PB 



8009170434 

S0-24S 

P 

Pollution 





8009190456 

90-249 

R 

N*u Jsrssyj Stats of 

8007020087# 

50-287 

T 


8009170459# 

90-249 

R 


8007030163 

50-217 

T 


8009190460 

30-336 

S 


8007090478# 

50-320 

H 


8009170531* 

30-336 

a 

Nsu Hai Icoi Stats of 

8009170871 

State Prog 










0007170537# 

90-336 

8 

Now Yark< Stats Univ of> Buffalo 

B 009040376 

50-97 

P 


8009190943# 

90-336 

8 


8009160338 

50-57 

I 


8009230747 

50-249 

0 


0009160340# 

50-57 

I 


B007240S71 

50-249 

p 

Ntta Vorkt Stats of 

0009020300 

State Prog 


8009300239 

50-249 

p 


S009040Z90 

50-54 

0 










8009300249* 

90-249 

p 


8009050361 

State Prog 


8009300291 

90-336 

p 


8009050427 

PR 


Northaaat Utilities 

8009090642# 

90-249 

p 


0009100077# 

COHTHACT 


8009110482 

90-336 

0 


8009110692# 

50-201 

0 


8009160497 

90-336 

S 


8009120019* 

CONTRACT 










8009160461# 

90-336 

8 


0009 1209 47# 

50-201 

p 


8009160464# 

90-336 

8 


8009300925 

70- 1 432 



8009160469# 

90-336 

S 


8009300525 

50-201 

0 


8009220330# 

30-423 

8 


8007300525 

70- 1 432 



8007230349 

90-336 

R 


8007300925 

90-564 

0 










8009230347# 

60-336 

R 


8007300929 

50-964 

0 


8007260647 

90-336 

8 

Nsv YorktStata Univ ofi (Albany) 

0007020491# 

70-2313 



8009260694# 

90-336 

8 

Naubarry Tounslilp THI Statrlng Committaa 

8007180436 

90-289 

0 


8007270391 

90-213 

P 


8007 1 8097 1 

90-209 

0 


8009300179 

30-336 

P 

Naubarry Townthlpi York Havsn^PA 

8007040278 

90-269 

0 










8007300183# 

90-336 

P 

Niagara Hohawk Pouar Corp 

B00702024B 

50-410 

A 


8009300239 

90-249 

P 


8009070264 

90-220 

0 


8009300297 

90-243 

P 


9807090261 

90-220 

Q 


8009300311# 

30-249 

P 


9009090668 

90-220 

Q 


8009300403 

90-423 

A 


B007070B4B# 

50-410 

S 










8009300443 

NUREO 



8009120263 

50-220 

Q 

Northern Indiana Public Service Co 

8009020009 

90-367 

R 


B007 120408 

50-220 

V 


8009020051 

30-367 

R 


B009120413S 

90-220 

V 


8009030434 

90-367 

R 


0009120417* 

90-220 

V 


8009040281 

90-367 

0 


8009150265 

50-220 

8 










8009080909 

90-367 

0 


0009150266# 

50-220 

s 


6009080911 

90-367 

0 


8009150297 

50-220 

R 


8009090429 

90-367 

R 


8009150299# 

90-220 

R 


8009090489 

30-367 

R 


8009150951 

50-410 

A 


8009090793# 

80-367 

0 


6009160213 

30-220 

R 










0009100169 

90-367 

0 


8009160314# 

50-220 

R 


8009110996 

50-367 

0 


BOO 91 604 60 

90-220 

S 


80091 10969 

50-367 

0 


BOO? 1604 67# 

90-220 

s 


8007110008 

90-367 

0 


8009160500 

90-220 

0 


8007190474 

90-367 

R 


6009160513 

90-220 

0 










8009190039 

90-367 

0 


80D71 00360 

50-220 

S 


8009230039 

90-367 

0 


8009180278# 

50-220 

6 


0009230299 

30-367 

0 


8009190344# 

50-220 

P 


8009290297 

30-367 

R 


8007180346# 

50-220 

P 


8009300419 

30-367 

A 


8007230159 

50-220 

Q 










8009300421# 

30-367 

A 


6009230098 

50-410 

Q 


8009300446 

90-367 

R 


6009250331 

50-220 

R 


8009300976 

30-367 

0 


8009250332# 

90-220 

R 

Northern States Pouier Co 

8008200262 

30-282 

F 


6009260403 

90-220 

P 


8008200282 

90-202 

F 


6009300491 

50-220 

0 










8008200284# 

90-282 

F 


0009300499# 

50-220 

0 


8008200284# 

30-202 

F 


B00930D622 

90-220 

0 


8008260337 

90-263 

F 

North Carolina Stata Unlv 

8009020352 

90-297 

R 


8008260340# 

90-263 

F 


0DO9OSO396# 

30-297 

R 


8009020007 

30-263 

F 

North Carolina! Stats of 

0009180523 

71-6717 











0007020099 

90-263 

F 

Northcutt Ely 

8009170361 

60-449 

0 


8007020060# 

50-263 

F 

Northaast Nuclaar Ensrgy Co. (subt of 

8009020283 

30-245 

R 


8009020072 

90-202 

F 

North aaat Util 1 bias) 





8007020076# 

90-2S2 

F 


0009020283 

90-249 

R 


8009030380 

90-263 

a 


8009020284 

90-336 

6 






8007020285# 

90-336 

6 


8009030381 

90-263 

F 






a00?030401« 

30-263 

8 


0007020286 

50-245 

P 


8009030924 

30-263 

F 


8009020377 

50-245 

6 


8009090348 

30-263 

R 


6007020363# 

90-245 

8 


8009090303# 

30-263 

R 


8007030378 

50-213 

P 






8007030932 

50-213 

P 


8009080395 

50-306 

8 






8009080401# 

30-306 

8 


8007090103 

90-336 

P 


0009090019 

90-282 

Q 


80090 90 109# 

30-336 

P 


8009090282 

90-263 

R 


60090 SOI 99 

50-336 

P 


8009090287# 

30-263 

R 



CORPORATE SOURCE INDEX 
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AUTHOfl 

AFFILIATION 


ACCESSION SUDJECT 

NUMSEfi CATEOQRV 


6009090297 

B009090297 

8009090302* 

8009090302* 

e00909039A 

8009090375 

0009090388* 

8009100429 

8009100500 

8009100500 

0009100505* 

8009100909* 

8009110499 

8009110534 

8009110939 

8009110539 

800915007A 

B00919007A 

8009150218 

8009190218 

8009140279 
8009 140282* 
8009170341 
8009170341 
8009170405 

8009170405 

8009170413 

8009170441 

8009180007 

8009180422 

8009190475 
8009190481 
B 009 190481 
8009190484 
8009230420 

8009230430* 

8009230632 

8009230441* 

8009230738 

8009230741* 

8009230743 

8009230750* 

8009250244 

B0092S0411* 

8009240624 

8009260640* 

8009300039 

8009300234 

8009300351 

8009300551 


50-282 R 
50-282 R 
50-232 R 
50-282 R 
50-202 S 

50-243 P 
50-282 8 
50-282 0 
50-232 a 
50-282 Q 

50-282 a 
50-282 a 
50-243 a 
50-243 a 
50-282 0 

50-282 0 
50-282 Q 
50-282 Q 
50-282 0 
90-282 Q 

30-282 R 
50-282 R 
90-282 P 
50-282 P 
90-282 a 

50-282 a 
50-243 a 
90-243 a 
50-243 Q 
50-282 B 

50-243 F 
50-292 P 
30-292 P 
50-243 P 
50-243 S 

50-243 8 
50-243 S 
50-243 8 
50-282 S 
50-282 8 

50-282 S 
50-282 8 
50-282 P 
50-243 Q 
50-263 S 

50-263 S 
50-282 0 
50-243 R 
50-282 S 
50-282 B 


Not thuB-s tarn aklBihoma State Unlv 


9OO93OO3S0* 

8009300538* 

8009300373 

8009300573 

8009260414* 


50-282 8 

50-282 S 
50-202 S 
50-282 e 
70-1147 


8009260419* 

N4Tthia««tern Unlv 8009100463* 

8009110827 

Nuclear Engineering Co i Inc i liubs. of B009070331 
Teledynej tnc 1 

8009120125 


70-1147 
30-275 H 
40-4824 
27-39 

27-48 


9009120136* 27-48 

8009260168 71-6058 

Nuclear Fuel 3ervlCB*i Inc (lub* of 8009090465 70-143 

Oettg Oil Co 1 

8009090304 70-143 

8009090507* 70-143 


8009100906* 

8009110391 

8009110392 

8009110393* 

8009110648 


70-143 
70-143 
70-143 
70-143 
50-201 8 


8009110652* 

8009120126* 

8009120147 

8009120421 

8009120601 


30-201 R 
70-143 
70-143 
70-143 
50-201 R 


8009120604* 

8009130027 

0009150139* 

8009240558 

8009240631* 


50-201 R 
70-143 
30-201 U 
70-143 
70-143 


8009300475 70-143 

Nuclear Fuel Sarvlceit Inc t H*»t Valiev 8009150132* 50-201 U 

fie precee ting Plant 


AUTHOR 

AFFIHATIOW 


Nuclear Padcagingi Inc 
Nuclear Pharmacy. Inc 


Nuclear Technology. Inc (Nutech) 
Nucor Corp 
□ 'Connor S. Hannan 


O'Neil. Bacicusr Splelman 
Oak Ridge National Laboratory 


Offshore Power 8v>ttms (subs of 
Ucstlnghovse Electric Corp 1 
Ogle Petroleum. Inc 


Ohio Historical Society 
□bio State Unlv 


Ohio. State of 

□ i 1. Chen) leal 4 Atomic Worlers Inti 
Oktahoflia Osteopathic Hosp Tulsa.Oi 
Oklahoma. Univ of 


Omaha Public Pouaer District 


ACCESSION 

NUMBER 


8009170378 

8009170383* 

8009050458 

7906290356* 

7912190023* 

7912190047* 
7912190067* 
80030502 1 9* 
8003050232* 
8003250232 

8003260087 

8004110323 

8005090553* 

8003300697* 

8009290122* 

8009290127* 

8009290156* 

8009020111* 

8009260495* 

8002190229 

8009290027 

8009290176* 

8009020036 

8007020358 

8009030534* 

8009030671 

8009030409 

8007100308 

0007100944 

8007100953 

8009100954 
0009110490 
8009110574 
80091 10634 
8009110876 

8009110083 

8009120567 

0009120371 

8009120581 

8009120733 

8009150311 
8009 160202 
8009160493 
8009240253 
8009260536 

8009260350 

8009100586 

8009030383 

8009030433 

8009030476 

80090 S 0362 

8009150552 

8009160330 

8009160331* 

8009160333* 

8009160334* 

8009160336* 

8009160343* 

8009160348* 

8009160350* 

8009160354* 

8009160336* 

8009160357* 

8009160303 

8009160386 

8009160462 

8009190309 

8009190392 

8009220332 

8009300202 

8009300457 

8009190256* 

8009300184 

8009300192 

8009300197* 

8009100444 
8009190703 
800926040 S» 
8009100577 
8009260409* 

8009260432 

8009020106 

8009030479 

8009030406* 


SUBJECT 

CATECORT 


50-201 R 

50-201 R 

71-9116 

PT9 

PT9 

PT9 

PT9 

PT9 

PT9 

PT9 

Doc t e t 30 
Docket GO 
PT9 
PT9 
FOIA 

FOIA 

FOIA 

50-237 P 

40-8663 

PT9 

FOIA 

FOIA 

50-443 O 
NUREO 

50-320 P 

NUREO 

RES 

RES 

NUREO 

NUREO 

NUREO 

RES 

RE6 

RES 

RES 

RES 

RES 

RES 

RES 

RES 

RES 

MURED 

NUREO 

RES 

NUREO 

RES 

50-437 

40-B745 

40-8693 

40-8745 

40-8745 

40-8745 

40-9745 

40-8745 

40-8745 

40-8745 

40-8745 

40-0745 

40-0745 

40-8745 

40-874 

40-87 

40-87 

40-6 

40-e 

40-E 

40-t 

40-e. 

40-67 

40-87 

40-874- 

50-440 

50-243 

30-243 

90-243 

PR 

REODD 
70-2560 
50-112 R 
40-8180 

50-112 R 
50-285 Q 
50-289 R 
50-265 R 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


f>r*Boni of 

QtAntii E N 


Ott Englnecrir Inc 

PRC InformaLlDn Sarvloi Corp 

Pacific Oil & EUctrlc Cd 


'aclflc Lapal Foundation 
Paramatiri Inc 
Pathfinder Kinii Corp 


Pall.D H 

Penniglvanla Power l< Light Co 


ACCESSION SUBJECT 


HUMBER 

CATEOORY 

0007090505 

50-285 

S 

B0090705£9a 

50-205 

S 

B 007090525 

50-205 

s 

a00909O336» 

50-285 

0 

0007090 5a I 

30-285 

p 

0007150444 

50-285 

p 

0009230347 

50-285 

R 

00092303511 

50-205 

R 

0007230721 

50-205 

R 

9007300532 

50-285 

8 

8007300537* 

50-205 

5 

8009300Si6& 

50-344 

0 

9009030703 

30-367 

G 

0009030710 

50-367 

0 

9009230000 

50-367 

0 

9009230302 

50-367 

G 

9009230393 

30-367 

0 

0009260011 

50-367 

0 

0009300595 • 

CONTRACT 

6007290423 

FOIA 


9007020107 

70-1738 


9009020263 

50-275 

A 

9009020265* 

50-275 

A 

9007020269* 

50-275 

A 

9007020267* 

50-275 

A 

9007020270* 

50-275 

A 

BOO 70202 72* 

50-275 

A 

0007020274* 

50-275 

A 

0007020275* 

SO-275 

A 

0007020277* 

50-275 

A 

0009030697 

50-275 

0 

B009030697 

30-275 

0 

0009030697 

50-275 

0 

0007050092 

50-133 

Q 

0009050321 

50-133 

V 

0009050324* 

50-133 

V 

9009000333 

80-133 

R 

9007000334* 

30-133 

R 

9009090335* 

30-133 

R 

9007090336* 

SO- 1 33 

R 

9009070514 

50-275 

K 

9007090514 

50-275 

K 

0007090520* 

50-273 

K 

0007090520* 

30-273 

K 

0007090326* 

30-273 

K 

0007090544 

50-273 

A 

600707034 4 

30-275 

A 

0009110736 

71-9096 


0007120349 

50-133 

S 

0009 1 204 1 7* 

50-133 

S 

0009120447 

50-133 

R 

0009120431* 

50-133 

R 

0009100406 

50-875 

A 

0009100493* 

50-275 

A 

0009230331 

50-133 

R 

8009230200 

50-275 

A 

60071 toots 

PR 


8007040470* 

CONTRACT 

8007030510 

40-2239 


8007110402 

40-2239 


B007H0404* 

40-2239 


8009110407* 

40-2259 


0009160347 

40-2259 


8009170393 

40-2259 


6009260045 

40-2259 


8009120226 

50-209 

0 

8009120232 

50-209 

0 

8009030006 

NUREO 


8009080364 

50-397 

A 

8009090036 

30-307 

0 

0009090472 

50-307 

s 

8009090616 

30-387 

0 

8009090634* 

50-387 

3 

8007110414* 

30-387 

6 

8007110414* 

50-387 

3 

8007120142 

30-307 

0 

8007120142 

30-387 

Q 

8007120660* 

50-387 

A 

8007130307 

REOOD 


8007130470 

50-387 

A 

8009160310 

30-307 

A 

8009170290 

50-307 

A 

8009 1 70230* 

30-367 

Q 

8009170271* 

30-367 

Q 

8009190936 

50-387 

Q 


AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATEOORY 

Penntutvanta State Univ 

8009190956 

30-367 

0 

0009030601 

50-5 

F 


8009190263* 

30-440 

K 

Penneulvaniai State of 

0009030432 

50-287 

H 

Pfafferkorn U Coolev< P A 

8007030696 

50-488 

0 


8009250015 

50-408 

0 

Pharaiaco Nucleari Inc 

7912040156* 

PT7 



0001290281* 

PT7 



8005160029 

Docket 

30 

Pharnatopei, inc 

7906010086* 

PT9 



S0010S0073* 

PT7 



8001020083* 

PT7 



0003190525* 

PT9 


Philadelphia Electric Co 

6009020245 

30-171 

R 


0009020245 

50-171 

R 


0009020245 

50-171 

R 


6009020246* 

50-171 

R 


8009020246* 

50-171 

R 


0009020246* 

50-171 

R 


6009030635 

50-277 

8 


0009060340 

50-277 

R 


0009060340 

50-277 

R 


8009080342* 

50-277 

R 


8009060342* 

50-277 

R 


3009060533 

50-277 

0 


8009080533 

50-277 

Q 


6009090015 

50-270 

a 


8009090S26* 

30-352 

0 


6009100026* 

50-332 

Q 


6009100090 

80-277 

Q 


6009100090 

50-277 

Q 


6009100121 

30-277 

Q 


6009110251 

50-277 

O 


8009110251 

30-277 

a 


0009120165 

50-277 

0 


8009120330 

50-278 

a 


6009120369 

30-270 

8 


0009150478 

30-277 

F 


0009150502 

30-277 

a 


6009150502 

30-277 

Q 


8009160294 

50-277 

R 


6009160294 

50-277 

R 


6009160296* 

50-277 

R 


8009160427 

30-277 

R 


6009160427 

50-277 

R 


6009160431* 

50-277 

R 


8009160431* 

30-277 

R 


6009160433* 

30-277 

R 


6009160435* 

30-277 

R 


8009160439 

50-270 

a 


6007160441 

30-270 

8 


0009160304 

30-277 

P 


0009160304 

30-277 

P 


6009160316* 

30-277 

P 


6009160316* 

30-277 

P 


S009IB0335* 

30-277 

P 


0009100335* 

30-277 

P 


0009160439 

30-277 

R 


0009100439 

50-277 

R 


8009160442* 

30-277 

R 


8009160442* 

30-277 

R 


0009190048* 

30-332 

0 


0009190482 

80-278 

8 


0009220376 

50-277 

0 


8009230567 

30-277 

R 


0009230567 

30-277 

R 


0007230876* 

50-277 

R 


8009230376* 

50-277 

R 


0009230274 

30-171 

F 


8009260616 

30-270 

8 


6009260621 

30-278 

B 


8009290370 

30-332 

B 


6009290378 

80-332 

B 


eOO 929 O 30 O« 

30-332 

a 


8009290380* 

50-332 

B 


6009290362* 

30-332 

S 


8009290302# 

30-332 

fi 


6009300131 

50-278 

a 

Pioneer Nucleartinc 

6007300367 

30-277 

p 

8009260065 

WASTE MOT 

Pioneer Uravani Inc 

8009160321 

WABTE MOT 

Plttehurghi Unlv of 

8009040412 

30-320 

p 


8009120590 

RES 


PI tt*burgh-De« Molnei Steel Co 

6009300276* 

CONTRACT 


0009130199* 

OA999 




CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Pl«l;«au Ra-tourceti Ltd 

Popular BluTf Hoip Popular DluffiKO 

Porter-Oart I Coniultant«< Ine 


Portland Oo-nvral Electric Co 


Potomac Alllancd 

Power Authority of the State of Mew York 


ACCESS 1 ON 
NUMOER 


8009150204* 

8009260027 

8009150230 

8009300399 

8009300399 

8009300401* 

8009300401* 

8009020039 

8009030575 

8009030579* 

8009090410 

8009100239 

8009100242* 

0009100447 

8009100453* 

8009100461* 
8009100467* 
8Q091Q05Q9 
800911001 1 
8009110308 

8009150009 
8009150059 
8009150471 
8009 1 50475* 
8009160385 

6009160620 
8009170309 
8009 180379 
8009180468 
8009190501 

8009190691 

8009220363 

BOO9240375 

8009250337 

8009250463 

8009260306 

8009260310# 

8009300314# 

B009300471 

B009230013 

8005210647 

8009020115 

BDO902O2S2 

0009020334 

8009020359* 

8009020394 

8009020403* 

8009020409 

8009020422* 

8009030403 

8009030414* 

8009030418 

8009030423* 

8009040420 

8009050273 

B0090B0323 

8009080325* 

8009080537 

8009090014 

8009090303 

8009090308* 
80090 90359 
8009090361 • 
8009100117 
8009100268 

8009100275* 

8009110298* 

8009120359 

8O091SO362 

8007120365* 

8009120396 

8007120396 

8009120410 

8009120415* 

8007150254 

800916O44S 

8009160449* 

8007160438 

8009160476# 

8009170325 

8009180384 

8009190442 

B009190451* 

8009190489 

8009190496* 


SUBJECT 

CATEOQRY 


aA999 

40-0698 

REQOD 

50-289 

R 

30-289 

R 

50-289 

h 

50-209 

R 

50-344 

P 

50-344 

R 

30-344 

R 

50-344 

S 

50-344 

R 

30-344 

R 

50-344 

8 

50-344 

8 

50-344 

8 

30-344 

8 

30-344 

F 

50-344 

0 

30-344 

□ 

50-344 

Q 

50-344 

a 

50-344 

9 

30-344 

S 

50-344 

P 

SO-344 

Q 

SO-344 

8 

30-344 

8 

50-344 

P 

50-344 

J 

NUREO 

30-344 

P 

50-344 

a 

30-344 

0 

71-9018 

SO-344 

a 

50-344 

s 

50-344 

Q 

50-344 

3 

50-280 

O 

PR 

30-333 

0 

30-286 

F 

30-333 

8 

50-333 

8 

50-333 

8 

50-333 

8 

50-333 

8 

50-333 

S 

S 0-333 

8 

50-333 

6 

50-333 

8 

50-333 

8 

50-286 

P 

50-286 

P 

50-286 

R 

30-286 

R 

50-286 

0 

50-333 

Q 

50-333 

R 

30-333 

R 

50-333 

8 

50-333 

8 

50-333 

0 

30-333 

R 

30-333 

R 

30-333 

0 

30-333 

8 

30-333 

P 

50-333 

8 

30-286 

I 

30-286 

1 

50-333 

8 

50-333 

8 

50-286 

P 

50-333 

8 

50-333 

8 

50-333 

9 

50-333 

S 

30-286 

P 

50-286 

P 

50-286 

ft 

SO-286 

R 

50-333 

a 

50-333 

8 


AUTHOR 

AFFIUIATIOM 


prealdent of US & Etecutlve Offices 
Putllc Citiirn Litigation Oroup 


Public Interest Lain Center of phlladelpb 
la 

Public Service Co of Colorado 


Public Service Co of Indiana. Inc 


AC CESS 10 M 
NUMOER 


8009190936 

8009220030 

8009220379 

8009230431 

8009260442 

8009260446 

8009150318* 

8009090627* 

8009090633* 

8009090635* 

8009300113 

8009050370 

8009020221 

8009030340 

0009030625 

0009030640* 
8009 1 0084 1* 
8009160286 
8009160288* 
8009160290 

0009160292 

D009160314 

8009160316* 

8009160344 

8009160364 

8009I701B9# 

8007220318 

8009230597 

8009230598 

8009230604# 

8009230607* 

8009230608 

8009230614* 

80072306B? 

8009230723 

8009240194 

8009260227 

8009260233# 

8009260369 

8009260372* 

8009260374# 

8009260378 

8009260386# 

8009300336 

8009300563# 

8009020253# 

8009030480 

8009030480 

8009030500 

8009040427 

8009040427 

8009090574 

8009090374 

8009090380# 

8009100469 

8009100469 

8009160400 

8009160400 

8009160419 

8009160419 

8009180346 
8009180521 
8009180333 
80092 4056 1 
8009230447 


SUBJECT 

CATEOOnV 


SO'286 0 
50-286 0 
50-286 Q 
50-247 P 
50-286 P 

50-333 P 
50-352 11 
50-367 0 
30-367 0 
30-367 O 

FOIA 

30-320 P 

30-267 Q 
30-267 P 
30-267 S 

30-267 8 
30-267 Q 
50-267 R 
30-267 R 
30-267 R 

50-267 R 
50-267 P 
30-267 P 
30-267 P 
80-267 P 

30-267 a 
50-267 Q 
30-267 8 
50-267 a 
50-267 S 

30-267 8 
50-267 9 
50-267 8 
50-267 P 
30-267 R 

30-267 0 
30-267 H 
30-267 R 
30-267 R 
30-267 R 

50-267 « 
50-267 R 
30-267 ft 
30-267 8 
30-267 S 

50-346 S 
30-346 8 
50-346 S 
50-346 A 
30-346 8 

50-346 3 
50-346 H 
30-346 H 
50-346 H 
50-346 a 

50-346 3 
SO- 546 8 
50-546 3 
30-546 9 
50-546 9 

50-546 Q 
50-546 A 
30-546 A 
50-546 9 
30-546 0 


8009230447 

8009230402# 

8009230482# 

8009290208# 

8009290208# 


50-546 a 
30-546 9 
30-346 a 
30-546 0 
30-546 0 


Public Service Co gf Hew Hampehire 


800929051 1 

8009290513# 

8009300094 

0009300432 

8009030353 


50-546 A 
30-546 A 
30-346 0 
30-546 M 
50-443 S 


Public Service Electric b Oa« Co. 
Jer«e9 


Q0090904I9 
8009110479 
8009190094# 
of Neu 8008280311 

8009020237 


50-443 B 
30-443 a 
50-443 0 
50-31 1 F 

60-31 1 P 


8009030863 

8009030591* 

0009030613 


50-31 1 3 

50-31 1 r 

50-31 1 I 



420 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFIUIATIOM 

ACCESSION 

NUMBER 

SUBJECT 

CATgCORV 

author 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRV 


B00?O30i2Q» 

50-3 1 1 

S 


8009220360 

50-31 1 f 


8009040352 

50-311 

P 


8009230368 

50-272 1 


0009040374* 

50-311 

r 


0009230360 

50-272 \ 


B009040375* 

50-31 1 

F 


8009230670 

50-3U £ 


800'904037a» 

50-311 

F 


6009230694* 

50-311 £ 


B009040377* 

SO-31 1 

F 


8009250260 

50-272 p 


S0090 40379* 

501-31 1 

F 


0009290361 

50-272 F 


0009040301* 

SO-31 1 

F 


8009300503 

50-272 F 


B0090403B1* 

50-311 

F 


6009300512 

50-272 p 


8009040304* 

50-311 

F 


0009300513 

50-311 P 


B0090403B5* 

SO-31 3 

F 

Puerto Rico Electric Power Authority 

0009160140 

50-376 t 


B009O403BB* 

50-311 

F 


8009160151* 

50-376 a 


8009040393* 

50-311 

F 

Purrfwe Research Foundation 

8009240130# 

CONTRACT 


B009040394* 

50-31 I 

F 


0009260247# 

CONTRACT 


a 0090 4 039 A* 

50-311 

F 

Purdue Unlv 

8009120590 

RE0 


8009040390* 

50-31 1 

F 

R 4 D Assoc la t es 

0009120570 

50-327 P 


0009040399* 

50-3 1 1 

F 


8009150414* 

CONTRACT 


BOO 9040 4 03* 

50-3 1 1 

F 

R J Reynolds Tobacco Co 

0009300602 

71-6144 


8009040403* 

50-311 

F 

Rni Co . RHI Titanium 

0009110214# 

XPORTLIC 


0009040405* 

50-311 

F 


8009110492 

XPORTLIC 


8009040407* 

50-31 1 

F 


0OO91IO5B7# 

XPORTLIC 


0009040400* 

50-31 1 

F 

Reliance Testing Laboratories! Inc 

B009030676 

PR 


8009040410* 

50-311 

F 


0009160209 

PRM 


0009040411* 

50-31 1 

F 

Rensselaer Polytechnic Inst 

0009020012 

50-225 f 


8009050390 

SO-273 

R 


6009300207 

71-396 


0009050394* 

SO-272 

R 


8009300210# 

71-396 


0009050332 

50-31 1 

P 

Reuter-StokeSi Inc 

80091 10270 

XPORTLIC 


0009000330 

50-272 

Q 


0009110496 

XPORTLIC 


0009090230 

50-272 

0 

Rio Algomi Ltd 

8009300520 

40-0004 


8009090312 

50-311 

P 

Robert L Cloud Associates! Inc 

8009020096* 

50-206 p 


0009090315 

50-31 1 

R 

Rochester Ops Electric Corp 

8009020026 

50-244 p 


B0090903SO* 

50-311 

R 


0009020006 

50-244 V 


8009090437 

50-311 

S 


0009020346 

50-244 8 


B009090441* 

50-311 

a 


8009020351* 

50-244 S 


8009090447 

50-311 

3 


0009030405 

50-244 p 


8009090455* 

50-311 

s 


8009030494 

50-244 P 


0009090542 

50-31 1 

s 


0009030545 

50-244 P 


0009070550* 

SO-31 1 

0 


0009040414* 

50-244 p 


B0090905S4 

50-3 1 1 

8 


8007040415* 

50-244 P 


0009090559* 

50-31 1 

8 


0OO9OSO274 

50-244 V 


8009090559 

50-354 

Q 


8009050270# 

SO-244 V 


0009090576 

SO -372 

8 


0009090377 

50-244 P 


8009090507 

50-273 

S 


0009090382* 

50-244 P 


80090 905B9* 

50-273 

8 


00090905 1 3 

50-244 P 


80090 9 059 J* 

50-273 

8 


0009090551 

50-244 P 


B009090393 

50-272 

0 


00091 10485 

50-244 Q 


B00909059S* 

50-273 

S 


8009160317 

50-244 F 


80091 10333 

50-272 

V 


0009160539 

50-244 P 


0009110357 

50-31 1 

Q 


0009170303 

50-244 P 


0009110473 

50-354 

0 


0009170306* 

50-244 P 


8009120210 

50-354 

8 


0009170311 

50-244 0 


6009120357 

50-272 

S 


8009180265 

50-244 H 


BOO? 130372* 

50-372 

0 


0009100272* 

50-244 R 


0009120375 

50-272 

S 


0009190667 

PR 


0009130302* 

50-372 

s 


0009220326 

50-244 Q 


0009130424 

50-272 

8 


0009240192* 

50-244 Q 


0009120430* 

50-272 

S 


0009300365 

50-244 P 


8009150043* 

50-354 

8 

Rochester Univ of 

0009160450 

NUREO 


8009 130364 

30-311 

S 

Rockwell International Corp , Energy 

8009 1 20620 

70-25 


8009150367* 

50-31 J 

S 

SysteidS Dtv 








8009150396 

7I-5O0B 


8009160398 

50-272 

R 





8009160300# 

50-272 

R 

Rocky Mountain Energy Co 

8008110042 

40-8721 


B0091 60351 

50-311 

P 


0000110046* 

40-8721 


0009160393 

50-311 

V 


80090804 S3 

40-0697 


0009160401 

50-272 

P 


8009170237 

40-0380 






8009260024 

40-8390 


0009160401 

50-272 

P 





B009160478 

50-311 

S 


8009260153 

40-0380 


8009160483* 

50-3 1 1 

s 


0009260159* 

40-8380 


0009160650 

50-354 

s 

Ropes (t Cray 

8009250049 

50-471 0 


0009160349 

50-3 1 1 

R 

RutgersiNeu Jerseyi Btate Univ ofr Busch 

0007120536* 

70-343 





Camp us 




B009ia0357* 

50-3 1 1 

R 

SRI International 

0009100012* 

CONTRACT 


80091004 13 

50-311 

P 





8009180455 

50-31 1 

Q 

Sacramento Municipal Utility District 

8009030109 

50-312 0 


8009160458 

30-31 1 

P 


0009040400 

50-312 F 


8009160465 

50-31 1 

P 


0009050240 

50-312 P 






G0090S024 1 « 

50-312 P 


8009190193 

50-311 

P 


0009050339 

50-312 R 


0009190310* 

30-354 

Q 





8009190213 

SO-31 1 

F 


0009DS0344* 

50-312 R 


0009190396 

50-311 

a 


0009000433 

50-312 P 


8009190466 

50-3 1 1 

p 


8009090784 

50-312 0 






8009090760* 

50-312 0 


0009190479 

50-31 1 

f 


0009090012 

50-312 Q 


8009190513 

50-311 

p 





0009 1 90537 

50-31 1 

p 


0009090013* 

50-312 0 


8009190536 

50-311 

p 


00091 S0269 

50-312 S 


0009830266 

50-31 1 

p 


0009150272# 

50-312 a 



CORPORATE SOURCE INDEX 
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AUTHOR 

ACCESSION 

SUBJECT 


APFILIATIDN 

NUMBER 

CATE GORY 


0009150540 

50-312 

P 


B0O91AO295 

50-312 

R 


BO 09 16 0297* 

50-312 

R 


80091 603Be 

50-312 

P 


8009160392* 

50-312 

P 


8009160628 

50-312 

0 


8009230677 

50-312 

R 


8009240378 

50-312 

0 


8009260472 

50-312 

s 


8009260476* 

S0-3!2 

s 


8009290353 

50-312 

p 


8009290356* 

50-312 

p 

San Antonio, TX 

8009040209 

50-445 

M 

San Diago Cas It Electric Co 

0008270260* 

50-36 1 

F 

8009030938* 

50-20^ 

R 


8009110399* 

50-361 

0 


8009170169 

50-502 

0 


0009170169 

50-582 

0 


0009170171* 

50-582 

G 


0009170171* 

50-582 

0 


8009190344* 

50-361 

K 


0009190351* 

50-36 1 

K 

San Lui« OtilepO Hother* for Peace 

8009160234 

50-275 

G 

8009220262 

50-275 

0 

Sandia Laboratoriee 

3009020349 

NUREO 



8009020361 

NUREO 



8009040437 

NUREO 



8009090132 

RES 



8009120502 

50-3 

P 


8009190398 

NUREO 



8009 1907 43 

NUREO 



8009260092 

NUREO 



8009260667 

NUREO 



8009300160 

NUREO 


Bandvik Special Metals Corp 

8009070208* 

XPORTLIC 



80090902 1 5* 

XPORTLK 


Sargant (c Lundi/i Inc 

8009030440* 

50-295 

P 

8009180443 

NUREO 



8009190474* 

50-295 

P 


8009300465* 

30-454 

A 

SchlPfi Hardin t< Waite 

9009170002* 

70-020 


Scrbulti, U B 

8009030149 

50-367 

0 


80090301 52* 

50-367 

Q 

Science Applicationi, Inc 

80091 i0379» 

CONTRACT 


8009120597* 

FOIA 



0009160493 

NUREO 



8009160515* 

CONTRACT 



8009240312 

70-1113 



8009250497* 

CONTRACT 


Seattle Unlv 

8009040240 

SO- 139 

F 

5 e na te 

8009020124* 

50-320 

H 

8009020168* 

50-320 

H 


9009020191* 

30-219 

H 


8009020332* 

50-320 

M 


B 009 1203 17* 

30-327 

H 


8009240014* 

FOIA 


Senete, Denting, Housing t< Urban Affairs 

8009150448* 

COMMISSION 

8anat0>« Energy ^ Natural R&eourcee 

0009100107* 

COMMISSION 

Senate, Foreign Relations Committee 

0009110413* 

COMMISSION 

Senate, Ooverninental Affairs 

B009020375* 

COMMISSION 


B009 100093* 

COMMISSION 

Shannon & Nilsanjinc 

8009220277 

NUREO 


Shaw, Plttinan, Potts tc Trowbridge 

8009030118 

50-320 

0 

8009040365 

50-289 

0 


8009090784 

50-312 

0 


8009090788* 

30-312 

0 


8009100429 

30-282 

0 


8009100431 

30-289 

0 


8009170219 

50-209 

0 


8009170302 

30-209 

0 


0009250017 

30-289 

0 


8009260301 

50-289 

0 


8009260313 

30-209 

T 


8009300011 

30-289 

o 


8009300020 

50-289 

o 


8009300022 

30-289 

o 


8009300410 

50-266 

o 


8009300370 

50-483 

0> 

Sheldon, Haraion tt Wclsi 

0009040250 

70-143 


8009040350 

50-289 

o 


8009080444 

70-820 



8009080575* 

COHM18S10M 


8009110363 

50-153 

G 


8009110549 

FOIA 



8007110002 

50-155 

0 


AUTHOR 

AFFILIATION 

ACCESSION 

HUMBER 

SUBJECT 

CATEGORY 


B0ID9I20S83 

FOIA 



0009150041 

50-289 

0 


8009160046 

PR 



8009220064 

70-020 



8009250452 

FOIA 



8009250467* 

TOPflEP 



8009250471* 

TOPREP 



□009300417 

30-239 

0 


8009300423* 

50-209 

c 

SI prra Club 

8009300004 

50-3t7 

c 

Slga<a Chemical Co (subs of Sigma-Aldri 

8009290485 

XPORTLIC 


ch corp ) 





B0092904aB 

XPORTLIC 



8009290581 

XPORTLIC 



8009300024 

XPORTLIC 


Small Business Administration 

8009150178* 

CONTRACT 



0009300097* 

CONTRACT 



0009300198* 

CONTRACT 



0009300209* 

CONTRACT 


Snell b Wllmor 

0009030689 

30-275 

0 


8009030699 

50-275 

c 


0009030714 

50-528 

0 

South Carolina Electric b Oas Co 

0009020065 

30-395 

H 


0009030460 

50-395 

Q 


0009030493 

50-395 

A 


0009030621 

50-395 

S 


0009100320 

50-395 

A 


0009100427 

50-393 

s 


8009110211 

50-393 

A 


0OO9UO7I9 

50-395 

0 


0009120347 

50-395 

A 


8009160634* 

30-395 

Q 


9009170294 

50-395 

A 


8007 1801 29 

50-395 

G 


0009180511 

50-395 

Q 


8009230027 

50-393 

0 


8009330282 

50-395 

F 


8009230296 

30-395 

A 


8009240552 

50-395 

a 


8009240557* 

50-395 

Q 


8009250072 

30-395 

Q 


8009260516 

50-395 

A 


80092605 10* 

50-395 

A 


8009290337 

50-395 

A 


8009300002 

30-395 

H 


B009300009 

50-395 

0 


8009300168 

50-395 

A 


□009300590 

50-395 

Q 

South Carolina Public Service Authorltg 

8009180366 

50-395 

H 


8009300009 

50-395 

G 

South Carolina, State of 

8009020316 

NUREO 



8009100072* 

27-47 



8009100076* 

27-47 



8009290142* 

CONTRACT 


South Carolina, Univ of 

80090304 ie« 

50-399 

A 

South Teiai Electric Cooperative 

8009170188 

50-445 

M 


8009300533 

50-490 

M 


8009300542* 

30-490 

M 

South West Nuclear Co 

0009150390 

71-9044 


Southern California Edison Co 

B00B270278 

30-361 

F 


0008270280* 

50-361 

F 


8009020006 

50-36 1 

A 


8009020006 

90-361 

A 


8009020007* 

90-361 

A 


8009020007* 

90-361 

A 


8009020010* 

30-361 

A 


8009020010* 

50-361 

A 


0009020031 

50-395 

0 


8009020063 

50-206 

P 


9009020078 

50-206 

S 


0009020082 

30-206 

P 


0009020083* 

30-206 

s 


0009030387 

50-206 

F 


0009030933 

50-206 

R 


0009030538* 

50-206 

R 


0009030634 

30-206 

P 


0009030637* 

50-206 

f 


0009030644* 

50-206 

f 


QOD90S0286 

50-206 



8009050286 

50-206 



0009050302 

50-361 



0009050302 

50-361 



8009080322 

50-206 



8009080337 

50-395 



8009080343 

50-206 
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CORPORATE SOURCE INDEX 


author 

affiliation 


Southern CoUTorriia. Univ of 

Southern 8t4t«t Cn«ri)i; fioerd 
Southunl Ritoarch Irutituta 


Southurat Ttiai Eloclric Cooptrativt 

Southwiitfpn Pubtlt Service Co 
Spitjtl (< KcOlarnid 


6t Francle Peoria, IL 
St Loifj* Uni a 


Standardlitd Nuclear Unit Power Plant 

Sy tten 


Stanford Unlv 


ACCESSION 

NURaER 


6009090365 

600909036S» 

S009090460 

B009090470 

B009090470 

S00909055S 
80090900 U 
0OO9UO399* 
G0091S0011 
8009150314 

8009150315* 

8009160330 

8009160531 

8009160626 

B009160630 

8009170307 
8009 1 70336 
8009180431 
8009180421 
8009180429* 

6009180429* 

8009180433* 

6009180433* 

8009190083 

8009190338 

8009190339 

8009190344* 

8009190344* 

8009190351* 

0009190351* 

8009190361 

8009190403 

8009260S08 

8009260513* 

8009290348 

6009300017 

8009300362 

8009300377 

8009300431 

8009300448 

6009090652 

0OO9O9O6S6* 

8009090664* 

8009090672* 

8009030184* 

8009080352* 

8009110297 

8009110299* 

8009110304* 

8009150174 

8009190713* 
80090401 96 
GO 0930003 5 
8009160299* 
8009020282 

8009090453 
8009150417 
8009160182 
6009160275 
8009170162 

8009190091 
8009190091 
8009220321 
0009220222* 
8009220223* 

8009260318 
8009300188 
8009120007* 
8009230372* 
8009240028* 

8009240057* 

BOO 93 00 59 7* 
8009030541 

8009150196* 
8009170416 

0009170442 
8009190441 
8009190441 
8009190441 
8009190445* 

8009190445* 
8009190445* 
8009300397 
8009150185 


subject 

CATEGORY 


50-206 R 
50-206 R 
50-206 P 
50-361 S 
50-361 S 

50-206 P 
50-206 0 

50-361 0 

50-206 0 

50-395 K 

50-395 K 
50-206 P 
50-206 Q 
50-361 0 

50-206 0 

50-206 0 

50-206 P 
50-361 A 
50-361 A 
50-361 A 

50-361 A 
50-361 A 
SO'361 A 
50-361 0 

50-361 H 

50-361 K 
50-361 K 
50-361 K 
50-361 K 
50-361 K 

50-206 P 
50-206 P 
50-206 S 
50-205 S 
50-206 P 

50-361 Q 
50-206 P 
50-206 P 
50-361 8 

50-206 P 

50-275 T 
50-275 T 
50-275 T 
50-275 T 
State Prog 

50-317 F 
50-293 a 
50-293 a 
50-293 Q 
REOOD 

CONTRACT 
50-445 M 
50-445 M 
50-267 R 
50-445 M 

50-498 M 
50-445 M 
50-445 M 
50-445 M 
50-309 M 

50-335 N 
50-335 M 
50-389 rt 
50-389 M 
50-389 M 

50-445 M 

70-2705 

CONTRACT 

CCWTRACr 

CONTRACT 

50-206 P 
contract 

50-482 A 

50-482 8 

50-462 0 

50-482 8 

50-482 H 
30-462 K 
30-402 K 
50-482 K 

50-482 K 
50-482 K 
50-482 A 
PR 


AUTHOR 

affiliation 


ACCESSION aUOJeCT 

NUMBER CATEOOnV 


State. Dapt of 8009150423* COHKISQION 

8009300074 XPORTLIC 

8009300650 XPDftTLtC 

8009300660 XPaWTLtC 

8009300664 XPORTUtC 


3tat«.Dept of. Bureau of Oceans I, 80090S0279 XPOftTLXC 

Internatl Environ 1. Scientific Affairs 

8009000547 XPORTI-IC 

8009100155 XPOSTCIC 

0009180420 * caiiMraaioN 

0009100296 XPORTLIC 


Steerns-Roger. Inc 

Stone 6 Uebster Engineering Carp 

Stone & Uebster, Inc 

Butin. Thager E Broun* 

Sweden 
Swi tierland 

Sgstems. Sciences t< Software 
TERA Corp 


8009290130 XPORTUIC 
8009290 136 XP DR TL t C 
8009300414* 40-366 1 

8009090119* 30—33-4 8 

0009030200 3A9'?9 

8003240038 PT9 
8009260195 XPDRTLIC 
8009 120607 KP OR TL 1 C 

8009020483 NUREO 
8009020005* 50— aD6 P 


Tech/Opi (Technical □perationi. Inc ) 

Technattoe iates, Inc 

Technical □peratumsi Inc 

Technolpgy Development of California. 
Tetnatron. Inc 
Teledgne Isotopes 
Tennessee Ualleg Authority 


8009100743* 70-754 

8009100740# 70-754 

0009100165* CONTRACT 
0009 1 80434 MUREl) 
0009100446 NURE^O 

00090205 13 71-9039 

0009140459 XPORTUtC 
0009300190* CONTRACT 

0009300209* CONTRACT 

0009160204 PfJM 

Inc 0007150178* CONTRACT 

8009150149* CONTRACT 

8009150373* 40-B113 

0000130476 30-090 8 

8000150212 30-39 0 8 

8000190450 30-390 Q 

8000190463 30—390 8 

0009020046 30-3 9 0 0 

0009020046 30- 39 0 8 

8009020056 30-390 S 


0009020056 S 0-390 0 

8009020069 30-396 P 

8009020074 * 30-396 P 

0009020001 TOPREP 

0009020094 30-390 K 


0009020094 30 -390 n 

8009020097* 30-390 K 

0009020097* 30-390 H 

0009020103* TOPRETP 

0009020104 30-337 0 


0009020133 

0009020184 

0009020214 

0009020214 

0009020214 


30-239 0 

30-239 a 
30-327 0 

30-327 a 
30-327 a 


0009020214 30-32 7 0 

8009020214 30-327 0 

000902021 4 S 0-32 7 Q 
8009020214 30-327 0 

8009020214 3 0 -32 7 a 


0009020201 30-327 

8009020406 30- 29A 
0009020400* 30-296 

0009030260* 30-390 

0009030367 3 0 -3 27 


S 

P 

P 

0 

s 


0009030370* 30-327 

0007030397 30-3 27 
8009030406 30-239 

8009030406 30-239 

8009030406 30-2 39 


a 

R 

P 

P 

P 


00090304 1 1# 30-239 

0009030411# 30-239 

0009030411# 30-239 

0009030436 30-327 

0009030436 80-3 27 


P 

P 

P 

P 

P 


8009030438* 80-3 27 
0009030480 80-239 

0009030496* 30-2 39 
0009030508 80-260 

0009030514* 30-260 


P 

8 

8 

P 

P 


0009030517 30-327 

0009030523* 80-327 

0009030536 30-327 

0009030548 30-391 


S 

8 

F 

F 
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AUTHOR ACCESSION SUBJECT AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY AFFILIATIOM NUMBER CATECOHY 


eoo<?oaoss8 

50-259 

S 

8009090555 

50-259 

P 

aoo'joaosAO 

50-327 

K 

B009090S5S 

50-259 

P 

000903 OSfiA* 

50-259 

S 

8009090557 

50-259 

8 

0009030574 

50-390 

K 

0009090560* 

SO-259 

P 

0009030574 

50-390 

K 

B009090560* 

50-259 

P 

8009030597 

S 0-29 6 

S 

8009090560* 

50-239 

P 

000903 OAO 4 < 

S 0-296 

S 

8009090563* 

50-259 

1 

B00903063I 

50-296 

P 

8009090563* 

50-259 

I 

800903 0I>&2 

50-327 

P 

9009090563* 

50-259 

I 

0009030654* 

50-327 

P 

8009090563* 

50-239 

I 

0009030656* 

50-327 

P 

8009090563* 

50-259 

I 

8009040401 

50-390 

8 

0009090563* 

50-259 

I 

8009040401 

50-390 

S 

0009090563* 

50-259 

I 

B009040430 

50-390 

s 

8009090563* 

50-259 

I 

.8009040430 

50-390 

s 

8009090563* 

50-239 

I 

8009040436 

30-390 

s 

8009090563* 

50-239 

I 

8009040449 

30-518 

s 

0009090563* 

50-259 

1 

8009040484 

30-553 

A 

8009090563* 

50-239 

I 

800904 0486 

30-328 

S 

8009070363* 

50-259 

I 

8009040487* 

50-553 

A 

8009090563* 

SO-259 

I 

8009090237 

50-327 

P 

8009090563* 

50-259 

1 

8009080259 

50-327 

P 

8009090563* 

50-259 

I 

8009080259 

50-327 

P 

8009090563* 

30-259 

I 

8009080354 

50-327 

s 

8009090565* 

50-259 

S 

8009080356* 

50-327 

s 

8009090383* 

50-327 

8 

8009080360 

50-327 

s 

B0090905S8* 

50-327 

S 

8009080367* 

50-327 

s 

8009090590* 

50-327 

a 

8009080373 

50-327 

s 

8009090802 

50-327 

0 

8009080380* 

50-327 

s 

8009090802 

50-327 

a 

8009080382 

50-327 

8 

8009090802 

30-327 

a 

8009080391* 

50-327 

S 

8009090802 

50-327 

a 

8009090314 

50-296 

s 

8009090802 

50-327 

0 

8009090328* 

50-296 

s 

8009090802 

50-327 

a 

8009090332 

50-296 

5 

8009090002 

50-327 

0 

8009090341* 

50-296 

s 

8009090802 

50-327 

0 

8009090367 

50-259 

p 

8009100236 

30-320 

s 

8009090367 

50-259 

p 

0009100283 

50-390 

3 

8009090367 

50-259 

p 

8009100283 

50-390 

s 

8009090370 

50-327 

p 

8009100284 

50-328 

s 

0009090370 

50-327 

p 

8009100293 

50-390 

8 

8009090414 

50-327 

R 

B009 100293 

50-390 

B 

8009090418* 

50-327 

R 

BOO? 100401 

50-438 

3 

8009090427 

50-518 

B 

8009100401 

SO-438 

3 

8009090427 

50-518 

8 

8009100443 

50-390 

8 

8009090427 

50-518 

B 

8009100443 

30-390 

a 

0009090434 

50-518 

8 

8009100459 

50-328 

8 

8009090434 

50-518 

S 

0009 100472 

50-353 

A 

8009090434 

50-518 

B 

0009100494 

50-438 

8 

8009090434 

50-318 

s 

8009100496 

50-320 

8 

0009090440 

50-SIB 

s 

8009100526 

50-518 

8 

0009090440 

SO-SIB 

8 

8009100537 

50-327 

8 

B009090440 

SO-SIB 

a 

8009100537 

50-327 

8 

8009090440 

50-518 

8 

0009100537 

50-327 

8 

0009090445 

50-260 

8 

0009100537 

50-327 

a 

8009090462* 

50-260 

B 

0009 100576 

50-320 

s 

8009090467 

50-260 

S 

8009100576 

50-328 

s 

80090904S1* 

50-260 

8 

8009110181* 

50-327 

0 

8009090490 

50-260 

S 

8009110320 

50-328 

a 

8009090309* 

50-260 

B 

80091 10352 

50-259 

fl 

0009090322 

50-430 

A 

8009110352 

50-259 

R 

8009090522 

SO- 438 

A 

8009110352 

50-259 

R 

0009090524 

50-438 

O 

80091 10353* 

50-259 

R 

8009090327 

50-327 

S 

8009110353* 

50-259 

R 

8009090530 

SO'Sie 

B 

8009110353* 

50-239 

R 

8009090330 

50-510 

8 

8009120245 

50-296 

P 

8009090531 

50-327 

8 

9009120249* 

50-296 

P 

8009090343 

50-259 

I 

8009120261 

50-327 

V 

8009090543 

50-259 

I 

8009120261 

50-327 

V 

8009090543 

30-259 

I 

8009120293 

50-430 

8 

8009090543 

50-259 

I 

0009120389 

50-327 

P 

8009090543 

30-259 

I 

0009120411 

50-327 

a 

8009090543 

50-259 

I 

8007120412 

50-327 

a 

8009090643 

50-259 

I 

8009120440* 

50-327 

8 

8009090343 

50-259 

1 

8009120443* 

50-327 

S 

8009090343 

50-259 

I 

8007120488 

50-390 

r 

8009090S43 

50-259 

I 

8007120488 

60-390 

F 

8009090343 

50-259 

I 

8009120679 

50-327 

0 

8009090343 

50-259 

t 

8009120679 

50-327 

a 

8009090343 

50-259 

I 

B009120679 

60-327 

a 

8009090343 

50-259 

r 

BO 09 12067 9 

50-327 

a 

8009090543 

SO-259 

t 

8009120679 

50-327 

0 

8009090543 

50-259 

I 

8009120679 

50-327 

a 

0009090543 

50-259 

r 

8009120679 

30-327 

a 

8009090347 

50-327 

8 

8009120679 

30-327 

a 

B009090S53 

50-259 

P 

8009150460 

50-438 

A 
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CORPORATE SOURCE INDEX 


AUTHOR ACCESS low SUBJECT 

AFFJLIATIOM tJUMBER CATESORY 


8007150463* 50-438 A 

9007150537 50-370 S 

0007150591 71-9074 

8007160319 50-257 P 

0007160319 50-257 P 

0009160319 50-257 P 

0007160321* 50-257 P 

0009160221* 30-257 P 

B0091 60321* 50-257 P 

0007160319 30-390 S 

0009160325 30-327 6 

8009160326 50-323 8 

8009160327* 50-327 B 

B00916032B 50-333 B 

8009 1 60353 50-433 S 

8009160353 50-433 5 

8007160353 50-438 S 

B00916036B 50-566 S 

0009 1 60373 50-327 B 

0009160372 50-337 S 

8009 160375 50-337 B 

0007160377 50-43B S 

9007160377 50-430 S 

0009160300* 50-327 B 

0009160390 50-327 5 

a00916039B* 50-337 9 

8007160406 50-337 0 

9007160413* 50-337 3 

9009160416 50-296 8 

9009160410 50-390 Q 

800916041Q 50-390 0 

BO09I6O421 SO-327 S 

8009 160432* 50-296 S 

8009160433 50-390 0 

8007160423 50-370 O 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEOORY 

8009190495* 50-259 p 

B0091905tl* 50-327 a 

0009190519* 50-259 g 

8009190524* 50-239 g 

8009190540 30-327 g 

8009190547* 30-327 3 

0009190610* 30-259 0 

8009190643* 30-259 Q 

8009190739 70-2910 

8009220038 40-1341 

8009220041* 40-1341 

8009220210 30-359 p 

8009330310 30-359 p 

6009330333 50-327 F 

8009230333 50-337 F 

0009230468 50-390 g 

0009230524 50-337 a 

0009230549 50-327 p 

0009230549 50-337 p 

0009230560 50-390 g 

0009230560 50-390 g 

0009230587 50-337 g 

0009330594* 50-327 S 

0009330610 50-390 g 

0009230610 50-390 g 

8009230611 50-390 B 

0009230669 50-296 a 

0009230674 50-296 8 

0009230675* 50-396 8 

8009230679* 50-396 8 

0009230706 50-239 S 

0009230714* 50-259 8 

0009230716 50-289 6 

G00933072S* 50-359 B 

0009330730 50-327 8 


8007160425* 

50-327 

B 

0009230734* 

50-337 

S 

8007160432 

50-260 

S 

8009240261 

50-359 

Q 

B009 160437 

50-430 

B 

0009240261 

50-359 

0 

8009160440* 

50-260 

S 

0009340261 

50-259 

0 

0009160434 

50-260 

S 

8009240357 

50-518 

a 

8009160463 

30-327 

S 

BOO924O303 

50-859 

0 

8009160466* 

50-260 

8 

8009340383 

50-359 

a 

8007160468* 

50-327 

0 

8009340303 

50-359 

Q 

0009 16 0547 

50-391 

A 

8009240387* 

50-510 

Q 

BO09 160643 

50-510 

S 

0009240392 

50-510 

B 

8007160640 

50-430 

S 

0009240425 

50-510 

s 

8007160640 

30-438 

a 

0009240427 

50-510 

Q 

8007170206 

50-259 

p 

0009240427 

30-510 

a 

8009170261 

SO-327 

R 

0009240427 

SO-SIB 

0 

0007170262* 

50-327 

R 

0009240427 

SO-SIB 

0 

BOO? 170274 

50-239 

R 

0009240427 

50-510 

0 

0007170274 

50-237 

R 

0009240427 

50-510 

0 

8007170274 

30-237 

R 

0009240446 

50-259 

a 

8007170277* 

50-239 

R 

0009240446 

50-359 

Q 

0007170277 

50-327 

P 

0009240446 

50-259 

0 

8007170277 

50-327 

P 

6009340454 

30-330 

Q 

8007180068 

50-510 

0 

0009240454 

S0-33fl 

Q 

0007100068 

50-510 

o 

0009340454 

50-320 

0 

0007180068 

50-510 

0 

0009240434 

30-320 

0 

0007180060 

50-257 

0 

fl009240454 

50-320 

0 

6007100060 

30-513 

Q 

0009240434 

50-330 

Q 

0DO91BOO60 

50-510 

Q 

8009340600* 

50-666 

a 

SDO91BOO60 

30-510 

0 

80072S007S 

50-339 

Q 

00091 BOO07 

30-390 

0 

0007230073 

50-339 

a 

8007100007 

50-390 

0 

0009330240 

50-430 

8 

B009 1 80007 

50-239 

0 

8009330236 

50-430 

8 

0009100007 

S0-2S7 

0 

0009230273 

30-390 

a 

0009180007 

30-390 

a 

0009250400 

30-337 

0 

8009100007 

50-390 

0 

8009290262 

30-327 

p 

8007180087 

50-390 

Q 

0009390300* 

30-337 

p 

8009100087 

30-359 

Q 

8009290324 

50-390 

a 

0009 180399 

50-360 

B 

0009290324 

30-390 

s 

8009100400 

50-359 

8 

0009290327 

50-390 

a 

8009100403 

50-359 

S 

0009290357 

50-390 

a 

0009 1 0044 1 

50-296 

8 

0009290333 

50-320 

a 

0009190440 

50-360 

S 

0009390333 

50-327 

p 

0009190454* 

50-260 

s 

8009390344 

50-390 

a 

0009190465 

50-359 

s 

0009390344 

50-390 

a 

0009190467 

50-259 

8 

0007290343 

30-359 

a 

8009190471 

50-337 

s 

8007290346 

50-430 

a 

0009170476 

50-327 

p 

0009290347* 

30-259 

a 

0009190476 

50-327 

p 

8007390350 

50-320 

8 

0009190480 

50-259 

P 

80072903SS 

50-553 

a 

0009190498 

50-259 

p 

8007390353 

50-553 

a 

8009190495* 

50-259 

p 

8009290375 

50-518 

a 
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AUTHOR 

AFFILIATION 


ACCESSrON SUBJECT 

NUMBER CATECORV 


T«r«m A & H Univ 


Tt-iai BOT(f*T CoOpffFjtiVtft 
T'*!** Initruinsntii Inc 


T**»* Public Intmst R***«rch Oroup 


TbCA* Tbcbnolag lal Cnllcgt 
r»K«* utilities Oenrrating Co 


0009290375 
0009290375 
8009300067 • 
0009300067* 
0009300067* 

0009300147 
0009300147 
0009300147 
8009300 1S6* 
8009300156* 

8009300156* 
8009300195 
000930 0226 
8009300277 
8009300280* 

8009300348 

8009300348 

8009300353 

8009300353 

8009300333 

0009300395 

0009300400 

0009300400 

0009300400 

0009300400 

0009300411 

0009300411 

8009300427 

8009300427 

8009300429 

8009300445 

0009300451 

B009300467 

B0093004BO 

0009300400 

0009300516 

0009300521* 

0009300329 

8009300344 

8009300548 

8009300553* 

0009300554* 

0009300363 

8009300367* 

0009030350 

8009030353* 

0009030568 

0009030572* 

0009300496* 

0OO9O2O23S 

8009020259* 

8009030435* 

8009110702 

8009120668 

8009150078 

8009160527 
8009 170 I 49 
8009170153* 
6009170154* 
8009170157* 

8009170223 

0009170225* 

8009030216* 

0009090387 

8009110048 

8009110048 
8009110781 
8009150012 
8009150213 
80091 50215* 

8009160362 

8009160362 

8009170141 

8009170141 

8009170232* 

8009170235* 

8009170235* 

0009170359 

0009170359 

8009170359 

0009170369* 

8009170369* 

6009170420 

8009180045 

8009180457 


50-518 S 
50-510 S 
50-259 Q 
50-259 a 
50-259 a 

50-259 P 
50-259 P 
50-259 P 
50-259 P 
50-259 P 

50-259 P 
50-327 0 

50-327 P 
40-1341 
40-1341 

50-436 S 
50-438 0 

50-259 P 
50-259 P 
50-259 P 

50-320 S 
50-259 P 
50-259 P 
50-259 P 
30-259 P 

50-438 S 
50-438 6 

50-438 5 

50-438 B 
50-296 P 

30-SiS S 
50-327 8 

50-328 S 
50-438 8 

50-430 8 

50-259 S 
50-259 B 
50-259 Q 
50-296 S 
50-260 8 

50-296 S 
50-260 8 

50-259 8 

50-259 B 
50-128 R 

50-120 R 
50-59 R 
50-59 R 
50-445 M 
70-33 

70-33 
50-367 R 
70-33 
70-33 
70-33 

30-466 0 

50-466 0 

50-466 C 
50-466 0 

50-466 0 

50-466 C 
50-466 « 

CONTRACT 
50-445 V 
50-445 0 

50-443 0 

50-445 0 

50-443 a 
70-2932 
70-2932 

50-443 A 
30-445 A 
50-445 0 

30-445 0 

30-445 n 

50-445 M 
50-443 M 
50-445 M 
30-445 M 
30-445 H 

30-445 M 
30-445 M 
50-445 0 

30-445 6 

50-445 0 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEO0HV 


8009220334 

SO-445 

A 


0009220334 

50-445 

A 


800923 0005 

50-445 

O 


8009230005 

50-445 

O 


8009230301 

50-445 

B 


8009230301 

50-445 

S 


8009290571# 

30-445 

Q 


8009300055 

30-445 

O 


8009300065 

50-445 

a 


8009300065 

50-445 

o 


8009300070 

SO-443 

a 


8009300076 

SO-445 

o 


8009300076 

50-445 

o 

T*i4i utilities Set-vicesi Inc 

8009230623 

SO-445 

A 

Tetat, State of 

0009090651* 

COMMISSION 


0009090655 t 

COMMISSION 


8009090662* 

COMMISSION 


6009160332 

50-490 

M 


8009160343 

WASTE MOT 


8009190094 

State Proo 

Tviasf Unvi ofi El Faso 

8009 120590 

RES 


Tcias-Loui slana Electric Cnoparatlvci Inc 

8009170232* 

50-445 

M 


8007170232* 

50-445 

H 


8009170364* 

30-445 

N 


8009170364* 

30-445 

H 

Th« Tribune Cbrntiicle* Uerrsni OH 

8007230239* 

50-320 

H 


0007230242* 

50-320 

H 


8009230245* 

50-320 

H 


8009230247* 

50-320 

N 

Thainp<on> Hlelsoni KlaverKanp t« Jajiics 

8009050354 

50-329 

O 

Three Hllc Island Alert 

8009020407 

50-209 

O 


e0'a?300629 

50-289 

O 


8009300632* 

50-209 

O 

Three Mile Island Public Interest 

0009030421 

50-209 

P 

Resource Center 




Toledo Edison Co 

8009020057 

50-346 

a 


8009020061* 

60-346 

6 


8009020333 

50-346 

S 


8009020376* 

50-346 

a 


B009030012 

MUREO 



8009080317 

50-346 

R 


8009000319* 

50-346 

R 


B009IOQ172 

50-346 

P 


8009110504 

50-346 

O 


8009120351 

50-346 

8 


8007120356* 

50-346 

S 


8009120430 

50-346 

F 


8009180067 

50-346 

Q 


8009150276 

30-346 

R 


8009150277* 

50-346 

R 


8009 I 60391 

50-346 

0 


B009I60399* 

50-346 

8 


8009220176 

50-346 

O 


8009220297 

50-346 

P 


8009220301* 

SO-346 

P 


8009220313* 

50-346 

P 


8009230671 

50-346 

3 


8009230600* 

50-346 

a 


0009230692 

50-346 

0 


0009230686* 

50-346 

S 


0009230690 

50-346 

a 


0009230692* 

30-346 

a 


0009260097 

50-346 

a 


0009290363 

30-346 

a 


9009290370* 

SO-346 

s 

Torontoi Vnl V ofi 

3009190240 

50-440 

K 

Transnuc 1 eari Inc 

0009020480 

XPORTLIC 



0009020486* 

XPOflTLIC 



8009050469 

XPQRTLtC 



80091 10240 

70-2478 



8009110403 

XPORTLIC 



8009 1 1 0497 

KPORTLIC 



8009110502* 

XPORTLIC 



8009110629 

XPORTLIC 



8009 11 0695 

XPORTLIC 



8009110700 

XPORTLIC 



8009 110743 

XPORTLIC 



8009150433* 

COMMIBSIQN 


8009150438* 

COMMISSION 


8009100512 

70-2478 



0009 2602 IB 

XPORTLIC 



60092602S4* 

XPORTLIC 



8009300070 

XPORTLIC 



8009300079 

XPORTLIC 



800930008 4* 

XPORTLIC 




426 


CORPORATE SOURCE (NDEX 


AUTIIDft 

AFPIUIATIDH 


ACCCSSION SUDJECT 

NUMBER CATEOOBV 


U S Court of Appoali 9th Circuit 
Union 7b Kltiaralt Exploration Co 
Union Carbide Corp 


Union Electric Co 


Union of Concerned Scientists 


United Engineers U Cons true tars> Inc 
(subs of Ragtheon Co 1 
United Nuclear Corp • UNC Recoverg 
Sgsteies Dlv 


United Nuclear Corp •Naval Products Dlv 
United Tecbnologlas Corp ■ Pratt b 
Hhttney Aircraft Oroup 

Utllitg Workers Union of America 
Velan Valve Co 

Vermont Yankee Nuclear Power Corp 


tt Adfflln Hosp OmahafNC 
1 1 lage Voice 

flrglnla Electric ti Power Co 


8009 100431 
80091 lOBSO 
8008130375 
8009120390 
000916,0549 

8009020093 
00090 90S4i 
OOO91OOO0OS 
0009230651 
0OO9S3O663 

0009230662 
0009230667 » 
0009230667* 
0009300447 
a00930,0S7O 

80090403SB 

B0091S0041 

0009230011 

0009300420* 

0009300422* 

8009300423* 

8009160645 

80091 10221 

80091 10230 
8009110235 

8009110252* 
80091 70005* 
8009180527 
800924O66S 
8009300537 


8009150243 

5009250313* 

0009020113 

8009050318 

8009050322* 

8009080375 

8009080381* 

8009090478 

8009090333 

8009090540* 

8009100127 

8009110467 

8009120401 

8009120405* 

8009160291 

8009160301* 

8009180451 

8009180432* 

□009190947 

8009230100 

8009240207 

8009260221 

8009260458 

8009260461* 

8009260280 

3009150003 

0007030184 

0007030207* 

8009020088 

8009020090* 

0009020236 

0009020236 

8009020242 

0009020344 

8009020330* 

8009020399 

0009020399 

0009020416 

8009020416 

8009020437 

8009020437 

8007020441* 

8009020441* 

8009030426 

8009030426 

8009030428* 
6009030428* 
80 09030 S23 
S009030533* 
0009030535 

8009030361* 

8009030367 


50-312 0 

40-8584 

40-299 

40-299 

40-299 

50-483 A 
50-403 S 
S 0-483 S 
50-483 3 

50-483 H 

30-483 H 
50-483 H 
50-483 H 
NUREO 
30-483 0 

50-289 0 

50-289 0 

30-289 T 
50-289 0 

30-289 0 

50-289 0 

50-443 3 

70-820 

70-820 

70-020 

70-820 

70-920 

70-920 

70-371 

40-791 


REOOD 

QA999 

30-271 0 
30-271 8 
30-271 B 

50-271 P 
50-271 P 
30-271 P 
SO-271 R 
30-271 R 

30-271 a 
30-271 0 
30-271 P 
50-271 P 
30-271 ft 

50-271 ft 
50-271 P 
50-271 P 
50-271 <1 
50-271 0 

30-271 P 
30-271 P 
30-271 P 
30-271 P 
30-131 F 

FOtA 

50-280 F 
50-280 F 
50-281 S 
50-281 8 

30-404 Q 
30-404 Q 
30-280 0 
30-280 B 
90-280 8 

50-404 0 
50-404 0 
50-404 0 
30-404 0 
30-280 P 

30-280 P 
90-280 P 
30-280 P 
30-338 P 
30-338 P 

30-338 P 
30-338 P 
30-280 8 
30-280 8 
30-338 8 

30-338 B 
30-339 a 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8009030371* 

0009030576 

0009030306* 

0009030393 

8009030606 

0009030606* 

0009030612 

S009030614* 

8009030613 

8009030617* 

8009030623* 

0009030629 

6009030632* 

8009030642 

B009030649* 

0009030653 

9009030658* 

B0090S0056 

8009050329 

8009050329 

8009050335* 
8009050335* 
0OO9OBO3S 1 
0009080366* 
0009080394 

8009090274 

0009090344 

0009090344 

0009090347* 

8009090347* 

8009090332* 

8009090332* 

8009090499 

0009090312* 

6009090328 

6009090528 

BOO9O9O530 

8007090341 

8009090364* 

6009090366* 

6009 100232 
8009100262* 
60091 10431 
8009120031 
8009120031 

6009120031 
8009120702 
6009130237 
6007150274 
60091 S027S* 

8009160324 

8009160429 

8009170321 

B009170323* 

6009100231 

8007100231 

8009100412 

6009180417* 

8009190437 

8009190437 

6009190444* 

6009190325 

8009190323 

8009190329 

8009190533 

8009190333 

8009190339* 

8009190366* 

6009220134 

6007220134 

6009220239 

8009220241 

8009220243 

8009220248 

6009320231 

8009220233 

8009220238* 

8009220260* 

8009220263* 

8009220306* 

8009220309* 

8009220313* 

8009220319* 

6009220324* 

8009220333 


SUBJECT 

CATEOOttV 


50-339 a 
30-339 8 
50-339 S 
30-339 3 
30-330 a 

50-339 g 
30-338 S 
30-338 3 
30-339 8 
30-339 a 

30-330 S 
30-330 8 
30-336 9 
50-338 8 
30-330 S 

30-330 S 
30-333 a 
30-281 0 
30-330 n 
30-338 R 

80-338 H 
30-338 R 
30-281 a 
80-281 8 
30-339 P 

50-280 F 
30-338 P 
80-338 p 
30-330 P 
30-338 P 

30-338 p 
30-330 P 
50-330 5 
80-330 a 
30-280 a 

50-200 0 
80-339 a 
30-338 3 
30-339 a 
30-330 a 

50-280 a 

30-280 S 
30-330 P 
80-260 0 
30-280 <1 

30-280 0 
30-338 8 
30-330 0 
30-280 8 
50-280 e 

30-281 J 
30-330 P 
30-281 P 
50-281 P 
50-280 P 

50-280 P 
50-339 8 
50-339 8 
50-280 R 
50-280 R 

50-200 R 
30-200 P 
30-280 P 
30-280 P 
80-200 8 

30-280 9 
30-200 B 

80-280 a 

30-280 P 
30-280 P 

50-339 9 
30-339 e 
50-330 8 
30-281 8 
30-338 a 

30-200 9 
30-200 8 
30-200 B 
50-200 8 
30-338 S 

30-281 0 
30-339 8 
30-339 S 
30-338 B 
30-337 S 



CORPORATE SOURCE INDEX 


427 


AUrHOR 

AFFILIATION 


Vlrg-lltla T»cli 
VirglTila< State of 


Vtrvtnlai llnlv. of 
Vollam R O 


MaaKlngton Public Powar Supply Syattn 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

B009220360* 

50-339 

S 


6009160622 



a00<»220369 

50-338 

S 


8009170380 

50-397 


a009220373» 

50-338 

S 


8009170393 

50-4AO 

0 

8009220398» 

50-281 

s 


8009170393 

30-460 


B009220403* 

50-281 

8 


0009190677 

NUREO 


8009230097 

50-338 

Q 


0009230352 

50-397 

A 

8009230237 

50-338 

P 


8009230696 

50-397 


8009230292 

50-338 

P 


8009240464 

50-397 

3 

8009230320 

50-336 

F 


8009240465 

50-397 

8 

8009230320 

50-330 

F 


0009300346 

50-460 

0 

8009230343 

50-280 

F 


8009300352 

50-397 

A 

B0092303S6 

50-330 

R 


0009300379 

50-397 

0 

8009230360* 

50-330 

R 


0009300415 

50-397 

6 

8009230360* 

50-338 

R 

Uachlnyto-n State Unlv 

8009030528 

50-27 

R 

8009230954 

30-339 

8 


800903 OSaOe 

50-27 

R 

8009230577* 

50-339 

S 


8009300391 

50-27 

P 

8009230569 

30-339 

8 

Hithingtani State of 

8009240260 


B009230600* 

30-339 

9 

Rest Teia« Legal Service* 

8009090238 

30-445 

0 

8009230605 

30-338 

8 


8009150045 

50-445 

0 

8009230615* 

50-338 

S 

Uettern Cultural Reiource M«nage<nent> 

8009150164* 

40-8743 


8009230622 

30-338 

B 





8009230629 

50-338 

0 

Me«tern Nucleari Inc (eubi of Phelp* 

8009150350 

40- 1 1 62 


8009230629 

50-338 

0 

Dodge Corp ) 




8009230636* 

50-339 

S 


8007180419 

40-1162 


8009230645 

50-380 

8 


8009260041 

40-1162 






8009300141 

40-1162 


8009230661* 

so-aao 

a 

Uevtinphouse Electric Corp 

8009020017* 

50-537 

A 

8009230673* 

50-280 

0 





0009240160 

50-280 

0 


8009020492 

XPQRTLIC 


8009240399 

50-280 

0 


8009020499* 

XPQHTLIC 


8009240399 

50-280 

Q 


8009040180* 

50-290 

P 





8009040409 

TOPREP 


0009240399 

50-280 

Q 


8009080294 

50-349 

P 

8009240399 

50-280 

0 





8009240469 

50-281 

8 


8009000299* 

50-340 

P 

8009240470* 

50-281 

8 


8009100048 

XPORTLIC 


8009240471* 

50-281 

S 


8009100096 

XPORTLK 






0009100101* 

XPORTLIC 


8009240473* 

50-281 

8 


80091001 19* 

XPORTLIC 


8009240661* 

50-281 

0 





8009240701* 

50-280 

0 


8009100131* 

XPORTLIC 


B0092500B7 

50-404 

0 


8009100187 

70-1143 


8009250067 

50-404 

Q 


8009100193* 

70-1143 






8009100493 

XPORTLIC 


8009260162 

50-338 

F 


8009110026 

XPORTLIC 


8009260276 

50-280 

P 





8009290319 

50-333 

R 


8009110135* 

70- 1 1 51 


8009290319 

50-338 

R 


0009110256* 

CONTRACT 


8009290321* 

50-338 

R 


80091 10264 

XPORTLIC 






8009110406 

XPORTLIC 


8009290321* 

50-338 

R 


80071 602B7 

XPORTLIC 


8009290349 

50-338 

F 





80093001 16 

50-200 

a 


8009170295 

30-244 

P 

8009300116 

50-280 

a 


8009170296* 

50-244 

P 

8009300116 

50-200 

a 


8009170298 

50-244 

P 





8009170301* 

50-244 

P 

8009300116 

50-280 

a 


8009170312 

50-244 

P 

8009300249 

50-330 

p 





B00930025S 

50-338 

0 


8009170314* 

50-244 

P 

B009300498 

50-281 

8 


0009180341 

TOPREP 


B009300S04* 

50-281 

6 


0009190365* 

50-206 

P 





6009190374* 

50-206 

P 

8009300500* 

50-281 

S 


9009190378* 

50-206 

P 

8009300459 

50-124 

P 





8007030202* 

50-280 

F 


0009220275 

NUREO 


8009090333* 

50-339 

P 


8009230605 

TOPREP 


8009090343* 

50-339 

U 


8009230783 

XPORTLIC 






8009250237 

30-22 

0 

8009250263* 

CONTRACT 


Neitinghouse Electric Carp ■ Nuclear 

8009080299* 

80-348 

0 

8009030703 

50-367 

0 

Energy Syvtaeii 




8009030710 

50-367 

0 





8009120392 

50-367 

0 


8009 190433* 

TOPREP 


8009120445* 

50-367 

0 

Uettinghouie Electric Corp • PUR Syttemi 

8009190108 

70-1151 





Dlv. 




8009230006 

50-367 

0 


8009190457 

TOPREP 


8009230302 

50-367 

o 

Ucston Oeophytlcal Corp 

0009190240 

30-440 

K 

8009230393 

50-367 

o 


8009190240 

50-440 

K 

8009260011 

50-367 

0 





8009020043 

50-397 

K 


8009190244 

30-440 

K 





0009190244 

50-440 

K 

8009030342* 

30-508 

s 

Nharton ti Pogallei 

8009100406 

50-361 

0 

8009030521 

50-397 

A 


80091 10399* 

50-361 

0 

6009060321 

90-397 

A 

Nhltct H R Consulting Engineer 

0009150242 

50-70 

D 

8009090023 

30-397 

Q 





8009090319* 

30-397 

K 

Whiting Corp 

80091 SO 166 

50-324 

P 




Mtdoffi Reagert Beltoulti 6 Adler 

8009020407 

50-289 

1 

8009090322* 

30-397 

K 


8009240535 

50-289 

( 

8009090496 

30-397 

A 


8009240536* 

50-209 

( 

8009090680 

50-397 

K 


8009240538* 

30-289 

i 

8009100179 

30-308 

8 





00071 10422* 

30-460 

0 


B009300629 

50-209 

1 




WlllUnF Kirk 

0009170366 

50-201 


6009120360 

TOPREP 


UlUUni Pouall Co 

0009150062 

50-358 


8009120363* 

TOPBEP 


Minthropi Stimeonr Putnam & Robarte 

0009230699 

50-412 

I 

8009120568 

30-397 

0 

Ulsconsln Electric Pouier Co 

0009020497 

50-266 

P 

8009160312 

30-397 

K 





8009160622 

30-460 

0 


8009030542 

50-266 

F 



428 


CORPORATE SOURCE INDEX 


AUTHOR 

APFtLiATION 


P 


Hifcdtisln Poiiivr St Lijht Co 
Ulsconsin Public Strvic* Carp 


ACCESS I ail 

SUBJECT 

author 

ACCESSION 

SUBJECT 

HuneEF) 

CATEOORV 

AFFIUIATIOM 

NUMBER 

CATEOORV 

8009090339 

50-266 

R 

Ultconliti't CnvlroAtnsntal Decadv 

8009030498 

30-266 

8009090539 

50-266 

R 


8009000348 

50-266 

8009090545* 

50-266 

R 




8009090545* 

50-266 

R 

Uiiconilnt State of 

B0090200SO 

50-266 

8009110557 

50-266 

0 


8009110411 

30-266 





8009240490 

30-266 

6009160302 

50-266 

R 

Uitconslni Untv of< Madiion 

8009040397 

30-136 

6009160304* 

50-266 

fl 

Uolivarf J D 

8009030693 

50-338 

6009160442 

50-266 

P 




8009180158 

50-266 

0 

Uoodu^rd-^Clgdv Consul tanttr Inc 

0007190272 

30-440 

6009180158 

50-266 

0 

8009240433* 

30-3 




Uorcsit*r Polytechnic Init 

0009020018 

50-134 

8009230660 

50-266 

P 

UorshaiDt Fonythe St Sampels 

6009170339 

30-443 

8009230666 

30-266 

P 

Wyoming hlnaral Corp 

8008110036 

40-0302 

8009250247 

S 0-266 

P 



8009250249 

50-266 

P 


80081 10038* 

40-8302 

8009250253* 

50-266 

P 


6008120614 

40-0502 





B008120620* 

40-8302 

8009230253* 

50-266 

P 


8008120626* 

40-8302 

8009260215 

50-266 

F 


0008120630* 

40-8302 

80092901 77 

50-266 

F 




8009290177 

50-266 

F 


0008120631* 

40-8302 

8009290341 

50-266 

P 


0009150023 

40-B502 





8009170240 

40-8502 

B009290341 

50-266 

P 


8009300191 

40-0502 

8009290342* 

50-266 

P 

Myoflting Outdoor Council 

8009020508 

40-8745 

8009290342* 

30-266 

P 



8009300305 

50-266 

0 

Uyominjt State of 

8009020490 

40-8502 

8009300461 

50-266 

P 

8009020552 

40-0745 





800? 100288 

40-8102 

8009300461 

50-266 

P 


8009150212* 

40-8743 

9009090358* 

50-305 

P 


8009150555 

40-8745 

8009030506 

50-305 

R 




8009030512* 

50-305 

R 


0009160546 

40-0745 

8009090273 

50-305 

R 


8009170134 

40-8745 





8009170423 

40-8692 

8009090277* 

30-305 

R 

Vanlee Atomic Electric Co 

800902002! 

50-29 F 

8009090355 

50-305 

P 


8009030631 

30-29 F 

8009090358* 

30-305 

P 




BO 091 10378 

50-303 

P 


8009080322 

50-29 C 

8009110381* 

50-305 

P 


8009000526 

30-29 C 





0009100342 

30-29 P 

8009150464* 

50-309 

0 


8009110329 

30-29 E 

8009240493 

30-309 

s 


80091 10334* 

30-29 £ 

800924050 1* 

50-309 

s 




8009240508* 

90-303 

8 


8009160289 

50-29 R 

0009260061 

30-309 

Q 


8009160303* 

30-29 R 





8009180331 
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80/07/14 

40-0502 


8009020200 

8009020193 

80/03/11 

40-4492 


9008110046 

8008110042 

80/07/14 

40-8721 


0009020204 

8009020202 

00/08/08 

CtJMMtSBION 

0008120620 

0008120614 

00/07/23 

40-8502 


8009020206 

8009020202 

00/08/00 

COMMISSION 

3008120626 

8008120614 

00/07/23 

40-8502 


8009020207 

8009020202 

80/08/08 

COMMIBBI0N 

3008120630 

8008120614 

BO/07/23 

40-8502 


8009020210 

8009020202 

80/08/08 

COMMieetON 

3008120631 

8008120614 

aO/07/23 

40-8502 


8009020312 

8009020202 

80/08/ 08 

COMMISSION 

3008130378 

8008130373 

80/08/05 

40-299 


8009020216 

8009020209 

80/08/08 

50-200 

0 

S008200284 

800B2002B2 

80/08/15 

80-282 

F 

8009020217 

8009020202 

80/08/00 

COMMISSION 

3008210618 

8008210616 

80/08/13 

80-327 

P 

8009020220 

8009020209 

00/00/00 

50-280 

0 

3008260340 

0008260337 

80/08/21 

80-263 

F 

8009020225 

8009020222 

00/08/00 

30-259 

0 

8008270280 

8008270270 

80/08/ IB 

80-36 1 

F 

8009020232 

8009020227 

00/ 08/08 

30-315 

0 

8008280114 

0000280106 

80/07/28 

80-400 

a 

8009020239 

8009020235 

80/07/16 

70-904 


8008280126 

0000280106 

80/07/28 

80-400 

0 

8009020240 

8009020233 

80/07/16 

50-397 

a 

8008280495 

8008200480 

80/08/12 

30-254 

a 

B009020246 

8009020245 

80/03/26 

50-171 

R 

8009020003 

8009020002 

80/08/29 

80-537 

B 

8009020251 

8009020244 

00/07/22 

50-344 

0 


431 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMDEB 


ENCLOSURE 

PRINCIPAL 
DOC WENT 

DATE 

ISSUED 

SUB JEC r 
CATEGORY 

8C09QZO293 

8009020249 

BO/Oa/07 

50-546 

8 

B00?020a3'? 

80090202 5 5 

80/08/25 

70-33 


eoo^Dsos&t. 

8009020234 

80/07/11 

70-734 


G0090203S3 

8009020263 

80/08/27 

50-275 

A 

B0070SOS&7 

8009020258 

00/07/10 

90-361 

0 

eOO?OS026S 

8009020263 

80/08/27 

50-275 

A 

BO09O2O2&9 

8009020263 

80/08/27 

50-275 

A 

GQQ9Q2O270 

8009020263 

80/08/27 

50-275 

A 

S009020271 

8009020266 

80/08/26 

50-lSS 

S 

BD09020272 

8009020263 

80/08/27 

50-275 

A 

8009020274 

8009020263 

80/09/27 

50-275 

A 

8009020273 

8009020263 

80/09/27 

50-275 

A 

0009020277 

8009020263 

ao/oe/27 

50-275 

A 

8009020279 

8009020276 

80/08/15 

50-304 

S 

8009020283 

8009020284 

90/08/25 

50-336 

S 

8009020304 

8009020299 

80/08/14 

50-289 

H 

B009020309 

8009020305 

80/09/ 11 

50-289 

8 

8009020312 

8009020303 

aO/OB /06 

50-327 

0 

8009020314 

8009020310 

80/00/14 

50-320 

H 

8009020317 

80090203 1 5 

90/00/ 11 

50-320 

H 

8009020323 

8009020320 

80/00/12 

50-320 

H 

SO09O2O332 

8009020328 

80/00/13 

50-320 

H 

8009020337 

8007020303 

80/00/06 

30-327 

Q 

B00902033S 

8009020336 

80/08/15 

90-317 

P 

8009020343 

BDD902D340 

80/08/06 

50-155 

P 

8009020350 

8009020344 

80/00/29 

50-280 

B 

B00902035J 

8009020346 

80/00/25 

50-244 

5 

8009020356 

8009020352 

80/08/27 

50-297 

ft 

8009020359 

8009020354 

80/00/29 

50-333 

8 

8009020367 

8009020362 

80/00/29 

50-366 

0 

8009020372 

8009020365 

80/00/25 

50-335 

B 

8009020374 

0009020369 

80/00/26 

90-366 

S 

B009020375 

8009020368 

80/00/13 

CONNISSION 

000902(1376 

8009020333 

80/08/22 

90-346 

8 

B009020383 

8009020377 

80/ 08/22 

50-245 

8 

80090 203 as 

8009020379 

80/08/26 

90-219 

8 

8009020386 

8009020302 

80/03/29 

90-293 

S 

8009020387 

8009020378 

00/08/20 

90-320 

8 

8009020388 

8009020381 

80/08/ IB 

90-237 

8 

a 009020391 

8009020380 

80/08/26 

90-324 

B 

9009020396 

8009020390 

00/09/06 

90-294 

B 

8009020398 

8009020392 

80/08/26 

90-219 

0 

8009020401 

8DO9D2039S 

80/09/14 

90-295 

S 

8009020403 

8009020394 

80/08/29 

50-333 

s 

9009020403 

8009020400 

aO/OB/26 

90-366 

8 

8009020408 

8009020406 

80/08/27 

90-296 

P 

8009020412 

8009020406 

90/08/27 

90-296 

P 

8009020414 

8009020404 

BO/OB/29 

50-321 

8 

8009020418 

8009020413 

80/08/2? 

90-416 

A 

8009020422 

8009020409 

80/08/27 

90-333 

8 

8009020423 

8009020413 

90/00/29 

90-416 

A 

8009020427 

8009020413 

80/08/29 

50-416 

A 

8009020430 

8009020413 

80/08/29 

50-416 

A 

8009020433 

8009020419 

eo/oa/29 

S 0-366 

a 

8009020434 

80090204 1 3 

80/08/29 

SO-416 

A 

8009020439 

8009020413 

80/00/29 

50-416 

A 

800902044 1 

B009020437 

80/08/28 

50-280 

P 

8009020444 

800902043? 

BO/Oa/26 

50-321 

S 

8009020446 

8009020436 

80/00/26 

50-321 

8 

B0090204S5 

8009020447 

00/08/04 

90-299 

8 

8009020457 

B0090204S2 

80/08/19 

50-295 

S 

8009020498 

8009020449 

80/08/26 

50-368 

3 

8009020462 

8009(}204S9 

80 /OB/29 

50-395 

H 

8009020463 

8009020456 

80/08/12 

50-10 

P 

8009020467 

0009020456 

80/08/12 

50-10 

P 

8009020468 

8009020459 

80/08/29 

30-395 

hi 

8009020469 

0009020461 

80/08/29 

50-321 

8 

8009020470 

8009020456 

80/08/12 

50-10 

P 

8009020472 

8009020465 

00/08/11 

50-289 

H 

8009020473 

8009020456 

00/09/12 

50-10 

P 

B009020474 

8009020456 

90/08/12 

50-10 

P 

8009020477 

8009020466 

80/07/14 

50-348 

0 

8009020481 

8009020475 

80/09/18 

70-2313 


9a(}9020486 

8009020400 

80/08/20 

XPORTLIC 


8009020494 

8009020487 

80/08/15 

50-3 20 

11 

8009020499 

8009020492 

80/08/14 

XPORTLIC 


8009020904 

8009020498 

80/08/20 

40-299 


BO'09020915 

8009020502 

80/08/ IS 

50-320 

H 

8009020529 

8009020522 

80/08/12 

71-305 


8009020931 

8009020 529 

80/08/15 

AEOOD 



ACCESSION NUNDER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

I08UEO 

SUBJECT 

CATEGORY 

0009020532 

8009020528 

80/08/15 

50-528 

8 

B0D9O2O546 

0009020544 

80/00/15 

Pfi 


8009030040 

0009030032 

00/07/17 

50-390 

0 

0009030054 

8009030040 

00/08/19 

50-336 

P 

0009030055 

8009030052 

80/00/15 

NURE<} 


8009030058 

0009030040 

00/08/19 

50-336 

P 

8009030062 

8 0090 3004 0 

00/08/19 

SO-336 

P 

8007030067 

8007030061 

80/00/ IS 

REOOO 


8009030079 

0009030074 

80/06/17 

lOCFR 


8009030035 

0009030080 

80/00/19 

CONTRACT 


8009030090 

8009030093 

80/06/18 

lOCFR 


8009030109 

8009030102 

00/06/17 

lOCFR 


6009030117 

0009030115 

80/08/19 

50-255 

Q 

B009030133 

8009030126 

80/00/19 

50-295 

0 

80090301 40 

0009030138 

80/07/17 

SO-393 

8 

8009030142 

8009030134 

eO/OB/29 

50-409 

0 

8009030147 

8007030134 

00/00/29 

50-409 

0 

8009030150 

8009030134 

00/08/29 

30-409 

0 

0009030152 

8009030149 

00/08/29 

50-367 

0 

0009030170 

0009030159 

80/08/14 

50-490 

0 

0009030104 

8009030170 

00/08/04 

S5«L0 Prog 

0009030 IBS 

8009030103 

00/08/15 

50-369 

0 

8009030194 

0009030187 

00/00/10 

30-320 

H 

8009030199 

0009030183 

00/08/ IS 

50-369 

0 

8009030206 

0009030200 

00/08/29 

50-302 

R 

8009030216 

0009030208 

00/00/13 

CONTRACT 


8007030243 

8009030239 

00/00/06 

50-409 

P 

8009030259 

0009030252 

00/07/23 

BECY 


8009030260 

8009030257 

00/08/04 

50-390 

Q 

8009030264 

0009030257 

80/00/04 

50-390 

Q 

0009030270 

8009030257 

00/08/04 

30-390 

a 

0009030274 

8009030257 

80/00/04 

50-390 

a 

0009030231 

0009030237 

00/08/04 

50-390 

Q 

8009030314 

0009030203 

00/06/11 

50-307 

A 

6009030326 

8009030323 

80/07/16 

50-305 

0 

8009030342 

8009030336 

00/07/09 

50-508 

0 

8009030353 

8009030350 

80/08/20 

30-128 

R 

0009030361 

8009030349 

80/08/25 

50-320 

8 

8009030364 

0009030359 

00/08/27 

TOPREP 


8009030373 

0009030367 

80/08/27 

30-327 

6 

B009030375 

0009030368 

80/00/11 

50-320 

H 

8009030386 

0009030382 

80/08/29 

50-3 

R 

8009030395 

8009030390 

00/08/29 

50-334 

R 

8009030401 

8009030300 

80/08/28 

SO-263 

8 

6009030411 

0009030406 

80/08/19 

50-259 

P 

8009030414 

0009030405 

00/08/27 

50-333 

0 

8009030417 

80090304 10 

80/08/29 

30-369 

8 

0009030419 

0009030415 

80/00/30 

50-321 

R 

0009030423 

00090304 IB 

80/08/20 

50-333 

0 

8009030429 

0009030422 

00/08/27 

50-368 

0 

8009030420 

0009030426 

80/00/28 

50-330 

P 

0009030429 

BD09030427 

00/08/26 

50-340 

0 

8009030435 

8009030434 

00/08/22 

50-367 

R 

0009030430 

8009030436 

80/00/2? 

30-327 

P 

0009030440 

0009030439 

80/00/29 

30-295 

P 

8009030444 

0009030441 

80/00/07 

50-295 

R 

8009030446 

0009030443 

80/00/29 

30-99 

P 

8009030447 

8009030442 

00/08/26 

50-366 

0 

8009030449 

0009030445 

00/08/29 

30-269 

8 

8009030452 

0009030450 

80/09/01 

50-170 

P 

8009030453 

0009030448 

00/08/13 

50-234 

R 

8009030457 

0009030454 

80/08/27 

30-409 

8 

8009030461 

0009030481 

80/08/23 

50-366 

a 

0009030463 

8009030459 

80/00/29 

50-261 

B 

0009030463 

8009030462 

00/08/29 

40-8452 


8009030467 

8009030436 

80/00/20 

30-10 

R 

0009030469 

8009030464 

80/00/00 

50-209 

V 

BD09030471 

8009030466 

00/08/29 

50-331 

8 

8009030474 

8009030468 

80/00/29 

50-270 

8 

0009030478 

8009030472 

00/08/21 

SO-289 

P 

8009030482 

0009030475 

80/00/27 

50-302 

8 

0009030403 

8009030477 

80/00/29 

50-293 

8 

0009030406 

8009030479 

BO/Oa/29 

50-205 

R 

8009030487 

8009030401 

80/00/28 

50-289 

P 

0009030495 

0009030491 

80/00/28 

50-348 

R 

8009030496 

0009030408 

80/00/28 

50-239 

8 

B009030S01 

0009030498 

80/00/26 

50-266 

P 

8009030903 

8009030497 

00/08/29 

50-302 

a 

0009030912 

8009030506 

00/00/29 

50-305 

R 

0009030913 

8009030307 

80/08/25 

50-287 

p 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS IQM NUMBER ACCESSION NUHBER 



PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

I8EUED 

CATEOOHV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 

8009030514 

8009030508 

80/08/29 

30-260 

P 

B0090403B7 

8009040306 

80/09/02 

50-364 

A 

8009030516 

8009030309 

80/08/14 

50-237 

8 

B009040363 

8008280311 

80/08/22 

50-311 

F 

B009030519 

8009030507 

80/08/25 

50-287 

P 

8009040387 

8009040386 

eo/09/02 

50-364 

A 

8009030522 

8009030520 

80/08/29 

50-317 

8 

8009040390 

8009040386 

00/09/02 

50-364 

A 

B009030S23 

8009030517 

00/08/27 

50-327 

8 

8009040391 

8009040386 

80/09/02 

50-364 

A 

8009030530 

8009030528 

80/08/25 

50-27 

R 

8009040392 

8000200311 

00/03/22 

50-311 

F 

8009030534 

8009030529 

80/08/22 

50-320 

P 

0009040393 

8009040386 

00/09/02 

50-364 

A 

8009030535 

8009030525 

80/08/28 

50-280 

S 

8009040394 

aO0B2BO31 1 

80/03/22 

50-311 

F 

8009030538 

8009030333 

80/08/27 

50-206 

R 

B009040395 

B0090403B6 

80/09/02 

50-364 

A 

8009030346 

8009030539 

80/08/27 

50-368 

5 

8009040396 

800820031 1 

80/03/22 

S0-3t 1 

F 

8009030347 

8009030544 

80/08/27 

50-135 

R 

8009040398 

800820031 1 

60/03/22 

50-31 1 

F 

8009030349 

8009030543 

00/08/29 

30-318 

S 

8009040399 

800828031 1 

eO/08/22 

50-31 1 

F 

8009030361 

8009030355 

80/08/27 

30-338 

8 

8009040402 

B0082S031 1 

00/03/22 

50-311 

F 

8009030363 

8009030556 

80/08/25 

S0-52B 

B 

8009040403 

8008280311 

80/08/22 

50-311 

F 

8009030366 

8009030558 

80/08/30 

50-259 

8 

8009040405 

8008230311 

80/08/22 

50-311 

F 

8009030569 

8009030563 

80/08/27 

50-20 

H 

8009040407 

0008280311 

80/08/22 

50-31 1 

F 

8009030571 

8009030367 

80/08/27 

50-339 

8 

8009040408 

8008280311 

00/08/22 

50-31 1 

F 

8009030372 

8009030368 

80/00/27 

50-59 

N 

8009040410 

B00B2BO311 

80/08/22 

50-311 

F 

8009030379 

8009030375 

80/08/28 

50-344 

R 

8009040411 

8008280311 

80/08/22 

50-311 

F 

8009030386 

8009030376 

80/08/27 

50-339 

8 

8009040414 

8009040413 

00/09/03 

50-244 

P 

8009030390 

8009030388 

80/00/29 

50-358 

F 

8009040415 

8009040413 

80/09/03 

50-244 

P 

B00903039I 

8009030585 

80/08/28 

SO-311 

8 

8009040419 

8009040410 

80/08/29 

50-166 

6 

8009030394 

8009030583 

00/08/27 

30-233 

8 

S009040443 

8009040434 

80/08/22 

50-369 

A 

8009030399 

8009030596 

00/08/29 

50-293 

S 

B009040450 

8009040434 

BO/08/22 

50-369 

A 

8009030604 

0009030597 

80/08/20 

50-296 

8 

8009040470 

8009040468 

60/07/02 

CONTRACT 

8009030607 

8009030603 

80/08/29 

50-293 

8 

8009040474 

8009040472 

80/08/15 

50-397 

Q 

8009030608 

8009030593 

00/08/27 

30-339 

S 

B009040475 

8009040473 

80/06/05 

70-1257 


8009030609 

8009030600 

80/03/29 

50-302 

8 

8009040482 

8009040472 

80/08/15 

50-397 

0 

8009030614 

6009030606 

00/08/27 

S0-33B 

B 

8009040487 

8009040484 

80/08/22 

50-553 

A 

8009030617 

8009030611 

80/03/28 

50-293 

8 

8009040509 

8009040506 

80/08/19 

50-267 

P 

8009030618 

8009030616 

aO/OB /20 

30-247 

P 

8009040513 

3009040506 

80/08/19 

50-267 

P 

8009030619 

8009030615 

90/08/27 

30-339 

8 

8009040544 

0009040532 

80/08 /OB 

50-271 

P 

8009030620 

8009030613 

80/08/28 

50-311 

a 

B0090500B7 

8009050086 

80/09/03 

50-369 

fi 

8009030623 

8009030612 

00/08/29 

50-338 

8 

3009050105 

8009050103 

80/08/29 

50-336 

P 

8009030627 

8009030624 

80/08/27 

50-233 

0 

3009030(26 

80090S0123 

80/08/05 

FQIA 


8009030628 

8009030622 

00/08/28 

50-369 

8 

0OO9OSO131 

000905 O' 123 

BO/Oe/05 

FQIA 


8009030632 

8009030629 

00/03/27 

30-338 

8 

3009050174 

0009050168 

00/08/14 

70-143 


8009030637 

8009030634 

00/08/27 

30-206 

P 

30090501 76 

0009050173 

30/08/ 12 

70-1151 


8009030640 

8009030625 

80/08/27 

30-267 

8 

8009050104 

0009050180 

80/08/07 

70-143 


8009030643 

8009030638 

80/08/12 

PR 


8009050190 

0009050187 

90/08/20 

50-298 

8 

8009030644 

8009030634 

80/00/27 

30-206 

P 

8009050196 

8009050192 

00/08/13 

30-339 

P 

8009030646 

8009030641 

80/00/27 

50-213 

P 

3 009050201 

8009050172 

00/08/ IS 

30-339 

P 

8009030647 

8009030638 

80/08/12 

PR 


8009050203 

8009050199 

80/08/22 

90-298 

0 

8009030649 

8009030642 

80/08/27 

30-338 

8 

8009050204 

8009050192 

80/08/18 

30-339 

P 

8009030630 

8009030648 

80/08/19 

ACRS 


8009050209 

8009050205 

83/08/05 

71-9508 


8009030638 

8009030653 

80/08/27 

50-33B 

8 

8009050211 

8009050200 

00/07/17 

30-253 

0 

8009030664 

8009030662 

30/09/02 

50-327 

P 

8009050214 

8009050205 

BO/DB/DS 

71-9508 


8009030666 

8009030662 

80/09/02 

50-327 

P 

0009050216 

B0O9QSC2OB 

80/07/17 

30-255 

Q 

8009030669 

8009030667 

80/08/15 

NUR£0 


8009050217 

8009050210 

00/08/14 

30-278 

P 

8009030680 

8009030679 

80/08/1 1 

50-209 

H 

8009050219 

8009050210 

80/08/14 

90-278 

P 

8009030683 

8009030681 

80/08/11 

S0-2B9 

H 

0009050221 

8009050210 

80/00/14 

90-278 

P 

8009030691 

8009030688 

80/08/07 

50-263 

F 

0009050241 

80090S0240 

80/08/11 

30-312 

P 

8009030693 

8009030688 

80/08/07 

30-263 

F 

8009050245 

8009050243 

80/09/02 

30-320 

B 

8009030698 

8009030697 

80/07/29 

XPDRTUIC 


8009050246 

8009050243 

80/09/02 

30-320 

8 

8009030728 

8009030726 

80/08/28 

30-262 

0 

8009050247 

8009050243 

80/09/02 

30-320 

8 

8009040049 

8009040039 

80/08/12 

30-313 

Q 

8009050249 

8009050243 

80/09/02 

30-320 

S 

8009040068 

8009040053 

80/07/16 

27-39 


80090S02S4 

8009050250 

00/08/20 

50-334 

8 

8009040083 

8009040079 

80/08/14 

50-277 

F 

0009050293 

8009050252 

80/08/16 

30-298 

a 

8009040099 

8009040087 

80/07/17 

40-2061 


8009050264 

8009050260 

80/08/11 

30-298 

8 

8009040103 

8009040088 

80/08/12 

50- 1 33 

P 

8009050268 

8009050265 

80/09/02 

50-302 

S 

8009040104 

8009040087 

80/07/17 

40-2061 


8009050278 

6009050274 

00/03/22 

50-244 

V 

8009040109 

8009040087 

80/07/17 

40-2061 


8 0090502 01 

8009050275 

80/03/22 

90-289 

P 

8009040129 

8009040123 

80/03/08 

30-263 

P 

8009050289 

8009050284 

00/09/21 

50-290 

a 

3009040180 

8009040176 

30/03/ 1 1 

30-298 

P 

0009050294 

8009050290 

00/08/29 

50-272 

R 

8009040208 

8009040200 

80/08/27 

50-237 

0 

0009050300 

8009050297 

60/09/02 

50-480 

0 

8009040218 

8009040200 

80/03/27 

90-237 

0 

0009050303 

8009050297 

00/09/02 

50-40 B 

0 

8009040231 

8009040246 

30/09/02 

30-364 

A 

0009050308 

8009050302 

80/09/03 

90-361 

A 

8009040256 

8009040253 

80/00/29 

50-70 

P 

8009050322 

8009050318 

BO/09/02 

30-271 

a 

8009040269 

8009040262 

90/03/29 

30-153 

0 

0009050324 

8009050321 

00/08/20 

90-133 

V 

8009040274 

8009040262 

90/09/29 

50-153 

0 

8009050328 

8009050325 

80/03/25 

TOPREP 


8009040303 

8009040299 

00/08/08 

50-266 

p 

0009050331 

8009050326 

00/03/12 

50-298 

s 

8009040315 

8009040309 

80/08/08 

30-324 

p 

0009050335 

800905032? 

80/09/02 

90-338 

R 

8009040330 

8009040317 

00/07/14 

30-327 

0 

8009050344 

8009050337 

80/03/15 

90-312 

R 

8009040374 

8008280311 

00/08/22 

30-311 

F 

0009050355 

8009950348 

80/03/29 

90-263 

R 

8009040375 

8008280311 

00/03/22 

30-311 

F 

0009050396 

8009050352 

60/03/29 

90-416 

A 

8009040378 

8008280311 

00/09/22 

30-311 

F 

0009050365 

8009050363 

80/07/31 

TOPREP 


8009040379 

8008280311 

80/08/22 

50-311 

F 

6009050376 

8009050367 

BO/Oa/OB 

50-320 

P 

8009040381 

8008280311 

60/08/22 

50-311 

F 

8009050391 

8009050386 

80/03/14 

90-320 

H 

8009040384 

8008280311 

00/08/22 

50-311 

F 

0009050402 

8009050383 

80/03/07 

FOIA 


B0090403B3 

8008280311 

80/08/22 

50-311 

F 

0009050412 

0009050383 

80/03/07 

FQIA 




ACCESS tOH KUHBEn 


ACCESSION NUHDER 


PRINCIPAL 
ENCLOSWE SOCUKEHT 

aOOWlOAl? 8009050414 
aO0'?05O4lB 8009050383 
8009050419 80090504)4 
8009050481 8009050415 
8009050486 8009050484 

8009050431 8009050488 
8009050436 8009050488 
8009050441 8009050488 
8009050446 8009050448 
8009050455 8009050445 

8009050436 8009050450 
8009050468 8009050445 
B0090S0464 8009050460 
8009050467 8009050465 
□009050470 8009050460 

8009050471 8009050460 
8009050477 8009050465 
B009D504B6 8009050482 
8009050498 8009050496 
8009050501 8009050497 

8009050504 8009050500 
B0090S0507 Q0O9O5OSO0 
8009050509 8009050500 
8009050510 8009050505 
8009050516 8009050805 

80090 505 1 9 S0090 50805 
8009030588 8009050517 
8009050531 8009050528 
8009050533 8009050525 
8009050534 8009050833 

8009030533 8009050528 
B009050547 8009050548 
8009050550 S0090S0545 
8009080045 80Q90S0036 
8009080053 80090S0036 

80Q9QB0197 8009080193 
0009080809 0009080802 
8009080211 0009080302 
8009080833 0009QB0331 
8009080239 0009080831 

8009080261 8009080851 
8009080870 0009080366 
8009080299 80090Q0394 
00090B0319 8009000317 
8009080325 8009080323 

8009080336 8009080332 
8009080334 8009080333 
8009080335 8009000333 
8009080336 8009080333 
8009080341 8009080338 


DATE sufijecr 

t&Sl/EO CATEOOflV 


80/08/21 

71-9019 

ao/oa/07 

90-395 

A 

80/08/21 

71-9019 


80/07/25 

90-364 

8 

80/08/19 

90-266 

H 

80/08/22 

90-260 

a 

80/08/22 

50-260 

4 

80/08/22 

90-280 

a 

so/oa/OB 

XPORTLIC 

00/00/11 

FOIA 


so/oe/o8 

30-293 

p 

00/08/11 

FOIA 


80/07/29 

50-319 

p 

80/07/14 

50-267 

a 

80/07/25 

90-319 

p 

00/07/29 

50-315 

p 

80/07/14 

50-267 

4 

80/07/10 

50-410 

Q 

80/08/14 

50-320 

H 

80/08/12 

a 0-29 

P 

80/00/11 

50-135 

P 

80/03/ II 

50-155 

P 

eo/oa/11 

50-135 

P 

80/00/01 

SO-291 

P 

60/00/01 

90-281 

P 

60/08/01 

90-201 

P 

80/09/15 

90-458 

Q 

80/00/08 

90-295 

P 

80/07/16 

30-493 

0 

80/09/08 

50-295 

P 

80/00/08 

90-295 

P 

00/00/15 

50-369 

Q 

80/08/ IS 

50-369 

0 

80/08/12 

PR 


80/08/12 

PR 


00/06/29 

90-461 

A 


00/08/29 50-461 C 

80/08/29 50-461 C 

aO/OB/OQ 50-332 Q 

80/08/08 50-332 Q 

80/08/05 FOIA 

80/08/18 30-333 Q 

80/07/83 30-340 P 

80/08/21 SO-346 R 

80/08/29 30-286 ff 

80/09/08 30-206 P 

00/09/04 50 133 R 

80/09/04 50-133 R 

80/09/04 50-133 R 

BO/09/08 50-854 P 


8009080348 8009060340 
8009080358 8009080330 
8009080336 6009080334 
8009080366 6009080351 
8009080367 6009080360 

BO&903O3SO 8009080373 
8009090331 80090B0373 
6009000391 8009080382 
6009080401 9009080395 
6009090407 8009060393 

8009000414 6009060406 
8009060417 6009060412 
60090804 23 80090804 1 9 
60090804 26 80090804 18 
BC09060427 8009080422 

8009060437 6009080432 
8OO9CBO430 6009060433 
8009080445 8009080442 
8009060457 8009080454 
8009080462 0009000459 

6009060467 8009080463 
8009060475 8009080472 
8009060478 8009060474 
80090SC460 aQaiinnn4'?!> 


80/08/29 30-277 ft 

80/09/08 30-317 F 

60/08/29 50-327 8 

80/09/08 30-261 8 

eO/Oa/89 50-327 6 

eO/oa/29 50-327 a 
60/08/28 30-271 P 

60/09/02 30-327 8 

60/09/02 30-306 S 

80/08/1 1 50-265 S 

80/09/02 50-255 8 

60/08/ 13 30-265 6 

00/09/04 30-327 E 

80/09/02 50-253 S 

80/08/19 50-254 8 

80/09/02 50-255 B 

80/0B/2B 50-312 P 

80/06/15 71-4883 

80/08/19 71-9039 

80/08/06 atdti Profl 

00/07/09 QA999 

00/00/20 40-D4$3 

00/00/11 30-166 P 

40-3453 
40-3453 


40-3453 
30-290 a 
50-293 Q 
30-298 0 

30-298 0 


ENCLOSURE 

6009080573 
8009090024 
0009090048 
00090900 59 
0009090068 

8009090066 
80090901 19 
8009090168 
8009090181 
8009090184 

8009090189 

BOO9O9O2O0 

8009090215 

8009090216 

8009090226 

B009090289 

8009090238 

8009090244 

8009090250 

8009090838 

0009090239 

B00909OZ67 

8009090860 

8009090277 

8009090307 

8009090298 

8009090302 

6009090306 

8009090308 

8009090311 

0OO9O9O319 

8009090380 

8009090328 

0009090320 

8009090333 

0009090341 

8009090342 

8009090343 

8009090347 

8009090348 

8009090349 

0OO9O9O382 

8009090356 

0009090361 

8009090363 

8009090365 

8009090371 

8009090373 

G009090376 

8009090301 

8009090382 

6007090385 

8009090380 

8009090390 

0009090401 

0009090403 

6009070412 

0009090418 

8009090426 

8009090432 

8009090433 
8009090438 
8009090441 
6009090433 
8009090460 

8009090462 
6009090474 
8009090477 
6009090460 
0009090461 

8009090467 
8009090491 
8009090495 
8009090307 
B00909030B 

8009090309 
0009090311 
0009090312 
8009090519 
8009090520 


PRINCIPAL 
DOCUMENT 

0009080373 
8009090082 
0009090041 
8009090041 
8009090041 

800909004 I 
8009090116 
8009090163 
80090‘’t>M3 
0009090165 

8009090163 
8009090802 
8009090213 
8009090212 
8009090222 

8009090222 
8009090222 
8009090237 
8009090837 
B0090902S4 

8009090233 

0009090261 

8009090265 

8009090273 

8009090202 

8009090294 

8009090297 

8009090270 

8009090303 

0009090290 

0009090600 

0009090313 

8009090680 

8009090314 

0009090330 

8009090332 

8009090337 

8009090338 

8009090344 

8009090337 

8009090346 

8009090344 

8009090335 

8009090359 

8009090337 

0009090351 

8009090368 

8009090333 

6009090369 

8009090334 

8009090377 

8009090378 

8009090336 

0009090392 

0009090389 

0009090399 

8009090405 

0009090414 

8009090422 

8009090423 

8009090430 
8009090420 
8009090437 
8009090447 
8009090443 

8009090443 
0009090438 
0009090460 
8009090469 
0009090467 

8009090471 
8009090482 
0009090486 
8009090304 
8009090301 

8009090490 
8009090300 
8009090499 
0009090503 
8009090314 


DATE 
ISSUED 

80/07/31 
BO/OB/SO 

ao/oa/oi 
80/08/01 
80/00/01 

80/08/01 
80/08/14 
00/07/28 
80/07/20 
80/07/28 

80/07/28 
80/08/12 
90/08/12 
80/07/15 
80/08/03 

80/08/03 
30/08/03 
00/07/31 
80/07/31 
80/08/29 

00/07/21 

00/09/01 

80/09/04 

80/09/05 

80/09/03 

80/09/03 

80/00/20 

80/09/03 

80/09/03 

00/09/03 

00/08/08 

00/00/29 

00/00/08 

80/09/04 

80/00/08 

80/09/03 

80/08/12 

80/00/11 

80/08/28 

80/00/12 

80/08/08 

80/08/20 

00/09/04 

00/09/03 

80/08/12 

80/08/28 

00/09/02 

00/09/02 

00/09/05 

80/08/14 

80/09/04 

00/09/03 

80/09/03 

80/09/08 

80/08/26 

80/09/03 

80/09/04 

80/00/2? 

80/09/02 

00/08/29 

80/09/02 

80/09/04 

80/09/04 

80/08/20 

80/09/04 

80/09/04 
80/09/05 
80/08/29 
00/09/02 
BO/OB/29 

80/09/03 
80/09/03 
00/09/04 
80/08/29 
80/09/03 

80/09/03 
80/09/05 
80/09/03 
80/09/03 
80/09/03 


SUBJECT 
CATEOORy 

COMKISSION 
50-289 H 
50-293 0 

30-293 ft 
30-293 4 

50-293 0 

50-334 Q 
50-219 4 

30-2 1 9 4 

30-219 0 

50-219 0 

xpdrtlic 
XPO fiTLIC 
50-289 H 
30-352 0 

30-352 Q 
50-352 0 

30-209 a 
30-209 Q 
90-461 K 

50-S33 Q 
50-293 R 
50-206 R 
30-303 R 
50-263 R 

50-295 R 
50-202 R 
30-250 R 
50-333 R 
50-230 R 

50-377 R 
30-31 1 R 
30-397 K 
30-296 0 

50-339 P 

30-296 8 

50-247 O 
50-339 U 
30-330 P 
FOIA 

50-339 P 
50-338 P 
30-305 P 
30-333 a 
50-247 0 

30-219 a 
50-219 ft 
30-219 a 
30-293 a 
30-219 8 

50-244 P 
30-368 8 

50-282 8 

50-520 C 
50-293 B 

90-123 p 
90-334 P 
90-327 ft 
30-293 8 

60-313 R 

90-293 0 

50-366 8 

50-311 a 
90-311 8 

90-321 e 

90-260 8 

90-153 8 

90-309 R 
90-321 8 

90-260 B 

50-295 0 

90-313 P 
90-366 8 

70-143 
80-315 8 

90-260 S 
90-329 A 
90-330 8 

90-205 8 

90-275 K 



ACCESS I ON NlttlBER 


ACCEBSIDFf NUHCER 


ENCLOSURE 

Pill NCI PAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

B009090926 

B007070314 

00/07/03 

30-275 

K 

8007100116 

0009100111 

80/08/22 

CDHMISSION 

800-9090936 

8007070325 

00/08/27 

30-203 

8 

8007100117 

8007100096 

BO/DB/14 

XPORTLIC 


8009090937 

B007070332 

80/08/27 

30-498 

F 

8007100120 

8009100118 

00/07/09 

50-440 

0 

8009090940 

8009070333 

80/09/04 

30-271 

R 

8007100122 

8009100111 

aO/OB/22 

COMMISSION 

8009090949 

8009090539 

80/00/29 

30-266 

R 

6007100124 

8009100111 

80/08/22 

COMMISSION 

8009090950 

8007090542 

80/08/28 

30-311 

a 

8007100126 

0009100118 

80/07/09 

50-440 

Q 

8009090998 

8007090554 

80/08/28 

30-311 

8 

6007100128 

8009100111 

eo/oe/22 

COHHieslON 

B0090909&0 

8007070595 

00/07/03 

30-257 

p 

8007100131 

8009100096 

ao/oa/14 

XPORTLIC 


8009090563 

0007070543 

80/07/04 

50-257 

I 

8007100134 

8009100132 

80/07/21 

50-239 

0 

8009090569 

B0070705S7 

80/07/04 

30-259 

s 

8007100140 

8009100132 

80/07/21 

50-233 

0 

3009090968 

B009090S62 

BO/09/03 

50-313 

8 

8007100146 

0009100130 

80/06/23 

50-387 

0 

3009090980 

8007090574 

00/09/02 

30-346 

H 

8007100148 

8007100143 

00/07/23 

50-10 

0 

9009090902 

8007090577 

00/09/03 

30-267 

fl 

0007100147 

8007100130 

80/06/23 

50-387 

0 

3009090983 

8009090527 

80/09/02 

50-327 

a 

8007100131 

8007100145 

80/08/25 

50-320 

P 

B009090984 

8009090538 

80/07/09 

30-339 

8 

8007100136 

8007100154 

aO/07/24 

30-331 

0 

9009090986 

8007090941 

80/09/03 

30-338 

s 

0007100161 

80071001 54 

80/07/24 

50-331 

Q 

8009090988 

8009090931 

80/07/03 

30-327 

8 

B007100176 

6009100172 

80/07/00 

50-346 

P 

8009090589 

6009090970 

90/07/02 

30-272 

8 

8007100191 

8009100188 

90/06/18 

40-6637 


3007090990 

8007090947 

00/08/28 

30-327 

B 

8009100173 

8009100187 

80/06/12 

70-1143 


3009090991 

8009090587 

80/09/04 

30-272 

B 

8009100199 

8009100188 

80/06/18 

40-6637 


8009090993 

B009090593 

80/08/20 

30-272 

S 

8007100203 

3009100183 

80/06/18 

40-6657 


8009090604 

8009070592 

00/07/30 

30-320 

P 

80071002(2 

8009100188 

80/06/18 

40-6657 


8009 090607 

8009090601 

80/07/30 

COMMISSION 

8007100217 

8009100180 

80/06/18 

40-6657 


8009090608 

8009090602 

80/08/26 

50-289 

I 

8007100219 

3009100208 

80/08/22 

aA997 


8009090611 

8007090592 

80/07/30 

90-3 SO 

P 

8009100222 

8009100180 

80/06/18 

40-6659 


8009090619 

8009090614 

80/07/31 

XPQRTLIC 


3009100223 

3009100208 

00/09/22 

aA977 


8009090626 

8007070624 

80/08/28 

71-7076 


8007100227 

8009100208 

80/08/22 

0A777 


8009090627 

8007090621 

80/08/23 

90-367 

0 

8007100231 

8009100208 

80/00/22 

04777 


8009090630 

8007070614 

80/07/31 

XPORTLIC 


8007100235 

8009100232 

80/03/14 

70-1257 


8009090633 

3007070621 

80/08/23 

90-367 

0 

0007100238 

8009100232 

80/00/14 

70-1257 


B009090634 

00070706 I 4 

80/07/31 

XPORTLIC 


8007100242 

8009100239 

80/07/02 

30-344 

R 

8009070639 

8009070621 

80/08/23 

50-367 

o 

8007100230 

8009100241 

80/00/22 

50-400 

0 

8009070642 

8009090636 

80/09/04 

50-249 

p 

B0071O02S8 

0009100241 

80/00/22 

50-400 

0 

8009070648 

8009070644 

80/07/21 

50-482 

Q 

8007100262 

8009 100252 

80/07/05 

50-280 

a 

8007070651 

8009090639 

80/08/14 

COMMISSION 

8007100273 

9009100269 

80/07/31 

50-445 

0 

8009070694 

8009090650 

00/08/01 

50-387 

a 

8009 100275 

80D910026B 

so/oa/26 

50-333 

R 

8007070693 

8009090637 

80/08/14 

COKMiaaiOK 

8007100279 

8009 100269 

00/07/31 

50-445 

0 

8009070696 

8009070652 

80/07/03 

90-273 

T 

8007100297 

8009100290 

80/08/20 

70-1 1 13 


8007070662 

8007070639 

80/08/14 

COMMISSION 

8007100300 

8009100237 

80/00/22 

50-364 

Q 

8007070664 

8009090652 

80/07/05 

30-273 

T 

8007100307 

8009100237 

80/00/22 

50-364 

0 

8007070672 

8007070652 

80/07/05 

30-273 

T 

8007100389 

8009100384 

80/09/11 

50-334 

Q 

8007070767 

0009070768 

80/08/27 

WASTE MOT 

0009100392 

0009100384 

80/09/11 

50-334 

Q 

8007070773 

8009070773 

80/08/27 

50-286 

F 

0007100375 

8009100384 

80/09/11 

50-334 

0 

8009070786 

8009090785 

80/08/08 

50-280 

P 

8007100397 

0007100384 

BO/OB/tl 

50-334 

Q 

8007070788 

8009070784 

00/07/03 

30-312 

0 

0009100407 

8007 180405 

BO/CS/22 

CONTRACT 


8007090773 

8009090791 

00/09/09 

30-367 

0 

8007100433 

8007100449 

80/09/05 

90-344 

0 

8009090778 

8009090791 

80/09705 

30-367 

0 

8007100461 

8009100449 

00/09/03 

50-344 

8 

0009070813 

8009090812 

80/07/16 

30-312 

0 

8009100463 

8009100457 

80/08/27 

80-275 

H 

0009070848 

8009090844 

80/08/20 

50-410 

8 

0009100467 

8009100449 

80/09/03 

50-344 

0 

8009100003 

8009100002 

80/08/22 

CONTRACT 


8009100303 

0009100500 

80/09/03 

50-202 

0 

8009100012 

8007100010 

eo/oa/OB 

CONTRACT 


8007100348 

0009100532 

80/09/03 

TOPREP 


aao'9 100024 

8009100021 

80/08/21 

30-361 

T 

8007100617 

8009100609 

80/09/04 

50-334 

P 

8007100025 

8009100022 

80/08/09 

30-332 

0 

8007100635 

8009100632 

80/06/20 

MI8C 


8007100026 

8009100022 

80/08/09 

30-352 

0 

8007100638 

8007100631 

80/08/28 

50-247 

P 

8007100028 

8009100022 

80/08/09 

30-392 

Q 

8007100641 

0007 100631 

60/08/28 

50-247 

P 

8009100030 

8009100022 

80/08/09 

30-392 

Q 

8007100643 

8007100631 

80/08/20 

50-247 

P 

8007100038 

8009100037 

80/07/09 

90-293 

Q 

8007100646 

8007100642 

80/08/13 

70-371 


8007100041 

8009100035 

00/08/ t I 

CONTRACT 


8007100647 

8007100634 

80/08/14 

70-312 


8009100044 

8009100034 

80/07/OB 

30-217 

Q 

8007100651 

0007100634 

80/08/14 

70-312 


8007100032 

8009100047 

80/06/19 

90-482 

Q 

8007100692 

8007100642 

80/08/13 

70-371 


B007100033 

8007100033 

80/07/16 

90-267 

Q 

8007100653 

8007100650 

80/00/28 

50-182 

P 

8007100037 

8007100033 

80/07/16 

90-267 

a 

8007100657 

8007100654 

80/08/28 

40-4472 


8007100037 

8009100047 

eO/06/*9 

90-482 

Q 

B00710067S 

8007100673 

80/07/31 

50-280 

P 

8007100061 

8007100054 

80/08/18 

CONTRACT 


8007100677 

8007100674 

80/07/07 

50-298 

0 

8007100072 

8009100067 

80/06/30 

27-47 


8007100745 

0007100741 

00/08/18 

70-754 


8007100074 

8009100068 

80/08/14 

90-209 

H 

8007100746 

0009100741 

80/09/ IS 

70-754 


8007100076 

8007100067 

80/06/30 

27-47 


8007100775 

8009100790 

00/09/26 

70-27 


8007 100077 

8007100071 

80/09/01 

CONTRACT 


8007100807 

8009100801 

80/08/26 

50-267 

0 

B00710007B 

8007100073 

80/08/20 

50-352 

U 

0007100811 

8009100801 

80/09/26 

50-267 

0 

8007100080 

8007100070 

80/08/19 

90-483 

8 

8007100013 

8009100801 

80/09/26 

50-267 

0 

S0071 00071 

8007100089 

80/08/23 

90-87 

a 

0007100816 

8009100801 

80/08/26 

50-267 

0 

8007100093 

8007100086 

80/08/20 

COMMISSION 

0007100030 

8007100826 

80/09/26 

50-461 

0 

8007100077 

8009100074 

80/08/17 

State Pro# 

8007100033 

8007100026 

80/08/28 

50-461 

0 

8009100101 

8007100076 

00/08/14 

XPORTLIC 


0007100841 

0007100036 

80/09/23 

50-267 

0 

8007100102 

8009100098 

80/08/20 

COMMISSION 

8007100844 

0007100842 

80/09/13 

30-290 

0 

9009100107 

8007100078 

80/08/20 

COMMISSION 

0007100853 

0009100047 

80/07/18 

50-247 

0 

8009100108 

8007100078 

80/08/20 

COMMISSION 

0007100861 

8007100057 

80/07/25 

30-277 

0 

8009100110 

8007100106 

80/08/17 

90-316 

p 

0007100870 

8009100865 

80/07/25 

50-412 

0 

8007100112 

8009100109 

80/08/15 

90-440 

a 

8007100877 

8007100874 

00/07/23 

50-293 

0 

8009100114 

8009100111 

80/08/22 

COMMISSION 

0OO91OO0B4 

B009I008B1 

80/07/21 

50-352 

0 
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ENCLOSURE 


a009»00893 

0009100899 

0009100906 

8009100910 

0007100914 

8009100920 

8009110002 

0009110003 

0009110004 

0009110005 

8009110025 

8009110031 

8009110033 

6009110035 

8009110044 

8009110050 

8009110061 

8009110066 

8009110135 

0009110139 

8009110142 

8009110150 

8009110153 

8009110156 

8009110161 

8009110166 
8009110169 
8009110173 
8009110177 
00091 lOISl 

8009110188 
8009110191 
8009110193 
8009110202 
80091 10208 

8009110214 
D0091 10222 
8009110246 
8009110249 
8009110252 

8009110256 

8009110269 

8009110272 

8009110274 

6009110276 

8009110281 
8009110285 
8009110287 
8009110238 
80091 10290 

8009110296 

8009110298 

8009110299 

8009110301 

8009110302 

0009110303 

0009110304 

8009110306 

8009110313 

8009110318 

8009110319 
80091 10322 
B009I 10324 
8009110330 
8009110333 

8009110334 
B009 U0338 
8009110340 
8009110341 
8009110342 

8009110343 
8009110344 
8009110347 
8009 1 10348 
80091 10350 

8009110331 

8009110353 

8009110353 

8009110358 

0009110360 


PR INC I PAL 
document 


0009100899 

0009100895 

8009100902 

8009100902 

0009100902 

8009100917 
8009110001 
60091 10001 
80091 10001 
0009110001 

8009110022 

8009110030 

8009110030 

8009110030 

8007110034 

8009110047 

8009110056 

8009110056 

8009110122 

8009110122 

8009110122 

8009110126 

8007110126 

8009110126 

0009110126 

8009110121 

8009110121 

8009110121 

8009110111 

8009110118 

6009110118 
8009110118 
80091 10107 
0009110102 
8009110099 

80091 10689 
8009110215 
8009110227 
8009110221 
8009110221 

8009110253 

8009110263 

8009110263 

8007110262 

8009110262 

8009110262 

8009110259 

8009110259 

8009110280 

8009110959 

80091 10286 
8009110237 
80091 10297 
8009110237 
8009110286 

B0091J0257 

8009110297 

8009110257 

8009110307 

8009110316 

8009110314 

8009110314 

8009110307 

8009110328 

8009110316 

8009110329 

8009110331 

8009110316 

8009110332 

0009110337 

B009U0332 

8009110316 

8009110335 

8009110326 

8009110346 

B009U033S 

8009110352 

8009110349 

8009110349 

8009110349 


DATE 

ISSUED 


80/07/21 
80/07/21 
90/03/ 14 
80/03/ 14 
80/08/14 

80/08/07 

80/08/08 

80/oa/oa 

ao/oa/os 

80/03/08 

80/07/28 

80/08/14 

80/08/14 

00/00/14 

80/09/03 

80/07/25 

aO/OB/26 

90/08/26 

80/09/27 

80/03/27 

80/08/27 

80/08/27 

80/09/27 

80/09/27 

80/08/27 

80/09/27 

80/09/27 

00/09/27 

80/07/28 

80/09/27 

60/09/27 

BO/Oe/27 

80/07/29 

80/07/29 

aO/07/29 

90/09/03 

80/07/28 

60/07/15 

80/06/26 

80/06/26 

80/08/19 

80/00/19 

80/08/19 

80/08/05 

80/03/05 

80/09/05 

80/08/22 

80/03/22 

80/08/26 

80/06/22 

80/09/04 

80/08/07 

80/08/07 

00/08/07 

80/09/04 

80/08/07 

80/00/07 

80/08/07 

80/07/10 

80/09/05 

80/08/26 

80/08/26 

80/07/10 

80/09/09 

80/09/05 

80/09/09 

80/08/25 

80/09/05 

80/06/20 

80/09/08 

80/08/20 

80/09/05 

80/09/04 

80/09/05 

BO/OB/22 

80/09/04 

80/08/29 

00/09/03 

80/09/03 

80/09/03 


subject 

CATEODRV 


50-387 0 

50-289 0 

70-143 
70-143 
70-143 

Acns 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 
50-348 P 
50-348 P 
50-348 P 
50-445 0 

50-334 0 

50-397 A 
50-397 A 
70-11 SI 
70-1151 

70-1191 

70-1113 

70-1113 

70-1113 

70-1113 

50-250 0 

50-250 0 

50-250 0 

50-910 0 

50-327 a 

50-327 0 

50-327 0 

50-399 0 

90-348 0 

27-39 

XPORTLIC 

CONTRACT 

70-794 

70-820 

70-820 

CONTRACT 

70-139 

70-139 

70-139 

70-139 

70-139 
50-271 P 
90-271 P 
50-320 H 
50-271 P 

FOIA 

50-333 a 
90-293 a 
50-333 a 
FQIA 

30-333 0 

50-293 a 
30-333 a 
50-454 0 

30-289 R 

50-320 H 
30-320 H 
90-494 0 

50-320 P 
30-289 R 

50-29 8 

CONTRACT 
50-289 R 
50-327 P 
50-302 8 

50-327 P 
50-289 R 
FOIA 

50-315 8 

CONTRACT 

FOIA 

90-299 R 
50-327 P 
30-327 P 
50-327 P 


ACCESSION NUHoen 


enclosure 


8009110379 
80091 103B1 
8009110393 
0009110399 
8009110404 

8009110407 
8009110410 
0009110413 
S0091 10414 
B0091 10418 

8009110422 

8009110424 

8009110429 

8009110426 

8009110427 

8009 1 10429 
8009110433 
8009110443 
8009110491 
8009110902 

8009110916 
80091 10918 
8009110920 

80091 10533 
8009110901 

0009110983 
8009110904 
80091 10907 
8009110989 
8009110994 

8009110996 
8009110997 
8009110618 
8009110627 
B009 110639 

8009110692 

8009110696 

8009110661 

8009110679 

8009110692 

80091 10730 
80091 10737 
8009110799 
80091 10769 
8009110774 

80091 10777 
8009110820 
8009110828 
8009110831 
8009110839 

8009110839 

8009120007 

8009130012 

8009120014 

8009130019 


principal 

DOCUMENT 


0009110375 

8009110370 

8009110391 

8009110396 

8009110403 

80091 10403 
8009110409 
8009110408 
8009110401 
80091 10417 

80091 10415 
80091 10415 
80091 10433 
80091 10415 
80091 10423 

80091 10415 
00091 10431 
80091 10436 
8009110486 
8009 1 10497 

8009110513 
80091 10509 
8009110514 
8009110537 
80091 10575 

80091 10533 
80091 10579 
80091 10492 
80091 10575 
8009110573 

80091 10392 
80091 10395 
8009110613 
80091 10620 
8009110632 

8009110648 
0009110635 
B009 110633 
8009110665 
8009110684 

0009110737 

8009110732 

8009110730 

8009110764 

8009110770 

80091 10773 
8009110017 
8009110824 
8009110827 
8009110827 

8009110036 

8009130004 

8009120010 

8009120013 

8009120017 


DATE 

ISSUED 

80/07/31 

80/09/08 

80/09/03 

80/09/03 

00/08/29 

80/08/39 

80/00/25 

80/09/13 

80/08/01 

80/07/29 

80/08/20 

80/08/20 

80/08/13 

80/08/20 

00/08/13 

80/08/20 

80/09/00 

ao/oa /26 

00/08/25 

00/08/33 

80/08/19 

80/07/30 

80/08/21 

00/09/08 

00/07/29 

0O/OO/3B 

00/08/18 

80/08/33 

00/07/29 

00/07/29 

00/08/25 

00/08/36 

00/06/30 

00/07/22 

OO/OB/OB 

00/08/04 

00/07/25 

00/07/25 

00/08/15 

00/07/10 

00/08/20 

00/08/20 

80/09/03 

80/07/31 

SO/OB/23 

00/00/20 

00/00/26 

80/08/23 

00/06/23 

00/06/23 

80/09/04 

00/09/03 

80/00/27 

00/08/15 

00/08/01 


SUDUECT 

CATEOORY 

CONTRACT 
30-305 P 

70- 143 
50-36 1 O 
40-2239 

40-2259 
CONTRACT 
COMMISSION 
90-387 B 
COMMISSION 

30-460 Q 
30-460 0 

30-413 Q 
50-460 Q 
30-413 0 

30-460 a 
30-338 P 
TOPREP 
50-320 U 
XPORTLIC 

30-313 P 
50-219 Q 
50-278 U 
FQIA 

30-235 P 

30-433 F 
30-313 P 
KPDRTLIO 
30-233 P 
30-293 P 

XPORTLIC 

71- 109 
aA999 

50-202 a 
XPORTLIC 

SO-20'l ft 
30-358 a 
50-398 a 
30-494 a 

30-201 a 

30-233 a 
30-234 a 
71-9009 
30-344 a 
40-299 

30-299 P 
90-133 0 

30-32 1 0 

40-4026 
40-4026 

30-302 A 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


0009120033 

8007120037 

8009120040 

0009120032 

8009120061 

80091 2006 B 
8009120071 
0009120079 
8009 I 20083 
8009120119 

8009120123 

8009120126 

8009120130 

0009120133 

8009120137 

8009120141 

0009120144 

8009120196 

8009120210 

8009120220 

0009120222 

0009120223 

8009120224 

0009120227 

B009120239 


0009120023 

8009120020 

8009120039 

8009120049 

8009120039 

8009120039 

8009120049 

8009120060 

0009120070 

0009120104 

0009120120 

8009120124 

8009120124 

0009120124 

0009120129 

8009120139 

8009120129 

8009120129 

8009120199 

8009120201 

8009120201 

0009120201 

0009120147 

8009120147 

8009120150 


80/00/20 

80/00/10 

00/07/23 

BO/O0/OP 

00/07/23 

00/07/23 
00/00/08 
00/09/03 
00/07/21 
00/08/ 18 

00 /00/01 

00 / 00/20 

80/08/20 

00/00/20 

00/08/20 

00/07/21 

80/09/20 

00 / 00/20 

00/07/08 

00/07/31 

00/07/31 
00/07/31 
00 / 00/ 18 
00/00/18 
00/07/11 


CONTRACT 
CONTRACT 
50-319 P 
30-340 0 

90-318 P 

90-313 P 
90-340 Q 
CONTRACT 
CONTRACT 
CONTRACT 

90-322 a 

70-143 

70-143 

70-143 

27-40 

90-416 Q 

27-40 

27-40 

90-247 a 
40-2940 

40-2940 

40-2940 

70-143 

70-143 

70-371 
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PRINCIPAL 

DATE 

BUDUeCT 


EMCLOSURE 

document 

ISSUED 

cateoory 

0009130340 

8009120143 

80/07/22 

S0'416 

Q 

0009130349 

8009120243 

80/09/03 

30-296 

P 

0009120371 

8009120262 

80/08/27 

30-370 

0 

S 009 120396 

8009120292 

80/00/03 

30-320 

0 

0009130309 

8009120304 

80/08/12 

30-460 

0 

8009130313 

8009120313 

80/09/02 

30-231 

8 

BOO9120316 

8009120312 

80/09/02 

50-335 

8 

8009180317 

8009120301 

80/09/08 

30-327 

H 

8009180318 

0009120307 

80/09/03 

30-333 

a 

0009120320 

8009120303 

80/09/02 

30-293 

8 

8009120324 

8009120302 

00/08/29 

30-295 

8 

8009120331 

8009120299 

80/08/29 

30-293 

a 

8009120333 

8009120334 

80/07/09 

0A999 


8009120342 

8009120341 

80/09/09 

30-287 

s 

0009120348 

8009120344 

80/09/08 

50-317 

s 

8009120336 

8009120351 

80/09/10 

30-346 

s 

8009120363 

8009120360 

80/09/02 

TOPREP 


8009120363 

8009120359 

80/09/09 

30-333 

B 

B009120371 

8009120366 

80/09/05 

30-325 

8 

8009120372 

8009120337 

00/09/04 

30-272 

a 

8009120374 

8009120368 

80/09/10 

PR 


B009120378 

8009120384 

80/09/06 

30-317 

a 

8009120379 

8009120368 

80/09/10 

PH 


8009120381 

8009120353 

80/09/03 

50-247 

8 

B009 120382 

8009120373 

80/09/04 

50-272 

8 

8009120383 

8009120330 

80/09/02 

50-230 

6 

8009120386 

8009120377 

80/09/04 

30-334 

B 

8009120388 

8009 I 20384 

80/09/08 

30-233 

S 

8009120399 

8009120391 

80/00/23 

30-234 

8 

BOO 9 120403 

8009120401 

80/09/03 

30-271 

P 

8009120406 

8009120402 

80/09/08 

30-320 

a 

8009120413 

8009120408 

80/09/05 

50-220 

V 

8009120413 

8009120410 

80/09/08 

50-333 

a 

8009120417 

8009120408 

80/09/05 

30-220 

V 

8009120419 

8009120349 

80/09/08 

30-133 

8 

8009120428 

8009120424 

80/09/04 

50-272 

8 

8009120431 

8009120418 

80/09/04 

30-270 

8 

8009 120436 

8009120414 

80/09/03 

50-269 

8 

8009120440 

8009120412 

80/09/04 

30-327 

8 

8009120443 

8007120411 

BO/09/04 

30-327 

a 

8009120443 

8009120392 

80/09/08 

30-367 

Q 

8009120431 

B009 120449 

60/09/08 

30-133 

« 

8009120432 

Q00912O4S0 

80/09/08 

30-320 

8 

8009120433 

8007120447 

80/09/06 

30-317 

S 

8009120462 

8009120437 

80/09/03 

30-233 

R 

8009120466 

0009120459 

60/09/04 

30-326 

0 

8009120470 

8009120439 

80/09/04 

30-326 

Q 

8009120471 

8009120439 

80/09/04 

50-326 

0 

0009120472 

0009120467 

00/07/07 

50-397 

Q 

8009120474 

8009120439 

00/09/04 

50-326 

Q 

8009120476 

6009120439 

00/09/04 

50-326 

a 

8009120478 

8009120439 

00/09/04 

30-326 

Q 

8009120479 

0009120473 

00/08/12 

50-361 

0 

8009120460 

8009120477 

00/08/22 

COHMteSICN 

8009120483 

8007120477 

00/08/22 

C0MNI83IQN 

3009120484 

8009120477 

00/08/23 

CQHfItaSION 

0009120483 

8009120477 

00/08/22 

CONN 188 ION 

0009120489 

0009120477 

80/08/23 

CDHN18SI0N 

0009120490 

8009120487 

00/08/14 

50-312 

0 

0009120491 

6009120486 

90/08/28 

50-250 

Q 

8009120494 

8009120477 

00/08/32 

COMMISSION 

0009120493 

8009120486 

80/00/23 

50-250 

0 

0009120497 

8009120486 

80/08/33 

50-250 

0 

8009120499 

8009120486 

80/08/33 

50-250 

0 

8009120300 

8009120496 

80/08/12 

50-828 

a 

8009120309 

8009120506 

eO/OS/01 

30-153 

0 

8009120314 

8009120503 

00/04/01 

50-206 

p 

8009120320 

8009120318 

80/03/33 

30-250 

0 

8009120326 

0009120515 

60/00/25 

50-280 

0 

8009120331 

8009120313 

80/08/35 

50-280 

0 

0009120333 

8009120319 

00/08/33 

50-280 

Q 

8009120536 

0OO912O32S 

80/08/14 

70-343 


8009120339 

8009120313 

80/08/35 

30-230 

Q 

8009120342 

0009120528 

00/06/14 

70-343 


8009120348 

8009120323 

80/08/14 

70-343 


8009120349 

8009120343 

80/07/10 

50-201 

P 

8007120363 

8009120363 

80/00/27 

40-1341 


8009120386 

0009120502 

ao/oa/38 

FQIA 


8009120389 

8009120383 

80/08/28 

30-320 

P 

8007120397 

8009120391 

80/09/02 

POIA 



Accession NOMBEfi 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSUfte 

DOCUMENT 

ISSUED 

CATEOORY 

8009120604 

8009120601 

80/06/03 

50-201 

ft 

8009120614 

8009120611 

80/06/03 

70-25B 


0009120616 

8009120609 

80/09/02 

50-460 

O 

8009120622 

8009120609 

80/09/02 

50-460 

a 

8009120627 

3009120624 

ao/OB/26 

XPDRTLIC 


8009120631 

8009120609 

80/09/02 

30-460 

o 

B00912064B 

8009120643 

80/09/02 

30-287 

p 

S0091306SO 

8009120645 

80/09/02 

30-289 

p 

80091206 S3 

8009120645 

80/09/02 

50-209 

p 

8009120657 

8009120634 

80/07/10 

QA999 


8009120660 

0009120631 

80/09/04 

30-3B7 

A 

8009120662 

B009120639 

00/00/27 

CONTRACT 


0009150004 

8009150002 

80/00/26 

FOIA 


8009150003 

8009150002 

80/08/26 

FOtA 


0009150018 

0009150016 

00/08/25 

50-430 

A 

8009150021 

0009150017 

00/07/1 1 

0A999 


8009150024 

8009150022 

00/07/24 

50-373 

a 

8009130023 

8009150022 

00/07/24 

50-373 

a 

8009150026 

8009130020 

00/00/18 

COMMISSION 

8009150030 

800915002C 

80/00/18 

COMMISSION 

8009130032 

8009150020 

so/08/ie 

COMMISSION 

8009150035 

0009150020 

00/08/ le 

COMMISSION 

8009 190039 

8009150020 

00/09/ 10 

30-271 

u 

8009150043 

8009150037 

00/09/20 

50-354 

B 

0009130044 

8009150020 

60/09/18 

30-271 

U 

8009130047 

B009 150020 

00/03/18 

COMMISSION 

8009150050 

8009150045 

00/08/29 

50-445 

0 

8009150031 

8009150045 

00/09/29 

50-443 

0 

8007130032 

8009150020 

00/09/18 

COMMISSION 

8009130054 

3009150020 

0O/OB/IB 

COMMISSION 

B0091S003S 

8009 J 50045 

00/08/29 

50-445 

0 

BOO? 1300 36 

8009150020 

00/00/18 

COMMISSION 

8009130037 

0009150043 

00/08/29 

50-445 

0 

00091 30060 

0009150043 

80/08/29 

30-445 

a 

0009130061 

6009150020 

90/09/ 1 a 

COMMIBSION 

0009150063 

8009150043 

00/08/29 

50-445 

0 

0009150064 

8009150020 

80/00/18 

CDHMIBBION 

8009130066 

0009150043 

90/08/29 

50-445 

0 

8009150068 

0OO91SOO43 

80/08/29 

S0-44S 

0 

8009130069 

0009130020 

a 0/08/ 10 

COMMISSION 

0009150071 

0009150043 

00/08/29 

SO-445 

o 

0009150074 

0009150020 

80/08/18 

50-293 

u 

0009150075 

0009150045 

BO /OB/89 

50-445 

o 

0009130077 

00091 5004 S 

BO/Oa/29 

SO-445 

0 

0009150079 

8009150070 

80/07/21 

50-267 

p 

0009150080 

0009150045 

60/09/29 

50-445 

0 

0009150081 

8009150020 

QD/OB/ie 

50-273 

u 

0009150003 

S009 150043 

80/09/29 

50-445 

0 

8009150083 

8009150020 

00/09/18 

30-293 

V 

3009150087 

8009150045 

00/03/89 

30-445 

■0 

8009150008 

B0091SOOB2 

80/07/14 

50-245 

Q 

8009150089 

80O9IS00B4 

80/09/13 

50-250 

0 

8009130090 

B009 150020 

00/08/10 

COMMISSION 

8009130091 

8009130045 

aO/OB/29 

50-445 

0 

8009130093 

8009150045 

00/09/ 29 

50-445 

o 

0009150094 

8009130020 

90/08/ 19 

50-201 

u 

B0091S009S 

8009130004 

30/06/ 15 

50-280 

0 

80091 30096 

0009130045 

90/08/89 

50-445 

0 

8009150097 

0009130092 

80/07/ 17 

50-410 

a 

B0091S009B 

8009130020 

80/08/ 18 

50-201 

u 

80091S01O0 

8009130043 

00/00/29 

50-445 

0 

8009150102 

8009150045 

60/08/29 

50-445 

0 

0009150103 

8009150043 

80/08/29 

50-445 

o 

8009150107 

8009130020 

00/08/10 

50-201 

u 

8009130109 

B0091S0106 

00/00/22 

50-311 

p 

BQ09150111 

8009130106 

00/09/22 

50-3H 

p 

8009150112 

0009150020 

80/03/18 

50-201 

If 

8009160113 

8009130045 

80/08/29 

50-445 

0 

8009130114 

8007139106 

BO /OB/22 

50-311 

p 

8009130115 

8009130104 

00/07/25 

50-302 

a 

8009 ISO! 16 

8009130045 

BO /OB/29 

50-445 

o 

8009130118 

80091 50020 

00/ 08/ 18 

50-201 

u 

8009130120 

8009 130043 

80/00/29 

50-445 

o 

8009150121 

8009 130020 

80/08/18 

50-201 

u 

8009130122 

B0091 50045 

80/08/29 

50-445 

0 

B009150I23 

8009150117 

aO/OB/29 

40-8743 


0007130124 

8009150119 

00/07/14 

50-219 

Q 

8009150123 

80091 50048 

80/09/29 

30-445 

0 

0009130127 

8009150020 

00/09/18 

50-201 

U 

8009150129 

8009150043 

80/09/29 

30-445 

O 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

document 

DATE 

1 6SUED 

EU6UECT 

CA7E00RY 

0009190132 

8009190020 

80/00/' 10 

50-201 

« 

0009190133 

60D91 90045 

80/08/29 

50-443 

< 

6009190136 

8009190049 

80/08/29 

90-449 

( 

8009190137 

8009150130 

80/07/18 

50-271 

< 

8009190138 

0009190020 

80/00/10 

90-201 

1, 

6009190139 

0009150020 

80/08/10 

90-201 

1 

6009150143 

0009150140 

00/06/30 

CONTRACT 

8009190149 

0009150146 

00/07/21 

CONTRACT 

80091301 61 

0009 1 901 99 

80/07/24 

90-322 

C 

8009190164 

0009190158 

90/00/14 

40-8743 


6009150165 

0009150163 

00/07/20 

40-3392 


6009150173 

0009190171 

00/07/19 

QA999 


8009150177 

8009190172 

80/07/28 

50-546 

c 

80091501 7B 

8009190176 

00/08/22 

CONTRACT 

6009150183 

80091 SO 101 

00/00/29 

70-250 


6009150184 

8009190100 

00/07/24 

90-277 

c 

80091 501 89 

8009190188 

80/08/15 

71-1 la 


6009150190 

8009190107 

00/07/29 

50-334 

G 

8009150196 

8009190193 

00/03/06 

90-402 

6 

8009150197 

B009I90194 

00/07/10 

90-329 

0 

8009150199 

8009190199 

00/08/22 

QA999 


8009150200 

8009190199 

80/08/22 

0A999 


8009150203 

8009190194 

60/07/18 

90-329 

Q 

8009190204 

8009190199 

60/08/22 

QA999 


8009150207 

8009190195 

80/08/22 

0A999 


8009190210 

8009190195 

60/03/22 

0A999 


8009150212 

8009190209 

80/08/29 

40-8745 


8009150219 

000919021-3 

00/07/10 

70-2932 


8009150217 

0009180195 

60/00/22 

QA999 


6009150223 

8009150221 

60/00/18 

QA999 


8009150224 

80091 5022 1 

00/00/18 

QA999 


8009190226 

0009150221 

00/00/18 

QA999 


8009150227 

0009150221 

60/08/18 

QA999 


8009150220 

0009150221 

60/00/18 

QA999 


8009150229 

8009190221 

00/00/18 

QA999 


S0091 50231 

0009190221 

00/00/18 

QA999 


8009150234 

0009190221 

80/00/18 

QA999 


0009190241 

8009190240 

60/07/31 

90-320 

H 

8009150244 

6009190219 

60/09/29 

90-334 

P 

8009150246 

6009190219 

80/00/29 

90-334 

P 

8009150246 

0009150219 

80/08/29 

50-334 

P 

8009150296 

8009150293 

00/09/10 

90-466 

0 

8009190260 

8009150239 

60/09/12 

90-340 

K 

8009150261 

8009150250 

80/09/09 

90-360 

6 

B0O9190263 

8009150299 

80/09/12 

90-349 

K 

8009190266 

8009150265 

80/09/00 

90-220 

B 

B009150267 

8009150264 

80/09'/ 09 

50-311 

8 

0009190271 

BOD71SO260 

80/09/09 

90-360 

8 

8009190272 

8009150269 

80/09/02 

50-312 

0 

8009190279 

8009190273 

80/09/09 

90-360 

8 

8009150277 

8009150276 

00/09/09 

50-346 

R 

0009190278 

8009150274 

00/09/09 

30-200 

0 

8009190279 

8009150270 

00/09/01 

90-293 

P 

0009150202 

8009150280 

80/09/11 

90-302 

8 

8009190263 

8009190201 

80/09/09 

50-321 

8 

8009190285 

0009150284 

00/09/01 

90-293 

P 

0009190209 

0009 190286 . 

00/09/10 

90-261 

8 

0009190290 

8009150288 

80/09/03 

90-335 

8 

8009190292 

8009190287 

80/09/29 

50-368 

P 

8009190294 

8009190291 

00/09/09 

50-321 

8 

8009150296 

6009190293 

00/09/00 

50-360 

0 

8009190298 

8009190299 

00/09/05 

90-321 

0 

8009190299 

8009190297 

80/07/08 

90-220 

R 

8009190304 

8009190300 

00/08/05 

90-438 

0 

8009 190306 

8009150303 

00/08/22 

50-206 

a 

0009190300 

8009150303 

60/08/22 

90-206 

0 

8009130312 

0009190307 

00/09/11 

90-395 

M 

8009190319 

0009130314 

60/09/12 

50-395 

K 

8009150310 

8009 15031 6 

80/00/23 

50-332 

H 

8009190329 

8009150321 

00/00/as 

50-28 7 

H 

8009150327 

8007150324 

80/08/22 

30-289 

H 

8009150328 

8009190323 

80/09/10 

50-319 

8 

8009190339 

0009190331 

00/09/09 

90-366 

8 

8009150336 

0009190330 

80/00/22 

50-289 

H 

00091 90344 

0009190339 

80/09/10 

50-153 

0 

8009190349 

0009190342 

00/07/28 

S0-4S2 

0 

0009190346 

0009190343 

80/08/22 

50-289 

H 

0009190348 

0009190348 

80/07/28 

50-482 

Q 

8009190352 

0009190340 

00/07/28 

50-458 

a 

8009190393 

0009190340 

00/07/28 

50-458 

a 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEODRY 

8009190359 

8009130331 

80/08/25 

50-320 

H 

0009190356 

8009150390 

80/08/19 

30-317 

P 

0009190397 

8009190340 

80/07/28 

50-438 

0 

0009190358 

8009150347 

00/07/25 

70-133 


0009150361 

8009150350 

00/08/19 

50-317 

P 

0009190362 

8009150338 

80/08/19 

30-438 

8 

6009190363 

8009130337 

80/07/23 

30-443 

Q 

8009190367 

8009130337 

00/07/23 

50-445 

0 

6009150369 

8009130366 

80/00/22 

50-370 

Q 

8007190370 

8009150332 

80/07/23 

50-321 

Q 

6009190372 

8009130366 

80/08/22 

50-370 

a 

8009150373 

8009130364 

00/08/11 

40-0113 


8009190374 

6009130366 

80/00/22 

50-370 

0 

6009190379 

8009150329 

80/07/24 

50-324 

a 

8009190377 

8009130366 

80/08/22 

50-370 

a 

6009190370 

8009130326 

80/06/17 

50-397 

0 

0009190379 

8009150376 

80/08/22 

30-397 

Q 

8009130380 

8009150364 

80/08/11 

40-8113 


8009150381 

8009150334 

00/08/20 

50-482 

0 

8009190389 

8009150382 

00/09/09 

50-321 

a 

6009190386 

8009150384 

80/09/09 

50-321 

8 

6009190307 

8009150364 

80/00/11 

40-0113 


8009130398 

8009150395 

00/08/22 

70-143 


8009190406 

6009 150403 

00/07/24 

70-133 


8009150412 

80091 50408 

80/08/06 

70-1308 


6009190414 

8009150409 

80/00/25 

CONTRACT 


8009190416 

8009150413 

80/07/30 

50-320 

H 

8009190418 

8009150410 

80/08/22 

COMM I 86 ION 

8009190422 

80091 304 10 

80/08/22 

C0MHI8BI0N 

8009190423 

80091 30410 

80/08/22 

COMMISSION 

8009150424 

8009130420 

80/08/27 

50-206 

P 

8009190426 

6009130413 

00/08/16 

50-317 

P 

6009190428 

8009150410 

80/08/82 

C0MMI86I0N 

8009180431 

8009150427 

80/08/25 

50-267 

P 

8009190433 

6009150410 

80/08/22 

COMMISSION 

8009190433 

6009150432 

00/09/00 

50-320 

P 

8009130438 

8009150410 

80/08/22 

COMM ISB ION 

8009150442 

8009150410 

80/08/22 

C0MNI8HI0N 

8009150449 

8009150441 

80/00/22 

50-320 

H 

8009150446 

8009150410 

80/08/22 

COMMISSION 

8009150448 

6009150410 

80/08/22 

COMMISSION 

8009190461 

8009150456 

80/09/05 

50-356 

R 

8009190464 

8009150462 

80/08/21 

50-305 

a 

6009190468 

8009150460 

80/09/09 

50-430 

A 

8009190475 

0009150471 

00/08/20 

50-344 

8 

8009150508 

8009150504 

80/07/28 

50-346 

0 

0OO919O961 

6009150359 

60/09/15 

50-496 

K 

8009190377 

8009150373 

00/08/21 

40-8768 


8009190600 

8009150594 

00/08/07 

30-546 

Q 

8009190602 

8009150594 

80/08/07 

30-546 

0 

80091 90604 

0009150601 

80/08/20 

70-1113 


0009190603 

8009150601 

00/08/20 

70-1113 


8009160041 

8009160033 

00/09/12 

30-309 

M 

8009160131 

8009160148 

00/09/11 

50-376 

0 

8009160160 

0009160157 

00/09/15 

50-443 

M 

8009160186 

6009160179 

00/07/00 

70-135 


6009160214 

8009160213 

00/08/29 

30-220 

R 

6009160221 

0009160219 

80/09/09 

30-259 

P 

6009160223 

6009160220 

80/07/26 

50-244 

0 

6009160229 

8009160225 

00/07/21 

50-277 

0 

8009160231 

8009160230 

80/09/05 

50-206 

P 

8009160241 

6009160235 

80/08/13 

70-754 


8009160242 

6009160240 

00/07/24 

50-220 

0 

6009160246 

8009160244 

00/07/24 

50-334 

0 

6009160249 

8009160246 

00/08/27 

30-329 

0 

8009160253 

8009160250 

00/09/08 

50-409 

R 

6009160296 

0009160251 

80/09/08 

50-313 

R 

8009160298 

8009160255 

00/09/10 

50-261 

R 

6009160239 

8009160257 

00/09/11 

50-309 

R 

6009160263 

8009160260 

80/09/09 

50-324 

R 

8009160264 

8009160262 

80/09/04 

50-290 

R 

6009160270 

8009160268 

00/09/11 

50-348 

R 

6009160271 

8009160267 

00/09/11 

50-293 

R 

8009 160276 

8009160272 

80/09/02 

50-254 

R 

8009160277 

8009160273 

60/09/12 

50-315 

R 

6009160282 

8009160279 

80/09/08 

50-282 

R 

6009160283 

8009160280 

80/09/12 

50-316 

R 

8009160284 

8009160281 

80/09/05 

PR 


8009160288 

8009160286 

80/09/09 

50-267 

R 

8009160296 

8009160294 

00/09/10 

50-277 

R 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


439 


ACCEGBION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 


QOOVliOa?? 8009160293 BO/09/03 SO-312 R 

8009160299 B009 160292 80/09 /OB 50-267 R 

8009160300 8009160298 80/09/ 10 50-272 R 

8009160301 B009160291 80/09/08 50-271 R 

B009160303 8009160287 80/09/11 50-29 R 

8009160304 8009160302 80/09/09 50-266 R 

8009160303 8009160293 00/09/05 50-304 a 

8009160306 B0091602B5 80/09/11 30-366 S 

0009160300 8009160307 00/09/11 50-343 3 

0009160311 8009160309 BO/09/09 50-334 a 

BO09160313 8009160309 00/09/09 50-334 3 

8009160316 8009160314 00/09/09 50-267 P 

8009160318 8009160315 80/09/08 50-317 S 

8007160322 0009160321 00/09/05 50-142 P 

8009160323 8009160320 80/09/03 50-343 3 

8009160327 8009160325 80/09/04 50-327 3 

8009160331 8009160330 80/09/05 40-8745 

8009160333 8009160330 80/09/05 40-9745 

8009160334 0009160330 80/09/05 40-8745 

8009160336 8009160330 80/09/05 40-0745 


8009160340 

8009160338 

80/07/11 

50-57 

T 

8009160345 

8009160330 

80/09/09 

40-3745 

8009160347 

8009160343 

80/09/12 

30-369 

0 

0009160348 

8009160330 

80/09/09 

40-0745 

8009160350 

8009160330 

00/09/09 

40-0745 

S009 160352 

8009160343 

80/09/12 

90-369 

0 

6009160354 

8009160330 

90/09/05 

40-B74S 


8009160355 

8009160381 

00/09/08 

50-311 

p 

8009160396 

8009160330 

80/09/09 

40-0749 


8009160357 

0009160330 

80/09/05 

40-0749 


8009160361 

8009160399 

80/09/12 

50-320 

p 

8009160363 

8009160360 

00/09/12 

90-275 

0 

8009160369 

8009160369 

30/09/10 

90-247 

8 

8009160379 

8009160373 

80/09/11 

90-928 

T 

8009160300 

8009160378 

80/09/04 

90-327 

8 

8009160392 

B0091603B8 

80/09/00 

90-312 

P 

8009160398 

8009 160390 

30/09/10 

30-327 

8 

8009160399 

8009160391 

00/09/09 

30-346 

8 

0009160402 

8009160396 

80/09/12 

90-293 

8 

8009160410 

8009160404 

00/09/11 

90-293 

B 

8009160411 

8009160409 

60/09/11 

90-334 

8 

8009160412 

3009160406 

30/09/11 

90-327 

8 

0009160422 

8009160416 

00/09/08 

90-296 

8 

8009160429 

8009160421 

80/09/00 

90-327 

8 

8009160426 

8009160408 

00/09/09 

80-299 

8 

0009160431 

0009160427 

00/09/10 

90-277 

fl 

eQ09I6043C 

8009160429 

00/09/11 

50-330 

P 

8009160439 

8009160427 

00/09/10 

50-277 

R 

8009160436 

8007160424 

80/09/11 

TOPREP 


8009160440 

8009160432 

80/09/08 

90-260 

8 

8009160449 

8009160449 

80/09/11 

90-333 

S 

0009160491 

8009160444 

00/09/09 

90-334 

8 

8007160499 

8009160447 

00/09/11 

90-293 

3 

0007160461 

8009160497 

00/09/03 

90-336 

8 

0007160464 

8009160497 

00/09/03 

90-336 

a 

0009160466 

8009160404 

80/09/00 

90-260 

8 

0007160467 

8009160460 

80/09/05 

90-220 

8 

0009160468 

8009160463 

80/09/11 

90-327 

8 

0009160469 

8009160497 

80/09/08 

90-336 

B 

0009160472 

8009160470 

80/09/10 

90-334 

8 

0009160474 

8009160471 

80/09/10 

90-219 

8 

0009160476 

8009160493 

80/09/11 

90-333 

8 

9009160479 

8009160479 

80/00/19 

HASTE MOT 

8009160480 

8009160477 

30/09/10 

90-269 

8 

8009160482 

8009160478 

80/09/11 

90-311 

8 

8009160483 

3009160492 

80/09/09 

90-293 

3 

8009160487 

8009160473 

30/03/22 

90-280 

0 

0009160488 

8009160489 

80/08/22 

CONTRACT 


0007160490 

8007160473 

00/08/22 

50-280 

0 

0007160479 

8009160491 

80/07/29 

CONTRACT 


8009160497 

8009160473 

30/00/22 

90-260 

Q 

0009160902 

8009160901 

30/08/20 

90-269 

P 

0009160506 

8009160901 

30/00/20 

50-269 

P 

8009160907 

8009160501 

00/08/20 

90-269 

P 

8009160912 

8009160509 

00/07/31 

90-399 

0 

0009160914 

8009160909 

30/07/31 

50-333 

0 

0009160919 

8009160911 

80/07/21 

CONTRACT 


0007160939 

8009160933 

80/09/04 

90-269 

Q 

0007160937 

8009160933 

30/09/04 

90-269 

Q 

0009160940 

3009160933 

BO/09/04 

90-269 

0 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEQGRY 

0009160341 

8009160533 

60/07/04 

50-269 

0 

8009 I 60S 50 

8009160933 

00/09/04 

50-2*9 

0 

B00716D952 

8009160533 

60/09/04 

50-2*9 

Of 

8009160614 

8009160610 

80/07/28 

50-305 

0 

8009160616 

8009160610 

80/07/28 

50-305 

0 

8009160621 

8009160619 

60/08/13 

50-277 

Q 

8009160623 

8009160619 

00/03/13 

50-277 

0 

8009160629 

0009160619 

00/08/13 

50-277 

0 

8009160634 

B00916063I 

80/09/04 

50-395 

Q 

B009I 60637 

8009160631 

80/09/04 

50-395 

0 

8009160638 

8009160631 

B0/O9/04 

50-395 

o 

8009160640 

3009160631 

00/09/04 

50-395 

o 

8009160647 

8009160644 

80/03/ IQ 

COUMTSBION 

8009160697 

8009160656 

eo/oa /21 

50-339 

p 

8009160699 

8009160656 

80/08/21 

50-339 

p 

8009160661 

8009160656 

80/08/21 

50-339 

p 

8009160663 

0OO916D6S6 

80/08/21 

50-339 

p 

8009170002 

8009170001 

80/03/14 

70-020 


3009170005 

6009170001 

60/08/14 

70-820 


3009170011 

0009170004 

00/08/26 

50-209 

H 

3009170054 

8009170049 

80/09/02 

FOIA 


B009170070 

8009170063 

80/09/02 

FOIA 


3009170033 

8009170002 

60/00/27 

50-232 

P 

8009170039 

0009170002 

80/08/27 

50-282 

P 

8009170092 

8009170002 

60/08/27 

50-282 

P 

8009170129 

6007170126 

80/09/13 

70-2909 


8009170131 

0009170126 

90/09/ 1 5 

70-2909 


6009170133 

6009170126 

80/09/15 

70-2909 


8009170147 

6009170149 

30/09/05 

50-302 

Q 

8009170152 

8009170149 

80/09/05 

90-302 

0 

8009170153 

8009170149 

30/09/09 

50-466 

0 

8009170154 

6009 170149 

60/09/09 

50-466 

0 

8009170157 

8009170149 

80/09/09 

50-466 

0 

8009170158 

8009170156 

80/07/21 

0*799 


0009170159 

0009170135 

80/07/21 

0A999 


0009170163 

8009170161 

80/08/06 

50-328 

a 

0009170171 

8009170169 

80/09/11 

50-582 

0 

8009170172 

8009 1701 68 

60/07/31 

50-362 

a 

B009170I76 

6009170173 

00/08/29 

50-313 

0 

8009170181 

0009170170 

80/08/26 

HI SC 


3009170183 

3009170 130 

60/08/29 

50-302 

0 

80091 70189 

8009170135 

60/09/02 

50-267 

0 

8009170191 

3009170186 

80/09/05 

50-324 

p 

8009170197 

3009170186 

80/09/05 

50-324 

p 

8009170221 

3009170217 

60/07/26 

50-45* 

0 

8009170225 

SD09170223 

60/09/12 

50-46* 

0 

6009170232 

3009170229 

80/09/i 

50-441. 

H 

6009170235 

8009170229 

60/09/14 

50-445 

H 

6009170239 

8009170229 

60/09/14 

50-443 

M 

8009170244 

8009170243 

00/03/28 

50-312 

P 

6009170256 

3009170254 

60/09/15 

50-209 

O 

0009170260 

SO09170255 

50/03/08 

50-333 

P 

8009 170262 

6009170261 

BO/09/09 

30-327 

R 

8009170263 

6009170297 

80/00/22 

30-289 

H 

8009170267 

6009170264 

80/06/14 

50-309 

P 

8009170269 

8009170266 

80/08/ U 

50-320 

H 

3009170270 

8009170264 

80/08/14 

50-309 

P 

8009170273 

6009170264 

80/08/14 

50-309 

P 

8009170275 

8009170272 

80/00/11 

50-320 

H 

6009170277 

0009170274 

80/09/17 

50-259 

R 

3009170281 

8009170279 

80/09/06 

50-250 

R 

3009170284 

6009170283 

30/08/27 

50-320 

H 

8009170286 

0009170285 

80/00/14 

30-320 

H 

8009170239 

8009170286 

80/09/15 

50-302 

P 

8009170293 

8009170292 

90/09/10 

50-239 

P 

8009170296 

80091 70295 

80/07/ 13 

50-244 

P 

8009170301 

8009170293 

30/07/18 

50-244 

P 

8009170306 

8009170303 

90/09/09 

50-244 

P 

8009170314 

0009170312 

80/07/18 

50-244 

P 

8009170317 

8009170316 

80/09/03 

50-320 

P 

0009170320 

8009170319 

00/09/10 

50-331 

S 

0009170323 

6009170321 

80/07/ 16 

50-281 

P 

8009170328 

8009170324 

80/09/ 10 

50-331 

s 

0009170347 

8009170343 

80/09/11 

50-309 

p 

6009170349 

8009 170346 

80/09/15 

50-289 

T 

0009170391 

8009170346 

80/09/15 

S0-2B9 

T 

0009170352 

3009170348 

60/09/10 

50-331 

S 

0009170354 

3009170346 

60/09/15 

S0-2B9 

T 

60091703S6 

6009170353 

80/09/11 

50-364 

A 

B009 170358 

3009170346 

80/09/15 

50-aS9 

T 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOOnV 

aOO*f^l 703AO 

8009170355 

80/07/10 

50-331 

8 

8007170364 

8009170359 

80/07/12 

50-443 

H 

0007170345 

6009 170362 

80/08/14 

30-320 

H 

8007170367 

B009 170363 

80/07/10 

50-331 

8 

8007170367 

6007170357 

80/07/12 

50-443 

H 

8007170376 

8009170373 

80/00/27 

40-299 


8007170382 

8009170378 

80/07/18 

30-201 

R 

8007170385 

8009170380 

00/07/16 

50-496 

0 

8007170387 

8009170384 

80/07/16 

30-492 

0 

8007170402 

8009170387 

80/08/08 

30-220 

P 

8007170414 

8009170410 

90/08/18 

50-438 

0 

8007170417 

8009170410 

80/08/18 

50-458 

0 

8007100005 

8009180001 

80/07/18 

50-334 

Q 

8007100021 

8009180012 

80/08/07 

50-295 

0 

8007100033 

8009180027 

80/08/08 

40-2259 

8007100047 

8009180040 

80/08/27 

50-373 

0 

8007100054 

8009180040 

80/08/27 

30-373 

0 

8007180061 

8009180043 

80/08/07 

50-461 

0 

8007180064 

8009180056 

80/08/28 

0A799 


8007180070 

8009180056 

80/08/28 

0A799 


8007180076 

8009180072 

80/08/ 13 

40-8452 


8007180077 

8009180036 

80/08/20 

QA779 


8007180081 

B009IB0072 

80/08/13 

40-8432 


8007180085 

8009180056 

80/08/28 

0A779 


8007180073 

8009180039 

ao/oa/OB 

40-6384 


8007180097 

8009180072 

80/08/26 

QA979 


8007 180100 

8009180075 

80/06/23 

50-445 

0 

8007180104 

S0091B0072 

60/08/26 

0A999 


8007180107 

80091 80092 

BO/08/26 

0A999 


8007180113 

8009100107 

80/08/29 

50-261 

P 

8007180118 

8009180107 

80/08/27 

50-261 

P 

8007180117 

8009180092 

80/08/26 

0A999 


8007180122 

0007180107 

80/08/29 

30-261 

P 

8007180150 

8007180143 

80/06/28 

CONTRACT 

8007180162 

8009180148 

80/08/05 

90-280 

0 

8007180165 

8009100157 

80/07/04 

CONTRACT 

0007160177 

8007180167 

80/07/02 

QA999 


8007180180 

0009180175 

00/09/10 

50-213 

R 

8007180185 

8007180169 

80/07/02 

QA999 


8007180(91 

8007180167 

80/07/00 

CONTRACT 

8007180174 

8007180(88 

80/09/ IS 

30-334 

R 

8009180196 

8009180183 

80/08/05 

70-133 


8009160203 

8007180193 

80/08/06 

40-1162 


8007180208 

8009180199 

80/09/10 

50-321 

R 

8009180217 

6009180207 

80/07/03 

CONTRACT 

8007180219 

6009180213 

80/08/15 

30-336 

F 

8009180221 

6009(80211 

80/08/05 

S0-S46 

0 

8009180232 

6009160226 

80/09/02 

50-546 

0 

8009180235 

6009160498 

80/09/10 

50-366 

R 

8009180237 

8009180226 

80/09/02 

30-546 

0 

8009180240 

8009180231 

80/08/07 

50-329 

0 

8009180242 

8009180226 

00/09/02 

50-546 

0 

8009180257 

8009180249 

80/07/10 

30-311 

R 

8009180272 

6009180265 

00/08/29 

50-244 

R 

8009180277 

8009180269 

80/07/04 

lOCFfl 


8009180278 

800? 180268 

00/09/10 

30-220 

8 

8009180280 

8009180266 

80/07/28 

50-373 

0 

B0071802B4 

6009(80269 

80/07/04 

lOCFR 


8007180271 

6009160269 

80/09/04 

lOCFB 


8007180276 

6009180269 

80/07/04 

lOCFB 


8007180316 

8007180304 

80/09/15 

50-277 

P 

8007180327 

6009180322 

80/09/16 

50-369 

A 

8007100327 

8007180320 

80/09/04 

CONTRACT 


S007 100335 

8007180304 

80/07/15 

30-277 

P 

8007180344 

8007180340 

80/09/17 

30-220 

P 

8007180348 

6007180340 

00/07/17 

50-220 

P 

8007180355 

8009180351 

80/08/27 

50-29 

R 

800918040B 

8007180404 

80/09/09 

30-320 

8 

8007180409 

8009180395 

80/09/12 

50-287 

8 

8009180417 

6007180412 

80/09/12 

50-339 

6 

S0091S0426 

8007180415 

BO/09/OS 

50-320 

8 

8009180427 

8009180424 

80/09/11 

50-368 

P 

8009180429 

6009180421 

80/09/10 

50-361 

A 

8009160433 

8009160421 

80/09/10 

50-361 

A 

8009180442 

8009180437 

80/09/12 

50-277 

R 

8009180447 

8009180440 

80/09/03 

40-2061 


8009180449 

8009180440 

80/09/03 

40-2061 


8009180452 

8009180451 

80/07/12 

30-271 

P 

8009(80453 

6009180440 

00/07/03 

40-2061 


8009(80454 

B0091804SO 

90/07/02 

50-400 

Q 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEODRY 

8009 1804 59 

8009180490 

80/09/02 

30-400 

a 

0007180462 

8009180448 

80/04/21 

30-3 

H 

8007180472 

0007180470 

80/08/00 

50-313 

0 

8007180476 

8007180470 

80/08/08 

30-313 

0 

8007180477 

8007180474 

00/09/16 

50-70 

P 

8009180480 

8009180385 

80/09/11 

30-369 

H 

6009100481 

6007180470 

80/08/08 

50-313 

0 

B 009 100470 

8007180484 

80/08/26 

QA999 


8009160491 

8007 180487 

80/09/05 

70-33 


6007180473 

8007180486 

00/09/16 

30-273 

A 

8007180495 

8009180484 

80/08/26 

QA999 


6009180477 

8007180407 

80/08/05 

70-33 


8009180300 

8007180484 

80/08/26 

0A999 


8007180302 

8007 180484 

80/08/26 

QA799 


6007180506 

8009180301 

80/07/08 

30-237 

P 

80D71BOSOQ 

8007180484 

80/08/26 

QA999 


8007160516 

8009180501 

80/09/08 

50-237 

P 

B007180S26 

8009180501 

80/09/08 

50-237 

P 

6007180336 

8009180527 

80/07/07 

0A997 


BOO710O543 

80071BOS3B 

80/08/29 

30-280 

P 

8009(80352 

0007180938 

80/08/29 

50-280 

P 

8007180360 

8009180548 

80/08/17 

50-320 

H 

8007180363 

8009180548 

80/08/19 

30-320 

H 

8009180366 

8007180562 

80/07/03 

0A979 


8007190017 

8009170014 

80/08/28 

0A999 


8009170020 

8009190014 

80/00/28 

aA999 


8007170024 

8007190014 

80/08/28 

QA977 


0007170027 

0007170014 

80/08/28 

aA999 


6007170029 

0007190014 

80/06/28 

QA799 


BD09 170031 

8007170014 

80/08/28 

QA999 


8009170048 

8007170044 

80/08/14 

50-352 

0 

8007170047 

8007170044 

80/08/14 

30-352 

Q 

80091 70053 

8007170044 

80/08/14 

50-352 

0 

6009170056 

8009170044 

80/00/14 

30-352 

0 

8009 190057 

8009170091 

80/08/21 

CONTRACT 

8007170076 

8007170073 

80/08/13 

30-293 

Q 

8009170078 

8009170073 

00/08/13 

50-293 

0 

8007170079 

0009190073 

80/08/13 

30-293 

0 

8007170081 

8007170073 

80/08/13 

30-293 

0 

6009170074 

8009170087 

80/00/14 

50-443 

0 

8009190100 

8009190089 

80/08/14 

80-443 

a 

8009170101 

8009170098 

80/07/12 

50-153 

B 

8007170104 

8009170089 

80/08/ 14 

80-443 

0 

0007170105 

0007170090 

80/09/12 

50-135 

B 

8007170106 

0009190087 

80/08/14 

30-443 

0 

8007190121 

8007190118 

80/08/20 

40-2061 


8007170123 

6009190110 

80/08/20 

40-2061 


8009170124 

6007170078 

80/07/12 

80-135 

s 

8009190120 

8007170126 

80/08/12 

XPORTLIC 


8007170129 

8009170078 

80/09/12 

50-136 

8 

8007170138 

8009170133 

80/07/12 

30-440 

K 

8009170140 

8009190134 

80/08/28 

50-247 

P 

8007170143 

8007190134 

80/08/28 

30-247 

P 

8009170148 

8009190145 

80/07/04 

30-346 

P 

8007170131 

0007170134 

80/08/28 

50-247 

P 

8009190169 

8007190197 

00/08/22 

30-528 

0 

8007170171 

8009190166 

80/02/14 

50-254 

0 

0007170170 

0009190197 

80/08/22 

30-328 

0 

8007 190 1 79 

8009190179 

80/08/28 

30-285 

p 

8007170102 

0009190173 

80/08/29 

30-283 

p 

8007190183 

0009190199 

80/08/22 

30-528 

Q 

8009170185 

0009190173 

00/08/28 

30-285 

P 

8009170170 

8009190108 

80/08/28 

CONTRACT 


8007170179 

8009190199 

80/09/17 

50-170 

V 

8007190205 

0009190197 

80/08/29 

MI8C 


800717020? 

8009190206 

80/09/12 

50-230 

p 

8007170210 

8009190203 

80/00/06 

80-354 

a 

8009170211 

8009190197 

00/08/29 

KtSC 


8007170214 

8009190203 

00/08/06 

30-334 

0 

8007170216 

8009190203 

80/08/06 

30-354 

0 

8009190221 

8009170210 

00/07/16 

30-329 

K 

8007170223 

8009190203 

80/08/06 

30-354 

Q 

8007170241 

8009170231 

80/07/15 

30-387 

a 

6007170342 

8009170236 

80/09/02 

30-369 

A 

8007190250 

8007170247 

80/08/01 

30-387 

a 

8007170254 

8007190247 

80/08/01 

30-387 

0 

8007170236 

8007170232 

00/07/12 

30-440 

K 

8007170237 

8007190247 

80/08/01 

30-387 

0 

B0071702S7 

8009190247 

80/08/01 

30-387 

a 

0007190260 

8009190293 

80/08/27 

80-286 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINICPAL DOCUMENTS 


ACCEBSIQM number accession MlfllBER 



Principal 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

document 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOOfiY 

8007190263 

8007190292 

90/07/12 

SO-440 

H 

8009 1 90368 

8007190299 

BO/09/04 

FOIA 


8007190266 

8009190261 

80/06/23 

ACR8 


8009190501 

8009190572 

80/03/29 

50-346 

G 

8007190271 

8009190264 

80/03/11 

S0-3B7 

Q 

8009190383 

0009190576 

80/09/03 

50-349 

a 

8007190270 

8009190267 

80/03/29 

30-280 

0 

8009190584 

8009194577 

00/09/05 

50-233 

a 

8007190277 

8009170264 

80/03/11 

50-3B7 

0 

B009190SB7 

8009190299 

80/07/04 

FOIA 


8007190282 

8009190264 

90/03/11 

50-387 

0 

8009190588 

8009190576 

80/09/03 

50-349 

o 

8009190288 

8009190264 

90/0 3/ 11 

50-307 

0 

8009190393 

8009190576 

00/09/03 

50-340 

a 

8009190289 

80091902B3 

90/08/29 

50-272 

0 

8009190896 

8009190509 

84/09/37 

50-334 

p 

8009190302 

8009190297 

90/08/29 

SO-335 

0 

9009190602 

8009190587 

00/08/27 

50-334 

p 

8009190304 

8009190295 

90/08/29 

50-282 

0 

8009190607 

8009190589 

84/09/37 

50-334 

p 

8009190310 

8009190306 

90/08/29 

50-313 

0 

0009190609 

8009190576 

80/09/03 

50-349 

a 

8009190311 

8009190308 

90/08/27 

50-344 

0 

8009170610 

8009190603 

80/08/21 

50-259 

Q 

8009190320 

8009190299 

90/09/04 

FOIA 


8009 170612 

8009190299 

84/09/04 

FOIA 


8009190324 

9009190316 

90/08/29 

SO-312 

0 

8009190517 

8009190603 

84/08/2! 

50-259 

Q 

8009190326 

80091 90299 

80/09/04 

FQIA 


8009170624 

8009190299 

04/07/04 

FOIA 


8009190328 

8009190322 

80/03/27 

S 0-336 

G 

8009190630 

8009190297 

80/07/04 

50-219 

0 

8009190340 

8009190333 

00/08/13 

50-382 

O 

B009 170634 

8009190614 

B4/ 09/02 

FOIA 


8009190343 

8009190336 

00/08/27 

50-283 

G 

0009170630 

8009190614 

04/09/02 

FOIA 


8009190344 

8009190338 

00/09/12 

50-361 

K 

8009190639 

8009190637 

80/09/12 

50-133 

p 

8009190331 

8009190338 

00/07/12 

50-361 

K 

0009190642 

8009190614 

80/09/02 

FOIA 


8009190357 

8009190352 

00/08/27 

50-266 

G 

8009190643 

8009190603 

80/08/21 

50-259 

a 

800919035B 

8009190299 

00/07/04 

FQIA 


8009190646 

8009190603 

80/00/21 

50-259 

0 

8009190365 

8009190361 

00/08/27 

50-206 

P 

8009190647 

8009190614 

80/09/02 

FQIA 


8009190366 

0009190299 

00/09/04 

FOIA 


0009190681 

8009190603 

00/03/21 

50-259 

a 

8009190369 

8009190362 

00/03/29 

50-277 

G 

8007190653 

8009190614 

80/09/02 

FOIA 


8009190370 

8009190299 

80/09/04 

FQIA 


8009170659 

8009190614 

80/09/02 

FOIA 


8009190374 

8009190361 

00/08/27 

50-206 

P 

8009190668 

0009190614 

80/09/02 

FOIA 


8009190377 

8009190299 

80/09/04 

FQIA 


8009190676 

0009190614 

80/09/02 

FOIA 


8009190378 

8009190361 

80/08/27 

50-206 

P 

B0091 70682 

8009190614 

BO/09/02 

FOIA 


8009190380 

8009190379 

80/08/27 

50-302 

G 

80071906BB 

B009190614 

80/09/02 

FOIA 


80Q91703B3 

8009190299 

80/07/04 

FOIA 


8007190695 

8009190614 

80/09/02 

FQIA 


B0091903B6 

8009190299 

BO/09/04 

FOIA 


8007190701 

8009190614 

80/09/02 

FOIA 


8009190390 

8009190299 

80/09/04 

FOIA 


B0G9190713 

8009190702 

80/08/29 

CONTRACT 


8009190394 

8009190299 

00/09/04 

FOIA 


8009190738 

0009190727 

80/00/29 

CONTRACT 


8009190397 

8009190299 

00/09/04 

FOIA 


8009190773 

8009190771 

80/09/03 

lOCFR 


8009190400 

8009190299 

00/09/04 

FOIA 


8009190817 

8009 190794 

80/03/ 1 5 

50-3 

p 

8009190428 

8009190423 

80/09/ 1 8 

50-321 

P 

8009190877 

8009190974 

80/08/27 

PrQ9 

8009190429 

8009190425 

00/09/ 1 8 

50-323 

P 

8009220011 

8009220009 

SO/09/29 

50-247 

0 

8009190432 

8009190423 

80/09/ 1 8 

30-321 

P 

8009220014 

8009220013 

80/09/29 

50-220 

0 

6009190435 

8009190431 

00/07/12 

50-440 

A 

6009220017 

0009220015 

SO/Oa/29 

50-249 

0 

8009190444 

8009190437 

00/09/ 1 5 

50-2B0 

R 

8009220019 

B00922001B 

80/08/29 

50-259 

0 

8009190449 

8009190441 

80/09/17 

30-482 

K 

8009220037 

8009220033 

80/08/ 13 

30-339 

H 

8009190431 

8009190442 

80/09/ 1 8 

30-286 

R 

S0O722OD41 

8009220038 

80/08/13 

40-1341 


8009190483 

8007190449 

80/09/ 1 9 

TOPREP 


8009220081 

8009220078 

30/08/ 13 

50-352 

H 

8007190434 

8009190440 

80/09/12 

30-260 

3 

8009220091 

8009220088 

80/08/29 

50-295 

0 

8009190459 

8009 1904 56 

80/09/08 

50-243 

R 

8009220096 

8009220093 

BO/Oa/29 

50-334 

0 

a009l904A4 

8009190299 

aO/09704 

FOIA 


8007220101 

8009220098 

aO/OB/29 

SO-263 

0 

8009190470 

8009190299 

BO/09/04 

FOIA 


8009220107 

8009220104 

80/08/29 

50-333 

0 

3009190473 

8009190462 

80/09/15 

30-269 

ft 

80092201 12 

0009220109 

80/08/29 

50-331 

0 

8009190474 

8009190468 

80/09/05 

50-293 

P 

00092201 17 

00092201 15 

80/08/29 

50-271 

o 

8009190477 

8009190469 

60/09/ 1 5 

50-261 

S 

B009220122 

8009220 ISO 

90/08/29 

50-324 

0 

8009190480 

8009190299 

00/09/04 

FQIA 


8007220128 

8009220125 

80/08/ 1 5 

RISC 


8009190483 

8009190478 

80/08/27 

50-298 

P 

8009220184 

8009220182 

90/06/26 

50-335 

o 

8009190484 

8009190299 

80/09/04 

FOIA 


8009220190 

8009220188 

80/07/25 

50-2B9 

H 

8009190494 

8009190491 

80/09/16 

50-382 

H 

8009220200 

8009220198 

80/07/25 

50-289 

M 

8009190499 

B00919048B 

BO/09/17 

50-259 

P 

8009220207 

8009220203 

30/07/25 

50-289 

H 

8009190496 

8009190489 

80/09/12 

50-333 

S 

8007220209 

8009220201 

80/07/25 

50-289 

K 

8007190498 

8009190299 

80/09/04 

FOIA 


8009220211 

e00922OS02 

80/07/25 

50-289 

H 

8009190304 

0009190499 

90/09/12 

50-331 

ft 

B009220216 

8009220185 

80/09/17 

50-135 

0 

8009190807 

8009190299 

80/09/04 

FOIA 


BOO 92202 17 

8009220165 

80/09/17 

50-155 

Q 

8009190509 

8009190903 

80/09/12 

50-315 

S 

8009220219 

8009220185 

00/09/17 

50-155 

Q 

8009 1909 11 

B009I90471 

80/09/ 11 

50-327 

s 

8009220222 

8009220221 

80/09/10 

50-389 

H 

8009190914 

8009190299 

SO/09/04 

FOIA 


8007220223 

8009220221 

80/09/10 

50-367 

H 

8009 1 908 19 

8009190467 

80/09/12 

50-259 

s 

8007220243 

8009220238 

80/09/13 

50-327 

A 

B009 190520 

8009190299 

80/09/04 

FOIA 


8009220247 

B00922023B 

80/09/ 1 5 

50-327 

A 

8009190922 

8009190917 

80/09/12 

50-316 

s 

8009220252 

80G73302SO 

80/09/12 

50-273 

V 

8009190924 

8009190468 

80/09/12 

50-259 

s 

80092302 S3 

0009220253 

80/09/12 

50-2S0 

8 

8009190826 

8009190299 

80/09/04 

FOIA 


8009220260 

8009220253 

80/09/12 

SO-2BO 

8 

B009190831 

8009190460 

60/09/03 

50-336 

s 

8009220263 

8009220253 

80/09/12 

SO-2BO 

8 

8009190932 

8009190299 

80/09/04 

FOIA 


8009220271 

8009220263 

80/09/11 

50-263 

B 

8009190837 

8009190460 

00/09/03 

50-336 

s 

6009220279 

8009220274 

80/09/ 1 1 

50-304 

8 

BO09 190839 

8009190299 

90/09/04 

FQIA 


8009320297 

8009220281 

80/09/ 12 

50-293 

6 

8007190941 

BD09190533 

90/09/10 

50-331 

p 

8009220299 

8009220285 

80/09/16 

50-235 

e 

8009190943 

8009190460 

90/09/03 

50-336 

s 

8007220291 

8007220283 

80/07/15 

50-299 

R 

8009190946 

8009190299 

80/09/04 

FOIA 


8009220301 

9007220277 

80/07/16 

50-346 

P 

8009190947 

0009190540 

80/09/12 

50-327 

s 

8009220306 

8007220281 

60/07/16 

50-336 

S 

BOO91909S0 

8009190299 

90/09/04 

FOIA 


6007220309 

8007220243 

00/07/12 

50-261 

a 

BaO91*?0997 

8009190299 

90/09/04 

FQIA 


8409220313 

8G07220277 

80/09/16 

50-346 

p 

6009190997 

8009190993 

90/09/13 

50-280 

8 

8009220313 

8009220241 

80/09/16 

30-339 

3 

8007190966 

8009 190993 

90/09/13 

50-290 

s 

8009220319 

8009220239 

80/07/16 

SO-339 

a 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION M'UHBER 


ACCESSION NUMBER 



PRINCIPAL 

BATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 

soo922oaai 

8009220318 

80/07/02 

50-267 

0 

8009230347 

6009230345 

80/09/10 

30-336 


8009220324 

8009220243 

80/09/16 

50-336 

8 

8009230331 

9009230349 

80/09/00 

30-285 


8009220330 

8009220323 

80/09/03 

50-423 

8 

8009230399 

9009230354 

80/04/01 

CONTRACT 

8009220337 

8009220263 

00/07/25 

50-321 

a 

8009230360 

8009230356 

00/09/17 

30-338 


0009220338 

8009220334 

60/09/12 

50-445 

A 

8009230372 

8009230364 

80/08/26 

CONTRACT 

B009220341 

8009220263 

80/07/25 

50-321 

0 

8009230390 

8009230385 

80/09/09 

50-293 


8009220344 

8009220334 

80/09/ 12 

30-445 

A 

0009230394 

0009230305 

80/09/09 

30-295 


800922034S 

8009220334 

60/09/12 

50-445 

A 

6009230399 

8009230365 

80/09/09 

50-295 


B009220332 

8009220349 

60/09/ 11 

50-295 

0 

0009230410 

8009230407 

80/09/15 

30-368 


B009220397 

8009220334 

80/09/12 

50-445 

A 

B009230431 

8009230430 

80/09/12 

TOPREP 


8009220300 

8009220359 

80/09/16 

50-339 

S 

8009230433 

0009230432 

80/09/15 

30-3 


80092203SS 

8009220361 

80/09/15 

50-302 

R 

8009230439 

8009230430 

00/09/16 

50-324 


800922036B 

8009220334 

90/09/12 

30-445 

A 

0009230442 

5009230441 

00/09/16 

50-287 


8009220373 

6009220369 

80/09/16 

50-338 

8 

8009230466 

8009230463 

80/09/18 

30-10 


8009220360 

8009220334 

80/09/12 

50-445 

A 

8009230479 

0009230472 

00/09/03 

TOPREP 


8009220363 

8009220334 

80/09/12 

50-445 

A 

6009230408 

B009230481 

80/09/15 

30-219 


0009220363 

8009220334 

00/09/12 

50-445 

A 

6009230904 

0009230496 

80/09/10 

30-270 


8009220387 

8009220334 

30/09/12 

50-445 

A 

6009230517 

8009230509 

80/09/10 

50-270 


8009220392 

8009220334 

00/09/12 

30-445 

A 

0009230527 

8009230520 

GO/09/ie 

30-316 


8009220393 

8009220334 

00/09/12 

30-443 

A 

B009230S36 

8009230531 

80/09/15 

50-317 


8009220398 

6009220248 

80/09/12 

30-201 

6 

8009230946 

8009230542 

80/09/16 

50-317 


8009220402 

6009220248 

80/09/12 

50-281 

B 

8009230939 

0009230550 

80/09/15 

30-329 


3009220420 

6009220417 

80/09/16 

50-466 

0 

8009230962 

0009230560 

60/09/15 

30-329 


3009230002 

8009230001 

80/09/10 

50-409 

0 

B009230S64 

8009230561 

80/09/16 

50-219 

ii 

3009230004 

8009230001 

00/09/10 

50-409 

0 

8009230571 

6009230560 

80/09/15 

30-247 


3009230018 

6009230016 

80/09/09 

SO-142 

0 

8009230976 

8009230569 

80/09/18 

50-277 

F 

3009230021 

8009230016 

80/09/09 

90-142 

0 

8009230577 

8009230354 

80/09/10 

30-339 


8009230033 

6009230030 

80/09/10 

90-155 

0 

0009230991 

8009230584 

80/09/17 

30-309 

f 

8009230117 

6009230115 

60/08/29 

90-346 

0 

0009230592 

8009230883 

80/09/17 

30-317 

a 

8009230129 

8009230127 

80/08/29 

90-267 

0 

8009230994 

8009230587 

80/09/10 

30-327 

a 

9009230130 

8009230124 

80/08/29 

90-261 

0 

B009230600 

8009230589 

80/09/16 

30-337 

a 

8009230132 

8009230121 

80/08/29 

90-280 

0 

8009230604 

8009230598 

60/09/15 

30-267 

a 

8009230134 

8009230120 

80/08/29 

90-305 

0 

8009230607 

0009230597 

80/09/19 

30-267 

a 

8009230139 

8009230136 

80/07/02 

70-364 


8009230614 

8009230608 

80/09/15 

50-267 

a 

3009230141 

8009090491 

80/0B/ia 

FOIA 


5009230619 

8009230605 

80/09/18 

50-338 

a 

8009230143 

8009090491 

8O/0B/1G 

FOIA 


6009230618 

8009230612 

80/09/17 

50-253 

B 

8009230147 

8009230142 

80/07/30 

70-1417 


8009230630 

5009230620 

80/09/19 

50-263 

a 

8009230140 

8009230143 

80/08/13 

50-289 

H 

8009230635 

8007230624 

80/09/10 

30-323 

a 

80092301 SO 

8009230142 

00/07/30 

70-1417 


8009230636 

0009230622 

BO/09/ie 

30-338 

a 

8009230132 

8009230142 

00/07/30 

70-1417 


8009230640 

0009230634 

80/09/22 

30-317 

p 

8009230136 

8009090491 

00/08/18 

FOIA 


8009230641 

8009230632 

80/09/16 

30-263 

a 

BO0923OI39 

8009090491 

80/08/18 

FOIA 


8009230642 

8009230627 

80/09/15 

30-416 

a 

8009230161 

8009230197 

eo/oa/20 

CONTRACT 


8009230646 

8009230634 

80/09/22 

50-317 

p 

6009230164 

8009090491 

eo/oa/iB 

FOIA 


8009230649 

0009230643 

80/09/15 

50-157 

p 

8009230170 

8009090491 

80/08/18 

FOIA 


B0092306SO 

6009230634 

00/09/22 

30-317 

p 

8009230176 

8009090491 

80/08/18 

FOIA 


0007230692 

6009230643 

80/09/15 

30-157 

p 

8009230(83 

8009050491 

00708/18 

FOIA 


0009230657 

B0D9230648 

80/09/ 12 

30-409 


8009230187 

0009090491 

80/00/18 

FOIA 


8009230699 

8009230643 

80/09/15 

30-187 

p 

8009230190 

0009050491 

80/00/18 

FOIA 


8009230661 

8009230645 

80/09/17 

30-280 

a 

8009230193 

6009050491 

eo/08/ia 

FDIA 


8009230664 

6009230648 

60/09/12 

30-409 

a 

8009230201 

8009050491 

00/03/18 

FOIA 


8009230667 

6009230662 

80/09/18 

30-483 

K 

8009230202 

8009230194 

80/00/22 

50-289 

H 

8009230668 

6009230643 

00/09/15 

30-137 

p 

8009230206 

8009050491 

00/03/18 

FOIA 


5007230673 

800923064 5 

80/09/17 

30-280 

8 

800923020? 

8009050491 

00/00/18 

FOIA 


8009230679 

8009230669 

80/09/19 

30-296 

e 

8009230210 

8009230204 

80/06/29 

50-321 

Q 

8009230679 

8009230674 

80/09/18 

50-296 

B 

8009230213 

0009050491 

00/08/18 

FOIA 


8009230680 

8009230671 

80/09/19 

30-346 

8 

8009230218 

0009050491 

00/08/18 

FOIA 


8009230683 

8009230670 

80/09/16 

30-325 

8 

0009230219 

8009230212 

00/08/12 

30-275 

Q 

0009230684 

8009230672 

80/09/18 

TOPREP 


8009230222 

0009230216 

00/03/22 

90-320 

H 

8009230686 

8009230682 

80/09/18 

30-346 

8 

6009230224 

BOO 9050491 

80/08/18 

FOIA 


8009230607 

8009230676 

80/09/15 

50-237 

8 

8009230229 

8009050491 

80/08/ 18 

FOIA 


8009230692 

8009230690 

80/09/10 

30-346 

8 

8009230232 

8009090491 

80/08/18 

FOIA 


5009230694 

8009230678 

60/09/18 

30-311 

8 

8009230234 

8009090491 

80/09/18 

FOIA 


8009230699 

0009230688 

80/09/20 

50-317 

B 

8009230236 

8009090491 

00/08/ IB 

FOIA 


8009230700 

0009230697 

80/09/13 

30-313 

R 

8009230239 

8009230233 

80/08/15 

50-320 

H 

0009230704 

8009230661 

80/09/13 

50-304 

8 

8009230242 

8009230233 

00/08/ 18 

50-320 

H 

8009230712 

8009230705 

80/09/16 

50-368 

6 

800923024S 

8009230233 

80/08/15 

90-320 

H 

80092307 I 4 

8009230706 

80/09/16 

50-259 

8 

8009230247 

0009230233 

00/08/15 

90-320 

H 

8009230715 

8009230708 

80/09/15 

30-313 

8 

8009230231 

S0O9090491 

80/08/18 

FOIA 


8009230717 

8009230709 

80/09/16 

50-323 

8 

90092302S4 

000909049 1 

80/08/18 

FOIA 


8009230720 

8009230713 

80/09/12 

30-10 

R 

8009230260 

B009090491 

80/08/18 

FOIA 


5009230727 

8009230719 

80/09/10 

50-324 

8 

8009230266 

800909049 1 

80/00/16 

FOIA 


8009230728 

8009230716 

80/09/17 

50-259 

6 

8009230268 

0009090491 

80/08/16 

FOIA 


8009230729 

8009230722 

80/09/16 

50-348 

8 

800923026? 

8009230263 

80/09/17 

50-334 

P 

8009230734 

6009230730 

00/09/19 

50-327 

B 

6009230272 

0009090491 

BO/ 08/ 18 

FOIA 


8009230739 

8009230725 

00/09/10 

50-323 

8 

8009230274 

0009090491 

BO/08/ie 

FOIA 


0009230737 

5009230710 

80/09/18 

50-348 

S 

8009230283 

0009090491 

80/08/16 

FOIA 


8009230739 

8009230732 

80/09/19 

50-293 

8 

8O092302B9 

8009090491 

80/08/18 

FOIA 


0009230740 

9009230736 

80/09/12 

50-325 

8 

8009230291 

0009090491 

80/08/16 

FOIA 


8009230741 

8009230738 

80/09/18 

50-202 

8 

8009230297 

0009090491 

00/09/ IB 

FOIA 


8009230749 

8009230719 

80/09/16 

30-325 

8 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


443 


ACC638I0N NUMDER 


ENCLOSURE 


800923074B 

0009230750 

□009230739 

a009Z307i.l 

□009230764 

0009230771 

0009230777 

8009230787 

8009240014 

8009240016 

GOO924OO10 

8009240021 

8009240024 

Q009240026 

8009240028 

8009240038 
8007240041 
8009240047 
G009240031 
BOO 9240034 

B 009240055 
8009240037 
8009240039 
0009240060 
8009240063 

8009240069 

8009240070 

8009240071 

8009240073 

B009240079 

0009240082 

8009240084 

BOO924OO06 

0009240009 

8009240092 

0009240097 
0009240100 
00092401 13 
0009240117 
8009240121 

8009240123 

8009240130 

0009240102 

0009240134 

0007240143 

□009240151 

0007240188 

0009240179 

0009240184 

0009240109 

0009240190 

0009240192 

0009240193 

0009240196 

0009240200 

8009240203 

8009240206 

8009240212 

8009240220 

8009240228 

8009240232 
8009240241 
QO09240246 
B0092402SS 
B 009240262 

8009240268 

0007240266 

0009240270 

0009240276 

0007240284 

8009240290 

8009240294 

8009240297 

8009240298 

8009240302 

8009240306 

0009240307 

8009240313 

0009240314 

6009240320 


principal date subject 

DOCUMENT ISSUED CATBOORY 


8009230744 

0009230743 

8009230731 

8009230756 

8009230760 

8009230768 

0009230774 

8009230783 

8009240012 

8009240012 

8009240012 

6009240012 

8009240012 

0009240012 

8009240023 

8009240034 

8009240012 

0009240012 

8009240044 

8009240012 

8009240044 
8009240032 
00092400 I 2 
0009240044 
8009240012 

8009240063 

0009240012 

0009240066 

8009240012 

8009240073 

8009240012 

8009240078 

8009240012 

DOO924OO70 

8009240012 

8009240078 

0009240012 

8009240012 

3009240012 

8009240109 

8009240012 

8009240123 

0009240127 

0009240106 

8009240106 

8009240141 

0009240106 

0009240106 

8009240176 

8009240176 

□009240176 

0009240186 

0009240176 

8009240106 

BOO924O106 

0009240106 

0009240201 

8009240201 

8009240201 

0009240201 

0009240201 

0009240201 

0009240239 

0009240239 

8009240256 

8009240259 

0009240236 

0009240236 

0009240236 

0009240273 

8009240232 

8009240282 

8009240292 

0009240282 

0009240282 

8009240282 

8009240292 

8009240982 

8009240292 

8009240292 


00/09/16 

00/09/19 

00/00/27 

00/08/27 

80/08/14 

80/08/27 

00/08/29 

00/08/29 

00/00/21 

00/00/21 

80/08/21 

00/08/21 

00 / 00/21 

00/00/21 

80/09/03 

00/09/09 

0O/OB/21 

00/08/21 

80/08/11 

80/08/21 

80/00/11 

00/08/20 

00/03/21 

00/08/11 

00/08/21 

80/08/12 

00/08/21 

00/00/05 

00/08/21 

80/08/21 

80/08/21 

00/00/29 

80/08/21 

00/00/29 

80/08/21 

80/00/29 

00/00/21 

00/00/21 

00 / 00/21 

00/07/31 

00/00/21 

80/09/00 

00/09/02 

80/08/29 

80/08/29 

00/09/10 

80/08/29 

00/08/29 

00/08/28 

80/00/20 

00/08/20 

80/08/19 

80/00/28 

80/08/19 

80/00/19 

80/00/19 

80/00/29 

00/00/29 

00/08/29 

80/08/29 

80/00/29 

00/00/29 

00/00/12 

00/08/12 

60/08/29 

80/07/23 

00/00/29 

00/00/29 

80/09/29 

80/00/04 

80/09/02 

00/09/02 

00/09/02 

00/09/02 

00/09/02 

00/09/02 

80/09/02 

00/09/02 

00/09/02 

00/09/02 


50-360 S 
50-202 a 
CONTRACT 
71-9001 
50-320 H 

CONTRACT 

CONTRACT 

71-17 

FOIA 

FQIA 

FOIA 

foia 

FOIA 

foia 

CONTRACT 

CONTRACT 

FOIA 

foia 

70-710 

FQIA 

70-710 
50-206 P 

foia 

70- 710 

foia 

CONTRACT 

foia 

50-335 Q 

foia 

contract 

FOIA 

80-315 P 

foia 

50-313 P 
FOIA 

30-313 P 
FOIA 
FOIA 
FOIA 

50-320 H 

30-263 0 

CONTRACT 

71- 4986 

30-313 a 
30-313 8 

FOIA 

30-313 B 
50-313 B 
50-302 Q 
50-302 Q 

50-302 Q 
50-244 0 

50-302 a 

50-244 0 

50-244 0 

30-244 Q 
50-369 0 

50-369 <1 

50-369 0 

30-369 0 

50-369 Q 
30-369 a 
30-202 F 
30-202 F 
50-370 0 

50-317 0 

50-370 <1 

50-370 a 
50-370 0 

30-324 0 

30-413 0 

50-413 0 

50-413 0 

50-413 0 

50-413 a 

50-413 0 

80-413 0 

30-413 0 

30-413 * 

50-413 a 


ACCESSION NUMBER 


ENCLOSURE 


8009240331 

8009240339 

B009240340 

0009240350 

8009240356 

8007240363 

8009240360 

8009240374 

8009240387 

8009240393 

8009240406 

8009240421 

8009240455 

8009240456 

8009240453 

8009240461 

8009240463 

6009240468 

8009240470 

8009240471 

0009240473 

8009240501 

3009240504 

8009240507 

800924O50S 

0009240309 

0009240513 

8009240327 

8009240532 

8009240833 

0009240536 

8009240339 

8009240546 

8009240550 

8009240857 

6009240864 

0009240600 

8009240603 

8009240617 

0009240628 

8007240631 

8009240634 

8009240637 

8009240640 

8009240646 

8009240661 

8009240669 

8009240678 

8009240684 

8009240701 

8009240706 

8009240709 

6009240713 

8009240729 

8009250066 

9009230112 

9009250114 

8009250130 

8009230133 

0009250137 

9009250196 

0009250200 

B009250208 

8009250227 

8009250247 

00092 S02S3 
8009250263 
8009230279 
8009230200 
8009250302 

B009 230304 
8009250313 
B009 250325 
0009230326 
8009230327 

0009230332 

8009250333 

8009250336 

0009230341 

0009250343 


principal 

document 


8009240310 

8009240334 

0009240329 

0009240343 

8009240329 

8009240329 

0009240329 

0009240329 

8009240380 

8009240380 

8009240380 

0009240300 

8007240432 

8009240450 

8009240450 

8009240450 
8009240462 
00092404 67 
8009240469 
8009240469 

8009240469 

0009240498 

0009240496 

6009240502 

8009240498 

8009240902 

0009240802 

8009240820 

3009240331 

8009240407 

0009240835 

8009240533 

8009240544 

8009240344 

8009240352 

0009240560 

8009240583 

0009240597 

8009240606 

6009240606 

8009240624 

8009240606 

0009240624 

8009340624 

8009240624 

BD09240632 

8009240652 

8009240652 

8009240652 

0009240693 

0009240693 

6009240693 

8009240693 

0009240721 

0009280062 

8009280109 

8009250109 

8009250126 

8009290126 

0009250126 

0009250191 

8009250191 

9009250205 

8007250223 

8009250243 

8009250249 

8009250250 

8007250278 

0009250276 

8009250297 

0009250301 

8009250307 

8009230307 

8009250307 

8009280307 

0007250331 

0007250334 

0007250334 

8009250339 

0007280339 


DATE 

ISSUED 


00/00/29 
00/00/ 1 5 
80/09/03 
00/09/16 
00/09/03 

80/07/03 

80/09/03 

90/09/03 

00/09/02 

80/09/02 

80/09/02 
80/09/02 
80/09/15 
80/09/17 
00/09/ 17 

80/09/ 17 
00/07/19 
80/07/19 
00/07/19 
80/07/19 

00/07/19 

80/09/19 

80/07/17 

80/09/22 

80/07/19 

60/09/22 
60/09/22 
80/00/04 
60/09/28 
60/07/1 1 

80/09/ 19 
00/09/ 19 
00/09/17 
00/09/19 
80/09/17 

BO/Oa/2? 

00/09/02 

80/08/29 

80/09/11 

80/09/11 

00/09/08 

80/09/11 

80/09/03 

00/09/00 

60/09/00 

80/09/00 

00/09/08 

80/09/08 

80/09/00 

00/09/00 

00/09/08 

00/09/08 

80/09/00 

80/00/16 

00/08/29 

60/08/04 

60/00/04 

00/09/12 

80/09/12 

80/09/12 

80/00/27 

60/00/27 

80/00/30 

80/09/30 

aO/09/03 

00/09/19 
80/09/01 
80/09/ 1 a 
80/09/04 
90/07/11 

00/09/19 

80/08/21 

00/06/21 

00/08/21 

80/08/21 

80/09/17 

80/07/01 

00/07/01 

00/09/09 

00/09/09 


SUBJECT 

CATECORV 


50-4 1 6 0 

70-33 
50-324 Q 
50-409 P 
50-324 a 

50-324 0 

50-324 0 

50-324 Q 
50-518 Q 
50-516 0 

so-sie 0 
50-510 a 
50-3 R 
50-334 S 
50-334 5 

50-334 S 
50-293 B 
50-293 a 
50-281 8 

50-281 S 

50-201 S 
50-305 8 

50-368 S 
50-341 A 
50-305 3 

50-341 A 
50-341 A 
TOPRER 
30-289 0 

50-147 Q 

50-269 0 

50-287 0 

50-275 0 

50-275 0 

50-375 0 

50-327 P 
50-566 0 

50-321 0 

50-302 P 
50-302 P 

70-143 
50-302 P 
70-143 
70-143 
70-143 

50-201 0 

50-201 0 

50-281 0 

50-281 Q 
50-280 0 

50-280 Q 
50-280 0 

50-280 0 

40-279 
70-1151 

50-566 0 

50-566 0 

50-368 P 
50-368 P 
50-368 P 

50-367 Q 
50-369 0 

50-461 Q 
50-350 0 

50-327 P 

50-266 P 
CONTRACT 
50-135 P 
10CFR 

50-387 0 

50-261 S 

0A799 

0A999 

0A999 

aA999 

50-220 R 
70-820 
70-920 
50-413 0 

50-413 0 



t.KUi>t> KtrPERElMCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

OaCUKENT 

l&SUEO 

CATEOOfi/ 

8007250344 

8009250338 

80/08/20 

50*295 

0 

0009230349 

0009250346 

80/07/10 

50-461 

Q 

8009250331 

8009290347 

80/09/09 

90-400 

0 

8009250332 

8009250346 

80/07/18 

50-461 

Q 

B 0092 30339 

8009290356 

60/08/05 

50-201 

0 

eo092903£.0 

8009250337 

80/09/08 

50-280 

Q 

6009290363 

8009250386 

80/08/05 

50-201 

0 

8009290373 

8009230365 

60/08/14 

50-315 

0 

B009290393 

6009250390 

80/08/11 

90-458 

a 

8009250399 

8009250390 

80/09/ 1 1 

90-498 

Q 

8009290398 

8009250390 

80/08/11 

50-490 

Q 

6009290405 

8009250402 

80/08/08 

50-498 

0 

8009250411 

B0092S0408 

80/09/09 

50-263 

0 

8009250422 

8009250419 

80/09/09 

70-36 


8009290439 

6009250431 

80/09/05 

70-143 


8009S30453 

6009230448 

80/09/16 

FQIA 


8009250456 

6009250431 

80/09/13 

50-361 

A 

8009290467 

8007230462 

B0/0B/2S 

TOPREP 


8009290470 

6009230464 

80/09/ 1 1 

70-1131 


8009230471 

6009230462 

80/08/29 

TOPREP 


8009230476 

8009230472 

80/09/10 

70-1297 


8009230478 

8009250472 

80/07/10 

70-1257 


8009230482 

8009350479 

80/09/08 

50-546 

8 

8009230497 

8009250493 

80/ 08/ 13 

COMfRACT 

B0092S049B 

8009250496 

80/09/10 

71-108 


80092S0302 

8009250900 

80/09/10 

71-192 


8009260002 

8009260001 

80/09/09 

50-329 

0 

S009260004 

8009260003 

80/09/23 

50-289 

0 

8009260006 

6009260003 

80/09/23 

50-289 

0 

8009260012 

8009260009 

80/09/23 

50-389 

0 

8009260013 

8009260009 

80/09/23 

50-389 

0 

8009260063 

6009360036 

SO /OB/27 

50-341 

H 

B009260U7 

8009260105 

80/08/ 15 

71-6581 


8009260159 

8009260153 

80/08/12 

40-0380 


B009260173 

8009260168 

80/05/30 

71-60SB 


6009260176 

8009260168 

80/03/30 

71-6058 


8009260181 

B009260166 

80/09/10 

90-334 

P 

8009260186 

8009360166 

80/09/10 

30-334 

P 

8009260192 

8009260166 

80/09/ to 

90-334 

P 

6009260210 

8009260307 

00/09/24 

50-466 

0 

8007260224 

6009260218 

flO/09/03 

XPORTLIC 


8009260233 

8009260227 

eo/oe/27 

90-267 

R 

8009260236 

8009260232 

80/09/04 

CONTRACT 


8009260242 

8009260229 

80/07/28 

CONTRACT 


8009260247 

8009260243 

80/09/10 

CONTRACT 


8009260286 

6009260249 

80/08/ 14 

30-461 

0 

8009260258 

3009260254 

80/09/16 

50-327 

E 

8009260271 

8009260263 

80/08/14 

50-282 

Q 

8009260284 

8009260282 

80/09/10 

30-298 

R 

6009260290 

6009260268 

80/09/19 

90-498 

T 

8009260308 

8009260304 

80/08/07 

30-316 

Q 

8009260320 

0009360313 

80/09/15 

50-289 

T 

8009260322 

8009260313 

80/09/ 1 5 

30-289 

T 

0009260329 

0009260313 

80/09/15 

50-209 

7 

8009260331 

8009260324 

80/09/09 

60-296 

P 

8009260335 

8009260313 

80/09/13 

50-289 

T 

B009260336 

6009260324 

80/09/09 

50-296 

P 

8009260340 

8009260313 

80/09/15 

50-289 

T 

8009260341 

8009260324 

80/09/09 

50-296 

P 

B0Q926O352 

B00926O313 

00/09/15 

50-209 

T 

8009260353 

8009260346 

80/09/08 

50-346 

P 

8009260358 

8009260346 

80/09/08 

50-346 

P 

8009260359 

8009260313 

80/09/15 

50-289 

7 

8009260364 

8009260346 

80/09/08 

50-346 

P 

B009260366 

8009260313 

80/09/15 

50-289 

T 

3009260372 

6009260369 

ao/09/ie 

50-267 

R 

8009260374 

9009260369 

00/09/18 

50-267 

R 

8009260380 

9009260313 

80/09/19 

50-289 

r 

8009260386 

6009260376 

80/09/18 

50-267 

R 

8009260388 

6009260313 

00/09/15 

50-289 

T 

6009260394 

0009260313 

80/09/15 

SO-289 

T 

0009260396 

6009260313 

30/09/15 

50-289 

T 

8009260399 

9009260395 

00/08/18 

50-10 

0 

BOO 9260400 

80092603 J 3 

80/09/13 

30-289 

T 

8009260402 

0009260313 

80/09/15 

90-209 

T 

8009260404 

8009260393 

80/08/ IB 

SO-IO 

0 

8009260409 

8009260392 

79/08/10 

70-2560 


8009260407 

8009260313 

00/09/15 

50-289 

T 

8007260408 

8009260390 

79/03/10 

40-B1B0 


8009260411 

8009260313 

80/09/19 

50-289 

T 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

ODCUMENT 

ISSUED 

CATCOORY 

8009260412 

8009260313 

80/09/15 

90-209 

T 

8009260413 

8009260410 

80/08/18 

90-329 

0 

8009260414 

8009260313 

80/09/ 15 

50-289 

T 

8009260419 

8009260410 

80/00/10 

50-329 

Q 

8009260416 

8009260387 

79/09/10 

70-1167 


8009260417 

8009260313 

80/09/15 

50-209 

T 

8009260419 

BOO926O309 

79/08/10 

70-1167 


8009260420 

8009260418 

00/07/10 

50-409 

0 

BO0926O421 

8009260313 

80/09/15 

50-209 

T 

8009260431 

8009260313 

80/09/15 

50-289 

T 

0009260439 

8009260313 

00/09/15 

90-289 

T 

S009260443 

8009260313 

80/09/15 

50-2B9 

T 

B009260447 

8009260440 

80/09/ IB 

50-219 

8 

8009260459 

8009260450 

80/09/22 

50-287 

S 

8007260436 

8009260453 

80/09/ 16 

50-368 

P 

8009260461 

8009260458 

80/09/19 

30-271 

P 

8009260468 

8009260463 

BO/09/23 

50-237 

P 

8009260475 

8009260470 

80/09/19 

80-293 

8 

8009260476 

8009260472 

80/09/12 

50-312 

8 

8009260482 

8009260477 

80/09/ 19 

TOPREP 


8009260484 

8009260481 

80/09/19 

50-293 

8 

8009260485 

8009260480 

80/09/22 

50-293 

0 

B0092604B7 

8009260477 

80/09/19 

TOPREP 


8009260492 

8009260488 

00/09/23 

30-235 

8 

8009260493 

8009260477 

80/09/19 

TOPREP 


B00926049S 

8009260363 

79/08/10 

40-8663 


8009260496 

8009260488 

00/09/23 

50-255 

a 

8009260498 

S009260477 

BO/09/19 

TOPREP 


8007260303 

8009260494 

00/09/22 

30-309 

8 

8009260504 

8009260477 

80/09/19 

TOPREP 


8009260510 

8009260506 

80/08/29 

80-'344 

s 

8009260313 

8009260508 

80/09/16 

50-206 

8 

8009260318 

8009260316 

80/09/24 

30-393 

A 

8009260932 

8009260520 

80/08/29 

30-317 

0 

B009260540 

0009260535 

BO/09/29 

30-360 

0 

8009260541 

8009260537 

80/09/12 

30-286 

p 

8009260943 

8009260537 

80/09/12 

30-286 

p 

8009260397 

8009260592 

80/08/39 

50-289 

0 

8009260601 

8009260596 

80/08/29 

30-290 

0 

8009260607 

8009260602 

80/08/29 

50-309 

0 

8009260613 

8009260609 

80/08/29 

30-315 

0 

BQ09260624 

8009260615 

80/08/29 

30-339 

0 

8009260634 

8009260628 

80/00/21 

50-315 

Q 

8009260636 

0009260630 

80/09/19 

50-409 

9 

8009260638 

8009260635 

80/09/19 

50-324 

8 

8009260640 

8009260626 

00/09/22 

50-263 

8 

8009260642 

8009260637 

80/09/19 

50-309 

0 

8009260646 

800926064 1 

80/09/16 

30-201 

0 

80092606S2 

800926064 1 

80/09/16 

30-201 

0 

8009260634 

0009260649 

80/09/12 

90-336 

8 

0009260638 

8009260656 

80/09/10 

90-293 

Q 

8009260661 

8009260659 

80/08/20 

90-346 

0 

8009260665 

8009260659 

80/08/20 

90-346 

a 

8009260667 

8009260664 

80/08/29 

90-269 

0 

8009260677 

8009260672 

80/09/15 

90-409 

0 

8009260680 

0009260676 

00/08/29 

CONTRACT 


B0092606B1 

9009260670 

80/09/17 

90-376 

0 

0009260684 

0009260670 

00/09/17 

50-376 

0 

B009290004 

8009290002 

80/09/09 

50-266 

u 

8009290003 

8009290002 

80/09/09 

50-266 

u 

8009290013 

9009290011 

80/00/11 

50-266 

Q 

8009290015 

000929001 1 

80/08/ 11 

50-266 

a 

0009290018 

8009290017 

80/00/19 

50-266 

a 

6009290020 

8009290019 

00/07/10 

30-346 

a 

0009290023 

8009290021 

80/09/16 

30-327 

T 

0009290026 

8009290021 

80/09/16 

50-327 

T 

8009290030 

0009290021 

80/09/16 

50-327 

T 

B009290031 

9009290025 

90/09/09 

FOIA 


0009290032 

8009290021 

80/09/16 

lOCFfi 


8009290037 

9009290025 

80/09/08 

FOIA 


8009290041 

8009290025 

80/09/00 

FOIA 


0009290046 

0009290023 

80/09/00 

FOIA 


8009290052 

B009290025 

80/09/09 

FOIA 


8009290037 

8009290054 

80/09/10 

90-279 

H 

B009290059 

8009290025 

00/09/00 

FOIA 


8009290064 

a009290025 

80/09/00 

FQIA 


0009290068 

9009290025 

90/09/09 

FOIA 


8009290073 

8009290025 

80/09/00 

FOIA 


8009290079 

0009290025 

80/09/08 

FOIA 


8009290085 

8009290023 

80/09/08 

FOIA 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 


ENCLOSURE 


0OO929OOB7 

0009290092 

0009290094 

0OO929OO9A 

0009290099 

0009290101 

0009290102 

0009290103 

8009290107 

0009290111 

8009290113 

8009290114 

0009290116 

0009290110 

0009290122 

8009290126 

8009290127 

B009290131 

8009290140 

8009290142 

8009290152 
8009290156 
00092901 SB 
0009290162 
8009290163 

8007290164 

8009290166 

8009290170 

0009290171 

8009290176 

8009290193 

8009290209 

0QO929O248 

8009290237 

8009290280 

8009290281 
8009290306 
B009290309 
80092903 1 1 
8009290312 

8009290313 
80092903 1 4 
800929031 S 
B009290316 
8009290317 

8009290318 

8009290320 

8009290321 

8009290322 

8009290323 

8009290326 

0009290342 

0009290347 

8009290354 

8009290356 

8009290350 

8009290362 

8009290367 

8009290369 

8009290370 

8009290372 

0009290373 

0009290377 

8009290380 

8009290381 

Q009290382 

9009290384 

8009290307 

8009290389 

8009290396 

8009290398 

8009290401 

8009290428 

8009290429 

0009290436 

0009290444 

8009290446 

8009290451 

0007290454 

0009290460 


NUHQER 


ACCESSION NUliSER 


PRINCIPAL 

DOCUHENT 


8009290025 

8009290025 

0009290090 

800929002S 

8009290023 

8009290097 

8009290025 

S00929002S 

8009290104 

8009290025 

8009290025 

8009290110 

8009290025 

8009290109 

8009290025 

8009290123 

8009290025 

8009290123 

8009290025 

8009290139 

8009290025 

8009290025 

8009290023 

8009290160 

8009290025 

8009290160 

8009290025 

8009290025 

8009290168 

0009290025 

8009290188 

8009290202 

8009290246 

8009290251 

8009290262 

0009290278 

8009290290 

8009290280 

8009290206 

8009290310 

0009290203 

0009290310 

8009290310 

0009290310 

0009290284 

0009290310 

0009290310 

8009290319 

8009290310 

8009290310 

0009290325 

8009290341 

0009290345 

0009290351 

0009290353 

0009290351 

8009290331 

0009290351 

0009290365 

8009290363 

8009290351 

BOO929O360 

0009290351 

8009290370 

8009290331 

8009290370 

8009290351 

0009290331 

8009290386 

0009290394 

0009290394 

0009290394 

8009290423 

0009290414 

0009290425 

0009290440 

8009290439 

0009290439 

0009290439 

0009290440 


DATE 

ISSUED 

00/09/08 

80/09/08 

80/08/10 

80/09/00 

80/09/00 

eO/OB/19 

80/09/08 

00/09/08 

80/00/19 

00/09/00 

00/09/00 

00/00/19 

00/09/00 

00/08/11 

00/09/00 

00 / 00/ 10 
80/09/08 
80/08/10 
00/09/08 
80/09/09 

80/09/00 

80/09/00 

80/09/08 

80/09/16 

80/09/08 

80/09/16 

00/09/00 

00/09/00 

80/09/26 

80/09/00 

80/08/19 

00/09/15 

00/09/15 

60/09/19 

80/09/24 

80/09/10 

80/09/24 

00/09/19 

80/09/19 

80/09/03 

80/09/24 

80/09/03 

80/09/03 

00/09/03 

00/09/18 

80/09/03 

00/09/03 

80/09/18 

00/09/03 

80/09/03 

80/09/10 

80/09/22 

00/09/22 

80/09/16 

00/09/22 

80/09/ 16 
00/09/16 
00/09/16 
60/09/83 
00/09/23 

80/09/16 

00/09/12 

80/09/16 

00/09/24 

00/09/16 

00/09/84 

00/09/16 

80/09/16 

00/09/10 

80/09/23 

80/09/20 

80/09/23 

80/00/10 

00/09/10 

80/00/lB 

80/09/10 

00/09/05 

80/09/05 

00/09/05 

00/09/10 


SUDOeCT 

CATEOORV 

FQIA 

FOIA 

70-1309 

FOIA 

FOIA 

50-346 Q 

FOIA 

FOIA 

50-346 Q 
FOIA 

FOIA 

50-546 Q 
FOIA 

50-255 Q 
FOIA 

50-254 0 

FOIA 

50-254 Q 
FOIA 

CONTRACT 

FOIA 

FOIA 

FOIA 

50-255 0 

FOIA 

50-255 0 

FOIA 

FOIA 

50-170 F 
FOIA 

30-454 Q 
30-546 0 

50-317 R 
50-334 0 

50-327 P 

50-366 8 

50-302 0 

50-324 a 
50-325 8 

0A999 

50-293 B 
QA999 
aA999 
0A999 

50-293 8 

0A999 

<JA999 

50-339 R 

aA999 

0A999 

50-458 O 
50-266 P 
50-259 0 

50-213 P 
50-312 P 

50-213 P 
50-213 P 
50-213 P 
50-219 P 
50-346 8 

50-213 P 
50-329 A 
50-213 P 
50-352 B 
50-213 P 

50-352 B 
30-213 P 
50-213 P 
50-209 K 
50-302 S 

50-382 S 
50-302 8 

50-295 0 

FOIA 

50-295 Q 

50-315 0 

50-206 P 
50-286 P 
50-206 P 
50-350 Q 


ENCLOSURE 


0009290464 

0009290465 

0009290468 

0009290475 

0009290496 

0009290501 
0009290513 
8009290526 
000 9290571 
8009300029 

0009300031 
8009300034 
Q009300036 
000930004 1 
8009300052 

0009300053 

8009300054 

8009300057 

8009300063 

0009300064 

8009300067 

0009300072 

0009300073 

0009300075 

0009300000 

0009300001 

0007300003 

8007300004 

0007300085 

0007300096 

0009300097 

0009300101 

8009300102 

Q009300108 

0009300119 

0009300121 

0009300125 

0009300126 

0009300130 

0009300136 

0009300137 

0009300140 

0009300193 

8009300195 

0009300196 

8009300163 

8009300103 

0009300105 

0009300197 

0009300198 

0009300209 

0009300210 

0009300221 

8009300224 

8009300235 

0009300236 
B0093 00240 
8009300243 
8009300245 
0009300251 

0009300250 

0009300264 

0009300269 

8009300273 

8009300276 

0009300279 

0009300280 

8009300282 

0009300286 

0009300300 

0009300301 
0009300302 
9009300306 
0009300307 
000930031 1 

0009300314 

0009300310 

8009300319 

6009300322 

6009300324 


PRINCIPAL 

DGCUMENT 


0009290461 

8009290462 

0009290461 

0009290472 

8009290490 

0009290499 
000929051 1 
8009290525 
0009290227 
8009300026 

0009300026 
0009300026 
BOO 9300033 
0009300026 
8009300046 

0009300046 

0009300047 

0009300046 

8009300061 

0009300062 

6009300060 
S 009300060 
800930006? 
0009300060 
B009300077 

8009300060 

0009300077 

0009300079 

8007300077 

0007300087 

8007300093 

0009300099 

0009300090 

8009300105 

0009300109 

8009300110 

8009300122 

8009300109 

0009300127 

0009300109 

8009300135 

6009300145 

8009300145 

0009300145 

8009300147 

0009300159 

0009300179 

8009300180 

0009300192 

0007300193 

0007300206 

0009300207 

8009300217 

0009300217 

0009300230 

0009300231 

0009300230 

8009300238 

8009300239 

0009300247 

0009300253 

0009300259 

0009300265 

0009300267 

0009300271 

0009300274 

8009300277 

6009300274 

0009300201 

0009300296 

0009300296 

8009300297 

0009300295 

0009300297 

8009300297 

0009300312 

8009300312 

0009300312 

0009300316 

0009300312 


DATE 

ISSUED 


00/09/05 
00/00/14 
80/09 /OS 
00/09/10 
00/09/17 

eo/os/31 

60/09/12 

60/08/19 

60/07/31 

00/09/11 

00/07/11 

00/07/11 

80/07/24 

00/07/11 

80/06/27 

00/08/27 

00/08/27 

aO/00/27 

00/08/14 

00/09/00 

30/09/ 1 1 
00/09/11 
00/08/15 
80/09/11 
80/09/10 

00/09/11 

80/09/10 

00/09/08 

00/07/10 

00/00/14 

00/07/03 

00/09/11 

80/00/10 

00/07/10 

00/09/11 

80/07/02 

00/07/17 

80/09/11 

00/09/17 

00/09/11 

80/09/17 

80/09/16 

60/09/16 

00/09/16 

80/09/24 

00/09/15 

00/09/10 

77/00/10 

80/09/08 

00/07/09 

80/09/09 

00/07/04 

00/00/19 

80/03/19 

00/07/15 

80/09/18 

00/08/12 

00/00/12 

00/09/18 

aO/OB/29 

00/08/27 
80/09/12 
80/00/29 
80/09/23 
00/09/ n 

00/00/10 

00/09/03 

00/08/16 

80/09/09 

BO/09/17 

80/07/17 

00/07/09 

00/09/19 

80/07/09 

80/09/09 

80/09/12 

80/07/12 

80/09/12 

80/09/19 

00/09/12 


SUBJECT 

CATEOORV 


50-200 P 
SO -373 a 
50-200 P 
50-329 a 
SO -339 P 

WASTE HOT 
50-546 A 
50-440 a 
50-443 0 

50-416 0 

50-416 0 

50-416 0 

50-155 0 

50-416 a 
50-346 P 

50-346 P 
50-312 0 

SO-346 P 

50-261 a 

XPORTLIC 

50-259 0 

50-259 0 

50-861 Q 
50-259 0 

50-317 P 

50-259 0 

50-317 P 
XPORTLIC 
50-317 P 
50-362 0 

CONTRACT 
50-295 P 
50-490 a 
50-309 A 
FOIA 

CONTRACT 

71-5900 

FOIA 

71-9037 

FOIA 

71-9034 
50-313 P 
50-313 P 
50-313 P 
50-257 P 

50-209 H 
50-336 P 
40-0072 
50-243 R 
CONTRACT 

CONTRACT 
71-396 
30-255 0 

50-265 a 
50-277 F 

30-153 P 
SO-346 a 
50-346 a 
50-245 P 
50-244 0 

50-206 * 

CONTRACT 
50-219 O 
50-295 P 
CONTRACT 

50-267 0 

40-1341 
50-267 0 

40-297 
50-297 P 

SO-297 P 
30-245 P 
50-275 H 
30-245 P 
30-245 P 

50-344 0 

50-344 Q 
50-344 a 
50-259 H 
60-344 a 



CROSS REFERENCE OF ENCLOSURES 
TO PRINJCPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOOBY 

0009300323 

BO 093003 16 

80/09/19 

50-259 

H 

8009300327 

8009300316 

80/09/19 

50-259 

M 

8009300340 

9009300334 

80/09/12 

50-282 

P 

0009300401 

9009300399 

80/09/19 

50-389 

fi 

3009300403 

B009300402 

80/09/29 

50-920 

K 

8009300414 

BOO93004O7 

80/09/25 

40-0681 


0009300420 

8009300417 

90/09/25 

50-889 

0 

8009300421 

60093004 1 7 

80/09/26 

50-367 

A 

0009300422 

80093004 1 7 

80/09/23 

50-afl9 

0 

0009300423 

8009300417 

80/09/23 

30-289 

0 

9009300430 

8009300426 

00/09/23 

50-309 

R 

B0093004SO 

9009300441 

80/09/22 

30-317 

S 

0009300460 

9009300434 

80/09/26 

30-318 

8 

8009300465 

8009300459 

80/09/24 

50-454 

A 

9009300470 

8009300464 

80/09/26 

50-317 

9 

8009300473 

8009300468 

80/09/19 

50-237 

S 

9009300478 

8007300472 

80/09/23 

90-237 

s 

9009300479 

8007300474 

00/09/24 

90-324 

s 

8009300483 

8007300477 

80/09/23 

TOPBEP 


8009300485 

8007300482 

80/09/15 

50-335 

E 

9009300487 

8009300484 

80/09/23 

50-295 

8 

9009300494 

8009300490 

80/09/ 1 2 

30-2S0 

a 

8009300499 

8009300491 

80/09/10 

30-220 

8 

8009300496 

8009300488 

80/09/24 

50-445 

H 

8009300499 

8009300492 

80/09/26 

50-253 

S 

8009300901 

8009300493 

80/09/23 

30-331 

B 

8009300902 

8009300497 

80/09/23 

50-321 

S 

8009300304 

8009300498 

80/09/25 

30-231 

3 

B009300505 

8009300500 

80/09/23 

50-273 

ft 

8009300SOB 

8009300498 

80/09/25 

30-231 

8 

BOO 7300509 

8009300489 

80/09/23 

50-325 

B 

80073009 1 9 

8007300511 

80/09/26 

50-340 

S 

8009300917 

8007300310 

80/09/24 

50-319 

3 

B009300518 

8007300512 

80/09/24 

50-272 

P 

8009300381 

8009300516 

80/09/26 

50-259 

8 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 

B009300S26 

0009300519 

ao/09/23 

30-366 

8 

8009300527 

8009300923 

80/09/23 

30-349 

S 

B009300528 

8009300522 

00/09/25 

30-219 

8 

8009300530 

8009300924 

80/09/22 

30-247 

a 

0007300535 

0009300331 

80/09/24 

30-293 

a 

000730053? 

8009300332 

80/09/17 

30-283 

e 

0009300542 

8009300533 

80/09/25 

50-490 

M 

0009300546 

8007300338 

80/09/10 

30-368 

6 

8009300553 

8009300944 

80/09/26 

30-296 

a 

0009300594 

8009300348 

BO/07/26 

30-260 

s 

8009300990 

B009300331 

80/09/25 

30-282 

s 

8009300563 

8009300936 

80/09/24 

30-267 

8 

8009300367 

0009300562 

80/09/22 

50-259 

9 

8007300368 

8009300359 

80/09/24 

30-323 

8 

0009300569 

6009300964 

00/09/23 

30-219 

8 

0009300371 

8009300969 

00/09/19 

30-367 

& 

8009300377 

8009300372 

80/09/24 

30-348 

8 

8009300583 

8009300500 

80/09/24 

70-1909 

8009300986 

8009300580 

80/09/24 

70-1308 


9009300568 

8009300984 

80/09/12 

30-293 

0 

8009300995 

0009300893 

80/09/04 

CONTRACT 


8009300997 

8009300392 

80/09/09 

CONTRACT 


8009300998 

8009300391 

80/09/19 

30-271 

O 

8009300611 

8009300606 

80/09/02 

70-1377 


8009300612 

0009300608 

80/09/13 

30-482 

fl 

8009300614 

0009300603 

80/09/19 

50-249 

0 

8009300619 

0009300603 

80/09/19 

30-249 

0 

8009300626 

0009300616 

00/09/16 

30-269 

a 

8009300630 

8Q09300616 

80/09/16 

30-269 

0 

0009300631 

0009300616 

80/09/16 

50-269 

0 

8009300632 

8009300629 

00/09/22 

30-289 

0 

8009300640 

9009300616 

80/09/16 

30-269 

Q 

8009300633 

8009300651 

00/08/29 

30-29 

0 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect tlie status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to tire construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Rep.ort (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1, Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR, 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is tlie 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above, 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is tire 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on tire phase of the licensing process. 
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1, 


Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2, 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where tlie primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR IS excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguaids Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6 . Correspondence to and from interveners, 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license 
Items that liave no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from tlie public requesting information about llie facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hcaiing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1, Company annual reports. 

2. Separately submitted financial information and lelated correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding Indemnity and Insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

TJiis category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA’s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2 . Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2 . Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

Tliis file assumes the position of the Applieation/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating lieense to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup tecluiical documents {e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items I and 2. 

5 Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All gei^eral technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, tlie operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R), 

10 Correspondence relating to NRC’s Systematic Evaluation Program (SEP), 

n. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters liiglilighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 


Q. 


INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 


NOTICES; 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 


Inspection reports. 

Nofef R'eulalory Operations (RO) Bulletins), Chctilars and Infoiniiili 

Responses by applicant to IE correspondence. 

Applicant’s determination of proprietary nature of inspection reports. 

Letters concerning areas of noncompliance. 

Pre-service and in-service inspections and procedures. 
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R* PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes pci iodic reports of a routine nature. 

1- Monthly, semiannual, oi annual operating reports (other than (liiancial). 

2. Pci iodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic peisonncl cxposuic rcpoits. 

4* Operational Logbooks’ 

Logbooks on Imvironmcntal Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sliecls. 

S. Correspondence or other docinncnts iclating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNO’S, PNS’S AND RELATED CORRESPONDENCE 

Th is catcgoiy contains all maleilals relating to abnormal, unusual, reportable or iionroullne occur- 
rences or events. Tins includes; 

1 . All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LER’s) and follow-up 
otjrrcspondcncc (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2- Potential or possible icportablc deficiency rcpoits and lelaled correspondence. 

3. Peisonncl cxposuic icports. 

4. Construction deficiency reports submitted under 10 CFR 50.55c. 

5. Piclimlnary Notification of Occurrence (PNO*s) and Preliminary Notificalion of Safeguards 
Iwcnls (PN’s). 

< 3 . ihivironmcntal Tcclinical Specifications violation reports and Environmental Event reports. 

V. Part 21 Reports of defects and noncompllancc. 

8. Coricspondence or other documents relating to items 1-7. 

T. TRANSCRIITS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

TTiiis category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congicssional matters (category U), 

1 . Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transciipts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to tlie Commission. 

5. Statements and written testimony subniilted at Commission meeting or hearings. 

<5, Transcripts of utility briefs to NRC staff. 

V. Advisory CoinniUlec on Reactor Safeguards (ACIiS) meeting transcripts. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports, 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matteis highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance . 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence arid orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN’s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than fmancial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNO’S, PNS’S AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or iionroutine occur- 
rences or events. This includes: 

L All 24-houi, 10-day, 30-day, interim and final Licensee Event Reports (LER’^s) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e, 

5. Preliminary Notification of Occurrence (PNO’s) and Preliminary Notification of Safeguards 
Events (PN’s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompJiance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 
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3. Backup technical documents (e.g,, topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items J and 2, 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information, 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1 . Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection leports. 

5. Letters concerning areas of noncompliancc. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN’s). 

8. Any correspondence relating to inspection and enforcements that docs not specifically relate 
to incidents or events as defined in category S, 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a routine nature, 

!. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports, 

4. Operational Logbooks.' 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 


S. REPORTABLE OCCURRENCES, PNO’S, PNS'S AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes; 

1. Ali 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LER’s) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports an reporta e 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e, 

5 . Preliminary Notifrcation of Occurrence (PNO's) and P.eliminary Notiflcatron of Safeguards 
Events (PN’s). 

6. Environmental Teohnierd Specincationa violalion reports and EnVronmentai Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or otlier documents relating to items 


T. 


TRANSCRIPTS, 


TESTIMONY AND BRIEFINGS ON NON-ANTJTRUST MATTERS 


, r fr-ancrnnis cxccpt for antitrust matters (category N), 


n^orri rA<;LBl and Atomic Safety and Licensing Appeal Board 

1 . Atomic Safety and Licensing Board (A ^ 

(ASLAB) transcripts. 

2, Testimony and —a subnu-tled .OASES and .SLAB, 

3. Commission meeting transcripts. 

4 NRC staff briefings to the Comnwsion. 

submitted at CommLsion meeting or hearings. 

5. Statements and written te* 



8. Corrections to above items. 


U. CONGRESSIONAL/EXECUTJVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by tlie 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward, 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted m support of items 1 and % such as; Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 


454 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR — Commission Meeting Records 

Tins category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices, 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings, 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable vlewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC teclmical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 
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2, Travel vouchers, telephone logs and official appointment calendars of individual Commissioners 


3. Weekly Information Reports (SECY series number) piepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, sec lOCFR category. For all othei staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract numbei, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


DISCLOSURE — Financial Disclosure Biformation 

Hiis category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978, 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS — Generic Technical Issues 

This category contains records pertaining to unresolved safety Issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 
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3. 


Meeting notifications and minutes. 


4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E ~ Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 


1. I&E Circulars, which describe an event at a licensed facility and are informational m nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 


NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC — Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other nondocketed 
categories. 

NUREG — NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U,S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1 . These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of teclmical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation, 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to tlie content of 
the reports. 
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ORG — Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides tliat pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are. 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of'the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are; 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P** 
prefix, followed by a senes of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

Tliese documents are grouped together in categories, designated by alphabetic characters. These are 
tlie same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup teclmical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1, PSARs submitted by the utility. 

2, Amendments and changes to tlie PSAR. 

3, Transmittal letters. 

4, Letters acknowledging receipt of tlie PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1, Submittals and related material pertaining to the -antitrust review. 
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Q. Inspection Reports 

1 . Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. FoUow-up correspondence resolving deviations cited. 

2. Government -owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per* 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT2I — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed m compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include; 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to tlie NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 — Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

J, NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1 . Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings lield in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1 . Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, montWy, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pie ted research programs. 

NOTE: For final reports of research conducted by contractors, see also KUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups, ^ Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Foliow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites, 


PT21 — Non compliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of tlie Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or tlie existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence, Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other foliow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the Industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff m evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants, Included are: 

1 . Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE; For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation exammation analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors, 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaming to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in tliis category 
include: 

1. Designations of tlie presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; ( 2 ) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of pohcy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in wliich the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

Tliis category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE- For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series, 


WASTE MGT ~ Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix, These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of higli-level waste in 
geologic repositories. Tlris category will be enlarged later to include records dealing with low-leve' 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in providing DOB with tecltnica! assistance 
in the Waste Isolation Pilot Plan (WFPP) for burial of defense wastes. 

4, NRC draft staff guides for developing positions on the content and format of environinental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are. 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of tlie 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of impoi I or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE; For Uanscripts of Commission meetings and papers submitted for Commissioner 
consideration or mformation, see lOCFR category. 
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